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SENJAMIN  H.  THOMPSON,  President. 
JOHN  E.   KING,   President  Pro   Tern. 
JOHN  W.  RHODEHAMEL,  Clerk. 

JOHN  E.  AMBUHL,  Deputy  Clerk. 

BERTHA  MARKOWITZ,  Secy,  of  Committees 
WM.  P.  SMITH,  Sergeant-at-Arms.      . 


CITY  OFFICIALS 

Mayor   SAMUEL   LEWIS    SHANK 

Secretary    to    Mayor    FLORENCE    PECKMAN 

City    Clerk JOHN    W.    RHODEHAMEL 

Chief  Deputy  City  Clerk   JOHN  E.   AMBUHL 

Deputy    City    Clerk    -, O.    L.    HAYES 

Assistant  City  Clerk  R.   BYRON  SHELTON 

Assistant   City   Clerk EVA   J.    BRUNNER 

Judge   City   Court    DELBERT    0.    WILMETH 

Secretary  to  City  Judge  ANNA  L.  JOHNSON 

Bailiff WILLIAM    P.    SMITH 

Probation    Officer    ROBERT    DENNIS 

Probation    Matron    LAUREL    C.    THAYER 


DEPARTMENT   OF   FINANCE 

City    Controller    JOSEPH    L.    HOGUE 

Deputy    City    Controller    J.    EMMET    TYLER 

License    Clerk    RALPH    BOYER 

Bookkeeper  THOMAS   BOWSER 

Barrett  Law  Clerk L.  F.  ZEIGLER 

Barrett  Law  Bookkeeper FRED  B.  AKIN 

Stenographic   Clerk MAY   BRANSON 

First  Assistant  Clerk KATHRYN  WALKER 

Clerk    HARRY    WYATT 

Clerk    L JULIA    KARLE 

Deputy  Auditor  School  Board ARTHUR  C.  THOMAS 


DEPARTMENT  OF  LAW 

Corporation   Counsel JAMES   M.    OGDEN 

City  Attorney WILLIAM  BOSSON 

Assistant  City  Attorney WILLIAM  T.  BAILEY 

Claim  Agent WILLIAM   S.   HENRY 

City  Court  Deputy FAE   W.   PATRICK 

Attorney  for  Park  Board NEWTON  J.  McGUIRE 

Attorney  for  Health  Board CLIFFORD  C.  KEALING 

Clerk BESSIE  M.  REID 

Clerk LAMMIE   N.   DONOVAN 


DEPARTMENT  OF   CITY  CIVIL  ENGINEER 

City  Civil  Engineer FRANK  C.  LINGENFELTER 

Senior    Assistant    City    Engineer M.    N.    BEBEE 

Assistant  Engineer,  Streets RICHARD  JOHNSON 

Assistant  Engineer,  Sewers CHAS.  A.  BROWN 

Assistant  Engineer,  Office ; E.  C.  DOEPPERS 

Assistant  Engineer,  Parks ED  PERRY 

Assistant  Engineer  Flood  Protection  HARVEY   CASSIDY 

Engineering  Chemist C.   H.  UNDERWOOD 

Chief  Inspector HOMER  FOXWORTHY 

Chief  Clerk J.  S.  BRANSON 

General  Superintendent  Repairs OTTO  SMELCER 

Superintendent  Street  Lighting JAS.  W.  HENSLEY 


City  Officials 


CITY  MARKET 

Market  Master ROBERT   R.   SLOAN 

Assistant  Market  Master MICHAEL  BOVA 


POLICE  DEPARTMENT 

Chief HERMAN  F.  RIKOFF 

Secretary  to  Chief OSCAR  J.  QUEISSER 

Inspector WALTER  S.  WHITE 

Inspector  of  Traffic MICHAEL  GLENN 

Supervisor  of  Detectives JEREMIAH  KINNEY 


FIRE   DEPARTMENT 

Chief JOHN  J.   O'BRIEN 

Secretary  to  Chief ___HARRY  R.   GOULD 

First  Assistant  Chief JOHN  W.  BLACKWELL 

First  Assistant  Chief J.  HARRY  JOHNSON 

Clerk INEZ  H.  SCHNEIDER 


DIVISION  FIRE  PREVENTION 

Second  Assistant  Chief VIRGIL  T.  FERGUSON 

Captain AUGUST   ALBRECHT 

Clerk * BENJAMIN  WHEAT 


PURCHASING  DEPARTMENT 
Purchasing  Agent RAYMOND   WRIGHT 

Assistant  Purchasing  Agent 1 HENRY  HARRIS 

Assistant  Purchasing  Agent WILL  K.   PENROD 

Storekeeper CLARENCE  HESS 


CUSTODIANS   OF   CITY   BUILDINGS 
City  Hall BEVERLY   HOWARD 

Tomlinson  Hall JOHN  FOX 

Police  Station JOHN  FIELDS 


MEMBERS  OF  OFFICIAL  BOARDS 


BOARD  OF  PUBLIC  WORKS 

Chairman  .  CHARLES   E.   COFFIN 

WILLIAM  H.  FREEMAN 
M.   J.    SPENCER 
Chief   Clerk    ELMER    WILLIAMS 


BOARD  OF  PUBLIC  SAFETY 

Chairman    _  ERNEST    L.    KINGSTON 

ELMER  F.  GAY 
JESSE  S.  SISLOFF 
Executive    Secretary    OSCAR    WISE 


DEPARTMENT  OF  PUBLIC  HEALTH  AND  CHARITIES 

President SOL  SCHLOSS 

Vice-President DR.    GOETHE    LINK 

Commissioner   DR.    ARTHUR   E.    GUEDEL 

Commissioner  .  DR.  WM.  H.  FOREMAN 

Secretary   DR.   HERMAN   G.    MORGAN 

Chief  Clerk CHAS.  T.  JOHNSON 

Superintendent  City  Hospital  DR.  CLEON  NAFE 


DEPARTMENT  OF  PUBLIC  PARKS 

President   ' CHARLES    A.    BOOKWALTER 

Vice-President    FRANK    P.    MANLY 

Commissioner   EMSLEY   W.   JOHNSON 

Commissioner    ALBERT    M.    MAGUIRE 

Superintendent   __R.    WALTER   JARVIS 

Assistant  Superintendent H.  HOUSTON  TALL 

Secretary    MARY    GRIFFIN 

Field    Secretary    CHAS.    L.    HUTCHINSON 


STREET   DEPARTMENT 
Street  Commissioner MARTIN  L.   HYLAND 


SWEEPING  AND  CLEANING  DEPARTMENT 
Superintendent   Street   Cleaning JOHN   F.    WALKER 


DEPARTMENT  OF  WEIGHTS  AND  MEASURES 

Chief   Inspector   „_.     MARY    PEARL   RIDDLE 

Inspector    ROBERT    H.    HATHAWAY 

Inspector   CLARENCE    STEWART 

Inspector MICHAEL  DILLON 

Inspector    GLENN    SCOTT 

Chief  Clerk CHAS.   HULSMAN 


MEMBERS  OF  THE  COMMON  COUNCIL 


OFFICERS  OF  THE  COMMON  COUNCIL 

President BENJAMIN  H.  THOMPSON 

President  Pro  Tern JOHN  E.  KING 

Clerk JOHN   W.   RHODEHAMEL 

Deputy  Clerk JOHN  E.  AMBUHL 

Secretary  of  Committees BERTHA  MARKOWITZ 

Serg-eant-at-Arms    WILLIAM    P.    SMITH 


COUNCILMEN-AT-LARGE 

First  District IRA  L.  BRAMBLETT 

Second  District BEN  H.  THOMPSON 

Third  District LLOYD  D.  CLAYCOMBE 

Third   District WILLIAM   E.    CLAUER 

Fourth  District WALTER   W.   WISE 

Fifth  District THEODORE  J.  BERND 

Fifth  District HEYDON  W.  BUCHANAN 

Sixth  District JOHN   E.   KING 

Sixth  District OTTO   RAY 

Term  of  Office — From  the  first  Monday  in  January,   1922,  to 
first  Monday  in  January,  1926. 


STANDING  COMMITTEES 


FINANCE   COMMITTEE 
Messrs.   King,   Buchanan,  Ray,   Clauer,   Bramblett. 

PUBLIC  WORKS  COMMITTEE 
Messrs.  Ray,  King,  Clauer,  Bernd,  Claycombe. 

PUBLIC  SAFETY  COMMITTEE 
Messrs.   Buchanan,   Ray,   King,   Wise,   Bramblett. 

PUBLIC  HEALTH  AND   CHARITIES   COMMITTEE 
Messrs.   Clauer,  Buchanan,  Ray,  Bramblett,   Wise. 

PARK  COMMITTEE 
Messrs.  Bramblett,  Claycombe,  Bernd,  Wise,  King. 

LAW  AND  JUDICIARY   COMMITTEE 
Messrs.  Clauer,  Wise,  King,  Buchanan,  Ray. 

CITY  WELFARE   COMMITTEE 
Messrs.   Bernd,   Clauer,   Buchanan,   Claycombe,   Ray. 

ELECTIONS  COMMITTEE 
Messrs.  King,  Clauer,  Bernd,  Ray,  Buchanan. 

ATHLETIC  COMMISSION 
Messrs.  King,  Ray,  Bernd,  Clauer,  Buchanan,  Bramblett,  Thompson. 


/ 


Calendar  of  Sessions  of  the  Common  Council 


Page 

1.  January    5,    1925    Regular 1 

2.  January  6,   1925   ' Special 3 

3.  January    19,    1925    Regular 17 

4.  February    2,    1925 Regular 31 

5.  February  16,  1925   Regular 51 

6.  March    2,    1925    Regular 99 

7.  March   16,    1925 Regular 109 

8.  March    25,    1925    Special 115 

9.  March   28,    1925    Special T 121 

10.  April   6,    1925    Regular 181 

11.  April   20,    1925    Regular 199 

12.  April   22,    1925    Special 215 

13.  April   23,    1925    Special 223 

14.  May    1,    1925    Special 225 

15.  May    4,    1925    _*. Regular 227 

16.  May    18,    1925    Regular^ 231 

17.  June    1,    1925 Regular 241 

18.  June    15,    1925    Regular 261 

19.  July    6,    1925    Regular !■___   275 

20.  July    20,    1925    Regular 301 

21.  August    3,    1925    Regular -309 

22.  August    17,    1925    Regular 327 

23.  August    19,    1925    Special 339 

24.  August    25,    1925    „_Special 927 

25.  September    7,    1925    Regular 929 

26.  September    21,    1925    Regular 951 

27.  October    5,    1925    Regular 961 

28.  October    19,    1925    Regular 983 

29.  October    26,    1925    ISpecial 1017 

30.  November    2,    1925    Regular 1031 

31.  November    9,    1925 Special 1041 

32.  November    16,    1925    Regular 1047 

33.  November    30,    1925    Special 1057 

34.  December  7,    1925    Regular 1079 

35.  December   21,    1925    _*_ Regular _1107 

36.  January    2,    1926    Special 1117 

Number    of   Regular   meetings    24 

Number    of    Special    meetings    12 


Total  number  of  meetings  of  the  Common  Council  in  1925      36 
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JOURNAL  OF  PROCEEDINGS 


OF  THE 


Common  Council 


OF  THE 


CITY  OF  INDIANAPOLIS 
In  Marion  County,  in  the  State  of  Indiana 


REGULAR  MEETING 

Monday,  January  5,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  Monday  evening,  January  5,  1925, 
at  7:30  o'clock  in  regular  session. 

Present:  Messrs.  Bernd,  Bramblett,  Buchanan,  Clauer, 
Claycombe,  King,  Ray  and  Thompson. 

Absent:     Mr.  Wise. 

On  motion  of  Mr.  Ray,  seconded  by  Mr.  Clauer,  Mr. 
Thompson  was  called  to  the  chair  to  preside  as  chairman. 

Mr.  Thompson  stated  the  first  business  in  order  to  be 
the  election  of  a  president  for  the  year  1925. 
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Mr.  Ray  placed  in  nomination  Ben  H.  Thompson,  which 
nomination  was  seconded  by  Mr.  King. 

There  were  no  other  nominations. 

The  clerk  called  the  roll,  which  resulted  as  follows: 

Those  voting  for  Mr.  Thompson,  5,  viz. :  Messrs.  Bu- 
chanan, Clauer,  King,  Ray  and  Thompson. 

Those  not  voting,  3,  viz. :  Messrs.  Berrod,  Bramblett  and 
Claycombe. 

Chairman  Thompson  declared  Ben  H.  Thompson  elected 
as  President  of  the  Common  Council  for  the  year  1925. 

On  motion  of  Mr.  King,  the  Common  Council  at  7:37 
o'clock  p.  m.,  adjourned  to  meet  at  7:30  o'clock  p.  m.,  Tues- 
day, January  6,  1925. 


Attest :  President. 

/y  City  Clerk. 
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TUESDAY  EVENING,  JANUARY  6,  1925. 

At  7:30  p.  m.,  Tuesday,  January  6,  1925,  President 
Thompson  called  the  Council  to  order. 

The  Clerk  called  the  roll. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz. :  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

President  Thompson  stated  the  first  business  in  order  to 
be  the  election  of  a  President  pro  tern  for  the  year  1925. 

Mr.  Ray  placed  in  nomination  John  E.  King,  which  nomi- 
nation was  seconded  by  Mr.  Clauer. 

There  were  no  other  nominations. 

The  Clerk  called  the  roll  which  resulted  as  follows: 

Those  voting  for  Mr.  King,  9,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray,  Wise 
and  President  Ben  H.  Thompson. 

President  Thompson  declared  John  E.  King  elected 
President  pro  tern  of  the  Common  Council  for  the  year  1925. 

President  Thompson  announced  the  appointment  of  the 
following  standing  committees  for  the  year  1925: 

STANDING  COMMITTEES. 
Finance — King,  Buchanan,  Ray,  Clauer,  Bramblett. 
Safety — Buchanan,  Ray,  King,  Wise,  Bramblett. 
Works — Ray,  King,  Clauer,  Bernd,  Claycombe. 
Health  and  Charities — Clauer,  Buchanan,  Ray,  Bramblett,  Wise. 
Parks — Bramblett,  Claycombe,  Bernd,  Wise,  King. 
Law  and  Judiciary — Clauer,  Wise,  King,  Buchanan,  Ray. 
Elections — King,  Clauer,  Bernd,  Ray,  Buchanan. 
City's   Welfare — Bernd,   Clauer,   Buchanan,   Claycombe,   Ray. 
Athletic     Commission — King,     Ray,     Bernd,     Clauer,     Buchanan, 
Bramblett,  Thompson. 
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President  Thompson  called  for  the  regular  order  of 
business. 

REGULAR  ORDER  OF  BUSINESS. 

Mr.  King  moved  that  the  reading  of  the  Journal  be  dis- 
pensed with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

December  18,  1924. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana : 
Gentlemen : 

I  have  this  day  approved,  signed  and  delivered  to  John  W. 
Rhodehamel,  City  Clerk,  the  following  ordinances: 

GENERAL  ORDINANCE  NO.  142,  1924,  an  Ordinance,  trans- 
ferring the  sum  of  Five  Hundred  ($500.00)  Dollars  from  the  New 
Equipment  and  Tools  Fund  in  the  Electrical  Department  under  the 
Department  of  Public  Safety  to  the  Material  and  Supplies  for  Traffic 
Fund  in  the  Police  Department  under  the  same  department,  and  de- 
claring a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  143,  1924,  an  Ordinance,  trans- 
fer^ ng  the  sum  of  Fifteen  Hundred  and  Fifty  ($1550.00)  Dollars 
from  the  New  Equipment  and  Tools  Fund  in  the  Electrical  Depart- 
ment under  the  Department  of  Public  Safety,  to  the  Salaries  Fund 
in  the  Building  Department,  under  the  Department  of  Public  Safety, 
and  declaring  a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  144,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Thirteen  Hundred  ($1300.00)  Dollars  from  the 
Maintenance  of  Tomlinson  Hall  Fund  under  the  Department  of  Public 
Works,  to  the  Telephone  Fund  in  the  same  Department,  and  re-appro- 
priating the  same  to  the  latter  fund,  and  declaring  a  time  when  the 
same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  145,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Three  Hundred  Eighteen  and  24/100  ($318.24)  Dol- 
lars from  the  Electric,  Gas  and  Vapor  Lights  Fund  in  the  office  of 
the  City  Civil  Engineer,  under  the  Department  of  Public  Works,  to 
the  Salaries  Board  of  Public  Works  and  Office  Force  Fund  under 
the  Department  of  Public  Works,  and  re-appropriating  the  same  to 
the  latter  fund,  and  declaring  a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  146,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Seventeen  Hundred  ($1700.00)  Dollars  from  the 
Electric,  Gas  and  Vapor  Lights  Fund  in  the  office  of  the  City  Civil 
Engineer  under  the  Department  of  Public  Works  to  the  Blank  Books, 
Printing  and  Advertising  Fund  in  the  Department  of  Public  Works, 
and  re-appropriating  the  same  to  the  latter  fund,  and  declaring  a  time 
when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  147,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Five  Hundred  ($500.00)  Dollars  from  the  Main- 
tenance of  Comfort  Station  Fund  in  the  Department  of  Public  Works 
to   the   City   Hall   Maintenance   Fund   in   the   Department   of   Public 
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Works,  and  re-appropriating  the  same  to  the  latter  fund,  and  de- 
claring a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  148,  1924,  An  Ordinance  trans- 
ferring the  sum  of  Five  Thousand  ($5,000.00)  Dollars  from  the  Elec- 
tric, Gas  and  Vapor  Lights  Fund  in  the  office  of  the  City  Civil  En- 
gineer, under  the  Department  of  Public  Works  to  the  Street  and 
Alley  Improvement  Assessments  Fund  in  the  Office  of  the  City  Civil 
Engineer  under  the  Department  of  Public  Works,  and  reappropriating 
the  same  to  the  latter  fund,  and  declaring  a  time  when  the  same  shall 
take  effect. 

GENERAL  ORDINANCE  NO.  149,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Three  Hundred  Thirty  and  69/100  ($330.69)  Dol- 
lars from  the  Salaries  Custodian  of  City  Hall  and  Employees  Fund 
in  the  Department  of  Public  Works  to  the  Salaries  Tomlinson  Hall 
Custodian  and  Employees  Fund  in  the  Department  of  Public  Works 
and  reappropriating  the  same  to  the  latter  fund,  and  declaring  a  time 
when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  150,  1924,  An  Ordinance,  trans- 
ferring the  sum  of  Fifteen  Thousand  ($15,000.00)  Dollars  from  the 
Municipal  Garage  Maintenance  and  Repairs  Fund  under  the  Depart- 
ment of  Public  Works,  to  the  Street  and  Alley  Improvement  Assess- 
ments Fund  in  the  office  of  the  City  Civil  Engineer  under  the  Depart- 
irent  of  Public  Works,  and  re-appropriating  the  same  to  the  latter 
Fund  and  declaring  a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  151,  1924,  An  Ordinance,  author- 
izing the  alienation  and  conveyance  of  the  following  described  real 
estate  situated  in  Marion  County,  State  of  Indiana,  to-wit:  A  tract 
of  land  in  the  south-west  quarter  of  Section  eleven  (11),  Township 
fifteen  (15)  north,  Range  three  (3)  east,  said  real  estate  belonging 
to  the  City  of  Indianapolis  for  Public  and  Governmental  purposes, 
and  no  longer  needed  for  said  purposes,  request  the  Judge  of  the 
Circuit  Court  appoint  appraisers  for  such  property,  and  fixing  the 
time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  154,  1924,  An  Ordinance  fixing  the 
salaries  of  the  Superintendent  of  the  Municipal  Garage  and  the  Fore- 
man of  the  Municipal  Garage,  and  repealing  all  ordinances  or  parts 
of  ordinances  in  conflict  with  the  provisions  of  this  ordinance  and  de- 
claring a  time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  156,  1924,  An  Ordinance,  fixing  the 
salary  of  the  Secretary  to  the  Chief  of  Police,  repealing  all  ordin- 
ances or  parts  of  ordinances  in  conflict  therewith,  and  declaring  a 
time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  157,  1924,  An  Ordinance,  amend- 
ing Sub-Section  F,  of  Section  Three  (3),  of  General  Ordinance  No.  37, 
1923,  known  as  the  Traffic  Ordinance  and  declaring  a  time  when  the 
same  shall  take  effect. 

SPECIAL  ORDINANCE  NO.  20,  1924,  An  Ordinance,  disannex- 
ing  certain  territory  in  the  City  of  Indianapolis,  Indiana,  defining  a 
part  of  the  boundary  line  of  said  City  and  fixing  a  time  when  the 
same  shall  take  effect. 

APPROPRIATION  ORDINANCE  NO.  21,  1924,  An  Ordinance, 
appropriating  the  sum  of  Eleven  ($11.00)  Dollars  to  the  Department 
of  Finance,  for  the  purpose  of  paying  the  Methodist  Hospital  for 
care  and  Medical  Services  rendered  to  Harry  VanPelt,  a  member  of 
Hose    Company    No.    16,    injured    in   collision    of    Fire    Apparatus    at 
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Meridian  and  Sixteenth  Street  on  December  2,  1924,  while  answering; 
fire  alarm,  and  declaring  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 
Mayor. 


REPORTS   FROM   CITY  OFFICERS 


From  the  City  Controller: 


January  5,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana: 

Gentlemen — I  am  attaching  hereto  copies  of  an  ordinance  calling: 
for  the  making  of  a  Temporary  Loan  in  the  sum  of  Two  Hundred 
($200,000),  for  the  use  of  the  Board  of  Health  and  Charities,  of  the 
City  of  Indianapolis. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 
City  Controller. 

January   5,   1925. 
Mr.  Joseph  L.  Hogue,. 
City   Controller, 
Indianapolis. 
Dear  Sir: 

I  am  enclosing  you  herewith  copies  of  an  ordinance  calling  for 
the  authorization  of  a  temporary  loan  for  the  use  of  the  Board  of 
Health  and  Charities  in  the  sum  of  Two  Hundred  Thousand  Dollars 
for  Board  of  Health  purposes. 

Will  you  kindly  transmit  same  to  the  Common  Council  with 
recommendation,  for  passage  at  the  next  meeting  of  that  body? 

Respectfully, 
CLIFFORD  C.  KEALING, 
Attorney  Board  of  Health  and  Charities. 

January  5,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen : 

I  am  handing  you  herewith  copies  of  an  ordinance  appropriat- 
ing $450.00  to  the  Department  of  Finance  for  the  expenses  of  the 
Athletic  Commission  for  the  year  1925. 

Through  error  this  item  was  omitted  when  the  budget  for  1925 
was  prepared. 

I, respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 
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From  the  Board  of  Public  Works: 

January   5,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen : 

Attached  hereto  find  copies  of  an  ordinance  which  I  am  directed 
to  send  to  you  by  the  Board  of  Public  Works,  calling  for  the  ratifica- 
tion, confirmation  and  approval  of  a  certain  contract  entered  into 
between  the  City  of  Indianapolis  and  the  H.  P.  Andresen  Company 
of  Chicago,  Illinois,  for  the  purchase  of  one  (1)  Andresen  Repair 
Outfit  for  the  sum  of  thirty-five  hundred   ($3,500.00)   dollars. 

Respectfully  submitted, 
ELMER    WILLIAMS, 

Clerk  of  Board. 

From  the  Board  of  Public  Safety: 

January   5,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen : 

The  Board  of  Public  Safety  respectfully  recommends  to  your 
honorable  body  the  passage  of  an  ordinance  amending  Sub-Section 
"I"  of  Section  Four  (4)  of  General  Ordinance  No.  37,  1923,  by 
adding  thereto  the  following:  "There  shall  be  no  parking  of  vehicles 
at  any  time  on  the  east  side  of  Station  street  from  Roosevelt  avenue 
to  25th  street."  The  Brightwood  Civic  League  is  urging  that  the  con- 
gested condition  be  relieved  at  this  point. 

Am  sending  you  copies  of  an  ordinance  covering  the  same. 

Very  truly  yours, 
BOARD  OF  PUBLIC  SAFETY, 
Oscar  0.  Wise,  Executive  Secretary, 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES, 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  1,  1925. 
AN  ORDINANCE,  appropriating  the  sum  of  $400.00  to  the  Depart- 
ment of  Finance,  to  the  Fund  known  as  "Salary  Fund,  Athletic 
Commission,"  and  the  sum  of  $50.00  to  the  Fund  known  as  "Mis- 
cellaneous Expenses — Athletic  Commission." 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  the  sum  of  Four  Hundred  ($400.00)  Dollars  be 
and  is  hereby  appropriated  to  the  Finance  Department  to  a  fund  to 
be  designated  and  known  as  "Salary  Fund — Athletic  Commission  " 

Section  2.  That  the  sum  of  Fifty  ($50.00)  Dollars  be  and  is  here- 
by appropriated  to  a  fund  to  be  designated  and  known  as  "Miscel- 
laneous  Expenses — Athletic   Commission." 
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Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  King  moved  that  the  rules  be  suspended  and  Ap- 
propriation Ordinance  No.  l,v  1925,  be  placed  upon  its  pas- 
sage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  1,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  1, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  1,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  1,  1925. 
AN  ORDINANCE,  authorizing  the  City  of  Indianapolis  to  make  a 
Temporary  Loan  or  Loans,  for  the  use  of  the  Board  of  Health 
of  the  City  of  Indianapolis,  Indiana,  in  anticipation  of  its  current 
revenues  and  payable  out  of  the  current  revenues  of  said  Board 
of  Health  for  the  year  1925,  authorizing  the  rate  of  interest  to 
be  charged  therefor,  providing  for  legal  notice  and  fixing  a  time 
when  the  same  shall  take  effect. 
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WHEREAS,  the  Board  of  Health  on  the  first  day  of  January, 
1925,  will  be  and  continue  to  be  until  the  5th  day  of  May,  1925,  with- 
out sufficient  funds  to  pay  its  salary  payroll,  and  other  current  ex- 
penses for  Board  of  Health  purposes,  and 

WHEREAS,  the  said  current  expenses  and  payrolls  for  said 
period  will  amount  to  approximately  Two  Hundred  Thousand 
($200,000.00)  Dollars,  and 

WHEREAS,  the  first  semi-annual  installment  of  taxes  levied  by 
the  City  of  Ind:anapolis  for  General  Board  of  Health  purposes  for 
the  year  1924,  and  collectible  on  or  before  the  5th  day  of  May,  1925, 
w  11  amount  to  more  than  Three  Hundred  Thousand  ($300,000.00)  Dol- 
lars.    Now  Therefore, 

BE  IT  RESOLVED,  by  the  Board  of  Health  of  the  City  of  Indi- 
anapolis, Indiana,  that  an  ordinance  be  prepared  and  presented  to 
the  Common  Council  of  Indianapolis,  Indiana,  for  passage  for  the 
making  of  a  Temporary  Loan  or  Loans  by  the  City  of  Indianapolis, 
for  the  total  sum  of  Two  Hundred  Thousand  ($200,000.00)  Dollars, 
for  the  use  of  the  said  Board  of  Health  for  said  purposes,  at  a  rate 
of  interest  not  exceed  six  (6%)  per  cent  per  annum,  and  for  a 
period  not  exceeding  five  (5)  months  from  the  date  of  such  Tempo- 
rary Loan  or  Loans  to  be  made  in  anticipation  of  the  current  revenue 
of  the  said  Eoard  of  Health  and  collectible  in  the  year  1925,  and 

BE  IT  FURTHER  RESOLVED,  by  the  Board  of  Health,  that 
there  be  and  Is  hereby  appropriated  out  of  the  current  revenues  of 
said  Beard  of  Health  for  the  year  1925,  for  the  purpose  of  paying 
said  Loan  or  Loans  and  interest  thereon  as  the  same  may  become 
due.  the  sum  of  Two  Hundred  Six  Thousand  Two  Hundred  Fifty 
($206,250.00)   Dollars. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  the  City  Controller  be  and  is  hereby  authorized 
and  empowered  to  negotiate  a  temporary,  loan  or  loans  for  the  use 
of  the  Board  of  Health  of  the  City  of  Indianapolis,  Indiana,  in  antici- 
pation of  current  revenues  of  said  Board  of  Health  for  the  year 
1925,  said  loan  or  loans  to  be  made  for  the  total  sum  not  to  exceed 
Two  Hundred  Thousand  ($200,000.00)  Dollars,  and  payable  out  of 
the  current  revenues  of  said  Board  at  a  rate  not  to  exceed  six  per 
cent  (6%)  per  annum  and  for  and  during  a  period  not  exceeding  five 
months  from  the  date  thereof. 

After  the  publication  of  the  herein  determination  to  issue  such 
temporary  loan  or  loans,  and  as  provided  in  Section  2  of  this  ordin- 
ance, said  loan  shall  be  let  to  the  lowest  bidder  at  competitive  bidding 
on  the  annual  rate  of  interest  under  conditions  prescribed  in  notice 
of  the  same,  which  shall  be  published  by  at  least  two  insertions  one 
week  apart  in  at  least  one  daily  newspaper  of  general  circulation  of 
said  city. 

The  Mayor  and  City  Controlled  are  hereby  authorized  and  di- 
rected to  execute  the  proper  obligations  of  said  city  for  the  amount 
or  amounts  so  borrowed,  which  shall  also  be  countersigned  by  the 
President  of  the  Board  of  Health  and  to  the  payment  of  said  obliga- 
tion the  faith  of  the  City  of  Indianapolis  is  hereby  irrevocably  pledged. 

Section  2.  The  Mayor,  City  Controller  and  Corporation  Counsel, 
are  hereby  authorized  and  directed  to  publish  notice  of  the  determina- 
tion herein  made;  to  issue  the  bonds  or  other  evidence  of  indebtedness 
for  such  temporary  loan  or  loans  as  required  by  law. 
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Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  Ray  moved  that  the  rules  be  suspended  and  Genera! 
Ordinance  No.  1,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  9,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  EL 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  1,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  .Ordinance  No.  1,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  1,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  EL 

Thompson. 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  2,  1925. 
AN  ORDINANCE,  ratifying,  confirming  and  approving  a  certain 
contract  made  and  entered  into  on  the  24th  day  of  December, 
1924,  by  the  City  of  Indianapolis,  by  and  through  the  Board  of 
Public  Works,  with  the  approval  of  its  Mayor  and  the  H.  P. 
Andresen  &  Company,  by  Edward  W.  Andresen,  whereby  said 
city  is  authorized  to  purchase  from  said  H.  P.  Andresen  &  Com- 
pany, one  (1)  Andresen  Repair  Outfit,  for  the  sum  of  Thirty-five 
Hundred  ($3500.00)  Dollars,  and  declaring  a  time  when  the  same 
shall  take  effect. 
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Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  WHEREAS,  heretofore  on  the  24th  day  of  December, 
1924,  the  City  of  Indianapolis  by  and  through  its  Board  of  Public 
Works,  with  the  approval  of  its  Mayor,  entered  into  a  certain  con- 
tract and  agreement  with  the  H.  P.  Andresen  &  Company,  for  the 
purchase  of  one  (1)  Repair  Outfit,  which  contract  is  in  words  and 
figures  as  follows,  to-wit: 

CONTRACT. 

This  Agreement  made  and  entered  into  this  24th  day  of  Decem- 
ber, 1924,  by  and  between  the  H.  P.  Andresen  &  Company  of  Chicago, 
Illinois,  and  the  City  of  Indianapolis,  Indiana,  Witnesseth:   That, 

WHEREAS,  the  said  Andresen  Company  is  the  manufacturer  of 
certain  road  repair  outfits,  and 

WHEREAS,  the  Board  of  Public  Works  deems  the  purchase  of 
such  an  outfit  necessary  to  the  City  of  Indianapolis,  it  is  hereby 
agreed  that  the  said  H.  P.  Andresen  &  Company  shall  furnish  and 
deliver  to  the  City  of  Indianapolis  in  said  city,  one  (1)  Andresen 
Repair  Outfit  containing  the  following  articles,  to-wit: 
1 — 6"x8"  asphalt  tamper.  1 — 1  cubic  foot  measuring  box. 

1 — 8"x8"  asphalt  tamper  1 — 4   gal.   measuring   pot. 

1 — 6%"xl0%"  smoother.  1 — 8"    spout    pot    (for    penetration 

1 — Asphalt  cutter.  patching.) 

1 — Asphalt  rake.  •  — 1 — Poker  bar. 

4 — Asphalt  shovels.  1 — Ash  scraper. 

1 — Pick.  1 — Wheelbarrow. 

1 — Rattan  push  broom.  3 — Barricades. 

said  outfit  to  be  as  shown  in  catalog  published  by  the  said  Andresen 
&  Company  on  pages  6  and  7  and  as  shown  in  photographs  furnished 
by  the  said  Andresen  &  Company  attached  hereto  and  made  a  part 
hereof,  and  marked  Exhibit  "A,  B,  C  and  D,"  for  the  sum  of  Thirty- 
five  Hundred  ($3500.00)  Dollars. 

The  said  city  of  Indianapolis  hereby  agrees  to  purchase  said 
described  Andresen  Road  Repair  Outfit  and  to  pay  to  said  Andresen 
&  Company  the  sum  of  Thirty-five  Hundred  ($3500.00)  Dollars  for 
said  outfit  delivered  to  the  City  of  Indianapolis,  Marion  County, 
Indiana. 

In  Witness  Whereof,  the  parties  hereto  have  hereunto  set  their 
hands  and  seals  this  the  24th  day  of  December,  1924. 

H.  P.  ANDRESEN  &  COMPANY, 
By  Edward  W.  Andresen. 

The  Board  of  Public  Works  authorized  and  approved  the  said 
Contract  as  submitted  by  the  H.  P.  Andresen  &  Company  of  Chicago, 
Illinois,  in  accordance  with  the  terms  and  conditions  therein  contained 
by  submitting  its  approval  thereof. 

CITY  OF  INDIANAPOLIS, 
W.  H.  Freeman,  V.  P. 
M.  J.  Spencer. 

The  Board  of  Public  Works  and  the  Mayor  of  the  said  city  ap- 
proves the  same  by  placing  thereon  "APPROVED,  Samuel  Lewis 
Shank,  Mayor." 

Section  2.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  on  the  24th  day  of  December,  1924,  by  the  City  of  Indi- 
anapolis, by  and  through  its  Board  of  Public  Works  and  the  Mayor, 
and  the  H.  P.  Andresen  &   Company,  by  Edward   W.   Andresen,  be 
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and  the  same  is  hereby  in  all  things  ratified,  confirmed  in  accordance 
with  the  terms  and  provisions  and  conditions  thereof. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  3,  1925. 
AN  ORDINANCE,  amending  Sub- Section  "I"  of  Section  4  of  General 

Ordinance   No.    37,    1923,   known   as    the    Traffic    Ordinance,    and 

declaring  a  time  when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  Sub-Section  "I"  of  Section  four  (4)  of  General 
Ordinance  No.  37,  1923,  be  and  the  same  is  hereby  amended  by 
adding  thereto  the  following:  "There  will  be  no  parking  of  vehicles 
at  any  time  on  the  east  side  of  Station  street  from  Roosevelt  avenue 
to  Twenty-fifth  street."  # 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  may  be  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  King: 

GENERAL  ORDINANCE  NO.  4,  1925. 
AN  ORDINANCE,  amending  Section  14  of  General  Ordinance  No.  37, 

1923,  known  as  "The  Traffic  Ordinance  of  1923"  as  amended  by 

Section  2  of  General  Ordinance  No.  109,  1923,  and  declaring  a 

time  when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indiana^- 
o 7 ? 9    T'fljuUhci Tin  m 

'Section  1.  That  Section  14  of  General  Ordinance  No.  37,  1923,  as 
amended  by  Section  2  of  General  Ordinance  No.  109,  1923,  be  and 
the  same  is  hereby  amended  by  adding  to  said  section  as  Sub-Section 
5a  thereof,  the  following: 

5A.  On  the  north  side  of  Washington  street  beginning  at  a  point 
28  feet  west  of  the  west  line  of  Sciota  street  and  continuing  thence 
west  14  feet. 

Section  2.  This  amendment  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 
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INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

At  8:00  o'clock  p.  m.,  a  public  hearing  was  held  on  Gen- 
eral Ordinance  No.  158,  1924. 

President  Thompson  announced  that  a  public  hearing 
would  be  held  on  General  Ordinance  No.  162  and  No.  164, 
1924,  at  the  next  regular  meeting. 

ORDINANCES  ON  SECOND  READING. 

Mr.  Wise  called  for  Special  Ordinance  No.  22,  1924,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  Special  Ordinance  No.  22,  1924,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

Special  Ordinance  No.  22,  1924,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Wise  and  President  Ben  H. 
Thompson. 

Noes,  1,  viz.:    Mr.  Ray. 

Mr.  Ray  called  for  General  Ordinance  No.  161,  1924,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  161,  1924, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  161,  1924,  was  read  a  third  time 
and  pr.sced  by  the  following  vote: 
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Ayes,   8,  viz.:     Messrs.   Bernd,   Bramblett,   Buchanan^ 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Noes,  1,  viz.:    Mr.  Claycombe. 

On  motion  of  Mr.  Clauer  the  Common  Council  at  8:05 
o'clock  p.  m.,  adjourned. 


President. 


Attest : 


^Cu^^nt^MAJuJl. 


City  Clerk. 


J 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  January  19, 
1925,  at  7:30  o'clock  in  regular  session,  President  Ben  H. 
Thompson  in  the  chair. 

Present  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Claycombe,  King,  Ray  and  Wise. 

Absent  Mr.  Clauer.    - 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS   FROM   THE   MAYOR. 


January  10,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  have  approved,  signed  and  delivered  to  John  W.  Rhodehamel, 
City  Clerk,  the  following  ordinances: 

GENERAL  ORDINANCE  No.  161,  1924,  an  ordinance  approv- 
ing contracts. 

SPECIAL  ORDINANCE  No.  22,  1924,  an  ordinance  disannexing 
certain  territory  in  the  City  of  Indianapolis,  Indiana,  defining  a  part 
of  the  boundary  line  of  said  city  and  fixing  a  time  when  the  same 

sllflll   trllcP  GTTGCt 

GENERAL  ORDINANCE  No.  1,  1925,  an  ordinance  authorizing 
the  ity  of  Indianapolis  to  make  a  temporary  loan  or  loans,  for  the 
use  of  the  Board  of  Health  of  the  City  of  Indianapolis,  Indiana,  in 
anticipation  of  its  current  revenues  of  the  said  Board  of  Health 
for  the  year  1925,  authorizing  the  rate  of  interest  to  be  charged 
therefor,  providing  for  legal  notices  and  fixing  a  time  when  the  same 

oVioll     ■j"5jlcP    PTTGCt 

APPROPRIATION  ORDINANCE  No.  1,  1925,  an  ordinance  ap- 
propriating the  sum  of  $400.00  to  the  Department  of  Finance,  to  the 
fund  known  as  "Salary  Fund,  Athletic  Commission"  and  the  sum  of 
$50.00  to  the  fund  known  as  "Miscellaneous  Expenses,  Athletic  Com- 
mission." 

Very  truly  yours, 

LEW  SHANK,  Mayor. 
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REPORTS  FROM  CITY  OFFICERS. 

From  the  City  Controller: 

January  19,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  hand  you   herewith   copies   of   an  ordinance  transferring  the 
sum  of  Twelve  Thousand  ($12,000)  Dollars  from  the  World  War  Me- 
morial Fund  to  the  World  War  Memorial  Bond  Fund  for  the  purpose 
of  paying  the  interest  of  1925  on  the  World  War  Memorial  Bonds. 
I  recommend  the  passage  of  the  above  ordinance. 

Respectfully  yours, 

JOS.  L.   HOGUE, 

City   Controller. 

January  19,  1925. 
Mr.  Jos.  L.  Hogue, 
City    Controller, 
City  of  Indianapolis. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  to  you 
for  your  approval  and  transmission  to  the  Common  Council  an  ordi- 
nance providing  for  the  transfer  of  Twelve  Thousand  ($12,000) 
Dollars  from  the  World  War  Memorial  Fund  to  the  World  War  Me- 
morial Bond  Fund  under  the  care(  custody,  control  and  jurisdiction 
of  the  Board  of  Sinkin^  Fund  Commissioners  of  the  City  of  Indi- 
anapolis, and  reappropriating  the  same. 

The  object  of  this  transfer  is  for  the  purpose  of  paying  the 
interest  of  1925  on  the  World  War  Memorial  Bonds.  This  is  the 
exact  amount  that  will  be  required  to  take  care  of  the  interest  dur- 
ing the  year  1925. 

Respectfully  yours, 
ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

January  14,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  hand  you  herewith  copies  of  Appropriation  Ordinance,  ap- 
propriating out  of  any  unappropriated  funds  of  the  City  of  Indi- 
anapolis Three  Thousand  ($3,000.00)  Dollars  for  the  purpose  of 
paying  the  salaries  of  two  (2)  additional  Barrett  Law  Clerks  in  the 
Department  of  Finance,  City  of  Indianapolis. 

I  recommend  the  passage  of  the  above  mentioned  ordinance. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City   Controller. 

January  19,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith   copies   of   an   ordinance   calling   for   the   appropriation   of 
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Twenty-five  Hundred  ($2,500.00)  Dollars  out  of  any  unappropriated 
funds  of  the  City  of  Indianapolis,  to  the  Furniture  and  Fixtures 
Fund  in  the  Police  Department,  under  the  Department  of  Public 
Safety,  to  be  used  for  the  purchase  of  necessary  furniture,  files  and 
filing  cases  for  the  Bertillion  and  Accident  Prevention  Departments 
of  the  Police  Department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.   L.   HOGUE, 

City   Controller. 

January  19,  1925. 
Mr.  Jos.  L.  Hogue, 
City    Controller, 
City  of  Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to,  the  Common  Council  the  passage  of  an  ordinance  pro- 
viding for  the  appropriation  of  Twenty-five  Hundred  ($2,500)  Dollars  to 
the  Furniture  and  Fixtures  Fund  in  the  Police  Department,  under  the 
Department  of  Public  Safety.  This  amount  is  needed  for  the  purpose 
of  purchasing  certain  furniture,  files  and  filing  cases,  to  be  used 
in  the  Bertillion  and  Accident  Prevention  Departments  of  the  Police 
Department.  Attached  hereto  you  will  find  copies  of  an  ordinance 
covering   the    same.  ■:* 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive  Secretary. 

January  19,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana : 
Gentlemen — 

I  hand  you  herewith  copies  of  General  Ordinance  No.  ,  1925, 

authorizing  the  City  Controller  to  make  a  temporary  loan  or  loans  of 
Five  Hundred  Ten  Thousand  ($510,000)  Dollars  in  anticipation  of 
current  revenues,  appropriating  the  sum  of  Five  Hundred  Ten  Thou- 
sand  ($510,000)   Dollars  for  the  payment  of  same. 

I  recommend  the  passage  of  the  above  mentioned  ordinance. 

Respectfully  yours, 

JOS.   L.   HOGUE, 

City   Controller. 

January  14,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  In- 
dianapolis, Indiana: 
Gentlemen — 

I  hand  you  herewith  copies  of  General  Ordinance,  authorizing 
and  creating  the  positions  of  two  (2)  additional  Assistant  Burrett 
Law  Clerks  in  the  Department  of  Finance  at  the  salary  of  $1,500.00 
each  per  year. 

I  recommend  passage  of  the  above  mentioned  ordinance. 

Respectfully  yours, 

JOS.   L.   HOGUE, 

City   Controller. 
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From  the  Board  of  Public  Safety: 

January  19,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

The  Board  of  Public  Safety  respectfully  recommends  to  your 
Honorable  Body  the  passage  of  an  ordinance  prohibiting  the  parking 
of  vehicles  or  leaving  the  same  unattended  by  a  driver  between  the 
hours  of  seven  o'clock  A.  M.  and  6  o'clock  P.  M.  on  any  day  except 
Sunday,  on  Washington  street  between  Illinois  street  and  Pennsyl- 
vania street;  on  Illinois  street  between  Washington  street  and  Ohio 
street,  and  on  Pennsylvania  street  between  Washington  street  and 
Ohio  street.  The  congested  condition  of  traffic  at  the  above  desig- 
nated places  is  such  that  it  becomes  necessary  to  prohibit  the  leaving 
of  vehicles  unattended  by  a  driver  upon  these  busy  downtown  thor- 
oughfares. 

Am  sending  you  herewith  copies  of  an  ordinance  covering  the 
same. 

Respectfully  yours, 
BOARD   OF   PUBLIC   SAFETY, 

By  Oscar  O.  Wise, 
Executive    Secretary. 

January   19,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

The  Board  of  Public  Safety  respectfully  recommends  the  pas- 
sage of  an  ordinance  amending  Sub-Section  "E'  and  Sub-Section 
"I"  of  Section  4'  of  General  Ordinance  No.  37,  1923,  known  as  the 
Traffic  Ordinance  of  1923.  By  this  amendment  the  parking  of  ve- 
hicles is  no  longer  provided  for  in  Sub-Section  "E"  of  Section  4, 
and  prohibited  in  Sub-Section  "I"  of  Section  4  of  said  ordinance. 
The  congested  condition  on  Kentucky  avenue  caused  by  the  parking  of 
vehicles  in  the  center  thereof  between  Washington  street  and  Mary- 
land street  has  made  it  almost  impassable  for  the  use  of  fire  ap- 
paratus. Attached  hereto  you  will  find  copies  of  an  ordinance  cov- 
ering the  same. 

Yours  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive    Secretary. 

January  19,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

The  Board  of  Public  Safety  respectfully  recommends  to  your 
Honorable  Body  the  passage  of  an  ordinance  fixing  the  salaries  of 
the  officers,  members  and  employees  of  the  Police,  Fire  and  Electrical 
Departments.  The  salaries  as  proposed  in  the  ordinance  herewith 
submitted  provides  for  an  increase  of  fifty  cents  per  day  for  each 
member  and  employee  in  each  position  stipulated  therein,  except 
janitors,  safety-zone  repairmen,  safety-zone  painters  and  hostlers, 
whose  salaries  are  not  increased  by  this  ordinance.     It  is  the  opinion 
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of  this  board  that  the  increase  in  salaries  as  recommended  will  en- 
able the  holders  of  these  positions  to  maintain  themselves  and  their 
families  in  manner  more  fitting  to  their  station  in  life. 

Under  the  provisions  of  this  ordinance  the  increase  in  salaries 
would  not  become  effective  until  July  1,  1925. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  0.  Wise, 


From  the  City  Plan  Commission: 


Executive  Secretary. 


January  19,  1925. 


Mr.  John  Rhodehamel, 
Indianapolis,  Indiana. 
Dear    Sir — 

At  the  request  of  the  City  Plan  Commission  I  am  handing  you 
herewith  twelve  copies  of  an  ordinance  for  the  adoption  of  an  Official 
Thorofare  Plan  for  the  City  of  Indianapolis,  which  the  commis- 
sion requests  you  to  introduce  at  the  meeting  of  the  Common  Council 
tonight. 

This  Thorofare  Plan  has  been  adopted  by  the  Plan  Commission 
and  approved  by  the  Board  of  Public  Works  as  required  by  law  be- 
fore the  same  shall  be  submitted  Common  Council  for  its  adoption. 

Yours  very  truly, 

J.   CLYDE   HOFFMAN, 
Legal  Advisor  City  Plan  Commission. 

INTRODUCTION    OF    APPROPRIATION    ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  2,  1925. 
AN     ORDINANCE,     transferring     the     sum     of     Twelve     Thousand 
($12,000.00)  Dollars  from  the  World  War  Memorial  Fund  appro- 
priated to  the  Board  of  Public  Works  by  General  Ordinance  No. 
71,  1921,  to  the  World  War  Memorial  Bond  Fund  under  the  care, 
custody,  control  and  jurisdiction  of  the  Board  of  Sinking  Fund 
Commissioners  of  the  City  of  Indianapolis,  and  re-appropriating 
the  same  and  fixing  a  time  when  the  same  shall  take  effect. 
WHEREAS,  the  Common  Council  of  the  City  of  Indianapolis  by 
General  Ordinance  No.  71,  1921,  appropriated  to  the  Board  of  Public 
Works  the  fund  known  as  the  "World  War  Memorial  Fund"  all  the 
proceeds  to  be  derived  from  the   sale  of  One   Million,   Six  Hundred 
Thousand   ($1,600,000.00)   Dollars  Indianapolis  World  War  Memorial 
Bonds  for  the  use  and  purpose  as  provided  in  said  General  Ordinance 
No.  71,  1921,  and, 

WHEREAS,  the  law  provides  that  the  Common  Council  of  such 
City  shall  have  the  right  by  ordinance  to  transfer  any  surplus  re- 
maining in  said  World  War  Memorial  Fund  to  the  World  War  Me- 
morial Bond  Fund,  and 

WHEREAS,  it  is  now  determined  that  after  all  the  demands  on 
such  city  from  said  World  War  Memorial  Fund  have  been  paid  and 
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discharged,  that  there  will  remain  at  least  a  surplus  of  Twelve 
Thousand   ($12,000.00)   Dollars. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  there  be  and  is  hereby  transferred  from  the 
World  War  Memorial  Fund  appropriated  to  the  Department  of  Public 
Works  of  the  City  of  Indianapolis  by  General  Ordinance  No.  71,  1921, 
the  sum  of  Twelve  Thousand  ($12,000.00)  Dollars  of  the  surplus  that 
will  remain  in  said  fund  after  all  the  demands  on  said  City  therefor 
has  been  paid  and  discharged,  to  the  World  War  Memorial  Bond  Fund 
under  the  care  and  custody,  control  and  jurisdiction  of  the  Board  of 
Sinking  Fund  Commissioners  of  the  City  of  Indianapolis,  which 
amount  of  Twelve  Thousand  ($12,000.00)  Dollars  so  transferred  is 
hereby  re-appropriated  to  said  World  War  Memorial  Bond  Fund. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  3,  1925.  • 
AN  ORDINANCE,  appropriating  the  sum  of  Three  Thousand 
($3,000.00)  Dollars  out  of  any  unappropriated  funds  of  the  City 
of  Indianapolis  to  the  Salaries  Fund  in  the  Finance  Department 
and  declaring  a  time  when  the  name  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
o  lis    Indiana  : 

'Section  i.  That  the  sum  of  Three  Thousand  ($3,000.00)  Dollars 
be  and  the  same  hereby  appropriated  out  of  any  unappropriated  funds 
of  the  City  of  Indianapolis  to  the  Salaries  Fund  in  the  Finance  De- 
partment to  be  used  for  the  purpose  of  paying  the  salaries  of  two  (2) 
Assistant  Barret  Law  Clerks  in  the  Department  of  Finance. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Committee: 

APPROPRIATION  ORDINANCE  NO.  4,  1925. 
AN  ORDINANCE,  appropriating  the  sum  of  Twenty-five  Hundred 
($2,500.00)  Dollars  to  the  "Furniture  and  Fixtures  Fund"  in  the 
Police  Department  under  the  Department  of  Public  Safety,  and 
declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  any 
unappropriated  funds  of  the  City  of  Indianapolis,  the  sum  of  Twenty- 
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five  Hundred  ($2,500.00)  Dollars  to  the  "Furniture  and  Fixture  Fund" 
in  the  Police  Department  under  the  Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  5,  1925. 
AN  ORDINANCE,  authorizing  the  City  Controller  to  make  a  tem- 
porary loan,  or  loans  of  Five  Hundred  Thousand  ($500,000.00) 
Dollars  in  anticipation  of  current  revenues  appropriating  the  sum 
of  Five  Hundred  Ten  Thousand  ($510,000.00)  Dollars  for  the  pay- 
ment of  same,  and  fixing  a  time  when  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized and  employed  to  negotiate  a  temporary  loan  or  loans  in  antici- 
pation of  the  current  revenues  of  said  city  actually  levied  and  in 
course  of  collection  for  the  fiscal  year  of  1925  not  exceeding  a  total 
sum  of  Five  Hundred  Thousand  ($500,000.00)  Dollars  for  a  period  not 
exceeding  four  months  at  the  rate  of  interest  not  exceeding  six  (6%) 
per  cent  per  annum.  The  City  Controller  is  further  authorized  and 
empowered  to  negotiate  such  loan,  or  loans,  in  the  amounts  at  such 
time  as  the  City  Controller  may  deem  necessary,  provided  that  no 
part  of  such  loan,  or  loans  shall  be  made  to  extend  beyond  the  period 
herein  before  mentioned.  After  the  publication  of  the  notice  of  the 
determination  herein  made  to  issue  bonds  or  other  evi- 
dence of  indebtedness  for  such  temporary  loan  or  loans  and  as  pro- 
vided, in  this  ordinance,  said  loan  shall  be  let  to  the  lowest  bidder  at 
competitive  bidding  on  the  annual  rate  of  interest  under  conditions 
prescribed  in  notice  of  the  same,  which  shall  be  published  for  at  least 
one  day  in  at  least  one  daily  paper  of  said  City.  The  Mayor  and  City 
Controller  are  hereby  authorized  and  directed  to  execute  the  proper 
obligations  of  the  City  of  Indianapolis  for  the  amount  so  borrowed, 
and  to  the  payment  of  such  obligations,  the  faith  of  the  City  of  In- 
dianapolis is  hereby  irrevocably  pledged. 

Section  2.  The  Mayor,  City  Controller  and  Corporation  Counsel 
are  hereby  authorized  and  directed  to  publish  notice  of  the  determina- 
tion herein  made  to  issue  the  bonds  or  other  evidence  of  indebtedness 
for  such  temporary  loan,  or  loans  as  required  by  law. 

Section  3.  That  there  be  and  is  hereby  appropriated  out  of  the 
current  revenue  for  the  fiscal  year  of  1925  to  the  Department  of 
Finance  the  sum  of  Five  Hundred  Ten  Thousand  ($510,000.00)  "Dol- 
lars and  the  same  is  hereby  pledged  for  the  purpose  of  the  payment  of 
said  loan,  or  loans  at  such  times  as  the  same  shall  become  due. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 


GENERAL  ORDINANCE  NO.  6,  1925. 
AN  ORDINANCE,  authorizing  and  creating  the  positions  of  two  (2) 
additional  Assistant  Barrett  Law  Clerks  in  the  Department  of 
Finance  at  the  salary  of  Fifteen  Hundred  ($1,500.00)  Dollars 
per  year  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  there  be  and  is  hereby  authorized  and  created 
the  positions  of  two  (2)  additional  Barrett  Law  Clerks  in  the  De- 
partment of  Finance  of  the  City  of  Indianapolis  at  the  salary  of  Fif- 
teen Hundred  ($1500.00)  Dollars  per  year. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


By  the  Board  of  Public  Safety: 


GENERAL  ORDINANCE  NO.  7,  1925. 
AN  ORDINANCE,  regulating  vehicle  traffic  on  Washington  street 
between  Illinois  street  and  Pennsylvania  street;  on  Illinois  street 
between  Washington  Street  and  Ohio  Street  and  Pennsylvania 
Streets  between  Washington  and  Ohio  Streets,  repealing  any  and 
all  ordinances  or  parts  of  ordinances  insofar  as  the  same  are  in 
conflict  therewith,  providing  a  penalty  for  the  violation  thereof, 
and  declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianap- 
olis, Indiana: 

Section  1.  That  it  shall  hereafter  be  unlawful  to  park  vehicles, 
or  leave  the  same  standing  unattended  by  a  driver,  between  the  hours 
of  7  o'clock  a.  m.  and  6  o'clock  p.  m.  on  any  day  except  Sunday  and 
national  legal  holidays  on  Washington  street  between  Illinois  street 
and  Pennsylvania  street;  on  Illinois  street  between  Washington  street 
and  Ohio  street,  and  on  Pennsylvania  street  between  Washington  and 
Ohio  street. 

Section  2.  That  any  and  all  ordinances  or  parts  of  ordinances 
now  in  effect  in  so  far  as  the  same  are  in  conflict  with  the  provisions 
of  Section  1  of  this  ordinance,  are  hereby  repealed. 

Section  3.  PENALTY — Any  one  found  guilty  of  the  violation 
of  any  of  the  provisions  of  this  ordinance  shall  be  fined  not  less  than 
One   ($1.00),  Dollar  nor  more  than  Fifty  ($50.00)  Dollars. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  required  by  law. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  8,  1925. 
AN   ORDINANCE,   amending   Sub-Section    E   and    Sub-Section    I    of 

Section  4  of  General  Ordinance  No.  37,  1923,  known  as  the  Traffic 

Ordinance  of  1923,  and  declaring  a  time  when  the  same  shall  take 

effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  That  Sub-Section  E  of  Section  4  of  General  Ordinance 
No.  37,  1923,  be  and  the  same  is  hereby  amended  by  prohibiting  the 
parking  of  vehicles  at  any  time  in  the  following  places,  to-wit: 

On  Market  street  from  Pennsylvania  street  to  Delaware  street  in 
the  center  part  thereof,  and  on  Kentucky  avenue,  from  Washington 
street  to  Maryland  street  in  the  center  part  thereof,  and  as  so  amended 
said  Sub-Section  E  of  Section  4  of  General  Ordinance  No.  37,  1923, 
shall  read  as  follows: 

E.  ANGLE  PARKING— In  the  following  named  streets  and 
public  places  within  the  City  of  Indianapolis,  vehicles  shall  be  parked 
at  an  angle  of  45  degrees:  On  Washington  street  from  Southeastern 
avenue  to  White  river;  on  Virginia  avenue  from  Washington  street 
to  Maryland  street;  on  Ohio  street  from  Pennsylvania  street  to  Ala- 
bama street;  on  the  south  side  of  North  street  from  Illinois  street 
to  Meridian  street;  on  Indiana  avenue  from  Illinois  street  to  Capitol 
avenue;  on  the  south  side  of  Georgia  street  from  Illinois  street  to 
McCrea  street;  and  at  right  angles  on  Market  street  from  Delaware 
street  to  Alabama  street,  and  the  east  side  of  Senate  avenue  from 
Washington  street  to  Ohio  street,  and  on  the  south  side  of  Ohio  street 
from  Senate  avenue  to  Capitol  avenue. 

Section  2.  That  Sub-Section  I  of  Section  4  of  General  Ordinance 
No.  37,  1923,  be  and  the  same  is  hereby  amended  to  read  as  follows: 

I.  There  shall  be  no  parking  of  vehicles  at  any  time  at  the  fol- 
lowing places: 

The  west  side  of  Illinois  street  from  Washington  street  to  Court 
street;  the  east  side  of  Illinois  street  from  Washington  street  to  Pearl 
street;  the  east  side  of  Meridian  street  from  Washington  street  to 
Pearl  street;  the  west  side  of  Pennsylvania  street  from  Washington 
street  to  Court  street;  the  north  side  of  Thirtieth  street  from  Fall 
Creek  to  White  river;  the  north  side  of  Sixteenth  street  from  the 
Monon  railroad  tracks  to  Senate  avenue;  the  south  side  of  East  Forty- 
second  street  from  Carrolton  avenue  to  Broadway  street;  the  north 
side  of  St.  Clair  street  from  the  Monon  railroad  tracks  to  Senate 
avenue;  the  east  side  of  Clifton  street  from  Roach  street  to  Thirty- 
fourth  street;  the  north  side  of  New  York  street  from  Randolph  street 
to  Emerson  avenue  excepting  that  part  of  East  New  York  street  be- 
tween Oxford  street  and  the  Belt  railroad  where  parking  shall  be  con- 
fined to  the  north  side  instead  of  the  south  side  thereof;  there  shall 
be  no  parking  on  the  east  side  of  Bellfountaine  street  from  Massa- 
chusetts avenue  to  Twenty-first  street;  on  the  south  side  of  Roosevelt 
avenue  from  Avondale  Place  to  Sherman  drive;  on  the  west  side  of 
Hawthorne  Lane  from  Washington  street  to  Lowell  avenue;   on  the 
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west  side  of  Bird  street  from  Ohio  street  to  New  York  street;  on 
Fourteenth  street  from  Illinois  street  to  Meridian  street;  on  the 
souh  side  of  Fourteenth  street  from  Meridian  street  to  Pennsylvania 
street;  on  the  south  side  of  Forty-sixth  street  from  College  avenue 
to  Illinois  street;  on  the  north  side  of  Tenth  street  from  Meridian 
street  to  Indiana  avenue;  on  the  north  side  of  Howard  street  from 
Harding  street  to  Belmont  avenue;  on  the  south  side  of  Nineteenth 
street  from  Delaware  street  to  New  Jersey  street;  on  the  west  side 
of  Meridian  street  from  Bluff  avenue  to  the  Belt  railroad;  on  the 
south  side  of  Seventeenth  street  from  Meridian  street  to  Pennsylvania 
street;  on  the  west  side  of  Oriental  street  from  Southeastern  avenue 
to  Market  street;  on  the  east  side  of  Muskingum  street  from  New 
York  street  to  Vermont  street. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  9,  1925. 
AN  ORDINANCE,  for  the  adoption  of  an  Official  Thoroughfare  Plan 

for  the  City  of  Indianapolis. 

WHEREAS,  the  City  Plan  Commission  of  the  City  of  Indianapolis 
has  by  resolution  adopted  a  thoroughfare  plan  for  such  city  indicating 
the  location,  alignment  and  width  of  thoroughfares  within  the  limits 
of  such  city;   and 

WHEREAS,  the  Board  of  Public  Works  of  the  City  of  Indianap- 
olis has,  by  its  resolution,  approved  such  thoroughfare  plan;  Therefore 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  That  the  location,  alignment  and  width  of  thorough- 
fares as  indicated  on  the  map  designated  "Official  Thoroughfare  Plan 
of  the  City  of  Indianapolis,"  approved  and  adopted  by  the  City  Plan 
Commission  and  the  Board  of  Public  Works  of  the  City  of  Indianap- 
olis, which  map  accompanies  this  ordinance  and,  together  with  the 
figures,  measurements,  and  designations  thereon,  are  declared  to  be 
part  hereof,  be  and  the  same  is  hereby  approved,  adopted  and  de- 
clared to  constitute  the  Official  Thoroughfare  Plan  of  the  City  of  In- 
dianapolis. 

Section  2.  Be  it  further  ordained  that  hereafter,  no  thoroughfare 
in  the  City  of  Indianapolis  shall  be  located,  changed,  widened,  straight- 
ened or  vacated  in  any  manner  other  than  as  indicated  by  the  Official 
Thoroughfare  Plan. 

Section  3.  A  "Thoroughfare"  within  the  meaning  of  this  ordin- 
ance shall  be  taken  to  mean  a  street,  alley,  highway  or  public  place 
within  the  City  of  Indianapolis  which  shall  be  designated  on  the  Thor- 
oughfare Plan  having  a  width  as  indicated  thereon  of  not  less  than 
40  feet  between  property  lines  throughout  a  length  of  not  less  than 
five  blocks. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  upon 
its  passage  and  approval  by  the  Mayor  of  the  City  of  .Indianapolis. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  Board  of  Public  Safety: 


GENERAL  ORDINANCE  NO.  10,  1925. 
AN  ORDINANCE,  fixing  the  salaries  of  the  Officers  and  Members 
of  the  Police  Department,  Fire  Department,  and  the  Electrical 
Department  under  the  Department  of  Public  Safety  of  the  City 
of  Indianapolis,  Indiana,  repealing  all  ordinances  or  parts  of  or- 
dinances in  so  far  as  the  same  are  in  conflict  therewith,  and 
declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  The  offices  and  employments  hereinafter  set  out  are 
hereby  authorized  in  the  Police  Department,  the  Fire  Department 
and  in  the  Electrical  Department,  in  and  under  the  Department  of 
Public  Safty  of  the  City  of  Indianapolis,  as  specified.  All  officers, 
appointees  and  employees  in  said  Departments  under  the  Department 
of  Public  Safety  shall  receive  the  compensation  named  and  fixed  in 
this  ordinance  for  the  offices  and  employments  held  by  each  of  them 
respectively.  In  all  cases  where  such  compensation  has  been  fixed  by 
any  State  statute,  the  same  is  hereby  retained  as  thereby  fixed.  In 
all  cases  where  any  salary  is  herein  provided,  the  same  shall  be 
deemed  and  held  to  be  at  that  rate  per  annum. 

(A)  FOR  THE  POLICE  DEPARTMENT.  Chief  of  Police,  Four 
Thousand  ($4,000.00)  Dollars.  Each  Inspector  of  Police,  Three  Thou- 
sand Two  Hundred  Eighty-two  and  Fifty  Hundredths  ($3,282.50)  Dol- 
lars. Supervisor  of  Detectives,  Three  Thousand  Two  Hundred  Eighty- 
two  and  Fifty  Hundredths  ($3,282.50)  Dollars;  Secretary  to  Chief  of 
Police,  Two  Thousand  Five  Hundred  Eighty-two  and  Fifty  Hundredths 
($2,582.50)  Dollars;  each  Captain,  Two  Thousand  Five  Hundred 
Eighty-two  and  Fifty  Hundredths  ($2,582.50)  Dollars;  each  Lieuten- 
ant, Two  Thousand  Three  Hundred  Eighty-two  and  Fifty  Hundredths 
($2,382.50)  Dollars;  each  Sergeant,  Two  Thousand  One  Hundred 
Eighty-two  and  Fifty  Hundredths  ($2,182.50)  Dollars;  each  Detective 
Sergeant,  Two  Thousand  One  Hundred  Eighty-two  and  Fifty  Hun- 
dredths ($2,182.50)  Dollars;  each  Trafficman,  One  Thousand  Nine 
Hundred  Eighty-two  and  Fifty  Hundredths  ($1,982.50)  Dollars;  each 
Motorcycleman,  One  Thousand  Nine  Hundred  Eighty-two  and  Fifty 
Hundredths  ($1,982.50)  Dollars;  each  Motorpoliceman,  One  Thousand 
Nine  Hundred  Eighty-two  and  Fifty  Hundredths  ($1,982.50)  Dollars; 
each  Turnkey,  One  Thousand  Nine  Hundred  Eighty-two  and  Fifty 
Hundredths  ($1,982.50)  Dollars;  each  Wagonman,  One  Thousand  Nine 
Hundred  Thirty-four  and  Fifty  Hundredths  ($1,934.50)  Dollars;  first 
year  Patrolman,  One  Thousand  Seven  Hundred  Thirty-three  and  Fifty 
Hundredths  ($1,733.50)  Dollars;  each  Patrolman,  after  first  year,  One 
Thousand  Nine  Hundred  Sixteen  and  Twenty-five  Hundredths 
$1,916.25),  Dollars;  one  City  Court  Bailiff,  One  Thousand  Seven  Hun- 
dred Eighty-two  and  Fifty  Hundredths  ($1,782.50)  Dollars;  one  City 
Court  Probation  Officer,  Two  Thousand  One  Hundred  Eighty-two  and 
Fifty  Hundredths  ($2,182.50)  Dollars;  each  Policewoman,  first  year, 
One    Thousand    Seven   Hundred    Thirty-three    and    Fifty    Hundredths 


journal  of  common  council      [Regular  Meeting 


($1,733.50)  Dollars;  each  Policewoman  after  first  year,  One  Thousand 
Nine  Hundred  Sixteen  and  Twenty-five  Hundredths  ($1,916.25)  Dol- 
lars; Repairmen,  One  Thousand  Two  Hundred  ($1,200.00)  Dollars; 
each  Hostler,  OneN  Thousand  Eighty  ($1,080.00)  Dollars;  seven  Jani- 
tors, Nine  Hundred  Sixty  ($960.00)  Dollars. 

(B)  FOR  THE  FIRE  FORCE.  Chief  of  the  Fire  Force,  Four 
Thousand  ($4,000.00)  Dollars;  two  First  Assistant  Chiefs,  each,  Three 
Thousand  One  Hundred  Eighty-two  and  Fifty  Hundredths  ($3,182.50) 
Dollars;  Second  Assistant  Chief,  Three  Thousand  Sixty-two  and  Fifty 
Hundredths  ($3,062.50)  Dollars;  each  Battalion  Chief,  Two  Thousand 
Five  Hundred  Eighty-two  and  Fifty  Hundredths  ($2,582.50)  Dollars; 
Clerk  of  Chief  of  Fire  Force,  One  Thousand  Five  Hundred  ($1,500.00) 
Dollars;  each  Captain,  Two  Thousand  Three  Hundred  Eighty-two 
and  Fifty  Hundredths  ($2,382.50)  Dollars;  each  Lieutenant,  Two 
Thousand  One  Hundred  Eighty-two  and  Fifty  Hundredths  ($2,182.50) 
Dollars;  each  Chauffeur  or  Engineer,  One  Thousand  Nine  Hundred 
Eighty-two  and  Fifty  Hundredths  ($1,982.50)  Dollars;  each  Fireman, 
after  first  year,  One  Thousand  Nine  Hundred  Sixteen  and  Twenty- 
five  Hundredths  ($1,916.25)  Dollars;  each  Fireman,  first  year,  One 
Thousand  Seven  Hundred  Thirty-three  and  Fifty  Hundredths 
($7,733.50)   Dollars. 

(C)  FOR  THE  ELECTRICAL  DEPARTMENT.  Electrical  En- 
gineer, Three  Thousand  Six  Hundred  ($3,600.00')'  Dollars;  General 
Foreman,  Two  Thousand  Three  Hundred  Eighty-two  and  Fifty  Hun- 
dredths ($2,382.50)  Dollars;  each  Repairman,  One  Thousand  Nine 
Hundred  Eighty-two  and  Fifty  Hundredths  ($1,982.50)  Dollars;  each 
Operator,  One  Thousand  Nine  Hundred  Sixteen  and  Twenty-five  Hun- 
dredths ($1,916.25)  Dollars;  each  Relief  Operator,  One  Thousand  Nine 
Hundred  Sixteen  and  Twenty-five  Hundredths  ($1,916.25)  Dollars; 
each  Cable  Splicer,  One  Thousand  Nine  Hundred  Eighty-two  and  Fifty 
Hundredths  ($1,982.50)  Dollars;  each  Cable  Splicer  Helper,  One  Thou- 
sand Nine  Hundred  Sixteen  and  Twenty-five  Hundredths  ($1,916.25) 
Dollars;  each  Instrument  Repair  Man,  One  Thousand  Nine  Hundred 
Eighty-two  and  Fifty  Hundredths  ($1,982.50)  Dollars;  each  Circuit 
Repair  Man,  One  Thousand  Nine  Hundred  Eighty-two  and  Fifty  Hun- 
dredths ($1,982.50)  Dollars;  each  Groundman,  One  Thousand  Three 
Hundred  Twenty    ($1,320.00)    Dollars. 

Section  2.  All  ordinances  or  parts  of  ordinances  in  so  far  as  the 
same  are  in  conflict  with  any  of  the  provisions  of  this  ordinance  are 
hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  on  and 
after  the  first  day  of  July,  1925. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  General  Ordinance  No.  4,  1925,  for 
second  reading.     It  was  read  a  second  time. 
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Mr.  King  moved  that  General  Ordinance  No.  4,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  4,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote. 

Ayes,  4,  viz.:  Messrs.  Buchanan,  King,  Ray  and  Presi- 
dent Ben  H.  Thompson. 

Noes,  4,  viz. :  Messrs.  Benrd,  Bramblett,  Clay  combe  and 
Wise. 

Mr.  Buchanan  called  for  General  Ordinance  No.  3,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  3, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  3,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  General  Ordinance  No.  155, 
1924,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  155, 
1924,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  155,  1924,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 
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Mr.  Buchanan  called  for  General  Ordinance  No.  164, 
1924,  for  second  reading.    It  was  read  a  second  time. 

On  motion  of  Mr.  Buchanan  the  Common  Council  at 
8:27  o'clock  P.  M.  adjourned. 


Attest: 


President. 


UC/h  ^Lu^m 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  February  2,  1925, 
at  7:30  o'clock  in  regular  session,  President  Pro  Tern  John 
E.  King  in  the  chair. 

Present  the  Hon.  John  E.  King,  President  Pro  Tern  of 
the  Common  Council,  and  seven  members,  viz.,  Messrs. 
Bernd,  Bramblett,  Buchanan,  Clauer,  Claycombe,  Ray  and 
Wise. 

Absent :  President  Thompson. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

January,  28,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  have  this  day  approved,  signedand  delivered  to  John  W.  Rhode- 
hamel,   City   Clerk,   the   following   ordinances: 

General  Ordinance  No.  155,  1924,  an  ordinance  approving  a  cer- 
tain contract  granting  the  Cleveland,  Cincinnati,  Chicago  &  St.  Louis 
Railway  Company  the  right  to  lay  and  maintain  a  side  track  or  switch 
from,  on,  over  and  across  Leota  street,  in  the  City  of  Indianapolis, 
Indiana,  according  to  blue  print  attached,  in  the  City  of  Indianapolis, 
Indiana. 

General  Ordinance  No.  3,  1925,  an  ordinance  amending  Sub- 
Section  "I"  of  Section  4  of  General  Ordinance  No.  37,  1923,  known 
as  the  Traffic  Ordinance,  and  declaring  a  time  when  the  same  shall 
take  effect.  Very  truly  yours, 

LEW   SHANK,   Mayor. 

REPORTS  FROM   CITY   OFFICERS 

From  the  City  Controller: 

February  2,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  herewith  copies  of  an  Appropriation  Ordinance  out 
of  any  unappropriated  funds  of  the  city  for  $75,757.26  to  pay  the  water 
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rental  from  December  31,  1924,  which  was  not  provided  for  in  the 
budget,  due  to  raise  in  water  rates. 

I  recommend  passage  of  the  above  mentioned  ordinance. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City  Controller. 

February  2,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the 
sum  of  $5,000.00  from  the  General  Fund  to  the  City  Yards  Depart- 
ment Salary  and  Wages  Fund,  under  the  Department  of  Public 
Works. 

I  respectfully  recommend  the  passage  of  this   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

February  2,  1925. 
Mr.  Joseph  L.  Hogue, 
Citly  Controller, 
City  of  Indianapolis. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  Five  Thousand  ($5,000.00)  Dollars  from  the 
General  Fund  to  the  City.  Yards  Department  Salary  and  Wages 
Fund,  under  the   Department   of   Public   Works. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk   Board   of   Public   Works. 

February  2,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  authorizing  the  sale 
of  One  Hundred  Ten  (110)  bonds  of  One  Thousand  ($1,000.00)  Dol- 
lars each,  said  money  so  obtained  to  be  used  for  the  purpose  of 
repairing  the  Municipal  Garage. 

I  respectfully  recommend  the  passage   of  this   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

February  2}  1925. 
Mr.  Jos.  L.  Hogue, 
City    Controller, 
City  of  Indianapolis. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
authorizing  the  borrowing  of  One  Hundred  Ten  Thousand  ($110,000.00) 
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Dollars  and  the  sale  of  One  Hundred  Ten  (110)  bonds  of  $1,000.00 
each,  said  money  so  obtained  to  be  used  for  the  purpose  of  repairing 
the  Municipal  Garage. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk   Board   of   Public   Works. 

February  2,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Im  lianapo  h  s ,  Indiana  : 
Gentlemen: 

At  the  request  of  Councilman  Heydon  W.  Buchanan,  and  upon 
the  recommendation  of  Corporation  Counsel,  James  M.  Ogden,  I  am 
sending  you  herewith  copies  of  an  ordinance  providing  for  the  trans- 
fer of  Two  Hundred  Twenty  ($220.00)  Dollars  from  the  Miscel- 
laneous Expense  Fund  in  the  Department  of  Law  to  the  Salaries 
Fund  in  the  same  department,  to  cover  the  payment  of  an  increase  in 
the   salary  of   stenographer  in   said   department. 

I   respectfully   recommend   the   passage   of   this    ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller, 

February  2,  1925. 
Mr.  Jos.  L.  Hogue, 
City    Controller, 
City  of  Indianapolis. 
Dear  Sir — 

At  the  request  of  Councilman  Heydon  W.  Buchanan  I  am  sending 
you  herewith  copies  of  an  ordinance  providing  for  an  increase  in 
the  salary  of  stenographer  in  the  Department  of  Law  from  One 
Thousand  Eighty  Dollars  per  year  to  Thirteen  Hundred  Twenty 
($1,320.00)  per  year.  I  fully  realize  that  the  present  salary  is  in- 
adequate compensation  for  the  services  required  to  be  performed 
in  this  position,  and  recommend  the  above  increase  be  provided  for, 
and  that  the  transfer  of  funds  in  the  Department  of  Law  be  made, 
as  set  out  in  this  ordinance  to  provide  for  the  payment  of  this  in^ 
crease  in   salary  for  the   balance   of  the   year    1925. 

Yours  truly, 

JAMES    M.   OGDEN, 

Corporation  Counsel, 

February  2,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  fixing  the  salary  of  the  stenographic 
clerk  in  the  office  of  the  Board  of  Public  Safety,  providing  for  an 
increase  of  said  salary  from  One  Thousand  Eight  ($1,080.00)  Dollars 
to  Twelve  Hundred  ($1,200.00)  Dollars  per  year,  and  providing  for 
the  transfer  of  the  sum  of  One  Hundred  Ten  ($110.00)  Dollars  from 
the  Tools  and  Equipment  Fund  in  the  Electrical  Department,  under 
the   Department   of   Public    Safety,   to   the    Board   of   Public    Safetv 


34  journal  OF  COMMON  COUNCIL      [Regular  Meeting 


Office   Salaries   Fund   in   the   same   department,   which   transfer   will 
take  care  of  the  increase  for  the  balance  of  the  year  1925. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 

Mr.  Jos.  L.  Hogue,  February  2, 1925. 

City    Controller, 
City  of  Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  trans- 
ferring he  sum  of  One  Hundred  Ten  ($110.00)  Dollars  from  the 
Tools  and  Equipment  Fund  in  the  Electrical  Department,  under  the 
Department  of  Public  Safety  to  the  Board  of  Public  Safety  Office 
Salaries  Fund,  under  the  same  department.  This  transfer  will  take 
care  of  the  increase  of  salary  for  the  balance  of  the  year  1925  of 
the  stenographic  clerk  of  the  Board  of  Public  Safety,  which  is  also 
provided  for  in  this  ordinance,  copies  of  which  are  hereto  attached. 

It  is  the  opinion  of  the  Board  that  the  present  salary  is  inade- 
quate, considering  the  services  required  to  be  performed  in  this 
position. 

Yows  vevy  truly, 
BOAitD  OF  PUBLIC  SAFETY, 
By  Oscar  O.  Wise, 

Executive  Secretary. 

February  2,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana:  . 
Gentlemen: 

Attached  herewith  you  will  find  copies  of  an  ordinance  amending 
Section  "A"  of  Section  1  of  General  Ordinance  No.  10,  1925,  fixing 
the  Salaries  of  the  Electrical  Department  of  the  Department  of 
Public  Safety. 

I  recommend  the  passage  of  the  above  mentioned   amendment. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City  Controller. 

February  2,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Works,  I  am  sending  you 
herewith  copies  of  an  ordinance  transferring  the  sum  of  Thirteen 
Hundred  ($1,300.00)  Dollars  from  a  fund  in  the  Department  of  the 
City  Civil  Engineer,  now  known  as  a  Fund  for  the  Purchase  of  one 
Dodge  Truck,  and  transferring  the  same  to  a  fund  to  be  known  as 
the  New  Automobile  Fund.  Said  ordinance  also  provides  for  the  ap- 
proval of  certain  contracts  therein  set  out,  and  authorizing  the  pur- 
chase of  one  New  Chevrolet  Coupe  and  one  new  Ford  Coupe  for 
use  in  the  Engineer's  Department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 
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February  2, 1925. 
Mr.  Joseph  L.  Hogue, 
Citly  Controller, 
City  of  Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Works  respectfully  requests  that  your  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  trans- 
ferring the  sum  of  Thirteen  Hundred  ($1,300.00)  Dollars  from  a 
fund  in  the  Department  of  the  City  Civil  Engineer,  and  that  the 
same  be  transferred  and  reappropriated  to  a  fund  to  be  known  as 
the  New  Automobile  Fund,  in  the  same  department,  under  the  De- 
partment of  Public  Works. 

This  transfer  is  provided  for  in  the  ordinance  hereto  attached, 
which  also  authorizes  the  purchase  of  two  new  automobiles  for  the 
Engineering  Department,  and  which  provides  for  the  approval  of 
certain  contracts  covering  the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  WORKS, 

By  Elmer  Williams,  Clerk. 

From  the  Board  of  Public  Works : 

February   2,    1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

The  Board  of  Public  Works  respectfully  requests  the  passage 
of  an  ordinance,  copies  of  which  are  hereto  attached,  ratifying,  con- 
firming and  approving  a  certain  contract  and  agreement  made  and 
entered  into  on  the  second  day  of  February,  1925,  by  and  between 
the  City  of  Indianapolis,  by  and  through  its  Board  of  Public  Works 
and  the  Indian  Refining  Company  for  the  purchase  of  Two  Hundred 
Thirty-nine  Thousand  (239,000)\  gallons  of  Indian  Road  Oil,  at  6.29 
cents  per  gallon.  It  is  deemed  advisable  to  have  this  contract  ap- 
proved at  the  earliest  possible  date  in  order  that  this  oil  may  be  ob- 
tained at  the  price  named  in  the  contract  set  out  in  the  ordinance. 

Very  respecfully  yours, 
BOARD  OF  PUBLIC  WORKS, 

By  Elmer  Williams,   Clerk. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  5,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Seventy-four  Thousand 
Seven  Hundred  Fifty-seven  and  26/100  ($74,757.26)  Dollars 
out  of  any  unappropriated  funds  of  the  City  of  Indianapolis  to 
the  Water  Rental  Fund  of  the  Board  of  Public  Works  and  de- 
claring a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 
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Section  1.  That  the  sum  of  Seventy-four  Thousand  Seven  Hun- 
dred Fifty-seven  and  26/100  ($74,757.26)  Dollars  be  and  the  same  is 
hereby  appropriated  out  of  any  unappropriated  funds  of  the  City 
of  Indianapolis,  to  the  Water  Rental  Fund  of  the  Board  of  Public 
Works,  to  be  used  for  the  paying  of  water  rent  for  period  ending 
December  31,  1924,  which  was  not  provided  for  in  the  1924  budget, 
due  to  raise  of  water  rates. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from: 
and  after  its  passage, 
■ 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller : 

APPROPRIATION  ORDINANCE  NO.  6,  1925. 
AN  ORDINANCE  appropriating  a  certain  sum  of  money  from  the 

General  Fund  to  the  City  Yards  Department  Salary  and  Wages 

Fund  under  the  Department  of  Public  Works,  and  declaring  a 

time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  That  there  be  and  is  hereby  appropriated  the  sum 
of  Five  Thousand  ($5,000.00)  Dollars  from  the  General  Fund  to 
the  City  Yards  Department  Salary  and  Wages  Fund,  under  the  Der 
partment  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  11,  1925. 

AN  ORDINANCE  authorizing  the  borrowing  of  One  Hundred  and 
Ten  Thousand  ($110,000)  Dollars  and  the  sale  of  one  hundred 
ten  (110)  bonds  of  One  Thousand  ($1,000)  Dollars  each,  of  the 
City  of  Indianapolis,  Indiana,  payable  from  the  general  revenues 
and  funds  of  said  city,  or  from  the  sinking  fund  of  said  city, 
or  as  may  be  required  by  law  for  the  purpose  of  procuring  money 
to  be  used  in  repairing  the  Municipal  Garage,  and  providing  for 
the  time  and  manner  of  advertising  the  sale  of  said  bonds,  and 
the  receipt  of  bids  for  the  same,  together  with  the  mode  and 
terms  of  sale,  and  fixing  a  time  when  this  ordinance  shall  take 
effect. 
WHEREAS,    heretofore    on    the    26th    day    of    November,    1924, 

the  City  of  Indianapolis,  Indiana,  by  and  through  its  Board  of  Public 
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Works  in  pursuance  of  Miscellaneous  Resolution  No.  272  of  said 
Board,  entered  into  certain  contracts  and  agreements  for  repairs 
of  the  Municipal  Garage,  and 

WHEREAS,  said  contracts  were  duly  approved  by  S.  L.  Shank, 
mayor  of  the  City  of  Indianapolis,  Indiana,  and 

WHEREAS,  General  Ordinance  No.  161,  1924,  approving  the 
said  contracts  entered  into  by  said  Board  of  Public  Works  and  ap- 
proved by  said  mayor,  as  above  set  out  was  duly  introduced  before 
the  Common  Council  of  the  City  of  Indianapolis,  on  the  15th  day  of 
December,  1924,   and 

WHEREAS,  said  General  Ordinance  No.  161,  1924,  was  duly 
passed  by  the  Common  Council  of  the  City  of  Indianapolis,  Indiana, 
on,  the*  6th  day  of  January,  1925,  and  said  ordinance  was  signed  by 
Samuel  Lewis  Shank,  mayor  of  said  City  of  Indianapolis,  on  the  10th 
day  of  January,  1925,  and 

WHEREAS,  it  is  deemed  necessary  and  proper  for  the  best 
interests  of  the  City  of  Indianapolis,  Indiana,  and  the  inhabitants 
thereof  to  proceed  with  the  work  provided  for  in  said  Resolution  and 
Ordinance,  and 

WHEREAS,  there  is  not  now  and  will  not  be  sufficient  funds  in 
the  treasury  of  the  City  of  Indianapolis,  Indiana,  with  which  to 
meet  the  aforesaid  expenditures  for  such  public  welfare  and  it  being 
necessary  for  the  said  city  to  borrow  the  sum  of  One  Hundred  and 
Ten  Thousand  ($110,000)  Dollars  in  order  to  procure  such  a  fund 
to  be  devoted  to  the  purposes  set  out  in  said  Resolution  and  Ordi- 
nance, and  to  issue  and  sell  its  bonds  in  said  amount;  payable  from 
the  general  revenues  and  funds  of  said  city  or  from  the  sinking  fund 
of  said  city,  as  may  be  required  by  law,  NOW  THEREFORE, 

" Be   it   Ondained   by   the    Common   Council   of   the   City   of   Indi- 
anapolis, Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized for  the  purpose  of  procuring  money  to  be  lised  for  the  purpose  of 
repairing  the  Municipal  Garage,  as  set  out  in  said  Resolution  and 
Ordinance  to  prepare,  issue  and  sell  one  hundred  ten  ($110)  new 
bonds  of  the  City  of  Indianapolis,  Marion  county,  Indiana,  of  one 
thousand  ($1,000)  dollars  each,  which  bonds  shall  bear  the  date  of 
March  1st,  1925,  and  shall  be  numbered  from  one  (1)  to  one  hundred 
ten  (110),  both  inclusive;  shall  be  designated  Municipal  Garage 
Bonds  of  1925,  and  shall  bear  interest  at  the  rate  of  four  and  one-half 
(4%)  per  cent  per  annum,  payable  semi-annually  on  the  first  day  of 
January,  and  the  first  day  of  July  of  each  year,  of  the  period  of 
said  bonds. 

Ten  of  said  bonds  shall  mature  and  be  payable  at  the  rate  of 
Ten  Thousand  ($10,000.00)  Dollars  in  each  year  for  eleven  (11) 
consecutive  years,  beginning  in  the  year  1927,  on  the  first  day  of 
January  of  said  year  1927,  and  ending  in  the  year  1937. 

The  first  coupon  attached  to  each  bond  shall  be  for  the  interest 
on  said  bond  from  the  date  of  issue  until  the  first  day  of  July,  1926 ; 
said  bonds  in  the  interest  coupons  thereunto  attached  shall  be  nego- 
tiable and  payable  at  the  City  Treasurer's  office  of  the  City  of  In- 
dianapolis, at  Indianapolis,  Indiana;  said  bonds  shall  be  signed  by  the 
Mayor  and  the  City  Controller  of  said  City  of  Indianapolis,  and  at- 
tested by  the  City  Clerk,  who  shall  affix  the  seal  of  said  city  to 
each  of  said  bonds;  and  the  interest  coupons  attached  to  said  bonds 
shall  be  authenticated  by  a  lithographic  fac-simile  of  the  signatures 
of   the   Mayor    and    City    Controller    of    said    city    engraved    thereon, 
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which  shall  for  all  purposes  be  taken  and  deemed  to  be  equivalent 
to  a  manuel  signing  thereof;  said  bonds  shall  be  prepared  by  the 
City  Controller  in  due  form,  irrevocably  pledging  the  faith  and  credit 
of  the  City  of  Indianapolis,  Indiana,  to  the  payment  of  the  principal 
and  interest  stipulated  therein  respectively.  It  shall  be  the  duty  of 
the  City  Controller,  at  the  time  of  the  issue  and  negotiation  of  said 
bonds  to  register  in  the  book  kept  for  that  purpose,  all  of  said  bonds 
so  issued  and  negotiated  in  serial  number,  beginning  with  Bond  No. 
1,  giving  also  the  date  of  their  issuance,  their  amount,  date  of  ma- 
turity, rate  of  interest  and  the  time  and  place  where  said  interest 
shall  be  payable,  said  bonds  shall  be  substantially  in  the  following 
form,  all  blanks  for  numbers  and  dates  to  be  properly  filled  in  before 
the  issuance  thereof: 

No $1,000.00 

UNITED   STATES   OF   AMERICAN,  CITY   OF   INDIANAPOLIS, 

MARION   COUNTY,   STATE   OF  INDIANA. 

MUNICIPAL  GARAGE  BONDS  OF  1925. 

For  value  received,  the  City  of  Indianapolis,  Marion  County, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer,  without  any 
relief  from  valuation  or  appraisement  laws  on  the  day  of  Jan- 
uary,   ,  at  the  City  Treasurer's  office,  of  the  City  of  Indi- 
anapolis, Indiana,  One  Thousand  ($1,000.00)  Dollars,  in  lawful 
money  of  the  United  States  of  America,  together  with  interest  thereon 
at  the  rate  of  four  and  one-half  (4^)  per  cent  per  annum  from 
date  until  paid. 

The  first  interest  payable  on  the  first  day  of  July,  1926,  and  the 
interest  thereafter  payable  semi-annually  on  the  first  day  of  January 
and  July,  respectively  upon  the  presentation  and  surrender  of  the 
proper  interest  coupons  hereunto  attached  and  which  are  made  a  part 
of  this  bond.  This  bond  is  one  of  an  issue  of  One  Hundred  Ten  (110) 
bonds  of  One  Thousand  ($1,000.00)  Dollars  each,  numbered  from  One 
(1)  to  One  Hundred  Ten  (110),  both  inclusive,  of  date  of  March  1st, 
1925,  issued  by  said  City  of  Indianapolis,  pursuant  to  an  Ordinance 
passed  by  the  Common  Council  of  the  City  of  Indianapolis  on  the  5th 
day  of  January,  1925,  and  an  Act  of  the  General  Assembly  of  the 
State  of  Indiana,  entitled  "An  Act  Concerning  Municipal  Corpora- 
tions" approved  March  6th,  1905,  and  all  acts  amendatory  thereof  and 
supplemental  thereto.  It  is  hereby  certified  that  all  conditions,  acts 
and  things  essential  to  the  validity  of  this  bond  exist,  have  happened 
and  have  been  done,  and  that  every  requirement  of  the  law  affecting 
the  issuance  thereof  has  been  duly  complied  with,  and  that  this  bond 
is  within  every  debt  and  other  limit  prescribed  by  the  Constitution 
and  the  Laws  of  the  State  of  Indiana,  and  that  the  faith  and  the 
credit  of  the  City  of  Indianapolis,  Indiana,  are  hereby  irrevocably 
pledged  to  the  punctual  payment  of  the  principal  and  interest  of  this 
bond  according  to  its  terms. 

IN  WITNESS  WHEREOF,  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  caused  this  bond  to  be  signed  by  the 
Mayor  and  the  City  Controller,  and  attested  by  the  City  Clerk,  and 

the  corporate  seal  of  said  city  to  be  affixed  this,  as  of  the 

day  of , ,  1925. 


Mayor. 

Attest:  

City  Controller. 

City  Clerk 
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Section  2.  The  City  Controller  shall,  as  soon  as  possible,  after 
the  passage  of  this  ordinance  advertise  for  bids  or  proposals  for  said 
bonds  by  at  least  one  insertion  each  week  for  two  weeks  in  two 
daily  newspapers  of  general  circulation,  printed  and  published  in  the 
City  of  Indianapolis,  and  may  otherwise  advertise  for  such  bids  or 
proposals  as  he  may  deem  advisable.  Such  advertisement  shall  de- 
scribe said  bonds  with  such  minuteness  and  particularity  as  the  City 
Controller  may  see  fit  and  shall  set  forth  the  amount  of  the  bonds 
to  be  sold  and  the  rate  of  interest  they  may  bear,  that  the  bidder  may 
bid  for  all  or  any  part  of  said  bonds,  the  date  of  opening  bids  or 
proposals  therefor,  the  right  of  the  City  Controller  to  reject  any  or 
all  bids,  the  amount  of  deposit  each  bidder  will  be  required  to  make 
and  when  and  where  the  bonds  shall  be  delivered  and  paid  for. 

Section  3.  Each  and  every  bid  and  proposal  shall  be  presented  to 
the  City  Controller  sealed,  and  shall  be  accompanied  by  a  duly  certi- 
fied check  upon  some  responsible  bank  of  the  City  of  Indianapolis, 
Indiana,  payable  to  the  order  of  the  City  Treasurer  for  a  sum  of 
money  which  shall  equal  two  and  one-half  {2Vz%)  per  cent  of  the  face 
or  par  value  of  the  bonds  bid  for  or  proposed  to  be  purchased.  The 
City  Controller  shall  continue  to  jgfeceive  all  bids  or  proposals  there- 
for at  the  office  of  the  City  Controller  until  12  o'clock,  noon,  on  the 
day  fixed  by  the  City  Controller  and  designated  in  the  advertisement 
for  receiving  bids  or  proposals,  at  which  time  and  place  and  between 
the  said  hour  and  2  o'clock  p.  m.  of  said  day,  he  shall  open  said  bids 
or  proposals.  The  City  Controller  shall  award  said  bonds,  or  as  he 
shall  see  fit,  a  part  or  any  number  thereof,  to  the  highest  and  best 
bidder  therefor,  but  said  City  Controller  shall  have  the  right  to  reject 
any  and  all  such  bids  or  proposals,  or  any  part  thereof,  and  shall  have 
the  right  to  accept  a  part  of  any  bid,  and  to  award  upon  any  bid  the 
whole  or  a  less  number  of  bonds  covered  by  such  bid,  he  being  the 
sole  judge  of  the  sufficiency  or  insufficiency  of  any  kind.  He  may 
also  in  his  judgment  and  discretion  award  a  part  of  said  bonds  to  one 
bidder  and  a  part  to  another.  These  provisions  shall  apply  to  the 
case  of  reoffering  and  readvertising  of  said  bonds  as  hereinafter  pro- 
vided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitted, or  if  he  shall  award  only  a  part  of  said  bonds,  he  shall  re- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  readvertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time  both  of 
receiving  and  opening  bids  or  proposals,  and  for  purchasers  to  take 
up  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall  con- 
tinue from  time  to  time  in  like  manner  to  readvertise  said  bonds  for 
sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted  and 
there  shall  be  no  award  of  bonds  thereon  by  the  City  Controller  he 
shall  thereupon  return  to  such  unsuccessful  bidder  the  certified  check 
accompanying  the  same.  If  the  City  Controller  shall  award  the 
whole  or  any  part  of  the  bonds  upon  any  bid  or  proposal,  he  shall 
thereupon  deliver  the  certified  check  accompanying  the  same  to  the 
City  Treasurer,  who  shall  thereupon  present  the  same  for  payment 
and  shall  be  entitled  to  collect  the  same  and  shall  hold  the  proceeds 
collected  thereon  until  the  completion  of  the  purchase  and  the  pay- 
ment for  the  bonds  so  awarded.  If,  for  any  reason,  said  check  shall 
not  be  paid  upon  presentation,  such  non-payment  shall  be  taken  and 
deemed  a  breach  of  the  contract  for  purchase  of  said  bonds  upon  the 
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part  of  the  purchaser,  and  the  city,  in  that  event,  shall  have  the 
right  to  readvertise  said  bonds  for  sale  at  once,  and  shall,  in  such 
event,  retain  said  check  and  shall  have  the  right  to  collect  the  same 
for  its  own  use,  and  said  check  and  proceeds  thereof,  when  collected, 
shall  be  taken  and  deemed  as  agreed  and  liquidated  damages  for  such 
breach  of  contract,  and  as  a  payment  thereof  to  the  city.  In  case 
any  successful  bidder  shall  fail  to  complete  the  purchase  of  the  bonds 
so  awarded  and  to  pay  for  the  same  within  the  time  and  manner 
herein  required,  or  which  may  be  prescribed  by  the  City  Controller  as 
herein  provided,  the  proceeds  of  such  certified  check  deposited  by 
such  bidder  shall  be  taken,  considered,  and  deemed  as  agreed  and 
liquidated  damages  for  the  breach  of  such  bidder's  contract  of  pur- 
chase and  shall  be  taken  and  deemed  as  a  payment  to  the  city  for 
such  damages,  and  shall  be  retained  and  held  by  said  city  for  its  use, 
but  if  such  successful  bidder  shall  complete  the  purchase  of  said  bonds 
awarded  to  him  pursuant  to  the  provisions  hereof  and  his  bid  and 
award  thereon  said  proceeds  of  said  certified  check  shall  thereupon 
be  returned  to  such  bidder,  or  at  the  option  of  the  City  Controller 
at  the  time  of  the  completion  of  the  sale  and  payment  for  the  bonds 
said  proceeds  of  said  certified  check  may  be  applied  and  deemed  a 
payment  on  account  of  the  purchase  of  said  bonds. 

Section  6.  Delivery  of  any  bonds  sold  shall  be  made  at  the 
office  of  the  City  Treasurer  of  the  City  of  Indianapolis,  Indiana,  upon 
such  day  or  days  as  may  be  specified  in  the  advertisement  or  read- 
vertisement  for  proposals  or  within  such  time  thereafter  as  may  be 
fixed  by  the  City  Controller,  or  at  such  time  or  times  as  may  be 
agreed  be  fixed  by  the  City  Controller,  or  at  such  time  or  times  as 
may  be  agreed  upon  by  the  City  Controller  and  the  purchaser  or  pur- 
chasers and  the  City  Controller  may  extend  the  time  for  such  deliv- 
ery not  more  than  ten  (10)  days  after  the  day  or  days  specified  or 
agreed  upon  as  above  provided,  and  the  successful  bidder  or  bidders 
shall  take  the  bonds  awarded  to  him  or  them  and  pay  for  the  same 
at  such  place  and  times  and  his  or  her  refusal,  neglect  or  omission  to 
do  so  shall  be  a  breach  of  the  contract  of  his  bid  or  proposal  on  ac- 
count of  which  damages  shall  be  retained  or  recovered  as  liquidated 
as  provided  in  this  ordinance. 

Section  7.  The  bonds  taken  and  paid  for  to  the  satisfaction  of 
the  City  Controller  shall  be  binding  obligations  upon  the  City  of 
Indianapolis,  according  to  their  tenor  and  effect,  and  the  proceeds 
derived  from  the  sale  or  sales  of  bonds  as  herein  authorized  shall  be 
and  hereby  are  appropriated  to  the  Department  of  Public  Works  for 
repairing  the  Municipal  Garage,  and  shall  constitute  and  continue 
appropriations   until  the   completion   of  the   said  work. 

Section  8.  The  Mayor,  City  Controller,  and  the  Corporation  Coun- 
sel are  hereby  authorized  and  directed  to  publish  notice  of  the  herein 
determination  to  issue  bonds  as  required  by  law. 

Section  9.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 


Which  was  read  a  first  time. 


Mr.  Buchanan  moved  that  the  rules  be  suspended  and 
General  Ordinance  No.  11,  1925,  be  placed  upon  its  passage. 
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The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Pro  Tern  John 
E.  King. 

Mr.  Buchanan  called  for  General  Ordinance  No.  11,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  11, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  11,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Pro  Tern  John 
E.  King. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  12,  1925. 
AN  ORDINANCE,  fixing  the  salary  of  stenographer  in  the  Depart- 
ment of  Law,  transferring  the  sum  of  Two  Hundred  Twenty 
($220.00)  Dollars  from  the  Miscellaneous  Expense  Fund  in  the 
Department  of  Law  to  the  Salaries  Fund  in  the  same  Depart- 
ment, repealing  all  ordinances  or  parts  of  ordinances  in  conflict 
therewith,  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  That  the  salary  of  Stenographer  in  the  Department 
of  Law  shall  hereafter  be  and  is  hereby  fixed  at  the  rate  of  Thirteen 
Hundred  Twenty    ($1320.00)    Dollars  per  year. 

Section  2.  That  there  be  and  is  hereby  transferred  the  sum  of 
Two  Hundred  Twenty  ($220.00)  Dollars  from  the  Miscellaneous  Ex- 
pense Fund  in  the  Department  of  Law,  and  that  the  same  be  and  is 
hereby  transferred  and  reappropriated  to  the  salaries  fund  in  the 
same  Department. 

Section  3.  All  ordinances  or  parts  or  of  ordinances  in  conflict 
herewith  are  hereby  repealed. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 
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By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  13,  1925. 
AN  ORDINANCE,  fixing  the  salary  of  the  Stenographic  Clerk  in  the 
office  of  the  Board  of  Public  Safety  in  the  Department  of  Public 
Safety  transferring  the  sum  of  One  Hundred  Ten  ($110.00)  Dol- 
lars from  the  Tools  and  Equipment  Fund  in  the  Electrical  De- 
partment of  Public  Safety  to  the  Board  of  Public  Safety  Office 
Salaries  Fund  under  the  same  department,  repealing  all  ordin- 
ances or  parts  of  ordinances  in  conflict  therewith,  and  declaring 
a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  The  salary  of  the  Stenographic  Clerk  in  the  office  of 
the  Board  of  Public  Safety  in  the  Department  of  Public  Safety  shall 
hereafter  be  and  the  same  is  hereby  fixed  at  the  rate  of  Twelve 
Hundred   ($1200.00?)    Dollars  per  year. 

Section  2.  That  there  be  and  is  hereby  transferred  the  sum  of 
One  Hundred  Ten  ($110.00)  Dollars  from  the  Tools  and  Equipment 
Fund  in  the  Electrical  Department  under  the  Department  of  Public 
Safety  and  that  the  same  be  transferred  and  reappropriated  to  the 
Salaries  Fund  of  the  Board  of  Public  Safety  Office  in  the  same  De- 
partment. 

Section  3.  All  ordinances  or  parts  of  ordinances  in  conflict  here- 
with are  hereby  repealed. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety, 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  14,  1925. 
AN  ORDINANCE  amending  a  part  of  Section  one  (1)  of  General 
Ordinance  No.  10,  1925,  an  ordinance  fixing  the  salaries  of  the 
officers  and  members  of  the  Police  Department,  Fire  Depart- 
ment and  Electrical  Department,  under  the  Department  of  Pub- 
lic Safety,  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  That  this  ordinance  amend  Section  "A"  of  Section 
1  of  General  Ordinance  No.  10,  1925,  wherein  it  states  the  salary  of 
the  General  Foreman  in  Electrical  Department  shall  be  Two  Thou- 
sand Three  Hundred  Eighty-two  and  Fifty  Hundredths  ($2,382.50) 
Dollars,  to  be  changed  to  read  Two  Thousand  Five  Hundred  Eighty- 
two  and  Fifty  Hundredths  ($2,582.50)  Dollars. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  on 
and  after  the  1st  day  of  July,  1925. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 
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By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  15,  1925. 
AN  ORDINANCE,  Ratifying,  Confirming  and  Approving  certain  con- 
tracts made  and  entered  into  on  the  2nd  day  of  February,  1925, 
between  the  City  of  Indianapolis,  by  and  through  its  Board  of 
Public  Works,  with  the  approval  of  the  Mayor,  and  the  Stone 
Chevrolet  Company,  and  another  contract  of  the  same  date  by 
and  between  the  Board  of  Public  Works  for  the  City  of  Indianap- 
olis and  the  Thirtieth  and  Central  Sales  Company,  both  contracts 
for  the  purchase  of  certain  automobiles  described  in  said  con- 
tracts, for  the  use  of  the  Department  of  City  Civil  Engineering, 
under  the  Board  of  Public  Works,  providing  for  the  transfer  and 
re-appropriation  of  the  sum  of  Thirteen  Hundred  ($1300.00)  Dol- 
lars from  a  fund  in  the  City  Civil  Engineer's  Office  Maintenance 
Fund,  heretofore  appropriated  for  the  purchase  of.  one  Dodge 
truck  to  a  fund  in  the  City  Civil  Engineer's  Department,  to  be 
used  for  the  purchase  of  One  Chevrolet  Coupe  and  One  Ford 
Coupe  for  the  use  of  the  same  department,  and  declaring  a  time 
when  the  same  shall  take  effect. 

Be   it   Ondained   by   the   Common   Council   of   the   City   of   Indi- 
anapolis, Indiana: 

Section  1.     WHEREAS,  on  the  2nd  day  of  February,  1925,  the 
City  of  Indianapolis,  by  and  through  its  Board  of  Public  Works  with 
the  approval  of  the  Mayor,  entered  into  a  certain  contract  and  agree- 
ment with  the  Stone  Chevrolet  Company  to  purchase  one  Chevrolet 
Coupe  at  an  agreed  price  of  Seven  Hundred  Ninety  ($790.00)  Dollars 
with  an  allowance  of  Ninety   ($90.00)   Dollars  to  be  made  for  Over- 
land Roadster  No.  45,  Motor  No.  80955  in  the  care  and  custody  of 
the   Board  of   Public   Works,   which   personal   property   is    no    longer 
deemed  of  use  for  the  purpose  for  which  it  was  acquired.     Said  Over- 
land  Roadster   having   been  duly   appraised   under   Board   of   Works 
Miscellaneous   Resolution   No.   296,   Property   Sale   Resolution  No.   8, 
which  contract  is  in  the  words  and  figures  following,  to-wit: 
STONE  CHEVROLET  CO. 
538-542  E.  Washington  St. 
Indianapolis,  Ind. 
To  the  City  of  Indianapolis,  February  2,  1925. 

Indianapolis,  Ind. 
Attention  Mr.  Wright: 

We  agree  to  deliver  to  the  City  of  Indianapolis,  subject  to  deliv- 
ery by  Factory,  a  Chevrolet  1925  Coupe: 

Coupe  delivered  Indianapolis  $790.00 

Credit  on  Overland  City  Car  No.  45,  Motor  No.  M80955 90.00 

Balance $700.00 

STONE  CHEVROLET  COMPANY, 
By  E.  M.  Stone. 
CITY  OF  INDIANAPOLIS, 
By  C.  E.  Coffin, 

W.   H.   Freeman, 
M.  J.   Spencer, 
Board  of  Public  Works. 
Approved: 

S.  L.  SHANK,  Mayor. 
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Section  2.  WHEREAS,  on  the  2nd  day  of  February,  1925,  the 
City  of  Indianapolis,  by  and  through  its  Board  of  Public  Works,  with 
the  approval  of  the  Mayor,  entered  into  a  contract  and  agreement 
with  the  Thirtieth  and  Central  Sales  Company  to  purchase  one  Ford 
Coupe  at  an'  agreed  price  of  Five  Hundred  Sixty-eight  and  37/100 
($568.37)  Dollars,  with  an  allowance  of  One  Hundred  Twelve  and 
50/100  ($112.50)  Dollars  to  be  made  for  one  Ford  Roadster  No.  25, 
Motor  No.  455828d,  the  personal  property  of  the  City  of  Indianapolis, 
in  the  care  and  custody  of  the  Board  of  Public  Works,  which  is  no 
longer  deemed  of  use  for  the  purpose  for  which  it  was  acquired,  said 
Ford  Roadster  having  been  duly  appraised  under  Miscellaneous  Reso- 
lution of  Board  of  Public  Works,  No.  296,  and  Property  Sale  Resolu- 
tion No.  6,  of  November  17,  1924,  which  contract  is  in  the  words  and 
figures  following,  to-wit: 

30TH  AND  CENTRAL  SALES  COMPANY, 

WHITNEY  STODDARD, 

Indianapolis,  Ind. 

February  2,  1925. 
City  of  Indianapolis, 
Indianapolis,  Irid. 

Gentlemen — We,  the  30th  and  Central  Sales  Company  of  Indi- 
anapolis, Ind.,  hereby  agree  to  sell  to  the  City  of  Indianapolis  one 
Ford  Coupe  for  Five  Hundred  Sixty-eight  Dollars  and  Thirty-seven 
Cents  ($568.37),  and  to  take  Ford  Roadster,  City  No.  25,  Motor  No. 
4558284,  for  One  Hundred  Twelve  Dollars  and  Fifty  Cents  ($112.50) 
as  part  payment  on  Coupe,  leaving  a  net  total  of  Four  Hundred 
Fifty-five  Dollars  and  Eighty-seven  Cents   ($455.87). 

30TH  &  CENTRAL  SALES  CO., 
By  Whitney  Stoddard,  Pres. 
City  of  Indianapolis, 

Per 

CITY  OF  INDIANAPOLIS, 
By  C.  E.  Coffin, 
W.  H.  Freeman, 
M.  J.  Spencer, 
Board   of   Public   Works. 
Approved: 

S.  L.  Shank,  Mayor. 

Section  3.  That  WHEREAS,  an  emergency  exists  for  the  pur- 
chase of  the  automobiles  described  in  Sections  1  and  2  of  this  ordin- 
ance, and 

WHEREAS,  there  is  no  fund  mentioned  in  the  budget  for  1925  in 
the  Department  of  City  Civil  Engineer  which  would  enable  the  pur- 
chase of  the  automobiles  mentioned  in  Sections  1  and  2  of  this  ordin- 
ance, and 

WHEREAS,  an  appropriation  was  made  in  the  budget  of  1925 
for  the  purpose  of  one  Dodge  truck  for  the  sum  of  Thirteen  Hundred 
($1300.00)  Dollars,  which  has  not  been  purchased,  and  which  sum 
still  remains  unexpended.     Therefore, 

BE  IT  ORDAINED,  that  the  said  sum  of  Thirteen  Hundred 
>4  $1300.00)  Dollars  be  transferred  from  the  said  fund  providing  for 
the  purchase  of  one  Dodge  truck  in  the  City  Civil  Engineer's  Depart- 
ment, and  that  the  same  be  and  hereby  is  transferred  and  reappro- 
priated  to  a  fund  hereby  created  in  the  same  department  to  be  known 
as  "The  New  Automobile  Fund  for  1925"  to  be  used  for  the  purchase 
of  the  automobiles  mentioned  in  Section  1  and  2  of  this  ordinance. 


February  2, 1925]         city  of  Indianapolis,  ind.  45 


Section  4.  The  contracts  and  agreements  mentioned  in  Sections 
1  and  2  of  this  ordinance,  dated  February  2nd,  1924,  made  and  en- 
tered into  by  the  City  of  Indianapolis,  by  and  through  its  Board  of 
Public  Works,  with  the  approval  of  the  Mayor,  be  and  the  same  are  in 
all  things  ratified,  confirmed  and  approved  in  accordance  with  the 
terms,   provisions   and   conditions  thereof. 

Section  5.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 


By  the  Board  of  Public  Works : 

GENERAL  ORDINANCE  NO.  16,  1925. 
AN  ORDINANCE,  ratifying,  confirming  and  approving  a  certain  con- 
tract made  and  entered  into  on  the  2nd  day  of  February,  1925, 
between  the  City  of  Indianapolis  by  and  through  its  Board  of 
Public  Works  with  the  approval  of  its  Mayor,  and  the  Indian 
Refining  Company  whereby  said  city  is  authorized  to  purchase 
from  Indian  Refining  Company  Two  Hundred  Thirty-nine  Thou- 
sand (239,000)  Gallons  of  Indian  Road  Oil  at  Six  and  29/100 
(6.29)  cents  F.  O.  B.  Indianapolis,  Indiana,  amounting  in  all  to 
Fifteen  Thousand  ($15,000.00)  Dollars,  specifying  the  fund  out 
of  which  the  same  shall  be  paid  and  fixing  a  time  when  the  same 
shall  take  effect. 

J3e  it  Owdained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana: 

Section  1.  Whereas,  heretofore,  on  the  2nd  day  of  February, 
1925,  the  City  of  Indianapolis,  Indiana,  by  and  through  its  Board  of 
Public  Works  with  the  approval  of  the  Mayor,  entered  into  a  certain 
contract  and  agreement  with  the  Indian  Refining  Company,  which  con- 
tract is  in  the  words  and  figures  following,  to-wit: 
Car  Load  Shipments 
Form  833  5m  11-24. 

MEMORANDUM  OF  SALES  CONTRACT. 
INDIAN     REFINING     COMPANY     (Incorporated),     hereinafter 
called  "Seller,"  agree  to  sell  and  deliver,  and  CITY  OF  INDIANAP- 
OLIS hereinafter  "Buyer,"  agrees  to  purchase  and  take  the  follow- 
petroleum  products  in  the  following  period  at  the  following  prices: 
MONTH  QUANTITY  GRADES  PRICE 

April,  1925  275,000      Gallons  Indian  Road  Oil  to  meet  6.29c      per 

May,  1925  25%  more  or  less  the  City  of  Indianapolis  Gal.  F.O.B. 

June,  1925  specifications  "A"  only,  Indianap- 

July,  1925  for     shipment     in     our  olis. 

August,         1925  tank    cars    during    the 

September,  1925  road  oil  season  of  1925. 

PRICE — F.  O.  B.  Lawrenceville,  111.,  exclusive  of  inspection 
charges.  Buyers  agree  to  pay  inspection  charges.  Freight  charges 
collect. 

TERMS — 30  days  from  date  of  invoice.  No  discount,  to  be  al- 
lowed. 
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DELIVERIES— Seller's  tank  cars  at  Lawrenceville,  Illinois. 

CONSIGNMENT— Consignment  will  be  to  Buyer  at  Indianapolis, 
Indiana. 

SHIPMENTS — Shipments  to  be  made  upon  written  shipping  in- 
structions of  Buyer.  Buyer  agrees  that  shipping  instructions  for 
each  month  shall  be  in  Seller's  hands  on  or  before  the  25th  of  the 
preceding  month. 

Should  the  Buyer  give  instructions  to  ship  in  any  month  more 
than  that  month's  quantity  as  above  stated,  Seller  may  deliver  the  ex- 
cess quantity  at  its  option,  but  the  excess  amount  so  delivered  shall 
be  applied  to  reduce  the  last  deliveries  that  may  be  acquired  under  the 
contract,  but  without  altering  the  quantities  deliverable  in  the  inter- 
vening months. 

Buyer  agrees  to  receive  shipments  and  unload  same  with  reason- 
able promptness  and  return  empty  tank  cars,  as  per  instructions  from 
Seller,  forty-eight  hours  being  deemed  reasonable  time  for  receiving 
and  unloading  and  releasing  tank  cars.  Buyer  agrees  to  pay  Seller 
Two  Dollars  ($2.00)  per  car  per  day  rental  after  expiration  of  said 
forty-eight  hours.  If  Buyer  neglects  to  receive  and  unload  any  ship- 
ment within  seventy-two  hours  after  said  is  ready  for  delivery  by 
Railroad  Company  to  Buyer,  Seller  may  cancel  orders  then  unfilled  for 
an  equivalent  quantity,  or  reduce  the  deliveries  due  in  future  in  the 
same  extent.  Rental  shall  continue  until  the  actual  unloading  and 
releasing  of  cars.  THE  RENTAL  CHARGE  HEREIN  PROVIDED 
SHALL  BE  IN  ADDITION  TO  ANY  INCREASE  CHARGE  MADE 
BY  THE  CARRIER. 

No  claim  of  Buyer  on  account  of  shortage  or  quality  of  goods  or 
for  any  other  cause  shall  be  allowed  unless  Seller  is  given  notice  in 
writing  or  by  telegram  by  Buyer  on  receipt  of  shipment  and  authority 
to  unload  is  given  to  Buyer  by  Seller;  outages  of  25  gallons  or  under 
on  tank  car  shipments  will  not  be  considered. 

Fire,  flood,  strikes,  differences  with  workmen,  accidents  to  plant 
or  machinery,  failure  of  the  usual  sources  of  supplies  or  materials, 
acts  of  God,  orders  of  fuel  administrators,  or  action  of  any  State  or 
the  United  States  or  any  of  their  Departments  interfering  with  deliv- 
ery, or  other  contingency  beyond  the  control  of  Seller,  whether  related 
or  unrelated  or  similar  or  dissimilar  to  the  foregoing,  shall  be  suffi- 
cient excuse  for  any  delays  in  making  shipments  traceable  to  such 
cause,  provided,  however,  that  Seller  shall  notify  Buyer  with  reason- 
able promptness  as  to  the  existence  of  such  cause. 

Each  shipment  shall  be  deemed  a  separate,  and  except  as  herein 
provided,  an  independent  contract.  If  Buyer  fails  to  fulfill  the  terms 
of  payment  or  any  other  terms  of  this  contract,  or  of  any  other  con- 
tract of  Buyer  with  Seller,  or  if  Buyer's  financial  responsibility  shall 
become  impaired  in  the  judgment  of  the  Seller,  Seller  may,  without 
prejudice  to  other  lawful  remedy,  defer  shipments  until  payment  be 
made  or  terms  of  contract  be  complied  with,  or  may  demand  cash  pay- 
ments. Seller  expressly  reserves  right  of  sale  in  case  Buyer  should 
make  default. 

If  any  tax  or  other  charge  is  imposed  by  any  governmental 
authority,  after  the  execution  of  this  contract  and  before  its  com- 
plete fulfillment,  upon  any  of  the  goods  herein  described  or  the  pro- 
duction sale,  or  delivery  thereof,  the  amount  of  such  tax  or  charge 
shall  be  added  to  the  price  on  all  deliveries  thereafter  made. 
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All  contracts  are  subject  to  the  approval  of  an  executive  officer 
of  the  Sales  Manager  of  Seller;  and  cannot  be  altered  unless  in  writ- 
ing, signed  by  Buyer  and  by  such  officer  of  Seller. 

It  is  agreed  that  this  written  contract  contains  all  the  terms  of 
the  agreement  between  the  parties,  and  that  any  oral  or  written  con- 
ditions of  understandings,  additional  to  or  at  variance  with  the  fore- 
going are  hereby  waived  and  released. 

Witness  the  parties  hereunto  this  2nd  day  of  February,   1925. 

INDIAN  REFINING  COMPANY, 

By 

Approved  by 

Sales  Manager. 

Approved  as  to  Credit  by 

CITY  OF  INDIANAPOLIS, 
By  Charles  E.  Coffin, 
H.  W.  Freeman, 
M.  J.  Spencer, 
Board  of  Public  Works. 
Salesman,  J.  C.  Epler. 
Approved: 

S.  L.  SHANK,  Mayor. 

Section  2.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  on  the  2nd  day  of  February,  1925,  by  the  City  of  Indian- 
apolis by  and  through  its  Board  of  Public  Works  with  the  approval  of 
the  Mayor,  and  the  Indian  Refining  Company,  be  and  the  same  is  in 
all  things  ratified,  confirmed  and  approved  in  accordance  with  the 
terms,  provisions  and  conditions  thereof. 

Section  3.  The  purchase  price  of  said  Indian  Road  Oil  as  provided 
in-  the  contract,  shall  be  paid  out  of  the  fund  of  Fifteen  Thousand 
($15,000.00),  Dollars  heretofore  appropriated  to  the  Street  Commis- 
sioner's Department  under  the  Department  of  Public  Works  known 
and  designated  as  the  Sprinkling  Department  Road  Oil  Fund. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS, 

By  Mr.  Buchanan: 

RESOLUTION  NO.  1,  1925. 
WHEREAS,  the  attention  of  the  Common  Council  of  the  City 
of  Indianapolis  has,  through  the  public  press,  been  directed  to  the 
recent  deplorable  loss  of  life  and  serious  injuries  to  persons  caused 
by  the  wilful  disregard  for  the  safety  of  others  by  reckless  and  ir- 
responsible drivers  of  motor  vehicles,  and  realizing  the  quick  and 
ready  means  of  escape  of  those  persons  who  in  such  manner  run 
down  and  injure  or  kill  pedestrians  upon  the  thoroughfares  of  our 
city,  and  also  realizing  the  difficulty  of  the  police  authorities  in  se- 
curing information  which  would  result  in  the  apprehension  and 
conviction  of  the  persons  who  commit  such  offences, 
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NOW,  THEREFORE,  BE  IT  RESOLVED  BY  THE  COMMON 
COUNCIL  OF  THE  CITY  OF  INDIANAPOLIS,  INDIANA,  that 
this  body  cause  it  to  be  publicly  known  that  we  stand  ready  and 
willing  to  at  any  time  assist  the  officers  of  the  law  in  apprehending 
and  securing  conviction  of  reckless  operators  of  motor  vehicles  who 
wilfully  and  without  regard  for  the  safety  of  others,  run  down,  in- 
jure and  kill  pedestrians  upon  the  public  thoroughfares  of  the  city,  by 
passing  such  ordinances  as  will  enable  a  reward  to  be  offered,  such 
as  the  law  will  permit,  for  the  apprehension  or  information  leading 
up  to  the  capture  and  conviction  of  the  persons  responsible  for  such 


Which  was  adopted  on  motion  of  Mr.  Buchanan. 
By  Mr.  Ray: 

RESOLUTION  NO.  2,   1925. 

It  having  been  called  to  the  attention  of  the  members  of  the 
Common  Council  of  the  City  of  Indianapolis  that  an  effort  is  to  be 
made  to  have  passed  by  the  Legislature,  a  bill  authorizing  the  Com- 
mon Councils  of  the  Cities  of  the  first  and  second  class  to  pass  ordi- 
nances appropriating  funds  for  the  entertainment  of  distinguished 
visitors  to   said  cities, 

NOW  THEREFOR,  BE  IT  RESOLVED,  that  the  members  of  the 
Common  Council  go  on  record  as  being  heartily  in  favor  of  the  pas- 
sage of  such  a  law. 

OTTO  RAY. 

Which  was  adopted  one  motion  of  Mr.  Ray. 

On  motion  of  Mr.  Bramblett,  General  Ordinance  No.  164, 
1924,  was  stricken  from  the  files. 

ORDINANCES  ON   SECOND  READING. 

Mr.  Buchanan  called  for  General  Ordinance  No.  10,  1925, 
for  second  reading.    It  was  read  a  second  time. 

By  Mr.  Clay  combe: 

Mr.  President — I  move  that  General  Ordinance  No.  10,  1925,  be 
amended  by  striking  out  in  Section  1  Clause  "C"  the  following: 
"General  Foreman,  Two  Thousand  Three  Hundred  Eighty-two  and 
Fifty  Hundredths  ($2,382.50.00)  Dollars"  and  inserting  in  lieu  there- 
of the  following:  "General  Foreman,  Two  Thousand  Five  Hundred 
Eighty-two  and  Fifty  Hundredths  ($2,582.50)   Dollars." 


r 
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Mr.  Buchanan  moved  that  General  Ordinance  No.  10, 1925, 
be  ordered  engrossed  as  amended,  read  a  third  time  and 
placed  upon  its  passage.     Carried. 

General  Ordinance  No.  10,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Pro  Tern  John 
E.  King. 

Mr.  Buchanan  called  for  General  Ordinance  No.  4,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  4,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  4,  1925,  was  read  a  third  time  and 
failed  to  pass  by  the  following  vote: 

Ayes,  4,  viz. :  Messrs.  Buchanan,  Clauer,  Ray,  and  Presi- 
dent Pro  Tern  John  E.  King. 

Noes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  Clauer  called  for  General  Ordinance  No.  5,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  5, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  5,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Pro  Tern  John 
E.  King. 

Mr.  Clauer  called  for  Appropriation  Ordinance  No.  2, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  Appropriation  Ordinance  No.  2, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  2,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Pro  Tern  John 
E.  King.  . 

On  motion  of  Mr.  Clauer  the  Common  Council  at  8:45 
p.  m.,  adjourned. 


Attest :  President. 

//  City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  February  16, 
1925,  at  7:30  o'clock  in  regular  session,  President  Ben  H. 
Thompson  in  the  chair. 

Present  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode 
hamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance  No.  5,  1925,  an  ordinance  authorizing  the  City 
Controller  to  make  a  temporary  loan  or  loans  of  Five  Hundred  Thou- 
sand ($500,000)  Dollars  in  anticipation  of  current  revenues,  appro- 
priating the  sum  of  Five  Hundred  Ten  Thousand  ($510,000)  Dollars 
for  the  payment  of  same,  and  fixing  a  time  when  the  same  shall  take 
effect. 

,f  General  Ordinance  No.  10,  1925,  an  ordinance  fixing  the  salaries 
of  the  officers  and  members  of  the  Police  Department,  Fire  Depart- 
ment and  the  Electrical  Department,  under  the  Department  of  Public 
Safety  of  the  City  of  Indianapolis,  Indiana,  repealing  all  ordinances 
or  parts  of  ordinances  in  so  far  as  the  same  are  in  conflicroherewith, 
and  declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  11,  1925,  an  ordinance  authorizing  the 
borrowing  of  One  Hundred  and  Ten  Thousand  ($110,000)  Dollars, 
and  the  sale  of  One  Hundred  and  Ten  (110)  bonds  of  One  Thousand 
($1,000)  Dollars  each,  of  the  City  of  Indianapolis,  Indiana,  payable 
from  the  general  revenues  and  funds  of  said  city,  or  from  the  sinking 
fund  of  said  city,  or  as  may  be  required  by  law  for  the  purpose  of 
\  procuring  money  to  be  used  in  repairing  the  Municipal  Ga|rage,  and 
providing  for  the  time  and  inanner  of  advertising  the  sale  of  said 
bonds,  and  the  receipt  of  bids  for  the  same,  together  with  the  mode 
and  terms  of -the  sale,  and  fixing  a  time  when  this  ordinance  shall 
take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 
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February   6,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana : 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode 
hamel,  City  Clerk,  the  following  ordinances: 

Appropriation  Ordinance  No.  2,  1925,  an  ordinance  transferring 
the  sum  of  Twelve  Thousand  ($12,000),  Dollars  from  the  World  War 
Memorial  Fund,  appropriated  to  the  Board  of  Public  Works  by  Gen- 
eral Ordinance  No.  71,  1921,  to  the  World  War  Memorial  Bond  Fund, 
under  the  care,  custody,  control  and  jurisdiction  of  the  Board  of 
Sinking  Fund  Commissioners  of  the  City  of  Indianapolis,  and  re- 
appropriating  the  same  and  fixing  a  time  when  the  same  shall  take 
effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

February  13,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana  : 
Gentlemen — 

Attached  hereto  please  find  the  Controller's  Thirty-Fourth  An- 
nual Report  of  Financial  Transactions  for  the  fiscal  year,  ending 
December  31st,  1924,  for  your  inspection  and  consideration. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

February  10,  1925. 
Honorable  Samuel  L.  Shank,  Mayor,  and  the  President  and  Members 

of  the  Common  Council,  Indianapolis,  Indiana: 
Gentlemen — 

In  compliance  with  Section  8690  of  the  Revised  Statutes  of 
1914,  the  Controller's  Thirty-Fourth  Anuual  Report  of  Financial 
Transactions  for  the  fiscal  year  ending  December  31st,  1924,  is  here- 
with presented  for  your  inspection  and  consideration. 

Respectfully  yours,- 

JOS.  L.  HOGUE, 

City   Controller. 

DEPARTMENT   OF  FINANCE 

January  24,  1925. 
Honorable  Samuel  L.  Shank,  Mayor,  and  the  President  and  Members 

of  the  Common  Council,  Indianapolis,  Indiana: 
Gentlemen — 

In  compliance  with  Section  8690,  of  the  Revised  Statutes  of 
1914,  the  Controller's  Thirty-Fourth  Annual  Report  of  Financial 
Transactions  for  the  fiscal  year,  ending  December  31,  1924,  is  here- 
with presented  for  your  inspection  and  consideration. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City   Controller. 
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SAMUEL  LEWIS  SHANK Mayor 

JOSEPH  L.  HOGUE City  Controller 

JAMES  M.  OGDEN        -  Corporation  Counsel 

WM.  BOSSON City  Attorney 

WM.  T.  BAILEY         -  Assistant  City  Attorney 

FRANK  C.  LINGENFELTER  -  -  City  Civil  Engineer 
HERMAN  F.  RIKHOFF  -  -  Chief  of  Police  Department 
JOHN  J.  O'BRIEN  -  -  -  Chief  of  Fire  Department 
MRS.  MARY  RIDDLE  -  Weights  and  Measures  Dept. 
MARTIN  J.  HYLAND  -  -  -  Street  Commissioner 
JOHN  F.  WALKER  -  -  -  Supt.  Street  Cleaning 
ROBERT   R.   SLOAN         -  Market  Master 

J.   F.   RAINIER         -  Chief  Assessment  Bureau 

R.  WALTER  JARVIS  -  -  -  Supt.  Public  Parks 
RAYMOND  A.  WRIGHT  -       -       Purchasing   Department 

Board  of  Public  Safety  Members 
Ernest  L.  Kingston  Elmer  F.  Gay  Jesse  Sissloff 

Board  of  Public  Works  Members 
Chas.  E.  Coffin  Dr.  M.  J.  Spencer  Wm.  H.  Freeman 

Board  of  Sanitation  Members 
Russell  T.  McFall      Frank  C.  Lingenfelter  O.  C.  Ross 

Park  Board  Members 

Charles  A.  Bookwalter  Albert  M.  Maguire 

Emsley  W.  Johnson  Frank  P.  Manley 

Board  of  Health 

Sol  Schloss  Dr.  W.  H.  Foreman 

Dr.  Goethe  Link  Dr.  Arthur  Guedel 

Commissioner  of  Buildings 
Francis  F.  Hamilton 

City  Judge  City  Clerk 

Delbert  O.  Wilmeth  John   Rhodehammel 

City  Councilmen 

Wm.  E.  Clauer  Hayden  W.  Buchanan  Walter  W.  Wise 

John  E.  King  Lloyd  D.  Claycombe  Otto  Ray 

Ira  Bramblett  Ben  H.  Thompson  Theodore  J.  Bernd 

Chief  of  Fire  Prevention 
Virgil  T.  Furgason 

City  Plan  Commission 

Mrs.  Leila  A.  Taylor     J.  W.  Atherton  Albert  M.  Maguire 

Chas.  E.  Coffin  Gustave  G.  Schmidt     J.  Clyde  Hoffman 

Tom  L.  Dillon  F.  C.  Lingenfelter       Macklin  Mack 
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TABLE  NO.  1 

Cash   Balance    General   Fund,   January    1, 

1924  $    216,566.73 

Receipts  from  Taxes $3,694,970.76 

Receipts  from  Temporary  Loans 800,013.00 

Receipts  from  Miscellaneous  Sources 497,849.53       4,992,833.29 

Total  to  be  accounted  for $5,209,400.02 

Expenditures    $4,097,237.84 

Payment  Temporary  Loans 800,000.00       4,897,237.84 

Balance  General  Fund,  January  1,  1925....  $    312,162.18 

BOND  PROCEEDS  ACCOUNT 

Cash  Balance,  January  1,  1924 |    273,232.32 

Receipts  from  Sale  of  Bonds,  Assessments 

and  other  sources $1,009,607.56       1,009,607.56 

Total  to  be  accounted  for $1,282,839.88 

Expenditures 329,998.58 

Balance  January  1,  1924 $    952,841.30 
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TABLE  NO.  3 

CURRENT  RECEIPTS  AND  FEES 

City  Engineer's  Fees $  5,842.50 

City  Controller's  Fees 98,360.46 

East  Market  Fees 23,420.00 

Total $127,622.96 

LICENSES 

Auction $  250.00 

Awning  Rangers 300.00 

Ball    Park . 100.00 

Ball   Racks,   etc 213.00 

Bill  Boards  and  Signs 1,036.13 

Billiards  and  Pool 9,207.50 

Boxing  and  Wrestling 370.00 

Ball  Room,  Lyric 50.00 

Circus  or  Carnival : 200.00 

Dance  2,144.00 

Dog  and  Duplicates 12,900.50 

Electrician,  First  Class 1,075.00 

Electrician,  Second  Class 550.00 

Foot  Peddler 1,011.00 

Film   Storage 400.00 

Gasoline    Pumps 11,111.25 

Hotel  or  Rooming  House 4,915.00 

Huckster 5,990.00 

Junk    Dealers 1,700.00 

Junk    Peddlers.. 599.00 

Lumber    Yards 1,425.00 

Merry-Go-Round  ; 300.00 

Milk    .' 1,681.25 

Moving  Picture  Show  or  Exhibition 1,160.00 

Pawn    Brokers' 2,125.00 

Plumbers' 965.00 

Restaurant    : 9,030.00 

Second-Hand    Dealers' 1,977.50 

Second  Hand  Auto  Dealers' . 640.00 

Shooting    Gallery 62.00 

Skating   Rink 100.00 

Signs    Attached 1.00 

Taxi  or  Jitney  Bus  Driver 417.25 

Telescope 4.00 

Theatre    4,600.00 

Transient  Merchant 50.00 

Tree    Trimmer 24.00 

Vault    Cleaner 40.00 

Vehicle    .-; 58,091.00 

Vending    Machine. .- 350.50 

Weapon 371.50 

Total    $137,537.38 

MISCELLANEOUS  RECEIPTS 

Asphalt    Plant $      13,196.58 

Barrett  Law  Penalties 4,083.31 

Boxing  or  Wrestling,  5%  Gross  Receipts..  3,710.69 
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TABLE  NO.  3— (Continued) 

Board  of  Works— Sale  of  Manure 50.00 

Board  of  Safety— Sale  of  Junk 447.50 

Board  of  Works— Sale  of  Old  Materials,  etc  1,744.54 
Board       of       Safety — Fire      Assistance — 

Wanamaker,  Ind 175.00 

Comfort    Station 373.86 

Crossing  Lights,  Railroad 2,799.02 

Cancelled    Checks 529.10 

Cutting    Weeds 1,433.49 

Cement  Walk  and  Curb 12.50 

Damage— City  Truck 300.00 

Filling  Street  Brooms 50.00 

Fines  and  Fees  City  Court 45,633.74 

Gas   Lights 115.84 

Garbage    26.00 

Interest  on  Badge  and  Button  Fund 90.05 

Laboratory    Testing 1,042.39 

Lighting  Court  House 286.10 

Market  Leases..., 41,140.24 

Refunds,   Insurance,   Overpayments,   etc 647.49 

Street  Openings  and  Vacations 867.90 

Silent  Police  Fund 2,847.50 

Sale   Bags 5.78 

Sale,  Engine  House 36,100.00 

Sale,    Lot 330.00 

Sale,    Maps 191.33 

Settlement — Hendricks  Circuit  Court 43.21             ,              ^ 

Taximeter    Inspection 20.00                           '• 

Tomlinson   Hall 6,112.00 

Telephones,  Pay  Station 94.76                           1 

Western  Oil  Refining  Co.— Rent 1,111.92 

Woodford  Realty  Company 720.00 

Interest  on  Deposits 30,624.42                           | 

Loans   800,013.00 

Taxes 3,694,970.76 

Taxes— University    Heights 4,933.13 

Fire  Protection — Woodruff  Place „__      5,000.00 

Total   \ $4,701,873.15 

FRANCHISES 

Indiana  Bell  Telephone  Co 6,000.00 

Merchants  Heat  and  Light  Co 15,501.25 

Union   Traction   Co 3,071.91 

Refrigerating  Plant,  East  Market , 476.64  . 

Michigan  Coin  Lock  Co.,  Comfort  Station..  750.00 

Total    $      25,799.80 

Grand   Total $4,992,833.29 

RECAPITULATION 

Fees    127,622.96 

Miscellaneous    4,701,873.15 

Franchise    25,799.80 

License 137,537.38 

$4,992,833.29 
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TABLE  NO.  7 

TAX  LEVY 

ON  $100 

OF  TAXABLE  PROPERTY 

Year 

State 

County 

School 

City 

Township 

Totals 

1904 

$0.30  % 

$0.37% 

$0.57 

$0.88 

$0.01 

$2.15 

1905 

.3135 

.3765 

.57 

.85 

.02 

2.13 

1906 

.3135 

.3765 

.57 

.88 

,  .02 

2.16 

1907 

.3335 

.3465 

.58 

.92 

.01 

2.19 

1908 

.3335 

.3565 

.58 

.91 

.00 

2.18 

1909 

.3335 

.3465 

.58 

.91 

.02 

2.19 

1910 

.3185 

.2915 

.60 

.94 

.02 

2.17 

1911 

.3185 

.2615 

.60 

.93 

.01 

2.12 

1912 

.3185 

.2615 

.61 

.98 

.02 

2.19 

1913 

.401 

.289 

.63 

1.02% 

.015 

2.36 

1914 

.401 

.299 

.64 

1.02% 

.015 

2.38 

1915 

.401 

.3415 

.64  % 

1.12% 

.02 

2.53 

1916 

.401 

.4015 

.70 

1.12% 

.0625 

2.69 

1917 

.351 

.4215 

.70 

1.14 

.0675 

2.68 

1918 

.351 

.4515 

.68 

1.14 

.0575 

2.68 

1919 

.18 

.19 

.45 

.732 

.048 

1.60 

1920 

.20 

.315 

.80 

1.061 

.044 

2.42 

1921 

.24 

.127 

.853 

.917 

.04 

2.32 

1922 

.27 

.26 

.863 

.947 

.06 

2.40 

1923 

.30 

.21 

.8225 

1.0875 

.06 

2.48 

1924 

.28 

.265 

.935 

1.055 

.045 

2.58 

TABLE  NO.  8 

STATEMENT  OF  TAXABLE  PROPERTY  AND  CITY  TAXES 
COLLECTED 

Year  Assessed  Valuation      City  Taxes  Collected 

1904  $148,240,815.00  $1,241,193.21 

1905  152,978,350.00  1,241,450.38 

1906  158,087,310.00  1,315,584.34 

1907  172,244,325.00  1,453,128.25 

1908  176,655,190.00  1,456,240.17 

1909  179.061,090.00  1,430,404.59 

1910  185,714,755.00  1,537,499.32 

1911 212,262,510.00  1,542,472.49 

1912  218,029,220.00  1,642,494.64 

1913  229,720,140.00  1,558,675.89 

1914 240,453,610.00  1,638,458.20 

1915  244,217,280.00  1,814,709.29 

1916  249,278,340.00  1,867,665.16 

1917 263,296,830.00  2,009,921.13 

1918 276,592,380.00  2,090,316.75 

1919  593,512,550.00  2,973,589.16 

1920  6085326,470.00  4,364,195.47 

1921  592,818,300.00  3,605,755.26 

1922  601,903,880.00  3,668,912.02 

1923  618,444,460.00  3,694,970.76 

1924 636,944,620.00     Payable  in  1925 
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TABLE  NO.  13 

STATEMENT  CITY  SINKING  FUND 

Balance  January  1,  1924 $1,041,218.03 

Received  1  rom   Taxes $490,192.55 

Received  from   Depository   Interest 18,820.24  509,012.79 

Total   $1,550,230.82 

Disbursements 

Prin.  &  Int.  Brd.  Ripple  Purchase  Block  "A"..$  115.50 
Prin.  &  Int.  Southern  Pk.  Pur.  Rfdg.  1894....  109,870.27 

Prin.  &  Int.  Refunding  Bonds  1894 604,304.00 

Prin.  &  Int.  Brd.  Ripple  Stutz  Fire  Appar....       1,060.00 

Prin.  &  Int.  Brd.  Ripple  Storm  Sewer 1,060.00 

Prin.  &  Int.  Rffdg.  Bonds  1894  Series  "C" 306,153.00 

Prin.  &  Int.  Street  Resurfacing  Bonds  1923..     62,076.60 

Prin.  &  Int.  Brd.  Ripple  Fire  House  Bond 1,030.00 

Prin.  &  Int.  Bridge  Bonds  1917 10,200.00 

Prin.  &  Int.  Bridge  Bonds  1917— 2nd  issue....  2,045.00 
Prin.  &  Int.  Ft.  Harrison  Rdwy.  Imp.  1917....       5,112.50 

Prin.  &  Int.  Fire  Dept.  Equipment  1920 20,525.00 

Prin.  &  Int.  Track  Elevation  1921 15,412.50 

Prin.  &  Int.  City  St.  &  Public  Highway  1922..  4,100.00 
Prin.  &  Int.  City  St.  &  Pub.  Hwy.  1922,  2nd..  4,100.00 
Prin.  &  Int.  City  Hospital  Bonds  of  1922 20,425.00     $1,167,589.37 

Balance   December  31,  1924 $    382,641.45 

FLOOD  PREVENTION  SINKING  FUND 

Balance  January  1st,  1924 $      92,139.77 

Received  from   Taxes $        357.00 

Received  from   Depository   Interest 4,021.22 

Received  from  Accrued  Int.  from  Sale  Bonds       2,700.00  7,078.22 

Total    $      99,217.99 

Disbursements 
Principal  and  Interest  on  Bonds $      36,770.00 

Balance  December  31st,  1924 $      62,447.99 

WORLD  WAR  MEMORIAL  BOND  FUND 

Balance  January  1st,  1924 $      52,006.80 

Received  from   Taxes $  90,881.67 

Received  from  Depository   Interest 701.78  91,583.45 

Total    $    143,590.25 

Disbursements 
Interest  on  Bonds $      97,740.00 

Balance  December  31st,  1924 $      45,850.25 

ANNA  SEGER  FUND 

Balance  January  1st,  1924 $      38,471.13 

Received  from  Depository  Interest 1,590.88 

Balance  December  31st,  1924 $      40,062.01 
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TABLE  NO.  14 

BARRETT  LAW  BONDS 
STATEMENT  OF  IMPROVEMENT  BONDS  ISSUED, 
AND  OUTSTANDING 


REDEEMED 


Sept.  4 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan.  1 
Jan. 
Jan. 


Jan.  1 


Jan. 
Jan. 
Jan. 


1891, 
1899, 
1900, 
1901, 
1902, 
1903, 
1904, 
1905, 
1906, 
1907, 
1908, 
1909, 
1910, 
1911, 
1912, 
1913, 
1914, 
1915, 
1916, 
1917, 
1918, 
1919, 
1920, 
1921, 
1922, 
1923, 
1924, 


to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan. 
to  Jan.  1 
to  Jan.  1 
to  Jan.  1 
to  Jan.  1 
to  Jan.  1 
to  Jan.  1 


January  2,  1923 
Issued 
1899  $2,440,066.33 


1900 
1901 
1902 
1903 
1904 
1905 
1906 
1907 
1908 
1909 
1910 
1911 
1912 
1913 
1914 
1915 
1916 
1917 
1918 
1919 
1920 
1921 
1922 
1923 
1924 
1925 


210,578.17 
100,528.77 
147,073.38 
193,440.53 
183,083.40 
257,953.18 
339,962.49 
348,964.55 
541,387.83 
783,083.26 
530,474.69 
281,051.60 
305,022.61 
406,647.97 
462,963.00 
341,820.64 
463,342.87 
651,734.90 
730,076.66 
280,906.11 
252,998.69 
687,358.58 
1,236,131.98 
1,754,774.30 
2,307,423.30 
2,557,894.56 


Redeemed 
1,140,439.51 
307,818.76 
310,460.41 
283,259.21 
243,489.93 
237,707.40 
181,984.42 
210,274.07 
232,964.27 
267.839.13 
280,680.12 
383,206.71 
397,386.88 
341,670.73 
370,040.01 
382,880.01 
389.563.06 
379,209.19 
402,534.75 
448,228.63 
431,025.20 
410,618.65 
447,736.32 
529,858.85 
622,248.92 
798,592.21 
894,603.39 


Outstanding 

$1,299,566.82 

1,202,326.23 

992,394.59 

856,208.76 

806,159.36 

751,535.73 

827,504.49 

957,192.91 

1,073,193.19 

1,346,741.89 

1,849,145.03 

1,996,413.01 

1,880,077.73 

1,843,429.61 

1,880,037.57 

1,960,120.56 

1,912,378.14 

1,996,511.82 

2,245,711.97 

2,527,560.00 

2,377,340.91 

2,219,710.95 

2,459,333.21 

3,165,606.34 

4,298,301.35 

5,807,132.44 


Total  $18,796,744.35  $11,326,320.74  $7,470,423.61 

TABLE  NO.  15 

BARRETT  LAW  FUND 

STATEMENT  OF  RECEIPTS  AND  DISBURSEMENTS 

Receipts 

Cash  on  hands  January  1,  1924 $    698,416.16 

Cash  collected  during  1924 1,490,226.60 

Total $2,188,642.76 

Disbursements 

Bonds    Due $  894,603.39 

Coupons    Due 307,346.79 

Penalty   10,208.05 

Treasurer's  Fees 1,661.54 

Refunded  on  double  payments 4,891.29 

Interest    on    delinquent 764.11 


$1,219,475.17 


80  journal  of  common  council      [Regular  Meeting 


Controller's  Balance  January  1,  1925..  969,167.59 

Outstanding   Warrants 70,308.09 

Treasurer's  Balance  January  1,  1925..  $1,039,475.68 

TABLE  NO.  16 

STATEMENT  OF  INTERSECTION  CERTIFICATES 

ISSUED  AND  REDEEMED 

Issued 

Certificates  issued  Nov.  28,  1914,  to  Dec.  31,  1917 $288,822.98 

Certificates  issued  Jan.  1,  1918,  to  Dec.  31,  1922 ,     2,061.10 

Total  $290,884.08 

Redeemed 

Certificates  Redeemed  to  Dec.  31,  1918 $264,122.99 

Certificates  Redeemed  to  Dec.  31,  1919 2,642.73 

Certificates  Redeemed  to  Dec.  31,  1920 21,500.00 

Certificates  Redeemed  to  Dec.  31,  1921 539.00 

Certificates  Redeemed  to  Dec.  31,  1922 2,079.36 

Total   $290,884.08 

RECEIPTS   AND   DISBURSEMENTS   INTERSECTION   FUND 

Receipts 

Receipts  to  Dec.  31,  1918 $289,771.37 

Receipts  Jan.  1,  1919,  to  Dec.  31,  1919 1,054.16 

Receipts  Jan.  1,  1920,  to  Dec.  31,  1920 25,993.84 

Receipts  Jan.  1,  1921,  to  Dec.  31,  1921 32.25 

Receipts  Jan.  1,  1922,  to  Dec.  31,  1922 2,245.73 

Receipts  Jan.  1,  1923  to  Dec.  31,  1923 11.43 

Receipts  Jan.  1,  1924  to  Dec.  31,  1924 12.63 

Total    $319,121.41 

Disbursements 

Intersection  Ctfs.  Redeemed  to  Dec.  31,  1921..$288,804.72 
Intersection    Certificates    Redeemed    Dec.    31, 

1921,  to  Dec.  31,  1922 2,079.36 

Interest  Paid  on  Certificates  Redeemed 38,207.47 

$319,091.55 
Balance  in  Fund  Dec.  31,  1924 29.86 

TABLE  NO.  17 

STATEMENT  OF  TRUST  FUNDS  DECEMBER  31,  1924 

Balance  January  1,  1924 $1,245.92 

Depository  Interest  Accrued 3,040.41 

Received  during  1924 29.90 

Total  $4,316.23 

Disbursement  52.00 

Balance    $4,264.23 

Depository    Statement 
Union  Trust  Co $4,264.23 
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Certified  Check  Account 

Balance  Jan.  1,  1924 $1,100.00 

Depository  Interest  Accrued 258.55 


Total   $1,358.55 

Depository  Statement 

Indiana  Trust  Co $1,358.55 

Plumbers'  Bond  Account 

Balance  Jan.  1,  1924 $    530.00 

Depository  Interest  Accrued 136.10 

Total    $  666.10 

Depository  Statement 

Security  Trust  Co $  666.10 

Coupon  Account 

Balance  Jan.  1,  1924 $  267.68 

Depository  Interest  Accrued 632.65 

Total    $    900.33 

Depository  Statement 

Fletcher  Savings  &  Trust  Co $    900.33 

Advance  Interest  Account 
Balance  Jan.  1,  1924 $      14.20 

Total   $      14.20 

Depository  Statement 

Fidelity   Trust   Co... $      14.20 
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County  of  Marion 
State  of  Indiana 

ss: 

I,  Jos.  L.  Hogue,  City  Controller,  of  the  City  of  Indianapolis, 
Indiana,  being  duly  sworn  upon  my  oath,  state  that  the  foregoing  is 
a  full,  true  and  correct  report  of  the  revenues,  receipts  and  expendi- 
tures of  said  City  and  of  the  sources  from  which  the  revenues  and 
funds  were  derived  from  January  1,  1924,  to  January  1,  1925,  accord- 
ing to  the  books  and  records  of  this  office,  and  to  the  best  of  my 
knowledge  and  belief. 

JOS.  L.  HOGUE, 

City  Controller. 
Subscribed  and  sworn  to  before  me  this  10th  day  of  Feb.,  1925, 

JOSEPH  E.  TYLER, 
Notary  Public. 
My  Commission  expires  September  8th,  1925. 
(SEAL) 
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REPORTS  FROM   CITY   OFFICERS 

From  the  City  Controller:  t 

February  13,  1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
copies  of  an  ordinance  providing  for  the  appropriation  of  One  Thou- 
sand ($1,000)  Dollars  to  a  fund  to  be  therein  created  in  the  Depart- 
ment of  Public  Safety  to  be  known  and  designated  as  the  "Fund  to 
Provide  Quarters  for  Police  Horse  Barn." 

This  appropriation  is  made  necessary  to  provide  for  police  horses 
while  the  building  of  the  Municipal  Garage  is  in  progress. 

The  Board  of  Public  Works  has  leased  the  Anheuser  Busch  barns 
at  No.  924  East  Ohio  street,  for  a  period  of  one  year,  rental  to  be 
One  Hundred  Dollars  per  month,  and  this  One  Thousand  ($1,000)  Dol- 
lars will  take  care  of  the  rental  for  the  remainder  of  the  year  1925. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City   Controller. 

February  13,  1925. 
Mr.  Joseph  L.  Hogue 
City  Controller, 
Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  appro- 
priating the  sum  of  One  Thousand  ($1,000)  Dollars,  to  a  fund  in  the 
Department  of  Public  Safety  to  be  created  and  known  as  the  "Fund 
to  Provide  Quarters  for  Police  Horse  Barn." 

The  Board  has  recommended  to  the  Board  of  Public  Works  that 
the  premises  owned  by  the  Anheuser  Busch,  Inc.,  located  at  No.  924 
East  Ohio  street,  be  leased  for  a  term  of  one  year  at  a  rental  of  One 
Hundred  ($100.00)  Dollars  per  month.  This  One  Thousand  ($1,000.00) 
Dollars  is  to  cover  the  rental  for  the  remainder  of  the  year  1925. 

Hereto  attached  you  will  find  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC   SAFETY, 

By   Oscar   O.   Wise, 
Executive  Secretary. 

Rebruary  16,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  appropriation  of  the 
sum  of  $56,028.00  to  the  Salaries  Fund  in  the  Fire  Department,  and 
the  sum  of  $48,610.00  to  the  Salaries  Fund  in  the  Police  Department, 
both  under  the  Department  of  Public  Safety,  said  sums  of  money  to 
be  used  in  the  payment  of  an  increase  of  Fifty   ($0.50)   Cents  per 


84  journal  of  common  council     [Regular  Meeting 


day  in  the  salaries  of  the  officers  and  members  of  the  above  de- 
partments for  the  last  half  of  the  year  1925,  beginning  with  the  1st 
day  of  July,  1925. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 
January  19th,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  ap- 
propriating the  sum  of  Fifty-six  Thousand  Twenty-eight  ($56,028.00) 
Dollars  to  the  Salaries  Fund  in  the  Fire  Department  and  the  sum 
of  Forty-seven  Thousand  Six  Hundred  ten  ($47,610.00)  Dollars  to 
the  Salaries  Fund  in  the  Police  Department  to  be  used  in  the  pay- 
ment of  an  increase  in  the  salaries  of  the  officers  and  members  of 
said  department  in  the  sum  of  Fifty  ($0.50)  Cents  each  per  day 
for  the  last  half  of  the  year  1925,  beginning  with  the  1st  day  of 
July,  1925. 

Attached  hereto  you  will  find  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC   SAFETY, 

By   Oscar   O.   Wise, 
Executive  Secretary. 

From  the  Board  of  Public  Works: 

February  13,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of  Works  I  am  handing  you  here- 
with for  passage  an  ordinance  fixing  the  salary  of  the  Chemical 
Engineer  in  the  City  Civil  Engineer's  Office,  under  the  Department 
of  Public  Works,  at  the  rate  of  Four  Thousand  Two  Hundred  ($4,200) 
Dollars  per  annum. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 
Approved  February  13,  1925. 
Charles  C.  Coffin 
W.  H.  Freeman 
M.  J.  Spencer, 

Board  of  Public  Works. 

February  16,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — ■ 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  fixing 
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the  salary  of  the  Senior  Assistant  City  Civil  Engineer  in  the  City 
Civil  Engineer'  Department,  under  the  Department  of  Public  Works, 
at  the  sum  of  Three  Thousand  Six  Hundred  ($3,600.00)  Dollars  per 
annum. 

Yours  truly, 

ELMER  WILLIAMS, 
•     Clerk  Board  of  Public  Works. 

From  the  Board  of  Public  Safety: 


February  15,  1925. 
To  the  President  and  Members  of  the  Common  Council  of -the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

Upon  the  recommendation  of  Chief  of  Police  Herman  F.  Rikhoff, 
the  Board  of  Public  Safety  respectfully  requests  the  passage  of  an 
ordinance  regulating  the  parking  of  vehicles  on  Meridian  street 
from  Washington  street  to  Sixteenth  street. 

Yours  very  truly, 
BOARD   OF  PUBLIC   SAFETY, 

By   Oscar   0.   Wise, 
Executive  Secretary. 

February  13,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana : 
Gentlemen — 

The  Board  of  Public  Safety  on  the  recommendation  of  Chief  of 
Police  Herman  Rikhoff,  respectfully  requests  the  passage  of  an  ordi- 
nance, copies  of  which  are  hereto  attached,  amending  Sub-section 
H  of  Section  4  of  General  Ordinance  No.  37,  1923,  which  would  permit 
the  parking  of  vehicles  at  the  following  times  and  places  to-wit: 
The  west  side  of  Pearson  avenue,  also  known  as  Bird  street,  between 
the  hours  of  six  o'clock  p.  m.  and  seven  o'clock  a.  m.;  on  the  north 
side  of  Wabash  street  from  six  o'clock  p.  m.'to  seven  o'clock  a.  m.; 
on  the  north  side  of  Pearl  street  from  Pennsylvania  street  to  Illi- 
nois street,  between  the  hours  of  six  o'clock  p.  m.  and  seven  o'clock 
a.  m. 

Very  respectfully  yours, 
BOARD   OF   PUBLIC   SAFETY, 

By   Oscar   O.   Wise, 
Executive  Secretary. 

February  16,  1925. 

Be   it   Ordained   by   the   Common   Council   of   the   City   of   Indi- 
unapolis,  Indiana. 
Gentlemen — 

The  Board  of  Public  Safety  respectfully  requests  the  passage 
of  an  ordinance  regulating  vehicle  traffic  on  Meridian  street  and 
Capitol  avenue.  The  provisions  of  this  ordinance  would  permit  traffic 
in  one  direction  only,  between  certain  designated  cross  streets  at 
certain  hours  of  the  above  named  streets. 
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The  passage  of  this  ordinance  would  enable  the  Police  Depart- 
ment to  better  regulate  traffic  and  relieve  some  of  the  congestion. 

Yours  truly, 
BOARD   OF  PUBLIC   SAFETY, 

By   Oscar   O.   Wise, 
Executive  Secretary. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  7,  1925. 
AN  ORDINANCE,  appropriating  the  sum  of  Fifty-six  Thousand 
Twenty-eight  ($56,028.00)  Dollars  to  the  Salaries  Fund  in  the 
Fire  Department,  and  Forty-seven  Thousand  Six  Hundred  Ten 
($47,610.00)  Dollars  to  the  Salaries  Fund  in  the  Police  Depart- 
ment, both  under  the  Department  of  Public  Safety,  and  declaring 
a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  there  be  and  is  hereby  appropriated  the  sum  of 
Fifty-six  Thousand  Twenty-eight  ($56,028.00)  Dollars  to  the  Salaries 
Fund  in  the  Fire  Department,  and  Forty-seven  Thousand  Six  Hundred 
Ten  ($47,610.00)  Dollars  to  the  Salaries  Fund  in  the  Police  Depart- 
ment, both  under  the  Department  of  Public  Safety.  Said  sums  are 
to  be  used  for  the  payment  of  an  increase  of  fifty  (50c)  cents  per 
day  in  the  salaries  of  each  of  the  officers  and  members  of  the  Police 
and  Fire  Departments  for  the  last  half  of  the  year  1925,  beginning 
with  July  1st,  1925,  excepting  the  Chiefs  of  s#id  Departments. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  on  and 
after  the  first  day  of  July,  1925. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  8,  1925. 
AN  ORDINANCE,  appropriating  the  sum  of  One  Thousand  ($1,000.00) 
Dollars  to  a  fund  in  the  Department  of  Public  Safety  to  be 
known  as  the  "Fund  to  provide  quarters  for  Police  Horse  Barn" 
and  fixing  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
One  Thousand  ($1,000.00)  Dollars,  out  of  any  unappropriated  funds 
of  the  City  of  Indianapolis,  to  the  fund  herein  created  and  known  as 
the  "Fund  to  provide  quarters  for  Police  Horse  Barn." 

Section  2.  That  there  be  and  hereby  is  created  in  the  Depart- 
ment of  Public  Safety  a  fund  to  be  known  as  the  "Fund  to  provide 
quarters  for  Police  Horse  Barn." 
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Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  the  Board  of  Public  Safety: 


GENERAL  ORDINANCE  NO.  17,  1925. 
AN  ORDINANCE,  regulating  vehicle  traffic  on  Meridian  street  and 
Capitol  avenue  from  Ohio  street  to  Maple  Road  boulevard,  re- 
pealing any  and  all  ordinances  in  conflict  therewith,  providing  a 
penalty  for  the  violation  thereof,  and  declaring  a  time  when  the 
same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  vehicle  traffic  on  Meridian  Street  from  Maple 
Road  boulevard  (also  known  as  38th  street),  to  Ohio  street,  between 
the  hours  of  Six  thirty  (6:30))  o'clock  a.  m.  and  Eight  thirty  (8:30) 
o'clock  a.  m.,  shall  move  in  one  direction  only;  from  the  north  to  the 
south,  and  between  the  hours  of  four  thirty  (4:30)  o'clock  p.  m.,  and 
six  thirty  (6:30)  o'clock  p.  m.,  vehicles  on  Meridian  street  between 
Ohio  street  and  Maple  Road  boulevard  (also  known  as  38th  street) 
shall  move  in  one  direction  only  from  the  south  to  the  north. 

Section  2.  That  vehicle  traffic  on  Capitol  avenue  from  Ohio 
street  to  Maple  Road  boulevard  (also  known  as  38th  street)  between 
the  hours  of  six  thirty  (6:30)  o'clock  a.  m.,  and  eight  thirty  (8:30) 
o'clock  a.  m.,  shall  move  in  but  one  direction  only  from  the  south  to 
the  north  and  between  the  hours  of  four  thirty  (4:30)  o'clock  p.  m., 
and  six  thirty  (6:30)  o'clock  p.  m.,  vehicles  on  Capitol  avenue  between 
Maple  Roard  boulevard  (also  known  as  38th  street)  and  Ohio  street 
shall  move  in  one  direction  only;  from  the  north  to  the  south. 

Section  3.  Any  and  all  ordinances  or  parts  of  ordinances  in  so 
far  as  the  same  may  be  in  conflict  with  sections  one  and  two  of  this 
ordinance  are  hereby  repealed. 

Section  4.  Any  one  violating  any  of  the  provisions  of  this  ordin- 
ance shall  upon  conviction  be  fined  in  any  sum  not  less  than  Five 
($5.00)  Dollars  and  not  more  than  Twenty-five  ($25.00)  Dollars. 

Section  5.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  provided  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  the  Board  of  Public  Safety: 
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GENERAL  ORDINANCE  NO.  18,  1925. 
AN  ORDINANCE,  amending  sub-section  H   of  Section  four   (4)   of 

General  Ordinance  number  thirty-seven  (37),  1923,  known  as  the 

traffic  ordinance  of  1923,  and  declaring  a  time  when  the  same 

shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  Sub-section  H  of  Section  four  (4)  of  General 
Ordinance  number  thirty-seven  (37),  1923,  be  and  the  same  is  hereby 
amended  so  as  to  permit  vehicles  to  be  parked  at  the  following  times 
and  places  to-wit:  On  the  west  side  of  Pearson  avenue,  also  known  as 
Bird  street,  between  the  hours  of  six  (6)  o'clock  p.  m.,  and  seven  (7) 
o'clock  a.  m.,  on  the  north  side  of  Wabash  street  from  six  (6)  o'clock 
p.  m.,  to  seven  (7)i  o'clock  a.  m.,  on  the  north  side  of  Pearl  street  from 
Pennsylvania  street  to  Illinois  street  between  the  hours  of  six  (6) 
o'clock  p.  m.,  and  seven  (7)  o'clock  a.  m.,  and  that  as  so  amended 
said  sub-section  H  of  Section  four  (4)  of  General  Ordinance  No.  37, 
1923,  shall  read  as  follows,  to-wit: 

Sub-Section  H  of  Section  four  (4)  of  General  Ordinance  No.  37, 
1923.  No  vehicles  shall  be  parked  at  any  time  within  the  congested 
district  in  any  street  or  alley  where  the  width  of  the  same  is  less 
than  forty  feet  from  curbing  to  curbing  thereof,  excepting  as  follows: 
the  west  side  of  Pearson  Avenue,  also  known  as  Bird  street,  between 
the  hours  of  six  o'clock  p.  m.,  and  seven  o'clock  a.  m.,  on  the  north 
side  of  Wabash  street,  from  six  (6)  o'clock  p.  m.  to  seven  (7)  o'clock 
a.  m.,  on  the  north  side  of  Pearl  street  from  Pennsylvania  street  to 
(7)'.  o'clock  a.  m. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  may  be  required  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  the  Board  of  Public  Safety 


GENERAL  ORDINANCE  NO.  19,  1925. 
AN  ORDINANCE,  regulating  the  parking  of  vehicles  on  Meridian 
street  from  Washington  street  to  Sixteenth  street,  fixing  a  pen- 
alty for  the  violation  thereof,  and  declaring  a  time  when  the  same 
shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  It  shall  hereafter  be  unlawful  to  park  any  vehicle  on 
Meridian  street  between  Washington  street  and  Sixteenth  street  for 
a  longer  period  than  one  and  one-half  (1%)  hours. 

Section  2.  Any  one  found  guilty  of  violating  the  provisions  of 
Section  One  (1)  on  this  ordinance  shall  be  fined  not  less  than  One 
($1.00);  Dollar  nor  more  than  Fifty  ($50.00)  Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  required  by  law. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Thompson: 


GENERAL  ORDINANCE  NO.  20,  1925. 
AN  ORDINANCE,  regulating  the  parking  of  vehicles  on  Southeast- 
ern avenue  in  the  City  of  Indianapolis,  fixing  a  penalty  for  the 
violation  thereof  and  declaring  a  time  when  the  same  shall  take 
effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
of  any  kind  parked  at  any  time  on  the  northeast  side  of  Southeastern 
avenue  from  Washington  street  to  Leota  street. 

Section  2.     Any  one  violating  any  of  the  provisions   of   Section 

One  (1)  of  this  ordinance  shall  upon  conviction  be  fined  in  any  sum 

not  less  than  One  ($1.00)  Dollar  nor  more  than  Fifty  ($50.00)  Dollars. 

Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage  and  publication  as  provided  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  Mr.  Wise: 


GENERAL  ORDINANCE  NO.  21,  1925. 
AN  ORDINANCE,  regulating  the  parking  of  vehicles  on  the  east 
side  of  Riverside  drive  from  Eighteenth  street  to  Twenty-ninth 
street,  in  the  City  of  Indianapolis,  fixing  a  penalty  for  the  viola- 
tion thereof,  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
of  any  kind  parked  at  any  time  on  the  east  side  of  Riverside  drive, 
from  Eighteenth  street  to  Twenty-ninth  street,  in  the  City  of  Indi- 
anapolis. 

Section  2.  Any  one  violating  the  provisions  of  Section  One  (1)  of 
this  ordinance  shall  upon  conviction  be  fined  in  any  sum  not  less  than 
One   ($1.00)   Dollar  nor  more  than  Fifty   ($50.00)   Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  provided  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 
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By  Mr.  Wise: 

GENERAL  ORDINANCE  NO.  22,  1925. 
AN  ORDINANCE,  repealing  Section  5  of  General  Ordinance  No.  45, 

1924,  and  declaring  a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  section  five  (5)  of  General  Ordinance  No.  45, 
1924,  the  same  being  an  ordinance  pertaining  to  the  construction  of 
buildings  in  the  City  of  Indianapolis,  be  and  the  same  is  hereby  re- 
pealed. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  23,  1925. 
AN  ORDINANCE,  fixing  the  salary  of  the  Chemical  Engineer  in  the 

City    Civil    Engineer's    Department   under    the    Board    of    Public 

Works,  repealing  all  ordinances  in  conflict  therewith,  and  fixing 

a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  the  salary  of  the  Chemical  Engineer  in  the  City 
Civil  Engineer's  Department  under  the  Board  of  Public  Works  in  the 
Department  of  Public  Works  be  and  is  hereby  fixed  at  the  sum  of 
Four  Thousand  Two  Hundred  ($4,200.00)  Dollars,  per  annum. 

Section  2.  All  ordinances  and  parts  of  ordinances  in  conflict  here- 
with are  hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Warks. 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  24,  1925. 
AN  ORDINANCE,  fixing  the  salary  of  the  "Senior  Assistant  City 
Civil  Engineer"  in  the  City  Civil  Engineer's  Department,  under 
the  Department  of  Public  Works,  repealing  all  ordinances  in  con- 
flict therewith,  and  fixing  a  time  when  the  same  shall  take  effect. 
Section  1.     That  the  salary  of  the  "Senior  Assistant  City  Civil 
Engineer"  in  the  City  Civil  Engineer's   Department,  under  the   De- 
partment of  Public  Works,  be  and  is  hereby  fixed  at  the  sum  of  Three 
Thousand  Six  Hundred  ($3,600.00),  Dollars  per  year. 
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Section  2.  All  ordinances  and  parts  of  ordinances  in  conflict 
herewith  are  hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

By  Mr.  King: 

RESOLUTION  NO.  3,  1925. 

WHEREAS,  The  people  of  the  south  and  west  parts  of  the  City 
of  Indianapolis  have  waited  patiently  for  four  years  for  promised 
elevation  of  the  Belt  Railway  tracks  thru  these  sections  of  the  city, 
and, 

WHEREAS,  The  Civic  Bodies,  the  City  Officials  and  the  Railroad 
Officials  reached  an  understanding  of  the  ways  and  means  by  which 
this  work  should  be  done  and  thru  agreed  legislation  was  empowered 
to  construct  and  finance  this  project,  and, 

WHEREAS,  Thru  lack  of  co-ordination  on  the  part  of  the  parties 
interested  * 

BE  IT  RESOLVED,  That  the  City  Council  in  body  assembled, 
thru  its  president,  request  the  Mayor  to  appoint  a  Track  Elevation 
Co-ordinating  Committee,  composed  of  the  following  Officials:  Pres- 
ident of  the  Board  of  Public  Works,  City  Comptroller,  City  Engineer, 
Track  Elevation  Engineer  and  one  member  of  the  City  Council,  who  is 
to  be  named  by  the  president  of  the  Council,  and, 

BE  IT  FURTHER  RESOLVED,  That  the  City  Engineer  be  in- 
structed to  invite  the  membership  of  this  committee,  the  engineers 
of  the  various  railways  interested  in  the  elevation  of  the  Belt  Rail- 
way, and  such  other  engineers  as  he  deems  necessary  for  the  purpose 
of  co-ordinating  and  expediting  the  work  of  this  project  so  that  the 
citizens  of  the  south  and  west  parts  of  Indianapolis  may  have  this 
much   promised   and  well-deserved  relief. 

BE  IT  FURTHER  RESOLVED,  That  the  committee  be  request- 
ed to  meet  at  an  early  date  and  that  progress  of  results  of  meetings 
be  reported  to  the  Honorable  Mayor  and  President  of  the  City  Council. 

Signed  JOHN  E.  KING. 

On  motion  of  Mr.  King,  Resolution  No.  3,  1925,  was 
adopted. 

By  Mr.  King: 

RESOLUTION  NO.  4,  1925. 
WHEREAS,   The   city  property   known   as   the   Mule   Barns   on 
Shelby  street  have  for  some  time  past  been  a  detriment  to  the  prog- 
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ress  of  that  section  of  the  city,  and, 

WHEREAS,  Many  of  the  residents  of  the  south  side  feel  that 
this  site  would  be  a  most  excellent  one  for  a  branch  public  library, 
combined  with  recreation  center, 

BE  IT  RESOLVED,  That  the  City  Council  in  body  assembled  re- 
RESOLUTION  NO.  5,  1925. 
quest  the  Hon.  Mayor  to  appoint  a  committee  composed  of  one  mem- 
ber of  each  of  the  Board  of  Public  Works  and  Public  Parks,  also  two 
members  of  the  City  Council,  to  meet  at  an  early  date  to  discuss  the 
feasability  of  such  plans. 

BE  IT  FURTHER  RESOLVED,  That  the  Hon.  Mayor  invite  the 
School  Board  of  this  city  to  send  a  representative  to  meet  with  this 
committee,  and  that  said  committee  report  its  finding  back  to  the 
Mayor  and  City  Council  at  an  early  date. 

Signed  JOHN  E.  KING. 

On  motion  of  Mr.  King,  Resolution  No.  4,  1925,  was 
adopted. 

By  Mr.  Buchanan: 

WHEREAS,  The  attention  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  been  called  to  the  fact  that  there  is  need 
of  an  Aeroplane  Mail  Service  Station  at  Indianapolis,  now  therefore, 

BE  IT  RESOLVED,  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana,  that  this  body  cause  a  letter  to  be  sent  to  the 
Congressman  of  this  District  or  other  proper  officials  requesting  that 
an  effort  be  made  to  obtain  for  the  City  of  Indianapolis  an  Aeroplane 
Mail  Service  Station,  and  that  the  President  of  the  Common  Council 
be  and  is  hereby  authorized  to  cause  such  correspondence  to  be  had 
as  will  accomplish  the  above  purpose. 

H.   W.   BUCHANAN. 

On  motion  of  Mr.  Buchanan,  Resolution  No.  5,  1925,  was 
adopted. 

Mr.  Wise  made  an  oral  report  for  the  Market  House 
Committee. 

By  Mr.  Clay  combe : 

RESOLUTION  NO.  6,  1925. 
BE  IT  RESOLVED,  By  the  Common  Council  of  the  City  of  In- 
dianapolis, that  Councilman  Wise's  oral  report  on  the  Market  House 
plans  be  accepted  and  approved  and  that  he  be  authorized  to  inform 
the  architect  and  the  Board  of  Works,  that  these  plans  are  accept- 
able to  the  City  Council,  but  that  the  Council  reserves  the  right  to 
reject  any  or  all  bids  which  may  be  offered  and  accepted  by  the 
Board  of  Works  under  such  plans. 

L.  D.  CLAYCOMBE. 
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Which  was  read  a  first  time. 

Mr.  Claycombe  moved  that  the  rules  be  suspended  and 
Resolution  No.  6,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  not  suspended  by 
the  following  vote : 

Ayes  6,  viz.:  Messrs.  Clauer,  Claycombe,  King,  Ray, 
Wise  and  President  Ben  H.  Thompson. 

Noes,  3,  viz.:  Messrs.  Bernd,  Bramblett  and  Buchanan. 
ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  General  Ordinance  No.  163,  1924, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  163,  1924, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  163,  1924,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Clauer  called  for  General  Ordinance  No.  2,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  2,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  2,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  4,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  4,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  4, 1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  5,  viz. :  Messrs  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  King  called  for  General  Ordinance  No.  6,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  6,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  6,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  5,  viz.:  Messrs  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  Buchanan  called  for  General  Ordinance  No.  12,  1925, 
for  second  reading.   It  was  read  a  second  time. 
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Mr.  Buchanan  moved  that  General  Ordinance  No.  12, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  12,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  Buchanan  called  for  General  Ordinance  No.  15,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  15, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried 

General  Ordinance  No.  15,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  Ray  called  for  General  Ordinance  No.  16,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  16,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  16,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  3,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  Appropriation  Ordinance  No.  3, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  3,  1925,  was  read  a  third 
time  and  failed  to  pass  by  the  following  vote : 

Ayes,  5,  viz.:  Messrs  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  King  called  for  Appropriation  Ordinance  No.  4, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  Appropriation  Ordinance  No.  4, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  4,  1925,  was  read  a  third, 
time  and  failed  to  pass  by  the  following  vote: 

Ayes,  4,  viz.:  Messrs.  Buchanan,  Clauer,  Ray  and  Pres- 
ident Ben  H.  Thompson. 

Noes,  5,  viz. :  Messrs  Bernd,  Bramblett,  Claycombe,  King 
and  Wise. 
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By  Mr.  King: 

Mr.  President — I  hereby  serve  notice  that  at  the  next  regular 
meeting  of  the  Council  I  will  ask  for  a  reconsideration  of  the  vote 
by  which  Appropriation  Ordinance  No.  4,  1925,  failed  to  pass. 

JOHN  E.  KING. 

On  motion  of  Mr.  Clauer  the  Common  Council  at  8:45 
o'clock  p.  m.,  adjourned. 


Attest 


President. 


fa   ^IrM^uu^ 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  March  2,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 


February  24,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis, Indiana : 

Gentlemen — I  have  today  approved,  signed  and  delivered  to  John 
W.  Rhodehamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance  No.  163,  1924,  an  ordinance  regulating  the  lo- 
cation, construction  and  maintenance  of  driveways  across  sidewalks, 
providing  a  penalty,  declaring  a  nuisance,  repealing  conflicting  ordin- 
ances and  fixing  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  2,  1925,  an  ordinance  ratifying,  confirming 
and  approving  a  certain  contract  made  and  entered  into  on  the  24th 
day  of  December,  1924,  by  the  City  of  Indianapolis,  by  and  thorugh 
its  Board  of  Public  Works,  with  the  approval  of  its  Mayor  and  the 
H.  P.  Andresen  &  Company,  by  Edward  W.  Andresen,  whereby  said 
city  is  authorized  to  purchase  from  said  H.  P.  Andresen  &  Company, 
One  (1)  Andresen  Repair  Outfit,  for  the  sum  of  Thirty-five  Hundred 
($3500.00)  Dollars,  and  declaring  a  time  when  the  same  shall  take 
effect. 

General  Ordinance  No.  4,  1925,  an  ordinance  amending  Section  14 
of  General  Ordinance  No.  37,  1923,  known  as  "The  Traffic  Ordinance 
of  1923"  as  amended  by  Section  2  of  General  Ordinance  No.  109,  1923, 
and  declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  6,  1925,  an  ordinance  authorizing  and 
creating  the  position  of  two  (2)  additional  Assistant  Barrett  Law 
Clerks  in  the  Department  of  Finance  at  the  salary  of  Fifteen  Hun- 
dred ($1500.00)  Dollars  per  year  and  declaring  a  time  when  the  same 
shall  take  effect. 

General  Ordinance  No.  12,  1925,  an  ordinance  fixing  the  salary 
of  stenographer  in  the  Department  of  Law,  transferring  the  sum  of 
Two  Hundred  Twenty  ($220.00)  Dollars  from  the  Miscellaneous  Ex- 
pense Fund  in  the  Department  of  Law  to  the  Salaries  Fund  in  the 
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same  Department,  repealing  all  ordinances  or  parts  of  ordinances  in 
conflict  therewith,  and  declaring  a  time  when  the  same  shall  take 
effect. 

General  Ordinance  No.  15,  1925,  an  ordinance  ratifying,  confirm- 
ing and  approving  certain  contracts  made  and  entered  into  on  the 
2nd  day  of  February,  1925,  between  the  City  of  Indianapolis,  by  and 
through  its  Board  of  Public  Works,  with  the  approval  of  the  Mayor, 
and  the  Stone  Chevrolet  Company,  and  another  contract  of  the  same 
date  by  and  between  the  Board  of  Public  Works  for  the  City  of  Indi- 
anapolis and  the  Thirtieth  and  Central  Sales  Company,  both  contracts 
for  the  purchase  of  certain  automobiles  described  in  said  contracts,  for 
the  use  of  the  Department  of  City  Civil  Engineering,  under  the  Board 
of  Public  Works,  providing  for  the  transfer  and  re-appropriation  of 
the  sum  of  Thirteen  Hundred  ($1300.00)  Dollars  from  a  fund  in  the 
City  Civil  Engineer's  Office  Maintenance  Fund,  heretofore  Appropri- 
ated for  the  purchase  of  one  Dodge  Truck  to  a  fund  in  the  City  Civil 
Engineer's  Department,  to  be  used  for  the  purchase  of  One  Chevrolet 
Coupe  and  One  Ford  Coupe  for  the  use  of  the  same  department,  and 
declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  'No.  16,  1925,  an  ordinance  ratifying,  confirm- 
ing and  approving  a  certain  contract  made  and  entered  into  on  the 
2nd  day  of  February,  1925,  between  the  City  of  Indianapolis  by  and 
through  its  Board  of  Public  Works  with  the  approval  of  its  Mayor, 
and  the  Indian  Refining  Company  whereby  said  City  is  authorized  to 
purchase  from  the  Indian  Refining  Company  Two  Hundred  Thirty-nine 
Thousand  (239,000)  gallons  of  Indian  Road  Oil  at  Six  and  29/100 
(6.29)  cents  F.  O.  B.  Indianapolis,  Indiana,  amounting  in  all  to  Fifteen 
Thousand  ($15,000.00)  Dollars,  specifying  the  fund  out  of  which  the 
same  shall  be  paid  and  fixing  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 


REPORTS   FROM   CITY   OFFICERS 


From  the  City  Controller: 


March  2,  1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 
Indianapolis, Indiana : 

Gentlemen — I  hand  you,  herewith,  copies  of  General  Ordinance 
No.  25,  1925,  transferring  and  reappropriating  $2,500.00  from  Interest 
and  Exchange  Fund  in  the  Finance  Department  to  the  Salaries  Fund 
in  Finance  Department. 

I  respectfully  submit  this  ordinance  and  recommend  passage  of 
same. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City  Controller. 
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INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  25,  1925. 
AN  ORDINANCE,  transferring  and  reappropriating  Twenty-five 
Hundred  ($2500.00)  Dollars  from  Interest  and  Exchange  Fund 
in  Finance  Department  to  the  Salaries  Fund  in  Finance  Depart- 
ment and  declaring  the  time  when  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  there  be  and  is  hereby  transferred  and  re-appro- 
priated from  Interest  and  Exchange  Fund  in  Finance  Department  to 
the  Salaries  Fund  in  Finance  Department  Twenty-five  Hundred 
($2500.0(1);  Dollars. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

From  the  City  Plan  Commission: 

February  11th,  1925. 
Mr.  Ben  H.  Thompson, 
President  Common  Council, 
Indianapolis,  Indiana. 

Dear  Sir — The  Zoning  Ordinance  was  as  good  as  it  was  humanly 
possible  to  make  it  from  the  experience  and  facts  at  hand  three  years 
ago. 

Over  two  years  of  operation  under  the  ordinance  has  Convinced 
every  unselfish,  patriotic  citizen  of  the  great  benefit  of  Zoning  to  our 
city,  notwithstanding  the  defects  and  hardships  that  have  been  dis- 
closed. 

The  Board  of  Zoning  Appeals  has  honestly  and  impartially  grant- 
ed relief  to  those  injured  or  adversely  affected  by  a  strict  application 
of  the  ordinance,  but  it  is  my  opinion  that  where  the  trend  of  growth 
of  the  city  or  circumstances  have  changed  local  conditions,  the  relief, 
in  justice  to  all,  should  come  through  amendment  by  the  Council. 

Our  Commission  has  made  note  of  numerous  locations  and  dis- 
tricts where  the  present  ordinance  does  not  properly  fit.  I  am  ap- 
pointing a  special  Committee  to  study  these  cases  and  make  recom- 
mendations for  change  to  your  body.  In  the  interest  of  efficiency,  I 
invite  you  to  appoint  from  the  members  of  the  Council,  a  committee 
of  three  to  be  headed  by  you  to  discuss  with  our  committee  the  nature 
and  extent  of  the  needed  changes. 

Very  truly  yours, 

TOM  L.  DILLON, 
President,  City  Plan  Commission. 
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President  Thompson  appointed  the  following  committee 
to  meet  with  a  special  committee  from  the  City  Plan  Com- 
mission to  discuss  proposed  changes  in  the  zoning  ordinance : 

Messrs.  Thompson,  Ray  and  King. 

The  following  charges,  filed  by  Mr.  Polen,  were  read  and 
referred  to  the  Committee  on  Parks: 

March  2,  1925. 
In  accordance  to  Section  728  of  the  Municipal  Code  (of  1917) 
of  the  City  of  Indianapolis,  I  hereby  file  charges  of  malfeasance  in 
the  reassignment  of  house  numbers  in  the  4800  block  on  Winthrop 
avenue,  against  City  Engineer  F.  Lingenfelter,  Assistant  Engineer 
E.  Doeppers  and  M.  Cain  of  Street  Commissioner's  department,  and 
as  a  taxpayer  of  this  city,  I  demand  their  removal  from  further 
duties  in  the  offices  they  now  hold,  as  they  have  carried  on  this  re- 
assignment in  direct  violation  of  Section  722  of  the  Municipal  law 
as  follows: 

(1)  They  disturbed  the  continuity  of  numbers  on  west  side 
of  street  when  there  was  absolutely  no  need  of  same,  only  it  lacked 
one  lot  of  complying  with  a  20-foot  system  of  their  own  make,  and 
which  has  never  been  approved  by  the  City  Council.  This  disturbance 
made  necessary  the  changing  of  five  other  houses  on  this  side,  that 
had  been  regularly  assigned  several  years  before  by  the  Engineer's 
department.  It  being  explained  to  them  that  this  would  cause 
untold  and  endless  confusion,  Mr.  Doeppers  defintely  agreed  to  restore 
the  old  numbers,  if  consent  of  all  the  owners  was  obtained.  This 
was  obtained,  but  still  he  refused  to  comply  with  his  word  and  after 
a  few  weeks'  delay  sent  Mr.  M.  Cain  from  Street  Commissioner's 
department,  who  deliberately  and  maliciously  drove  nails  into  my 
residence  in  placing  numbers  November  11,  1924  ,in  direct  violation 
of  Section  722. 

(2)  On  December  20,  1924,  Mr.  Lingenfelter  definitely  agreed 
that  I  should  keep  and  use  my  old  number.  Upon  this  promise  the 
new  numbers  were  taken  down  and  arrangements  were  made  to  use 
the  old  numbers  at  considerable  expense.  He  deliberately  refuted 
his  own  word  and  ordered,  January  20,  1925,  Mr.  Cain  to  replace 
the  new  numbers,  as  before.  This  was  done  by  said  Mr.  Cain  with 
loud  and  boisterous  threats  of  "arrest"  if  the  number  was  again 
removed,  before  the  women  and  children  in  the  house  in  the  absence 
of  the  owner. 

(3)  It  being  pointed  out  to  them  that  there  was  only  one  cor- 
rect number  on  east  side  of  street,  according  to  their  so-called  "20" 
foot  system,  they  deliberately  changed  the  correct  number.  This 
was  done  by  said  M.  Cain  on  November  11,  1824,  by  taking  down 
the  figure  "3"  in  4803  and  placing  "5",  thereby  violating  the  law 
again  by  driving  nails  into  said  residence  without  consent  of  owner. 
When  this  lady  went  to  their  office  and  protested  that  the  old  num- 
ber was  removed  in  violation  of  Section  722,  that  she  was  uneasy 
over  her  mail  and  showed  them  that  all  the  numbers  on  east  side  of 
street  would  have  to  be  changed  again  when  48th  street  was  con- 
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nected  through  (which  is  only  a  question  of  a  short  time).  They 
only  laughed  in  their  sleeve,  as  much  as  to  say  "what  you  going  to 
do  about  it." 

(4)  They  changed  base  line  at  48th  street,  which  makes  the 
third  change  they  have  made  within  about  one  year  for  house  at  4801. 

(5)  Since  we  own  Lot  186  on  east  side  of  street  and  are  there- 
fore interested  in  the  correct  numbering  of  same,  we  hereby  demand 
that  the  above  officials  be  investigated  by  a  non-political  body  at 
once  and  handled  in  conformity  of  the  law.  THOS.  E.  POLEN. 

On  motion  of  Mr.  King,  General  Ordinances  No.   158, 

1924,  Nos.  7,  8,  14,  17  and  18,  1925,  were  stricken  from  the 
files. 

Mr.  King  moved  that  the  vote,  by  which  Appropriation 
Ordinance  No.  4,  1925,  failed  to  pass,  be  reconsidered. 
Carried. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  4, 

1925,  be  passed. 

The  roll  was  called  and  Appropriation  Ordinance  No.  4, 
1925,  failed  to  pass  by  the  following  vote: 

Ayes,  5,  viz.,  Messrs.  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  King  called  for  Appropriation  Ordinance  No.  6,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr,  King  moved  that  Appropriation  Ordinance  No.  6, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  6,  1925,  was  read  a  third 
time  and  failed  to  pass  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 
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Noes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and' 
Wise. 

Mr.  King  called  for  General  Ordinance  No.  22,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  22,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  22,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote : 

Ayes,  4,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Noes,  5,  viz.:  Messrs.  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  7,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  7, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  7,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  8,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  Appropriation  Ordinance  No.  8, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 
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Appropriation  Ordinance  No.  8,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  23,  1925,  for 
second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

Indianapolis,  Ind.,  March  2,  1925. 
Mr.  President — I  move  that  General  Ordinance  No.  23,  1925,  be 
amended  by  striking  out  in  Section  (1)  One  thereof  the  words  and 
figures,  Four  Thousand  Two  Hundred  ($4,200.00)  Dollars,  and  insert- 
ing in  lieu  thereof  the  following:  Thirty-six  Hundred  ($3600.00) 
Dollars. 

JOHN  E.  KING,  Councilman. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  23,  1925,  be 
ordered  engrossed  as  amended,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  23,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  24,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  24,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 
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General  Ordinance  No.  24,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  13,  1925,  for 
second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

Indianapolis,  Ind.,  March  2,  1925. 
Mr.   President — I   move    that   General    Ordinance    No.    13,    1925, 
be  amended  by  striking  out  in  Section  1  thereof  the  following  words 
and  figures:     Twelve  Hundred   ($1200.00)    Dollars,  and  inserting  in 
lieu  thereof  the  following:     Fifteen  Hundred  ($1500.00)  Dollars. 

JOHN  E.  KING,  Councilman. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  13,  1925,  be 
ordered  engrossed  as  amended,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  13,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Clauer  called  for  General  Ordinance  No.  19,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  19,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  19,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  6,  viz.:  Messrs.  Buchanan,  Clauer,  Claycombe, 
King,  Ray  and  President  Ben  H.  Thompson. 

Noes,  3,  viz. :    Messrs.  Bernd,  Bramblett  and  Wise. 

Mr.  Clauer  called  for  General  Ordinance  No.  20,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  20,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  20,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz.:  Messrs.  Buchanan,  Clauer,  Claycombe, 
King,  Ray  and  President  Ben  H.  Thompson. 

Noes,  3,  viz. :    Messrs.  Bernd,  Bramblett  and  Wise. 

Mr.  Clauer  called  for  General  Ordinance  No.  21,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  21,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  21,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz.:  Messrs.  Buchanan,  Clauer,  King,  Ray, 
Wise  and  President  Ben  H.  Thompson. 

Noes,  3,  viz. :    Messrs.  Bernd,  Bramblett  and  Claycombe. 
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On  motion  of  Mr.  Buchanan,  the  Common  Council  at 
8:35  o'clock  p.  m.,  adjourned. 


President. 


Attest 


ft  A^W 


City  Clerk. 


_ 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  March  16,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

REPORTS   FROM   CITY   OFFICERS 

From  the  City  Controller: 


March    16th,    1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana: 

Gentlemen — I  hand  you  herewith  a  communication  from  the 
Board  of  Public  Works  asking  for  the  passage  of  an  ordinance  appro- 
priating the  sum  of  Five  Thousand  ($5,000.00)  Dollars  from  the  Gen- 
eral Fund  to  the  City  Yards  Department  Salary  and  Wages  Fund 
under  the  Department  of  Public  Works. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  oBard  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  Five  Thousand  ($5,000.00)  Dollars  from  the 
General  Fund  to  the  City  Yards  Department  Salary  and  Wages  Fund 
under  the  Department  of  Public  Works. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 


110  journal  of  common  council      [Regular  Meeting 


March   16th,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the 
sum  of  Thirty  Thousand  ($30,000.00)  Dollars  from  any  unappro- 
priated funds  in  the  Department  of  Finance  to  the  Street  and  Alley 
Improvement  Fund,  under  the  Department  of  Public  Works. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

March   16th,   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  Thirty  Thousand  ($30,000.00),  Dollars  from 
any  unappropriated  funds  in  the  Department  of  Finance  to  the  Street 
and  Alley  Improvement  Fund  under  the  Board  of  Public  Works. 

Yours  truly. 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

March   16th,    1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  herewith  hand  you  a- communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  One  Thousand  Nine  Hundred  Fifty  ($1,950.00)  Dollars  from  the 
General  Fund  of  the  City  of  Indianapolis  to  the  Street  and  Alley 
Opening  and  Vacation  Fund,  for  the  purpose  of  paying  a  judgment 
Opening  and  Widening  of  New  Jersey  Street.  Also,  paying  the  sum 
of  $975.00  in  the  cause  of  Margaret  Hamilton,  Cause  No.  35879  in  re. 
of  $975.00  in  favor  of  Janet  H.  Hadley,  Cause  No.  35880,  Resolution 
No.  10205.     Opening  and  Widening  New  Jersey  Street. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

March   16th,   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  One  Thousand  Nine  Hundred  Fifty  ($1,950.00) 
Dollars  from  the  General  Fund  of  the  City  of  Indianapolis  to  the 
Street  and  Alley  Opening  and  Vacation  Fund,  for  the  purpose  of 
paying  two  judgments  of  $975.00  each,  Margaret  Hamilton,  Cause  No. 
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35879  in  the  Marion  Circuit  Court,  and  to  pay  the  judgment  of  Janet 
H.  Hadley  in  the  Marion  Circuit  Court,  Cause  No.  35880,  for  the 
opening  and  widening  of  New  Jersey  street  in  both  above  causes. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

March   16th,    1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen — 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  appropriating  ordinance  appro- 
priating the  sum  of  $1,305.70  from  any  unappropriated  funds  of  the 
City  of  Indianapolis  to  pay  a  judgment  rendered  in  Cause  No.  A- 
25843  in  the  Marion  Superior  Court,  wherein  Charles  R.  Yoke  et.  al., 
were  the  plaintiffs  and  the  City  of  Indianapolis  was  defendant. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

March   16th,   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  $1,305.70  from  any  unappropriated  funds  of 
the  City  of  Indianapolis  to  pay  a  judgment  rendered  in  Cause  No. 
A-25843  in  the  Marion  Superior  Court,  wherein  Charles  R.  Yoke 
et.  al.  were  the  plaintiffs  and  the  City  of  Indianapolis  was  defendant. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 


INTRODUCTION  OP  APPROPRIATION  ORDINANCES. 
By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  9,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Five  Thousand  ($5000) 
Dollars  from  the  General  Fund  to  the  City  Yards  Department 
Salary  and  Wages  Fund,  under  the  Department  of  Public  Works, 
and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  there  be,  and  is  hereby  appropriated  the  sum 
of  Five  Thousand  ($5,000.00)  Dollars  from  the  General  Fund  to  the 
City  Yards  Department  Salary  and  Wages  Fund,  under  the  Depart- 
ment of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 


APPROPRIATION  ORDINANCE  NO.  10,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Thirty  Thousand  ($30,- 
000.00),  Dollars  from  any  unappropriated  funds  in  the  Department 
of  Finance,  and  reappropriating  the  same  to  the  Street  and  Alley 
Improvement  Fund  under  the  Board  of  Public  Works,  and  declar- 
ing a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  there  be,  and  is  hereby  appropriated  the  sum 
of  Thirty  Thousand  ($30,000.00)  Dollars  from  any  unappropriated 
funds  in  the  Department  of  Finance  to  the  Street  and  Alley  Improve- 
ment Fund,  under  the  Board  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


By  the  City  Controller 


APPROPRIATION  ORDINANCE  NO.  11,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  One  Thousand  Nine  Hun- 
dred Fifty  ($1,950.00)  Dollars  from  the  General  Fund  of  the  City 
of  Indianapolis  to  the   Street  and  Alley   Opening  and  Vacation 
Fund. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  the  sum  of  One  Thousand  Nine  Hundred  Fifty 
($1,950.00)  Dollars  be  and  the  same  is  hereby  appropriated  from  the 
General  Fund  of  the  City  of  Indianapolis  to  pay  judgment  in  the  cause 
of  Margaret  Hamilton  vs.  City  of  Indianapolis,  in  the  sum  of  Nine 
Hundred  Seventy-five  ($975.00);  Dollars  in  the  Marion  Circuit  Court, 
Cause  No.  35879  in  re.  Opening  and  Widening  of  New  Jersey  Street 
under  Resolution  No.  10205. 

Also  to  pay  a  judgment  in  favor  of  Janet  H.  Hadley  in  the  Marion 
Circuit  Court,  Cause  No.  25880  in  the  sum  of  Nine  Hundred  Seventy- 
five  ($975.00)1  Dollars  in  re.  Opening  and  Widening  New  Jersey 
Street,  Resolution  No.  1025. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 
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By  the  City  Controller: 

APPROPRIATION  ORINANCE  NO.  12,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  One  Thousand  Three 
Hundred  Five  and  70/100  ($1,305.70)  Dollars  from  any  unappro- 
priated funds  of  the  City  of  Indianapolis  to  pay  a  judgment  ren- 
dered in  Cause  No.  A-25843  in  the  Marion  Superior  Court  of  Ma- 
rion County,  Indiana,  wherein  Charles  R.  Yoke  et.  al  were  plain- 
tiffs and  the  City  of  Indianapolis  defendant,  and  declaring  a  time 
when  the  same  shall  take  effect. 

WHEREAS,  After  litigation,  a  judgment  was  rendered  in  the 
cause  of  Charles  R.  Yoke  et.  al.  vs.  the  City  of  Indianapolis,  in  the 
Marion  Superior  Court  of  Marion  County,  Indiana,  in  Cause  No. 
A-25843  for  the  sum  of  Thirteen  Hundred  ($1,300.00;),  Dollars  and 
cost  amounting  to  Five  and  70/100  ($5.70)  Dollars,  making  a  total 
of  $1,305.70. 

WHEREAS,  A  certified  copy  of  said  judgment  was  properly 
served  upon  the  Board  of  Public  Works  and  by  said  Board  referred 
to  said  Finance  Department  of  said  city,  and 

WHEREAS,  Under  the  law  it  is  necessary  to  pay  said  judgment. 
Be   it   Ordained    by    the   Common   Council   of   the   City   of   Indi- 
anapolis, Indiana. 

Section  1.  That  there  is  hereby  appropriated  from  any  unap- 
propriated funds  of  said  city  the  sum  of  $1,305.70  with  which  to  pay 
said  judgment. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 
By  Mr.  Bernd: 

GENERAL  ORDINANCE  NO.  26,  1925. 
AN  ORDINANCE  regulating  the  Market  House  of  the  City  of  In- 
dianapolis. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana. 

Section  1.  That  on  and  after  the  first  day  of  January  of  the  year 
Nineteen  Hundred  and  Twenty-six  all  the  standholders  or  standowners 
in  the  City  Market  House  of  the  City  of  Indianapolis,  shall  be  re- 
quired to  sign  a  lease  for  a  stipulated  sum  to  be  hereinafter  provided 
and  for  a  period  of  five  (5)i  years  from  said  date. 

Section  2.  That  the  lease  shall  be  executed  on  behalf  of  the 
City  of  Indianapolis  by  the  Controller  of  the  City  of  Indianapolis 
after  the  approval  of  the  applicant's  fitness  for  said  lease  by  the 
members  of  the  Board  of  Safety,  of  said  City  or  by  some  person 
delegated  by  said  Board  on  its  behalf. 

Section  3.  That  said  lease  so  executed  by  the  City  Controller  of 
the  City  of  Indianapolis,  and  said  standowner,  shall  be  transferrable 


114  journal  of  common  council      [Regular  Meeting 


and  executed  and  acknowledged  as  leases  are  generally  executed  and 
acknowledged  and  shall  be  recorded  in  the  office  of  the  Recorder  of 
Marion  County,  State  of  Indiana. 

Section  4.  That  the  amount  of  rent  which  said  standowner  shall 
pay  for  the  period  of  five  years,  beginning  on  the  first  day  of  Janu- 
ary, 1926  shall  be  at  the  same  rate  that  said  standowner  now  pays 
for  the  present  location  in  which  he  is  located.  That  said  money 
shall  be  paid  each  six  months  to  the  Controller  of  the  City  of  Indi- 
anapolis. 

Section  5.  This  ordinance  shall  be  supplemental  to  any  and  all 
ordinances  regarding  the  conduct  of  said  Market,  excepting  those  that 
are  now  in  conflict  with  this  ordinance  which  ordinances  are  hereby 
repealed. 

Section  6.  This  ordinance  shall  be  in  full  force  and  effect 
immediately  after  its  passage  and  approval  by  the  Mayor  of  said 
City  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

Mr.  Bramblett  Chairman  of  the  Parks  Committee,  to  whom  was 
referred  the  charges  filed  by  Mr.  Thos.  E.  Polen,  against  Mr.  Lin- 
genfelter,  City  Civil  Engineer,  and  others,  reported  that  the  charges 
had  been  investigated  and  the  committee  had  found  that  the  City 
Civil  Engineer's  office  had  followed  the  law  in  the  renumbering  of 
houses  in  Winthrop  Avenue. 

On  motion  of  Mr.  Claycombe  the  report  was  concurred 
in. 

On  motion  of  Mr.  Buchanan,  the  Common  Council  at 
8:20  oclock  p.  m.,  adjourned. 


Attest:  President. 


City  Clerk. 


T 


:■ 
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SPECIAL  MEETING 

March  25,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  March  25,  1925,  at  7:30  p.  m.,  in 
special  session,  President  Ben  H.  Thompson  in  the  chair, 
pursuant  to  the  following  call: 

To  the  Members  of  the  Common   Council, 
Indianapolis,  Indiana. 

March  25,  1925 
Gentlemen: 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of 
the  Common  Council  held  in  the  Council  Chamber  on  Wednesday, 
March  25,  1925,  at  7:30  o'clock  p.  m.,  the  purpose  of  such  meeting 
being  to  receive  communications  from  the  Mayor  or  City  Controller 
of  said  city  and  for  the  introduction  and  consideration  of  ordinances 
providing  for  the  division  of  the  City  of  Indianapolis  into  election 
precincts  and  denning  the  boundaries  thereof  and  for  the  division 
of  the  City  of  Indianapolis  into  six  Councilmanic  Districts  and  de- 
fining the  boundaries  thereof  and  for  introduction  and  consideration 
of  a  resolution  directing  the  City  Clerk  to  make  proper  notice  of 
precinct  and  councilmanic  boundary  changes  and  to  have  maps  of 
same  made,  and  for  further  consideration  of  Appropriation  Ordinance 
No.  10,  1925. 

Respectfully, 
BEN  H.  THOMPSON, 

President. 

I,  John  W.   Rhodehamel,  Clerk  of  the   Common  Council  of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 

the  above  and  foregoing  notice  to  each  and   every  member   of  the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN   W.   RHODEHAMEL, 

City  Clerk. 

Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  King,  Ray  and  Wise. 

From  the  Department  of  Law: 

March  25th,  1925. 

Honorable  Ben  Thompson,  President,  and  the  Members  of  the  Com- 
mon Council  of  the  City  of  Indianapolis. 

Gentlemen — 

I  am  sending  you  herewith   an  ordinance  dividing  the   City  of 

Indianapolis  into  precincts,  and  also  a  new  ordinance  dividing  the 
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City  of  Indianapolis  into  Councilmanic  Districts  I  do  not  deem  it 
necessary  to  give  you  in  full  the  sections  of  the  statute  pertaining  to 
redistricting. 

The  city  precincts  now  established  were  established  by  General 
Ordinance  Number  26,  1921,  a  sappears  by  the  proceedings  of  the 
Common  Council  and  their  journal  of  the  date  of  March  31,  1921. 
See  page  202  et  seq  of  said  proceedings.  The  Councilmanic  Districts 
were  established  by  General  Ordinance  No.  27,  1921,  as  appears  at 
page  195  et  seq  of  the  proceedings  of  the  Common  Council  for  that 
year. 

Since  the  passage  of  each  of  these  ordinances  there  has  been  a 
great  deal  of  territory  annexed  to  the  City  of  Indianapolis  and  a 
large  increase  in  the  population  in  many  sections  of  the  city. 

It  has  been  the  custom  to  pass  an  ordinance  dividing  the  city  into 
precincts  before  each  city  election.  This  was  done  in  1913,  1917 
and  1921. 

It  is  necessary  to  make  new  precincts  in  order  that  the  statutes 
of  Indiana  may  be  complied  with  as  nearly  as  possible  and  that  all 
citizens  entitled  to  vote  may  be  given  the  privilege. 

The  legal  department,  therefore,  following  the  request  of  the 
President  of  the  present  council  has  prepared  new  ordinances  divid- 
ing the  city  into  precincts  and  also  dividing  the  city  into  Councilmanic 
Districts.  In  the  preparation  of  these  ordinances  we  have  tried  to 
comply  as  nearly  as  possible  with  the  requirements  of  the  law  and 
to  follow  the  county  precincts  of  1920  as  closely  as  practicable. 

The  large  number  of  new  precincts  has  been  added  as  appears 
by  the  said  ordinance. 

The  sole  purpose  in  preparing  the  ordinance  is  to  comply  as 
nearly  as  possible  with  the  provisions  in  the  statutes,  see  Section  8885 
Burns  Revised  Statutes,  1924,  and  Section  6883  Burns  Revised  Stat- 
utes, 1914,  which  apply  t  othe  questions  under  consideration. 

Respectfully  submitted, 
JAMES   M.   ODGEN, 

Corporation    Counsel. 
WILLIAM  BOSSON, 

City  Attorney. 

INTRODUCTION  OF  GENERAL  ORDINANCES. 

By  Mr.  King : 

GENERAL  ORDINANCE  NO.  27,  1925. 
AN  ORDINANCE  to  divide  the  City  of  Indianapolis  into  six  council- 
manic districts,  denning  the  boundaries  thereof,  repealing  all 
ordinances  or  parts  of  ordinances  in  conflict  with  this  ordinance 
and  fixing  a  time  when  same  shall  take  effect. 
Section  1.  Be  it  ordained  by  the. Common  Council  of  the  City 
of   Indianapolis,   Indiana: 

COUNCILMANIC   DISTRICTS. 
Boundaries  Fixed:   The  city  hereby  is  divided  into   six  council- 
manic districts,  and  the  territory  within  the  limits   of  the   several 
boundaries   as  hereinafter   set  out   shall  constitute  the   several  dis- 
tricts, to-wit: 

FIRST   DISTRICT. 
That  part  of  the  City  of  Indianapolis,  which  lies  north  of  the 
center  line  of  Washington  street  and  east  of  the  following  described 
line  to-wit:  Commencing  in  the  center  line  of  Pine  street  at  its  inter- 


March  25, 1925]  city  of  Indianapolis,  ind.  117 


section  with  the  center  line  of  Washington  street;  thence  north  along 
the  center  line  of  Pine  street  to  the  center  line  of  St.  Clair  street; 
thence  east  along  the  center  line  of  St.  Clair  street  to  the  center  line 
of  the  Lake  Erie  &  Western  Railway  right-of-way  to  the  center  line 
of  Massachusetts  avenue;  thence  southwest  along  the  center  line  of 
Massachusetts  avenue  to  the  center  line  of  Cornell  avenue;  thence 
north  along  the  center  line  of  Cornell  avenue  to  the  center  line  of 
Fifteenth  street;  thence  east  along  the  center  line  of  Fifteenth  street 
to  the  center  line  of  Lake  Erie  &  Western  railway  right-of-way; 
thence  north  and  northeast  along  the  center  line  of  Lake  Erie  & 
Western  railway  right-of-way  line  to  the  east  right-of-way  line  of 
the  Monon  Railway;  thence  northwest  and  north  along  the  east  right- 
of-way  line  of  the  Monon  railway  to  a  point;  said  point  being  the 
center  line  of  Forty-fourth  street  as  produced  due  west  shall  be  and 
constitute  the  First  Councilmanic  District  of  the  City  of  Indianapolis. 
SECOND  DISTRICT. 

That  part  of  the  City  of  Indianapolis  which  lies  within  the 
following  described  district  to-wit:  Commencing  in  the  center  line 
of  Fall  Creek  at  its  intersection  with  the  east  right-of-way  line  of 
the  Monon  railway;  thence  southeast  along  the  east  right-of-way 
line  of  the  Monon  railway  to  the  center  line  of  the  Lake  Erie  & 
Western  railway  right-of-way;  thence  southwest  and  south  along  the 
center  line  of  the  Lake  Erie  &  Western  railway  right-of-way  to  the 
center  line  of  Fifteenth  street;  thence  west  along  the  center  line  of 
Fifteenth  street  to  the  center  line  of  Cornell  avenue;  thence  south 
along  the  center  line  of  Cornell  avenue  to  the  center  line  of  Massa- 
chusetts avenue;  thence  northeast  along  the  center  line  of  Massa- 
chusetts avenue  to  the  center  line  of  Lake  Erie  &  Western  railway 
right-of-way;  thence  south  along  the  center  line  of  the  Lake  Erie 
&  Western  railway  right-of-way  to  the  center  line  of  St.  Clair  street; 
thence  west  along  the  center  line  of  St.  Clair  street  to  the  center 
line  of  Pine  street;  thence  south  along  the  center  line  of  Pine  street 
to  the  center  line  of  Washington  street;  thence  west  along  the  center 
line  of  Washington  street  to  the  center  line  of  Pennsylvania  street; 
thence  north  along  the  center  line  of  Pennsylvania  street  to  the 
center  line  of  St.  Clair  street;  thence  east  along  the  center  line  of 
St.  Clair  street  to  the  center  line  of  Delaware  street;  thence  north 
along  the  center  line  of  Delaware  street  to  the  center  line  of  Sixteenth 
street;  thence  east  along  the  center  line  of  Sixteenth  street  to  the 
center  line  of  Alabama  street;  thence  north  along  the  center  line 
of  Alabama  street  to  the  center  line  of  Twenty-second  street;  thence 
east  along  the  center  line  of  Twenty-second  street  to  the  center  line 
of  Alabama  street  running  north;  thence  north  along  the  center  line 
of  Alabama  street  to  the  center  line  of  Fall  Creek;  thence  east, 
northeast,  east,  northeast,  northwest  and  northeast  along  the  mean- 
derings  of  the  center  line  of  Fall  Creek  to  the  east  right-of-way 
line  of  the  Monon  railway  to  the  place  of  beginning  shall  be  and 
constitute  the  Second  Councilmanic  District  of  the  City  of  Indian- 
apolis. 

THIRD   DISTRICT. 

That  part  of  the  City  of  Indianapolis  liying  within  the  following 
boundaries  to-wit:  Commencing  at  the  intersection  of  the  center  line 
of  Washington  and  Pennsylvania  streets;  thence  north  along  the 
center  line  of  Pennsylvania  street  to  the  center  line  of  St.  Clair 
street;  thence  east  along  the  center  line  of  St.  Clair  street  to  the 
center  line  of  Delaware  street;  thence  north  along  the  center  line  of 
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Delaware  street  to  the  center  line  of  Sixteenth  street;  thence  east 
along  the  center  line  of  Sixteenth  street  to  the  centr  line  of  Alabama 
street;  thence  north  along*  the  center  line  of  Alabama  street  to  the 
center  line  of  Fall  Creek  in  a  northeast  direction  following  the 
meanderings  in  the  center  line  of  Fall  Creek  to  the  ast  line  of  the 
Monon  railway  right-of-way;  thence  northwest  and  north  along  the 
right-of-way  line  of  the  Monon  railway  to  the  center  line  of  Forty- 
sixth  street;  thence  east  along  the  center  line  of  Forty-sixth  street 
to  the  center  line  of  Arsenal  avenue;  thence  north  along  the 
center  line  of  Arsenal  avenue  to  the  center  line  of  Fifty-second  street; 
thence  west  along  the  center  line  of  Fifty-second  street  to  the  right- 
of-way  line  of  the  Monon  railway;  thence  north  along  the  right-of- 
way  line  of  the  Monon  railway  to  corporation  line  running  east; 
thence  east,  south,  east,  north,  west,  northwest,  and  northwest  with 
the  meanderings  of  the  corporation  to  the  center  line  of  White 
river;  thence  following  the  meanderings  of  center  line  of  White  river 
to  the  center  line  of  Kessler  Boulevard;  thence  southeast  along  the 
center  line  of  Kessler  Boulevard  to  the  center  line  of  Riverview  Drive; 
thence  along  the  center  line  of  Riverview  Drive  to  the  center  line  of 
Sixty-first  street;  thence  east  along  the  center  line  of  Sixty-first 
street  to  the  center  line  of  the  Indianapolis  Water  Company's  canal; 
thence  southwest  along  the  meanderings  of  the  center  line  of  the 
Indianapolis  Water  Company's  canal  to  a  point,  said  point  being  the 
center  line  of  Boulevard  Place  as  extended  due  north;  thence  south 
along  said  line  to  the  center  line  of  Boulevard  Place  and  continuing 
south  along  the  center  line  of  Boulevard  Place  to  the  center  line  of 
Thirtieth  street;  thence  west  along  the  center  line  of  Thirtieth  street 
to  the  center  line  of  Highland  Place;  thence  south  along  the  center 
line  of  Highland  Place  and  said  line  as  produced  due  south  to  the 
center  line  of  Fall  Creek;  thence  westerly  following  the  meander- 
ings of  the  center  line  of  Fall  Crek  to  the  center  line  of  Northwestern 
avenue;  thence  south  along  the  center  line  of  Northwestern  avenue 
to  the  center  line  of  Twenty-first  street;  thence  east  along  the  center 
line  of  Twentyfirst  street  to  the  center  line  of  Northwestern  avenue 
running  south;  thence  south  and  southeast  along  the  center' line  of 
Northwestern  avenue  to  the  center  line  of  Fifteenth  street;  thence 
west  along  the  center  line  of  Fifteenth  street  to  the  center  line  of 
West  street;  thence  south,  southeast  and  south  along  the  center  line 
of  West  street  to  the  center  line  of  New  York  street;  thence  west 
along  the  center  line  of  New  York  street  to  the  center  line  of  Black- 
ford street;  thence  south  along  the  center  line  of  Blackford  street  to 
line  of  Washington  street  to  the  center  line  of  Pennsylvania  street  to 
line  of  Washington  street  to  the  cener  line  of  Pennsylvania  street  to 
the  place  of  beginning,  shall  be  and  constitute  the  Third  Councilmanic 
District  of  the  City  of  Indianapolis. 

FOURTH  DISTRICT. 
That  part  of  the  City  of  Indianapolis  which  lies  north  of  Wash- 
ington street  and  west  of  the  following  described  line  to-wit:  Com- 
mencing in  the  center  line  of  Blackford  street  at  its  intersection  with 
the  center  line  of  Washington  street;  thence  north  along  the  center 
line  of  Blackford  street  to  the  center  line  of  New  York  street; 
thence  east  along  the  center  line  of  New  York  stret  to  the  center 
line  of  West  Street;  thence  north,  northwest  and  north  along  the 
center  line  of  West  street  to  the  center  line  of  Fifteenth  street; 
thence  east  along  the  center  line  of  Fifteenth  street  to  the  center 
line  of  Northwestern  avenue;  thence  northwest  and  north  along  the 
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center  line  of  Northwestern  avenue  to  the  center  line  of  Twenty-first 
street;  thence  west  along  the  center  line  of  Twenty-first  street  to 
the  center  line  of  Northwestern  avenue  running  north;  thence  north 
along  the  center  line  of  Northwestern  avenue  to  the  center  line  of 
Fall  Creek;  thence  easterly  along  the  meanderings  of  the  center  line 
of  Fall  Creek  to  a  point,  said  point  being  the  center  line  of  Highland 
Place  as  produced  due  south;  thence  north  along  said  line  to  the 
center  line  of  Highland  Place  and  continuing  north  with  the  center 
line  of  Highland  Place  to  the  center  line  of  Thirtieth  street;  thence 
east  along  the  center  line  of  Thirtieth  street  to  the  center  line  of 
Boulevard  Place;  thence  north  along  the  center  line  of  Boulevard 
Place  and  said  line  as  produced  north  to  the  center  line  of  the  Indi- 
anapolis Water  Company's  canal,  the  corporation  line  shall  be  and 
constitute  the  Fourth  Councilmanic  District  of  the  City  of  Indian- 
apolis. 

FIFTH  DISTRICT. 

That  part  of  the  City  of  Indianapolis  which  lies  south  of  the 
center  line  of  Washington  street  and  west  of  the  following  described 
line  to-wit:  Commencing  at  the  intersection  of  the  center  line  of 
Delaware  street  with  the  center  line  of  Washington  street;  thence 
south  along  the  center  line  of  Delaware  street  to  the  center  line  of 
McCarty  street;  thence  west  along  th  center  line  of  McCarty  street  to 
the  center  line  of  Madison  avenue;  thence  southeast  along  the  center 
line  of  Madison  avenue  to  the  center  line  of  Prospect  street;  thence 
east  along  the  center  line  of  Prospect  street  to  the  center  line  of 
Shelby  street;  thence  south  along  the  center  line  of  Shelby  street  to 
the  corporate  limits  shall  be  and  constitute  the  Fifth  Councilmanic 
District  of  the  City  of  Indianapolis. 

SIXTH  DISTRICT. 

That  part  of  the  City  of  Indianapolis  which  lies  south  of  the 
center  line  of  Washington  street  and  east  of  the  following  described 
line  to-wit:  Commencing  at  the  intersection  of  the  center  line  of 
Delaware  street  with  the  center  line  of  Washington  street;  thence 
south  along  the  center  line  of  Delaware  street  to  the  center  line  of 
McCarty  street;  thence  west  along  the  center  line  of  McCarty  street  to 
to  the  center  line  of  Madison  avenue;  thence  southeast 
along  the  center  line  of  Madison  avenue  to  the  center  line  of  Prospect 
street;  thence  east  along  the  center  line  of  Prospect  street  to  the 
center  line  of  Shelby  street;  thence  south  along  the  center  line  of 
Shelby  street  to  the  corporate  limits  shall  be  and  constitute  the  Sixth 
Councilmanic  District  of  the   City  of  Indianapolis. 

Section  2.  All  ordinances  and  parts  of  ordinances  in  conflict 
Herewith  are  hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  elections. 

By  Mr.  King:    _ 

GENERAL  ORDINANCE  NO.  28.  1925. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  elections. 
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By  Mr.  King: 

RESOLUTION  NO.  7,  1925. 
BE  IT  RESOLVED  by  the  Commoun  Council  of  the  City  of 
Indianapolis,  Indiana,  that  the  City  Clerk  be  and  is  hereby  directed  to 
have  printed  a  sufficient  number  of  maps  of  the  City  of  Indianapolis, 
showing  precinct  and  Councilmanic  District  boundaries,  said  maps 
to  be  used  in  the  Primary  election,  registration  and  election  of  1925. 

Which  was  adopted  on  motion  of  Mr.  King. 

ORDINANCES  ON  SECOND  READING 

Mr.  King  called  for  Appropriation  Ordinance  No.  10, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  10, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  10,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray,  Wise  and  Presdent  Ben  H.  Thompsoin. 

On  motion  of  Mr.  Buchanan,  the  Common  Council  at 
8:20  o'clock  p.  m.  adjourned. 


Attest :  President. 


City  Clerk. 
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SPECIAL  MEETING 

March  28,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met 
in  the  Council  Chamber,  March  28,  1925,  at  8:00  o'clock, 
p.  m.,  in  Special  Session,  President  Ben  H.  Thompson  in  the 
chair,  pursuant  to  the  following  call: 


March  28,  1925 
To  the  Members  of  the  Common  Council,  City  of  Indianapolis,  Indi- 
ana: 
Gentlemen: 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of 
the  Common  Council  held  in  the  Council  Chamber  on  Saturday, 
March  28,  1925,  at  8:00  o'clock  p.  iff.,  the  purpose  of  such  meeting 
being  to  receive  communications  from  the  Mayor  or  City  Controller 
of  said  city  and  for  further  consideration  of  General  Ordinances 
No.  27,  1925  and  No.  28,  1925. 

Respectfully, 
BEN  H.  THOMPSON, 

President. 

I,  John  W.  Rhodehamel,  Clerk  of  the   Common  Council   of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 

the  above  and  foregoing  notice  to  each  and   every  member   of  the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN   W.   RHODEHAMEL, 

City  Clerk. 

Which  was  read. 

The  clerk  called  the  roll: 

Present :  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz. :  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  General  Ordinance  No.  27,  1925,  for 
second  reading.    It  was  read  a  second  time. 
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Mr.  King  moved  that  General  Ordinance  No.  27,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  27,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Kay,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  28,  1925,  for 
second  reading.    It  was  read  a  second  time. 

By  the  Committee  on  Elections: 

Indianapolis,  Ind.,  March  28,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana: 

Gentlemen — We,   your    Committee    on    Elections,   to    whom    was 
referred  General  Ordinance  No.  28,  1925,  for  redisricting  into  pre- 
cincts the  City  of  Indianapolis  for  the  City  Election,  beg  leave  to 
report  that  we  have  had  said  ordinance  under  consideration,  and  rec- 
ommend that  the  same  be  amended  to  read  as  follows: 
GENERAL  ORDINANCE   NO.   28,   1925. 
AN  ORDINANCE  to  divide  the  City  of  Indianapolis  into  elec- 
tion precincts,  denning  the  boundaries  thereof,  repealing  all  ordi- 
nances and  parts  of  ordinances  in  conflict  therewith  and  fixing  a 
time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.     That  said  city  shall  be  divided  into  election 

precincts,  and  that  the  boundaries  thereof  shall  be  as  follows: 
FIRST  PRECINCT— FIRST  WARD. 
Commencing  in  the  center  line  of  Olney  street  at  its  intersection 
with  the  center  line  of  Thirty-fourth  street,  thence  east  along  the 
center  line  of  Thirty-fourth  street,  to  the  center  line  of  School  street; 
thence  south  along  the  center  line  of  School  street  to  the  center  line 
of  Thirty-first  street;  thence  east  along  the  center  line  of  Thirty-first 
street  to  the  corporation  line  east;  thence  south  and  east  along  the 
corporation  line  east;  thence  south  and  east  along  the  corporation 
line  to  the  center  line  of  Emerson  avenue;  thence  south  along  the 
center  line  of  Emerson  avenue  to  north  right-of-way  line  of  the 
C.  C.  C.  &  St.  L.  railway;  thence  southwest  along  the  right-of-way 
line  of  the  C.  C.  C.  St.  L.  railway  to  the  center  line  of  Thirtieth 
street  as  produced  east;  thence  west  along  the  center  line  of  Thirtieth 
street  as  produced  east  and  the  center  line  of  Thirtieth  street  to  the 
center  line  of  Olney  street;  thence  north  along  the  center  line  of 


March  28, 1925]  city  of  Indianapolis,  ind.  123 


Thirty-fourth  street,  the  place  of  beginning,  shall  constitute  the  First 
Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 

SECOND  PRECINCT— FIRST  WARD. 
Commencing  in  the  center  line  of  Olney  street  at  its  intersection 
with  the  center  line  of  Thirtieth  street;  thence  east  along  the  center 
line  of  Thirtieth  street,  and  said  line  extended  east  to  the  north 
right-of-way  line  of  the  C.  C,  C.  &  St.  L.  railway;  thence  south  along 
the  north  right-of-way  line  of  the  C.  C.  C.  &  St.  L.  railway  to  the 
center  line  of  Sherman  Drive;  thence  north  along  the  center  line  of 
Sherman  Drive  to  the  center  line  of  Twenty-fifth  street; 
thence  west  along  the  center  line  of  Twenty-fifth  street; 
thence  west  along  the  center  line  of  Twenty-fifth  street  to  the 
center  line  of  Olney  street;  thence  north  along  the  center  line  of 
Olney  street  to  the  center  line  of  Thirtieth  street,  the  place  of  be- 
ginning, shall  constitute  the  Second  Precinct  of  the  First  Ward  in 
the  City  of  Indianapolis. 

THIRD  PRECINCT— FIRST  WARD. 

Commencing  at  the  center  line  of  Keystone  avenue  at  its  inter- 
section with  the  center  line  of  Thirty-fourth  street;  thence  east  along 
the  center  line  of  Thirty-fourth  street  to  the  center  line  of  Olney 
street;  thence  south  along  the  center  line  of  Olney  street  to  the 
center  line  of  Twenty-fifth  street;  thence  west  along  the  center  line 
of  Twenty-fifth  street  to  the  center  line  of  Keystone  avenue;  thence 
north  along  the  center  line  of  Keystone  avenue  to  the  center  line 
of  Thirty-fourth  street,  the  place  of  beginning,  shall  constitute  the 
Third  Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 
FOURTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Ralson  avenue  at  its  inter- 
section with  the  center  line  of  Thirty-fourth  street;  thence  east  along 
the  center  line  of  Thirty-fourth  street  to  the  center  line  of  Keystone 
avenue;  thence  south  along  the  center  line  of  Keystone  avenue  to 
the  center  line  of  Bloyd  avenue;  thence  west  along  the  center  line  of 
Bloyd  avenue*  to  the  center  line  of  Sherbrook  street;  thence  south 
along  the  center  line  of  Sherbrook  street  to  the  center  line  of  Lawr- 
ence street;  thence  west  along  the  center  line  of  Lawrence  street, 
continuing  west  with  the  center  line  of  Bloyd  avenue  to  the  center 
line  of  Hillside  avenue;  thence  northeast  along  the  center  line  of 
Hillside  avenue;  to  the  north  right-of-way  line  of  the  Indianapolis 
Union  railway;  thence  west  along  the  north  right-of-way  line  of  the 
Indianapolis  Union  railway  to  the  center  line  of  Ralston  avenue; 
thence  north  along  the  center  line  of  Ralston  avenue  to  the  center 
line  of  Thirty-fourth  strec%  the  place  of  beginning,  shall  constitute 
the  Fourth  Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 
FIFTH   PRECINCT— FIRST   WARD. 

Commencing  at  the  center  line  of  Twenty-first  street  at  its 
intersection  with  the  center  line  of  Dearborn  street;  thence  north 
along  the  center  line  of  Dearborn  street  to  the  center  line  of  Massa- 
chusetts avenue;  thence  northeast  along  the  center  line  of  Massa- 
chusetts avenue  to  the  center  line  of  Sherman  Drive;  thence  north 
along  the  center  line  of  Sherman  Drive  to  the  north  right-of-way 
line  of  the  C.  C.  C.  &St.  L.  railway;  thence  northeast  along  the  right- 
of-way  line  of  the  C.  C.  C.  &  St.  L.  railway  to  the  center  line  of 
Thirtieth  street  as  produced  east;  thence  east  along  the  center  line 
of  Thirtieth  street  as  produced  east,  to  the  center  line  of  Emerson 
avenue;   thence  southwest,   south,  west,   southwest,  northeast,  north, 
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east,  south,  northeast,  south,  east  and  south  along  the  meanderings 
of  the  corporation  line  to  the  center  line  of  Twenty-first  street; 
thence  west  along  the  center  line  of  Twenty-first  street  to  the  center 
line  of  Dearborn  street,  the  place  of  beginning,  shall  constitute  the 
Fifth  Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Wheeler  street  at  its  inter- 
section with  the  center  line  of  Twenty-fifth  street;  thence  east  along 
the  center  line  of  Twenty-fifth  stret  to  he  center  line  of  Sherman 
Drive;  hence  south  along  the  center  line  of  Sherman  Drive  to  the 
center  line  of  Massachusetts  avenue;  thence  southwest  along  the 
center  line  of  Massachusetts  avenue  to  the  center  line  of  Wheeler 
street  produced  south;  thence  north  along  the  center  line  of  Wheeler 
street  produced  south,  and  Wheeler  street  to  the  center  line  of 
Twenty-fifth  street,  the  place  of  beginning,  shall  constitute  the  Sixth 
Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 

SEVENTH   PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Keystone  avenue  at  its  inter- 
section with  the  center  line  of  Twenty-fifth  street;  thence  east  along 
the  center  line  of  Twenty-fifth  street  to  the  center  line  of  Wheeler 
street;  thence  south  along  the  center  line  of  Wheeler  street  and  Wheel- 
er street  produced  south  to  the  center  line  of  Massachusetts  avenue; 
thence  southwest  along  the  center  line  of  Massachusetts  avenue  to 
the  center  line  of  Rural  street;  thence  north  along  the  center  line  of 
Rural  street  to  the  center  line  of  Bloyd  avenue;  thence  northwest 
and  west  along  the  center  line  of  Bloyd  avenue  to  the  center  line  of 
Keystone  avenue;  thence  north  along  the  center  line  of  Keystone 
avenue  to  the  center  line  of  Twenty-fifth  street,  the  place  of  be- 
ginning, shall  constitute  the  Seventh  Precinct  of  the  First  Ward  in 
the  City  of  Indianapolis. 

EIGHTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Sherbrook  street  at  its  inter- 
section with  the  center  line  of  Bloyd  avenue;  thence  northeast,  east 
and  southeast  along  the  center  line  of  Bloyd  avenue  to  the  center 
line  of  Rural  street;  thence  south  along  the  center  line  of  Rural 
street  to  the  center  line  of  Seventeenth  street;  thence  west  along 
the  center  line  of  Seventeenth  street  to  the  center  line  of  Tacoma 
avenue;  thence  north,  northeast,  north  and  northwest  along  the  center 
line  of  Tacoma  avenue  to  the  center  line  of  Valley  Drive;  thence 
west,  southwest,  west,  and  northwest  along  the  center  line  of  Valley 
Drive  to  the  center  line  of  Roosevelt  avenue;  thence  north  along  the 
center  line  of  Roosevelt  avenue  to  the  ceriter  line  of  Gertrude  avenue; 
thence  north  along  the  center  line  of  Gertrude  avenue  to  the  center 
line  of  Lawrence  street;  thence  east  along  the  center  line  of  Lawr- 
ence street  to  the  center  line  of  Sherbrook  street;  thence  north  along 
the  center  line  of  Sherbrook  street  to  the  center  line  of  Bloyd  avenue, 
the  place  of  beginning,  shall  constitute  the  Eighth  Precinct  of  the 
First  Ward  in  the  City  of  Indianapolis. 

NINTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Martindale  avenue  at  its  inter- 
section with  the  north  right-of-way  line  of  the  Indianapolis  Union 
railway;  thence  east  along  the  north  right-of-way  line  of  the  Indi- 
anapolis Union  railway  to  the  center  line  of  Hillside  avenue;  thence 
southwest  along  the  center  line  of  Hillside  avenue  to  the  center  line 
of  Roosevelt  avenue,  and  continuing  southwest  with  the  center  line 
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of  Roosevelt  avenue  to  the  center  line  of  Commerce  avenue;  thence 
southeast  along  the  center  line  of  Commerce  avenue  to  the  center  line 
of  Massachusetts  avenue;  thence  southwest  along  the  center  line  of 
Massachusetts  avenue  to  the  center  line  of  Newman  street;  thence 
northwest  along  the  center  line  of  Newman  street  to  the  center  line  of 
Arsenal  avenue;  thence  north  along  the  center  line  of  Arsenal  avenue 
to  the  center  line  of  Fifteenth  street;  thence  west  along  center  line  of 
Fifteenth  stret  to  the  center  line  of  Martindale  avenue;  thence  north 
along  the  center  line  of  Martindale  avenue  to  the  north  right-of-way 
line  of  the  Indianapolis  Union  railway,  the  place  of  begining,  shall 
constitute  the  Ninth  Precinct  of  the  First  Ward  in  the  City  of  Indi- 
anapolis. 

TENTH  PRECINCT— FIRST  WARD. 
Commencing  in  the  center  line  of  the  Monon  railway  at  its 
intersection  with  the  north  right-of-way  line  of  the  Indianapolis 
Union  railway;  thence  east  along  the  north  right-of-way  line  of  the 
Indianapolis  Union  railway  to  the  center  line  of  Martindale  avenue 
thence  south  along  the  center  line  of  Martindale  avenue 
to  the  center  line  of  Seventeenth  street;  thence  west  along  the  center 
line  of  Seventeenth  street  to  the  center  line  of  the  Monon  railway; 
thence  north  along  the  center  line  of  the  Monon  railway  to  the  north 
right-of-way  line  of  the  Indianapolis  Union  railway,  the  place  of 
beginning,  shall  constitute  the  Tenth  Precinct  of  the  First  Ward  in 
the  City  of  Indianapolis. 

ELEVENTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  the  Monon  railway  at  its  inter- 
section with  the  center  line  of  Seventeenth  street;  thence  east  along 
the  center  line  of  Seventeenth  street  to  the  center  line  of  Martindale 
avenue;  thence  south  along  the  center  line  of  Martindale  avenue  to 
the  center  line  of  Fifteenth  street;  thence  west  along  the  center  line 
of  Fifteenth  street  to  the  center  line  of  the  Monon  railway;  thence 
north  along  the  center  line  of  the  Monon  railway  to  the  center  line 
of  Seventeenth  street,  the  place  of  beginning,  shall  constitute  the 
Eleventh  Precinct  of  the  First  Ward  of  the  City  of  Indianapolis. 

TWELFTH   PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Cornell  avenue  at  its  inter- 
section with  the  center  line  of  Fifteenth  street;  thence  east  along 
the  center  line  of  Fifteenth  street  to  the  center  line  of  Arsenal 
avenue;  thence  south  along  the  center  line  of  Arsenal  avenue  to  the 
center  line  of  Newman  street;  thence  southeast  along  the  center 
line  of  Newman  street  to  the  center  line  of  Massachusetts  avenue; 
thence  southwest  along  the  center  line  of  Massachusetts  avenue  to 
the  center  line  of  Cornell  avenue;  thence  north  along  the  center  line 
of  Cornell  avenue  to  the  center  line  of  Fifteenth  street,  the  place  of 
beginning,  shall  constitute  the  Twelfth  Precinct  of  the  First  Ward 
in  the  City  of  Indianapolis. 

THIRTEENTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Hillside  avenue,  at  its  inter- 
section with  the  center  line  of  Bloyd  avenue;  thence  east  along  the 
center  line  of  Bloyd  avenue  to  the  center  line  of  Lawrence  street 
and  continuing  east  with  the  center  line  of  Lawrence  street  to  the 
center  line  of  Gertrude  avenue;  thence  south  along  the  center  line 
of  Gertrude  avenue  to  the  center  line  of  Roosevelt  avenue  and  con- 
tinuing south  with  the  center  line  of  Roosevelt  avenue  to  the  center 
line   of   Valley   Drive;    thence    southeast,    east    and    northeast   along 
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the  center  line  of  Valley  Drive  to  the  center  line  of  Taconia  avenue ; 
thence  east  along  the  center  line  of  Tacoma  avenue  to  the  center 
line  of  Massachusetts  avenue;  thence  southwest  along'  the  center 
line  of  Massachusetts  avenue  to  the  center  line  of  Commerce  avenue; 
thence  northwest  along  the  center  line  of  Commerce  avenue  to  the 
Center  line  of  Roosevelt  avenue;  thence  north  along  the  center  line 
of  Roosevelt  avenue  to  the  center  line  of  Hillsid  avenue  and  continu- 
ing north  with  the  center  line  of  Hillside  avenue  to  the  center  line 
of  Bloyd  avenue,  the  place  of  beginning,  shall  constitute  the  Thir- 
teenth Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 

FOURTEENTH  PRECINCT— FIRST  WARD. 

Commencing  at  the  center  line  of  Tenth  street  at  its  intersection 
with  the  center  line  of  Massachusetts  avenue;  thence  northeast  along 
the  center  line  of  Massachusetts  avenue  to  the  center  line  of  Com- 
merce avenue;  thence  southeast  along  the  center  line  of  Commerce 
avenue  to  the  center  line  of  Nowland  avenue;  thence  east  along  the 
center  line  of  Nowland  avenue  to  the  center  line  of  Tecumseh  street; 
thence  southeast  and  south  along  the  center  line  of  Tecumseh  street; 
to  the  center  line  of  Tenth  street;  thence  west  along  the  center  line 
of  Tenth  street  to  the  intersection  of  the  center  line  of  Massachusetts 
avenue,  the  place  of  beginning,  shall  constitute  the  Fourteenth  Pre- 
cinct of  the  First  Ward  in  the  City  of  Indianapolis. 

FIFTEENTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Tecumseh  street  at  its  inter- 
section with  the  center  line  of  Nowland  avenue;  thence  northeast 
along  the  center  line  of  Nowland  avenue  to  the  center  line  of  Brook- 
side  Parkway,  South  Drive;  thence  east  along  the  center  line  of 
Brookside  Parkway  South  Drive  to  the  center  line  of  Temple  avenue; 
thence  south  along  the  center  line  of  Temple  avenue  to  the  center 
line  of  Tenth  street;  thence  west  along  the  center  line  of  Tenth 
street  to  the  center  line  of  Tecumseh  street;  thence  north  and  north: 
east  along  the  center  line  of  Tecumseh  street  to  the  center  line  of 
Nowland  avenue,  the  place  of  beginning,  shall  consitute  the  Fifteenth 
Precinct  of  the  First  Ward  in  the  City  of  Indianapolis. 
SIXTEENTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Commerce  avenue  at  its  inter- 
section with  the  center  line  of  Massachusetts  avenue;  thence  north- 
east along  the  center  line  of  Massachusetts  avenue  to  the  center  line 
of  Tacoma  avenue;  thence  east,  south,  southwest  and  south  along  the 
center  line  of  Tacoma  avenue  to  the  center  line  of  Seventheenth 
street;  thence  east  along  the  center  line  of  Seventeenth  street  to  the 
center  line  of  Rural  street;  thence  south  along  the  center  line  of 
Rural  street  to  the  center  line  of  Brookside  Parkway,  South  Drive; 
thence  west  along  the  center  line  of  Brookside  Parkway,  South 
t)rive  to  the  center  line  of  Nowland  avenue;  thence  west,  southwest 
and  west  along  the  center  line  of  Nowland  avenue  to  the  center  line 
of  Commerce  avenue;  thence  northwest  along  th  center  line  of  Com- 
merce avenue  to  the  center  line  of  Massachustts  avenue,  the  place 
of  beginning,  shall  constitute  the  Sixteenth  Precinct  of  the  First 
Ward  ifi  the  City  of  Indianapolis. 

SEVENTEENTH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Temple  avenue  at  its  inter- 
section with  the  center  line  of  Brookside  Parkway,  South  Drive; 
thence  east  along  the  center  line  of  Brookside  Parkway,  South  Drive 
to  the  center  line  of  Rural  street;  thence  north  along  the  center  line 
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of  Rurarl  street  to  the  center  line  of  Sixteenth  street;  thence  east 
along  the  center  line  of  Sixteenth  street  to  the  center  line  of  Dear- 
born street;  thence  south  along  the  center  line  of  Dearborn  street 
to  the  center  line  of  Tenth  street;  thence  west  along  the  center  line 
of  Tenth  street  to  the  center  line  of  Temple  avenue;  thence  north 
along  the  center  line  of  Temple  avenue  to  the  center  line  of  Brook- 
side  Parkway,  South  Drive,  the  place  of  beginning,  shall  constitute 
the  Seventeenth  Precinct  of  the  First  Ward  in  the  City  of  Indian- 
apolis. 

EIGHTEENTH  PRECINCT— FIRST  WARD. 
Commencing  in  the  center  line  of  Dearborn  street  at  its  inter- 
section with  the  center  line  of  Sixteenth  street;  thence  east  along  the 
center  line  of  Sixteenth  street  to  the  center  line  of  Gale  street; 
thence  south  along  the  center  line  of  Gale  street  to  the  center  line 
of  Tenth  street;  thence  west  along  the  center  line  of  Tenth  street 
to  the  center  line  of  Dearborn  street;  thence  north  along  the  center 
line  of  Dearborn  street  to  the  center  line  of  Sixteenth  street  the 
place  of  beginning  shall  constitute  the  Eighteenth  Precinct  of  the 
First  Ward  in  the  City  of  Indianapolis. 

NINETEENTH  PRECINCT— FIRST  WARD. 
Commencing  in  the  center  line  of  Rural  street  at  its  intersection 
with  the  center  line  of  Massachusetts  avenue;  thence  northeast 
along  the  center  line  of  Massachusetts  avenue  to  the  center  line  of 
Twenty-first  street;  thence  east  along  the  center  line  of  Twenty- 
first  street  to  the  center  line  of  Emerson  avenue;  thence  south  along 
the  center  line  of  Emerson  avenue  to  the  center  line  of  Sixteenth 
street;  thence  west  along  the  center  line  of  Sixteenth  street  to  the 
center  line  of  Rural  street;  thence  north  along  the  center  line  of 
Rural  street  to  the  center  line  of  Massachusetts  avenue,  the  place  of 
beginning,  shall  constitute  the  Nineteenth  Precinct  of  the  First  Ward 
in  the  City  of  Indianapolis. 

TWENTIETH  PRECINCT— FIRST  WARD. 

Commencing  in  the  center  line  of  Gale  street  at  its  intersection 
with  the  center  line  of  Sixteenth  street;  thence  east  along  the  center 
line  of  Sixteenth  street  to  the  center  line  of  Emerson  avenue;  thence 
south  along  the  center  lin  of  Emerson  avenue  to  the  center  line  of 
Tenth  street;  thence  west  along  the  center  line  of  Tenth  street  to 
the  center  line  of  Gale  street;  thence  north  along  the  center  line  of 
Gale  street  to  the  center  line  of  Sixteenth  street,  the  place  of  be- 
ginning, shall  constitute  the  Twentieth  Precinct  of  the  First  Ward 
in  the  City  of  Indianapolis. 

FIRST  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  Fall  Creek  at  its  intersection 
with  the  center  line  of  Thirtieth  street;  thence  northwest,  north, 
northeast,  north  and  northeast  along  the  meanderings  of  the  center 
line  of  Fall  Creek  to  a  point,  said  point  being:  on  the  center  line  of 
Ralston  avenue  produced  north;  thence  south  with  said  line  and  the  cen- 
ter line  of  Ralston  avenue  to  the  center  line  of  Thirtieth  street;  thence 
west  along  the  center  line  of  Thirtieth  street  to  the  renter  line  of  Fall 
Creek,  the  place  of  beginning,  shall  constitute  the  First  Precinct  of 
the  Second  Ward  in  the  City  of  Indianapolis. 

SECOND  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Twenty-eieth  street:  thence  east 
along  the  center  line  of  Twenty-eighth  stret  to   the   center  line   of 
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Ralston  avenue;  thence  south  along  the  center  line  of  Ralston  avenue 
to  the  center  line  of  Twenty-fifth  street;  thence  west  along  the 
center  line  of  Twenty-fifth  street  to  the  center  line  of  College  ave- 
nue; thence  north  along  the  center  line  of  College  avenue  to  the 
center  line  of  Twenty-eighth  street,  the  place  of  beginning,  shall 
constitute  the  Second  Precinct  of  the  Second  Ward  in  the  City  of 
Indianapolis. 

THIRD  PRECINCT— SECOND  WARD. 
Commencing  in  the  center  line  of  the  Lake  Erie  &  Western 
railway  right-of-way  at  its  intersection  with  the  center  line  of 
Twenty-fifth  street;  thence  east  along  the  center  line  of  Twenty- 
fifth  street  to  the  center  line  of  Ralston  avenue;  thence  south  along 
the  center  line  of  Ralston  avenue  to  the  center  line  of  Twenty-third 
street;  thence  west  along  the  center  line  of  Twenty-third  street  to 
the  center  line  of  the  Lake  Erie  &  Westren  railway  right-of-way; 
thence  northeasterly  along  the  center  line  of  the  Lake  Erie  & 
Western  railway  right-of-way  to  the  center  line  of  Twenty-fifth 
street,  the  place  of  beginning,  shall  constitute  the  Third  Precinct 
of  the  Second  Ward  of  the  City  of  Indianapolis. 

FOURTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  the  Lake  Erie  &  Western 
railway  right-of-way  at  its  intersection  with  the  center  line  of 
Twenty -third  street;  thence  east  along  the  center  line  of  Twenty- 
third  street  to  the  center  line  of  Ralston  avenue;  thence  south  along 
the  center  line  of  Ralston  avenue  to  the  center  line  of  the  Indian- 
apolis Union  railway  right-of-way;  thence  west  along  the  center  line 
of  the  Indianapolis  Union  railway  right-of-way  to  a  point,  said 
point  being  the  center  line  of  Twenty-first  street  extended  east;  thence 
west  along  said  line  to  the  center  line  of  the  Lake  Erie  &  Western 
railway  right-of-way;  thence  north  along  the  center  line  of  the 
Lake  Erie  &  Western  railway  right-of-way  to  the  center  line  of 
Twenty-third  street,  the  place  of  beginning,  shall  constitute  the 
Fourth  Precinct  of  the  Second  Ward  in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Twentieth  street;  thence  east  along 
the  center  line  of  Twentieth  street  to  the  center  line  of  the  Lake 
Erie  &  Western  railway  right-of-way;  thence  south  along  the  center 
line  of  Seventeenth  street;  thence  west  along  the  center  line  of 
Seventeenth  street  to  the  center  line  of  College  avenue;  thence  north 
along  the  center  line  of  College  avenue  to  th  center  line  of  Twentieth 
street,  the  place  of  beginning,  shall  constitute  the  Fifth  Precinct 
of  the  Second  Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— SECOND   WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Seventeenth  street;  thence  east 
along  the  center  line  of  Seventeenth  street  to  the  center  line  of  the 
Lake  Erie  &  Western  railway  right-of-way;  thence  south  along  the 
line  of  the  Lake  Erie  &  Western  railway  right-of-way  to  the  center 
center  line  of  the  Lake  Erie  &  Western  railway  right-of-way  to 
the  center  line  of  Fifteenth  street;  thence  west  along  he  center  line 
of  Fifteenth  street  to  the  center  line  of  College  avenue;  thence 
north  along  the  center  line  of  College  avenue  to  the  center  line  of 
Seventeenth  street,  the  place  of  beginning,  shall  constitute  the  Sixth 
Precinct  of  the   Second  Ward  in  the  City  of  Indianapolis. 
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SEVENTH  PRECINCT— SECOND  WARD. 
Commencing  in  the  center  line  of  Alabama  Street  at  its  inter- 
section with  the  center  line  of  Sixteenth  street;  thence  east  along 
the  center  line  of  Sixteenth  street  to  the  center  line  of  New  Jersey 
street;  thence  north  along  the  center  line  of  New  Jersey  street  to 
the  center  line  of  Seventeenth  street;  thence  east  along  center  line 
of  Sevententh  street  to  the  center  line  of  College  avenue;  thence 
south  along  the  center  line  of  College  avenue  to  the  center  line  of 
Fifteenth  street;  thence  west  along  the  center  line  of  Fifteenth  street 
to  the  center  line  of  Central  avenue;  thence  north  along  the  center 
line  of  Central  avenue  to  the  center  line  of  Fifteenth  street  extended 
west;  thence  west  along  the  center  line  of  Fifteenth  street  to  the 
center  line  of  Alabama  street;  thence  north  along  the  center  line  of 
Alabama  street  to  the  center  line  of  Sixteenth  street,  the  place  of 
beginning,  shall  constitute  the  Seventh  Precinct  of  the  Second  Ward 
in  the  City  of  Indianapolis. 

EIGHTH  PRECINCT— SECOND  WARD. 
Commencing  in  the  center  line  of  Ruckle  street  at  its  inter- 
section with  the  center  line  of  Twenty-first  street;  thence  east  along 
the  center  line  of  Twenty-first  street  to  the  center  line  of  College 
avenue;  thence  south  along  the  center  line-  of  College  avenue  to 
the  center  line  of  Seventeenth  street;  thence  west  along  the  center 
line  of  Seventeenth  street  to  the  center  line  of  Ruckle  street;  thence 
north  along  the  center  line  of  Ruckle  street  to  the  center  line  of 
Twenty-first  street,  the  place  of  beginning,  shall  constitute  the 
Eighth  Precinct  of  the  Second  Ward  in  the  City  of  Indianapolis. 

NINTH   PRECINCT— SECOND    WARD. 

Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
section with  the  center  line  of  Twenty -first  street:  thence  east  along 
the  center  line  of  Twenty-first  street  to  the  center  line  of  Ruckle  street; 
thence  south  along  the  center  line  of  Ruckle  street  to  the  center  line 
of  Seventeenth  street;  thence  east  along  the  center  line  of  Seventeenth 
street  to  the  center  line  of  Central  avenue:  thencp  south  alone1  the 
center  line  of  Central  avenue  to  the  center  line  of  Seventeenth  street 
running  west;  thence  west  along  the  center  line  of  Seventeenth 
street  to  the  center  line  of  New  Jersey  street:  thence  south  along 
the  center  line  of  New  Jersey  street  to  the  center  line  of  Sixteenth 
street;  thence  west  along  the  center  line  of  Sixteenth  street  to  the 
center  line  of  Alabama  street;  thence  north  along  the  center  line  of 
Alabama  street  to  the  center  line  of  Twenty-first  street,  the  place 
of  beginning,  shall  constitute  the  Ninth  Precinct  of  the  Second  Ward 
in  the  City  of  Indianapolis. 

TENTH   PRECINCT— SECOND   WARD. 

Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
section with  the  center  line  of  Twenty-third  street;  thence  east  along 
the  center  line  of  Twenty-third  street  to  the  center  line  of  Colleee 
avenue;  thence  south  along  the  center  line  of  College  avenue  to 
the  center  line  of  Twenty-first  street:  thence  west  along  the  center 
line  of  Twenty-first  street  to  the  center  line  of  Alabama  street; 
thence  north  along  the  center  line  of  Alabama  street  to  the  center 
line  of  Twenty-third  street,  the  place  of  beginning,  shall  constitute 
the  Tenth  Precinct  of  the  Second  Ward  in  the  City  of  Indianapolis. 
ELEVENTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
section with  the  center  line  of  Twenty-fifth  street;  thence  east  along 
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the  center  line  of  Twenty-fifth  street  to  the  center  line  of  College 
avenue;  thence  south  along  the  center  line  of  College  avenue  to  the 
center  line  of  Twenty-third  street;  thence  west  along'  the  center 
line  of  Twenty-third  street  to  the  center  line  of  Alabama  street; 
thence  north  along  the  center  line  of  Alabama  street  to  the  center 
line  of  Twenty-fifth  street,  the  place  of  beginning,  shall  constitute . 
the  Eleventh  Precinct  of  the  Second  Ward  in  the  City  of  Indianapolis. 

TWELFTH  PRECINCT— SECOND  WARD. 
Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
Section  with  the  center  line  of  Pall  Creek;  thence  east,  northeast 
and  east  along  the  meanderings  of  the  center  line  of  Fall  Creek  to 
the  center  line  of  College  avenue;  thence  south  along  the  center 
line  of  College  avenue  to  the  center  line  of  Twentv-fifth  street; 
thence  west  along  the  center  line  of  Twenty-fifth  street  to 
of  Fall  Creek  to  the  place  of  beginning,  shall  constitute  the  Twelfth 
Precinct  of  the4  Second  Ward  in  the  City  of  Indianapolis. 

THIRTEENTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Twenty-fifth  street;  thence  east  along' 
the  center  line  of  Twenty-fifth  street  to  the  center  line  of  the  Lake 
Erie  &  Western  railway  right-of-way;  thence  south-westerly  along1 
the  center  line  of  the  Lake  Erie  &  Western  railway  right-of-way  to 
the  center  line  of  Twenty-third  street;  thence  west  along  the  center 
line  of  Twenty-third  street  to  the  center  line  of  College  avenue; 
thence  north  along  the  center  line  of  College  avenue  to  the  center 
line  of  Twenty-fifth  street,  the  place  of  beginning,  shall  constitute 
the  Thirteenth  Precinct  of  the  Second  Ward,  in  the  City  of  Indi- 
anapolis. 

FOURTEENTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Twenty-third  street;  thence  east 
along  the  center  line  of  Twenty-third  street  to  the  center  line  of 
the  Lake  Erie  &  Western  railway  right-of-way:  thence  south  along 
the  center  line  of  the  Lake  Erie  &  Western  railway  right-of-way  to 
the  center  line  of  Twentieth  street;  thence  west  along  the  center 
line  of  Twentieth  street  to  the  center  line  of  College  avenue;  thence 
north  along  the  center  of  College  avenue;  to  the  center  line  of 
Twenty-third  street,  the  place  of  beginning,  shall  constitute  the 
Fourteenth  Precinct  of  the  Second  Ward  in  the  City  of  Indianapolis. 
FIFTEENTH  PRECINCT— SECOND  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
Section  with  the  center  line  of  Fall  Creek;  thence  in  a  northeasterly 
direction  along  the  meanderings  of  the  centerline  of  Fall  Creek  to 
the  center  line  of  Thirtieth  street;  thence  east  along  the  center  line 
of  Thirtieth  street  to  the  center  line  of  Ralston  avenue;  thence 
South  along  the  center  line  of  Ralston  avenue  to  the  center  line  of 
Twenty-eigth  street;  thence  west  along  the  center  line  of  Twenty- 
th  center  line  of  Twenty-third  street  to  the  center  line 
of  Meridian  street;  thence  north  along  the  center  line  of  Meridian 
Street  to  the  center  line  of  Fall  Creek,  the  place  of  beginning,  shall 
Constitute  the  First  Precinct  of  the  Third  Ward  in  the  City  of  Indi- 
anapolis. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Fall  Creek;  thence  northeasterly  along 
the  meanderings  of  the  center  line  of  Fall  Creek  to  the  center  line 
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of  Alabama  street;  thence  south  along  the  center  line  of  Alabama 
street  to  the  center  line  of  Twenty-third  street;  thence  -west  along 
the  center  line  of  Twenty-third  street  of  Twnty-third  street  to  the 
center  line  of  Meridian  street;  thence  north  along  the  center  line  of 
Meridian  street  to  the  center  line  of  Fall  Creek,  the  place  of  be- 
ginning, shall  constitute  the  First  Precinct  of  the  Third  Ward  in 
the   City  of  Indianapolis. 

SECOND  PRECINCT— THIRD  WARD. 
Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Fall  Creek;  thence  north  and  north- 
easterly along  the  meanderings  of  the  center  line  of  Fall  Creek  to 
the  center  line  of  Meridian  street;  thence  south  along  the  center  line 
of  Meridian  street  to  the  center  line  of  Twenty-second  street;  thence 
of  Capitol  avenue;  thence  south  along  the  center  line 
of  Capitol  avenue  to  the  center  line  of  McLain  Place; 
thence  west  along  the  center  line  of  McLain  place  to  the 
center  line  of  Boulevard  Place;  thence  north  along  the  center  line 
of  Boulevard  Place  to  the  center  line  of  Fall  Creek,  the  place  of  be- 
ginning, shall  constitute  the  Second  Precinct  of  the  Third  Ward  in 
the  City  of  Indianapolis. 

THIRD    PRECINCT— THIRD    WARD. 

Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  center  line  of  Fall  Creek;  thence  southeast  and 
easterly  along  the  meanderings  of  the  center  line  of  Fall  Creek  to 
the  center  line  of  Boulevard  Place;  thence  south  along  the  center 
line  of  Boulevard  Place  to  the  center  line  of  Seventeenth  street; 
thence  west  along  the  center  line  of  Seventeenth  street  to  the  center 
line  of  Northwestern  avenue;  thence  north,  northwest  and  north  along 
the  center  line  of  Northwestern  avenue  to  the  center  line  of  Fall 
Creek,  the  place  of  beginning  shall  constitute  the  Third  Precinct  of 
the  Third  Ward,  in  the  City  of  Indianapolis. 

FOURTH    PRECINCT— THIRD    WARD. 

Commencing  in  the  center  line  of  Capitol  avenue  at  its  inter- 
section with  the  center  line  of  Twenty-second  street;  thence  east 
along  the  center  line  of  Twenty-second  street  to  the  center  line  of 
Meridian  street;  thence  south  along  the  center  line  of  Meridian  street 
to  the  center  line  of  Nineteenth  street;  thence  west  along  the  center 
line  of  Nineteenth  street  to  the  center  line  of  Capitol  avenue;  thence 
north  along  the  center  line  of  Capitol  avenue  to  the  center  line  of 
Twentieth  street;  thence  west  along  the  center  line  of  Twentieth 
street  to  the  center  line  of  Boulevard  Place;  thence  north  along  the 
center  line  of  Boulevard  Place  to  the  center  line  of  McLain  Place; 
thence  east  along  the  center  line  of  McLain  Place  to  the  center  line 
of  Capitol  avenue;  thence  north  along  the  center  line  of  Capitol  ave- 
nue to  the  center  line  of  Twenty-second  street,  the  place  of  beginning, 
shall  constitute  the  Fourth  Precinct  of  the  Third  Ward  in  the  City 
of  Indianapolis. 

FIFTH  PRECINCT— THIRD  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Twenty-first  street;  thence  east  along 
the  center  line  of  Twenty-first  street  to  the  center  line  of  Pennsyl- 
vania street;  thence  north  along  the  center  line  of  Pennsylvania 
street  to  the  center  line  of  Twenty-first  street  annex;  thence  east 
along  the  center  line  of  Twenty-first  street  annex  to  the  center  line 
of  Talbot  avenue;  thence  north  along  the  center  line  of  Talbot  avenue 
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to  the  center  line  of  Twenty-first  street;  thence  east  along  the 
center  line  of  Twenty-first  street  to  the  center  line  of  Alabama 
street;  thence  south  along  the  center  line  of  Alabama  street  to  the 
center  line  of  Nineteenth  street;  thence  west  along  the  center  line 
of  Nineteenth  street  to  the  center  line  of  Talbot  avenue;  thence 
south  along  the  center  line  of  Talbot  avenue  to  the  center  line  of 
Eighteenth  street;  thence  west  along  the  center  line  of  Eighteenth 
street  to  the  center  line  of  Meridian  street;  thence  north  along  the 
center  line  of  Meridian  street  to  the  center  line  of  Twenty-first  street, 
the  place  of  beginning,  shall  constitute  the  Fifth  Precinct  of  the 
Third  Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— THIRD  WARD. 

Commencing  in  the  center  line  of  Merdian  street  at  its  inter- 
section with  the  center  line  of  Eighteenth  street;  thence  east  along 
the  center  line  of  Eighteenth  street  to  the  center  line  of  Talbot  ave- 
nue; thence  north  along  the  center  line  of  Talbot  avenue  to  the  center 
line  of  Nineteenth  street;  thence  east  along  the  center  line  of  Nine- 
teenth street  to  the  center  line  of  Alabama  street;  thence  south 
along  the  center  line  of  Alabama  street  to  the  center  line  of  Six- 
teenth street;  thence  west  along  the  center  line  of  Sixteenth  street 
to  the  center  line  of  Meridian  street;  thence  north  along  the  center 
line  of  Meridian  street  to  the  center  line  of  Eighteenth  street,  the 
place  of  beginning,  shall  constitute  the  Sixth  Precinct  of  the  Third 
Ward  in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— THIRD  WARD. 

Commencing  in  the  center  line  of  Missouri  street  at  its  inter- 
section with  the  center  line  of  Sixteenth  street;  thence  east  along 
the  center  line  of  Sixteenth  street  to  the  center  line  of  Capitol  ave- 
nue; thence  south  along  the  center  line  of  Capitol  avenue  to  the 
center  line  of  Twelfth  street;  thence  west  along  the  center  line  of 
Twelfth  street  to  the  center  line  of  Missouri  street;  thence  north 
along  the  center  line  of  Missouri  street  to  the  center  line  of  Sixteenth 
street,  the  place  of  beginning  shall  constitute  the  Seventh  Precinct  of 
the  Third  Ward  in  the  City  of  Indianapolis. 

EIGHTH  PRECINCT— THIRD   WARD. 

Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  center  line  of  Seventeenth  street;  thence  east 
along  the  center  line  of  Seventeenth  street  to  the  center  line  of  Boule- 
vard Place;  thence  south  along  the  center  line  of  Boulevard  Place 
to  the  center  line  of  Sixteenth  street;  thence  west  along  the  center 
line  of  Sixteenth  street  to  the  center  line  of  Missouri  street;  thence 
fouth  along  the  center  line  of  Missouri  street  to  the  centeer  line  of 
Twelfth  street;  thence  west  along  the  center  line  of  Twelfth  street 
to  the  center  line  of  West  street;  thence  north  along  the  center  line 
of  West  street  to  the  center  line  of  Northwestern  avenue  and  con- 
tinuing north  along  the  center  line  of  Northwestern  avenue  to  the 
center  line  of  Seventeenth  street,  the  place  of  beginning,  shall  con- 
stitute the  Eighth  Precinct  of  the  Third  Ward  in  the  City  of  Indi- 
anapolis. 

NINTH    PRECINCT— THIRD    WARD. 

Commencing  in  the  center  line  of  West  street  at  its  intersection 
with  the  center  line  of  Twelfth  street;  thence  east  along  the  center 
line  of  Twelfth  street  to  the  center  line  of  Capitol  avenue;  thence 
south  along  the  center  line  of  Capitol  avenue  to  the  center  line  of 
Pratt  street;  thence  west  along  the  center  line  of  Pratt  street;  thence 
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west  along  the  center  line  of  Pratt  street  to  the  center  line  of  West 
street;  thence  north  along  the  center  line  of  West  street  to  the 
center  line  of  Twelfth  street,  the  place  of  beginning,  shall  constitute 
the  Ninth  Precinct  of  the  Third  Ward  in  the  City  of  Indianapolis. 

TENTH    PRECINCT— THIRD    WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section  with  the  center  line  of  Twenty-third  street;  thence  east  along 
the  center  line  of  Twenty-third  street  to  the  center  line  of  Alabama 
street;  thence  south  along  the  center  line  of  Alabama  street  to  the 
center  line  of  Twenty-first  street;  thence  west  along  the  center  line 
of  Twenty-first  street  to  the  center  line  of  Talbot  avenue;  thence 
south  along  the  center  line  of  Talbot  avenue  to  the  center  line  of 
Twenty-first  street  Annex;  thence  west  along  center  line  of  Twenty- 
first  street  Annex  to  the  center  line  of  Pennsylvania  street;  thence 
south  along  the  center  line  of  Pennsylvania  street  to  the  center  line 
of  Twenty-first  street;  thence  west  along  the  center  line  of  Twenty- 
first  street  to  the  center  line  of  Meridian  street;  thence  north  along 
the  center  line  of  Meridian  street  to  the  center  line  of  Twenty-third 
street,  the  place  of  beginning,  shall  constitute  the  Tenth  Precinct 
of  the  Third  Ward  in  the  City  of  Indianapolis. 

ELEVENTH  PRECINCT— THIRD  WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Twentieth  street;  thence  east  along  the 
center  line  of  Twentieth  street  to  the  center  line  of  Capitol  avenue; 
thence  south  along  the  center  line  of  Capitol  avenue  to  the  center 
line  of  Nineteenth  street;  thence  east  along  the  center  line  of  Nine- 
teenth street  to  the  center  line  of  Meridian  street;  thence  south 
along  the  center  line  of  Meridian  street  to  the  center  line  of  Six- 
teenth street;  thence  west  along  the  center  line  of  Sixteenth  street 
the  center  line  of  Boulevard  Place;  thence  north  along  the  center 
line  of  Boulevard  Place  to  the  center  line  of  Twentieth  street,  the 
place  of  beginning,  shall  constitute  the  Eleventh  Precinct  of  the 
Third  Ward  in  the  City  of  Indianapolis. 

FIRST   PRECINCT— FOURTH    WARD. 

Commencing  in  the  center  line  of  Guilford  avenue  at  its  inter- 
section with  the  center  line  of  Maple  Road;  thence  east  along  the 
center  line  of  Maple  Road  to  the  center  line  of  Fall  Creek;  thence 
southwesterly  along  the  meanderings  of  the  center  line  of  Fall  Creek 
to  the  center  line  of  Thirty-fourth  street;  thence  west  along  the 
center  line  of  Thirty-fourth  street  to  the  center  line  of  Guilford  ave- 
nue; thence  north  along  the  center  line  of  Guilford  avenue  to  the 
center  line  of  Maple  Road,  the  place  of  beginning,  shall  constitute 
the  First  Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis 

SECOND  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Central  avenue  at  its  intei 
section  with  the  center  line  of  Maple  Road;  thence  east  along  the 
center  line  of  Maple  Road  to  the  center  line  of  Guilford  avenue; 
thence  south  along  the  center  line  of  Guilford  avenue  to  the  center 
line  of  Thirty-fourth  street;  thence  west  along  the  center  line  of 
Thirty-fourth  street  to  the  center  line  of  Central  avenue ;  thence 
north  along  the  center  line  of  Central  avenue  to  center  line  of  Maple 
Road,  the  place  of  beginning,  shall  constitute  the  Second  Precinct 
of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
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THIRD  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  linee  of  Maple  Road;  thence  east  along  the 
center  line  of  Maple  Road  to  the  center  line  of  Central  avenue* 
thence  south  along  the  center  line  of  Central  avenue  to  the  center 
line  of  Thirty-four  street;  thence  west  along  the  center  line  of 
Thirty-four  street  to  the  center  line  of  Meridian  street;  thence  north 
along  the  center  line  of  Meridian  street  to  the  center  line  of  Maple 
Road,  the  place  of  beginning,  shall  constitute  the  Third  Precinct 
of  the  Fourth  Ward  in  the   City  of  Indianapolis. 

FOURTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  of  Maple  Road;  thence  east  along  the  center 
line  of  Maple  Road  to  the  center  line  of  Meridian  street;  thence 
south  along  the  center  line  of  Meridian  street  to  the  center  line  of 
Thirty-sixth  street;  thence  west  along  the  center  line  of  Thirty- 
sixth  street  to  the  center  line  of  Boulevard  Place:  thence  north  along: 
the  center  line  of  Boulevard  Place  to  the  center  line  of  Maple  Road, 
the  place  of  beginning,  shall  constitute  the  Fourth  Precinct  of  the 
Fourth  Ward  in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Thirty-sixth  street;  thence  east  along 
the  center  line  of  Thirty-sixth  street  to  the  center  line  of  Meridian 
street;  thence  south  along  the  center  line  of  Meridian  street  to  the 
center  line  of  Thirty-fourth  street;  thence  west  along  the  center  line" 
of  Thirty-fourth  street  to  the  center  line  of  Boulevard  Place ;  thence 
north  along  the  center  line  of  Boulevard  Place  to  the^  center  line  of 
Thirty-sixth  street,  the  place  of  beginning,  shall  constitute  the  Fifth 
Precinct  of  the  Fourth  Ward  in  the   City  of  Indianapolis. 

SIXTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section withthe  center  line  of  Thirty-fourth  street;  thence  east  along 
the  center  line  of  Thirty-fourth  street  to  the  center  line  of  Meridian 
street;  thence  south  along  the  center  line  of  Meridian  street  to  the 
Center  line  of  Thirty-second  street;  thence  west  along  the  center  line 
of  Thirty-second  street  to  the  center  line  of  Boulevard  Place;  thence 
north  along  the  center  line  of  Boulevard  Place  to  the  center  of  Thirty- 
fourth  street,  the  place  of  beginning,  shall  constitute  the  Sixth  Pre- 
cinct of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
SEVENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Thirty-fourth  street;  thence  east  along 
the  center  line  of  Thirty-fourth  street  to  the  center  line  of  Wash- 
ington Boulevard;  thence  south  along  the  center  line  of  Washington 
Boulevard  to  the  center  line  Thirtieth  street;  thence  west  along  the 
Center  line  of  Thirtieth  street  to  the  center  line  of  Meridian  street; 
thence  north  along  the  center  line  of  Meridian  street  to  the  center 
line  of  Thirty-fourth  street,  the  place  of  beginning  shall  constitute  the 
Seventh  Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
EIGHTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Washington  Boulevard  at  its 
intersection  with  the  center  line  of  Thirty-fourth  street;  thence 
east  along  the  center  line  of  Thirty-fourth  street  to  the  center  line 
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of  Park  avenue;  thence  south  along  the  center  line  of  Park  avenue 
to  the  center  line  of  Thirty-first  street;  thence  west  along  the  center 
line  of  Thirty-first  to  the  center  line  of  Central  avenue;  thence  south 
along  the  center  line  of  Central  avenue  to  the  center  line  of  Thirtieth 
street;  thence  west  along  the  center  line  of  Thirtieth  street  to  the 
center  line  of  Washington  Boulevard;  thence  north  along  the  center 
line  of  Washintgon  Boulevard  to  the  center  line  of  Thirty-fourth 
street,  the  place  of  beginning,  shall  constitute  the  Eight  Precinct 
of  the  Fourth  Ward  in  the  City  of  Indianapolis. 

NINTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Park  avenue  at  its  intersection 
with  the  center  line  of  Thirty-fourth  street;  thence  east  along  the 
center  line  of  Thirty-fourth  street  to  the  centere  line  of  Fall  Creek; 
thence  south,  southwest,  south  and  southeasterly  along  the  meander- 
ings  of  the  center  line  of  Fall  Creek  to  the  center  line  of  Thirtieth 
street;  thence  west  along  the  center  line  of  Thirtieth  street  to  the 
center  line  of  College  avenue;  thence  north  along  the  center  line  of 
College  to  the  center  line  of  Thirty-first  street;  thence  west  along 
the  center  line  of  Thirty-first  street  to  the  center  line  of  Park  ave- 
nue :  thence  north  along  the  center  line  of  U ark  avenue  to  the  center  line 
of  Thirty-fourth  street,  the  place  of  beginning,  shall  constitute  the 
Ninth  Precinct  of  the  Fourth  Ward,  in  the  City  of  Indianapolis. 

TENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Central  avenue  at  its  inter- 
section with  the  center  line  of  Thirty-first  street;  thence  east  along 
the  center  line  of  Thirty-first  street  to  the  center  line  of  College  ave- 
nue; thence  south  along  the  center  line  of  College  avenue  to  the  center 
l:ne  of  Thirtieth  street;  thence  east  along  the  center  line  of  Thirtieth 
street  to  the  center  line  of  Fall  Creek;  thence  south  and  southwesterly 
along  the  meanderings  of  the  center  line  of  Fall  Creek  to  the  center 
line  of  Central  avenue;  thence  north  along  the  center  line  of  Central 
avenue  to  the  center  line  of  Thirty-first  street,  the  place  of  beginning 
shall  constitute  the  Tenth  Precinct  of  the  Fourth  Ward  in  the  City 
of  Indianapolis. 

ELEVENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Thirtieth  street ;  thence  east  along  the 
center  line  of  Thirtieth  street  to  the  center  line  of  Central  avenue; 
thence  south  along  the  center  line  of  Central  avenue  to  the  center 
line  of  Fall  Creek;  thence  west  and  southwesterly  along  the  meander- 
ings of  the  center  line  of  Fall  Creek  to  the  center  line  of  Meridian 
street;  thence  north  along  the  center  line  of  Meridian  street  to  the 
center  line  of  Thirtieth  street,  the  place  of  beginning,  shall  constitute 
the  Eleventh  Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
TWELFTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Thirty-second  street;  thence  east 
along  the  center  line  of  Thirty-second  street  to  the  center  line  of 
Meridian  street  to  the  center  line  of  Twenty-eigth  street;  thence 
west  along  the  center  line  of  Twenty-eigth  street  to  the  center  line 
of  Illinois  street;  thence  north  along  the  center  line  of  Illinois  street 
to  the  center  line  of  Twenty-ninth  street;  thence  west  along  the  center 
line  of  Twenty-ninth  street  to  the  center  line  of  Boulevard  Place; 
thence  north  along  the  center  line  of  Boulevard  Place  to  the  center 
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line  of  Thirtieth  street;  thence  west  along  the  center  line  of  Thirtieth 
street  to  the  center  line  of  Boulevard  Place  running  north;  thence 
north  along  the  center  line  of  Boulevard  Place  to  the  center  line  of 
Thirty-second  street,  the  place  of  beginning,  shall  constitute  the 
Twelfth  Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 

THIRTEENTH  PRECINCT— FOURTH  WARD 
Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  center  line  of  Maple  Road;  thence  east  along 
the  center  line  of  Maple  Road  to  the  center  line  of  Boulevard  Place: 
thence  south  along  the  center  line  of  Boulevard  place  to  the  center 
line  of  Thirtieth  street  to  the  center  of  Northwestern 
avenue;  thence  northwest  along  the  center  line  of  North- 
western avenue  to  the  center  line  of  Maple  Road,  the  place  of  be- 
ginning, shall  constitute  the  Thirteenth  Precinct  of  the  Fourth  Ward 
in  the  City  of  Indianapolis. 

FOURTEENTH  PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Indianapolis  Water  Company's 
canal  at  its  intersection  with  the  coporation  line  extended  east; 
thence  east  along  the  Corporation  line  to  the  center  line  of  North- 
western avenue  to  the  center  line  of  Thirty-fourth  street;  thence 
west  along  the  center  line  of  Thirty-fourth  street  to  the  center  line 
of  Indianapolis  Water  Company's  canal ;  thence  north  along  the  mean- 
derings  of  the  center  line  of  Indianapolis  Water  Company's  canal  to 
the  Corporation  line  extended  east,  the  place  of  beginning,  shall  con- 
stitute the  Fourteenth  Precinct  of  the  Fourth  Ward,  in  the  City  of 
Indianapolis. 

FIFTEENTH   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Indianapolis  Water  Company's 
canal  at  its  intersection  with  the  center  line  of  Thirty-fourth  street; 
thence  east  along  the  center  line  of  Thirty-fourth  street  to  the 
center  line  of  Northwestern  avenue;  thence  southeast  along  the 
center  line  of  Northwesteren  avenue  to  the  center  line  of  Thirty- 
second  street ;  thence  west  along  the  center  line  of  Thirty-second  street 
to  the  center  line  of  the  Indianapolis  Water  Company's  canal;  thence 
in  a  northerly  direction  along  the  meanderings  of  the  center  line  of 
the  Indianapolis  Water  Company's  canal  to  the  center  line  of  Thirty- 
sixth  street,  the  place  of  beginning,  shall  constitute  the  Fifteenth 
Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
SIXTEENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Thirty-second 
street;  thence  east  along  the  center  line  of  Thirty-second  street  to 
the  center  line  of  Northwestern  avenue;  thence  southeast  along  the 
center  line  of  Northwestern  avenue  to  the  center  line  of  Thirtieth 
street;  thence  west  along  the  center  line  of  Thirtieth  street  to  the 
center  line  of  the  Indianapolis  Water  Company's  canal;  thence  north- 
west along  the  meanderings  of  the  center  line  of  the  Indianapolis 
Water  Company's  canal  to  the  center  line  of  Thirtieth  street,  the 
place  of  beginning,  shall  constitute  the  Sixteenth  Precinct  of  the 
Fourth  Ward  in  the  City  of  Indianapolis. 

SEVENTEENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  he  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Thirtieth 
street;  thence  east  along  the  center  line  of  Thirtieth  street  to  the 
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center  line  of  Northwester  avenue;  thence  southeast  along  the  center 
line  of  Northwestern  avenue  to  the  center  line  of  Twenty-ninth 
street;  thence  west  along  the  center  line  of  Twenty-ninth  street  to 
the  center  line  of  the  Indianapolis  Water  Company's  canal ;  hence 
in  a  northwesterly  direction  along  the  meanderings  of  the  center  line 
of  the  Indianapolis  Water  Company's  canal  to  the  center  line  of 
Thirtieth  street,  the  place  of  beginning,  shall  constitute  the  Seven- 
teenth Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 
EIGHTEENTH    PRECINCT— FOURTH    WARD. 

Commencing  in  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Twenty-ninth 
street;  thence  west  along  the  center  line  of  Twenty-ninth  street  to 
the  center  line  of  Northwestern  avenue;  thence  southast  alone:  the 
center  line  of  Northwestern  avenue  to  the  center  line  of  Roache  street; 
thence  west  along  the  center  line  of  Roache  street  to  the  center  line 
of  the  Indianapolis  Water  Company's  canal;  thence  northwest  along 
the  meanderings  of  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  to  the  center  line  of  Twenty-ninth  street,  the  place  of 
beginning,  shall  constitute  the  Eighteenth  Precinct  of  the  Fourth 
Ward  in  the  City  of  Indianapolis. 

NINETEENTH   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  center  line  of  Thirtieth  street ;  thence  east  alone: 
the  center  line  of  Thirtieth  street  to  the  center  line  of  Boulevard 
Place  running  south;  thence  south  along  the  center  line  of  Boulevard 
Place  to  the  center  line  of  Twenty-eighth  street;  thence  west  along  the 
center  line  of  Twenty-eighth  street  to  center  line  of  Norhwestern  ave- 
nue; thence  northwest  along  the  cetner  line  of  Northwestern  avenue  to 
the  centere  line  of  Thirtieth  street,  the  place  of  beginning  shall  consti- 
tute the  Nineteenth  Precinct  of  the  Fourth  Ward  in  the  City  of  Indi- 
anapolis. 

TWENTIETH   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Twenty-ninth  street;  thence  east  along 
the  center  line  of  Twenty-ninth  street  to  the  center  line  of  Illinois 
street;  thence  south  along  the  center  line  of  Illinois  street  to  the 
center  line  of  Twenty-eight  street;  thence  east  along  the  center  line 
Of  Twenty-eight  street  to  the  center  line  of  Meridian  street;  thence 
south  along  the  center  line  of  Meridian  street  to  he  center  line  of 
Fall  Creek;  thence  in  a  southwesterly  direction  along  the  center  line 
of  the  meanderings  of  Fall  Creek  to  the  center  line  of  Tewnty-fifth 
street;  thence  west  along  the  center  line  of  Twenty-fifth  street;  thence 
along  the  center  line  of  Twenty-fifth  street  to  the  center  line  of 
Boulevard  Place;  thence  north  along  the  center  line  of  Boulevard 
Place  to  the  center  line  of  Twenty-ninth  street,  the  place  of  beginning 
shall  constitute  the  Twentieth  Precinct  of  the  Fourth  Ward  in  the 
City  of  Indianapolis. 

TWENTY-FIRST  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  ceenter  line  of  Twenty-eighth  street;  thence  east 
along  the  center  line  of  Twenty-eighth  street  to  the  center  line  of 
Boulevard  Place;  thence  south  along  the  center  line  of  Boulevard 
Place  to  the  center  line  of  Twenty-fifth  street;  thence  west  along 
the  center  line  of  Twenty-fifth  street  to  the  center  line  of  North- 
western  avenue;   thence   northwest   along  the   center   line  of   Norh- 
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western  avenue  to  the  center  line  of  Twnty-eighth  street,  the  place  of 
beginning,  shall  constitute  the  Twenty-first  Precinct  of  the  Fourth 
Ward,  in  the   City  of   Indianapolis. 

TWENTY-SECOND  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  Northwestern  avenue  at  its 
intersection  with  the  center  line  of  Twenty-fifth  street;  thence  east 
along  the  center  line  of  Twenty-fifth  street  to  the  center  line  of  Fall 
Creek;  thence  south,  southwest  and  westerly  along  the  meanderings 
of  the  center  line  of  Fall  Creek  to  the  center  line  of  Northwestern 
avenue;  thence  northwesterly  along  the  center  line  of  Northwestern 
avenue  to  the  center  line  of  Twenty-fifth  street,  the  place  of  begin- 
ning, shall  constitute  the  Twenty-second  Precinct  of  the  Fourth  Ward 
in  the  City  of  Indianapolis. 

TWENTY-THIRD  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Roache  street; 
thence  east  along  the  center  line  of  Roach  street  to  the  center  line 
of  Northwestern  avenue ;  thence  south  along  the  center  line  of  North- 
western avenue  to  the  center  line  of  Fall  Creek;  thence  northwest, 
west  and  southwest  along  the  meanderings  of  the  center  line  of 
Fall  Creek  to  the  center  line  of  the  Indianapolis  Water  Company's 
canal;  thence  in  a  northwesterly  direction  along  the  meanderings  of 
the  center  line  of  the  Indianapolis  Water  Company's  canal  to  the 
center  line  of  Roachee  street,  the  place  of  beginning  shall  constitute 
the  Twenty-third  Precinct  of  the  Fourth  Ward  in  the  City  of  Indi- 
anapolis. 

TWENTY-FOURTH   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Meyers  Free  Gravel  Road  at 
its  intersection  with  the  corporation  line  extended  east;  thence  east 
and  southwest  along  the  manderings  of  the  corporation  line  to  the 
center  line  of  the  Indianapolis  Water  Company's  canal;  thence  in  a 
southwesterly,  southerly  and  southeasterly  direction  along  the  mean- 
derings of  the  center  line  of  the  Indianapolis  Water  Company's 
canal  to  the  center  line  of  Burdsall  Parkway;  thence  west  along 
the  center  line  of  Burdsall  Parkway  to  the  center  line  of  East 
Riverside  Drive;  thence  south  along  the  center  line  of  East  River- 
side Drive  to  the  center  line  of  Twenty-second  street  as  produced 
west;  thence  west  along  the  centeer  line  of  Twnty-second  street  as 
produceed  west  to  the  center  line  of  Meyers  Free  Gravel  Road;  thence 
north  along  the  center  line  of  Meyers  Free  Gravel  Road  to  the 
corporation  line  extended  east,  the  place  of  beginning,  shall  con- 
stitute the  Twenty-fourth  Precinct  of  the  Fourth  Ward  in  the  City 
of  Indianapolis. 

TWENTY-FIFTH  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  Meyers  Free  Gravel  Road  at 
its  intersection  with  the  center  line  of  Twenty-second  street  as 
produced  west;  thence -east  along  the  center  line  of  Twenty-second 
street  as  produced  east  to  the  center  line  of  East  Riverside  Drive; 
thence  north  along  the  center  line  of  East  Riverside  Drive  to  the 
center  line  of  Burdsall  Parkway;  thence  east  along  thec  center  line 
of  Burdsall  Parkway  to  the  center  line  of  the  Indianapolis  Water 
Company's  canal;  thence  southeast  along  the  meanderings  of  the 
center  line  of  the  Indianapolis  Water  Company's  canal  to  the  center 
line  of  Fall  Creek;  thence  southwest,  south  and  southeast  along  the 
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center  line  of  the  meanderings  of  Fall  Creek  to  the  center  line  of 
Eighteenth  street;  thence  west  along  the  center  line  of  Eighteenth 
street  extended  west  to  the  corporation  line  extended  north;  thence 
north  and  west  along  the  meanderings  of  the  corporation  line  of  the 
center  line  of  Meyers  Free  Gravel  Road;  thence  north  along  the 
center  line  of  Meyers  Free  Gravel  Road  to  the  center  line  of  Twenty- 
second  street  as  produced  west,  the  place  of  bginning,  shall  constitute 
the  Twenty-fifth  Precinct  of  the  Fourth  Ward  in  the  City  of  Indi- 
anapolis. 

TWENTY-SIXTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  White  River  Parkway  at  its 
intersection  with  the  center  line  of  Eighteenth  street  as  produced 
west;  thence  east  along  the  center  line  of  Eighteenth  street  as  pro- 
duced west  to  the  center  line  of  Fall  Creek;  thence  south,  southeast, 
south,  southwest  and  west  along  the  meanderings  of  the  center  line 
of  Fall  Creek  to  the  center  line  of  White  River;  thence  northeast, 
north,  northwest  and  north  along  the  center  line  of  White  River  to 
the  center  line  of  Sixteenth  street;  thence  east  along  the  center  line 
of  Sixteenth  to  the  center  line  of  White  River  Parkway;  thence 
north  along  the  center  line  of  White  River  Parkway  to  the  center  line 
of  Eighteenth  street  as  produced  west  to  the  place  of  beginning, 
shall  constitute  the  Twenty-sixth  Precinct  of  the  Fourth  Ward  in 
the  City  of  Indianapolis. 

TWENTY-SEVENTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Fall  Creek  at  its  intersection 
with  the  center  line  of  Northwestern  avenue;  thence  south,  south- 
west and  south  along  the  center  line  of  Northwestern  avenue  to  the 
center  line  of  West  street  continuing  south  along  the  center  line  of 
West  street  to  the  center  line  of  Twelfth  street  thence;  west  along 
the  center  line  of  Twelfth  street  to  the  center  line  of  Brooks  street; 
thence  north  along  the  center  line  of  Brooks  street  to  the  center  line 
of  Thirteenth  street;  thence  west  along  the  cener  line  of  Thirteenth 
street  to  the  center  line  of  Fall  Creek;  thence  north,  northwest, 
north,  northeast,  east,  southeast  and  east  along  the  meanderings  of 
the  center  line  of  Fall  Creek  to  the  center  line  of  Northwestern  ave- 
nue, the  place  of  beginning,  shall  constitute  the  Twenty-seventh  Pre- 
cinct of  the  Fourth  Ward  in  the  City  of  Indianapolis. 

TWENTY-EIGHTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Fall  Creek  at  its  intersection 
'with  the  center  line  of  Thirteenth  street;  thence  east  along  the 
of  Thirtieth  street;  thence  west  along  the  center  line  of  Thirteenth 
south  along  the  ceenter  line  of  Brooks  street  to  the  center  line  of 
Twelfth  street;  thence  west  along  the  center  line  of  Twelfth  street 
to  the  center  line  of  West  street;  thence  south  along  the  center  line 
of  West  street  to  the  center  line  of  Tenth  street;  thence  west  along 
the  center  line  of  Tenth  street  to  center  line  of  Indiana  avenue ;  thence 
northwest  along  the  center  line  of  Indiana  avenue  to  the  center  line 
of  Fall  Creek;  thence  northeast  along  the  meanderings  of  the  center 
line  of  Fall  Creek  to  the  center  line  of  Thirteenth  street,  the  place  of 
beginning,  shall  constitute  the  Twenty-eigth  Precinct  of  the  Fourth 
Ward  in  the  City  of  Indianapolis. 

TWENTY-NINTH   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Northwestern  avenue  at  a 
point,  said  point  being  the  center  line  of  Fortieth  street  as  produced 
west;   thence   east   along  said   line  and   the   center   line   of   Fortieth 
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street  to  the  center  line  of  Illinois  street;  thence  south  along  the 
center  line  of  Illinois  street  to  the  center  line  of  Maple  Road;  thence 
west  along  the  center  line  of  Maple  Road  to  the  center  line  of 
Northwestern  avenue;  thence  northwest  along  the  center  line  of 
Northwestern  avenue  to  a  point,  said  point  being  on  the  center  line 
of  Fortieth  street  as  produced-  west,  the  place  of  beginning,  shall 
constitute  the  Twenty-ninth  Precinct  of  the  Fourth  Ward  in  the 
City  of  Indianapolis. 

THIRTIETH    PRECINCT— FOURTH    WARD. 

Commencing  in  the  center  line  of  Illinois  street  at  its  inter- 
section with  the  center  line  of  Forty-third  street;  thence  east  along 
the  center  line  of  Forty-third  street  to  the  center  line  of  Central  ave- 
nue; thence  south  along  the  center  line  of  Central  avenue  to  the 
center  line  of  Maple  Road;  thence  west  along  the  center  line  of 
Maple  Road  to  the  center  line  of  Illinois  street;  thence  north  along 
the  center  line  of  Illinois  street  to  the  center  line  of  Forty-third 
street,  the  place  of  beginning,  shall  constitute  the  Thirtieth  Precinct 
of  the  Fourth   Ward  in  the  City  of  Indianapolis. 

THIRTY-FIRST  PRECINCT— FOURTH  WARD. 

Comencing  in  the  center  line  of  Central  avenue  at  its  inter- 
section with  the  center  line  of  Forty-second  street;  thence  east 
along  the  center  line  of  Forty-second  street  to  the  center  line  of 
College  avenue;  thence  south  along  the  center  line  of  College  avenue 
to  the  center  line  of  Maple  Road;  thence  west  along  the  center  line  of 
Maple  Road  to  the  center  line  of  Central  avenue;  thence  north  along 
the  center  line  of  Central  avenue  to  the  center  line  of  Forty-second 
street,  the  place  of  beginning,  shall  constitute  the  Thirty-first  Pre- 
cinct of  the  Fourth  Ward  in  the  City  of  Indianapolis. 

THIRTY-SECOND   PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Forty-second  street;  thence  east  along 
the  center  line  of  Forty-second  street  to  the  center  line  of  the  Monon 
railway  right-of-way;  thence  south  along  the  center  line  of  the 
Monon  railway  right-of-way  to  the  center  line  of  Maple  Road;  thence 
west  along  the  center  line  of  Maple  Road  to  the  center  line  of  College 
avnue;  thence  north  along  the  center  line  of  College  avenue  to  the 
center  line  of  Forty-second  street,  the  place  of  bginning,  shall  con- 
stitute the  Thirty-second  Precinct  of  the  Fourth  Ward  in  he  City 
of  Indianapolis. 

THIRTY  THIRD  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  Park  avenue  at  its  inter- 
section with  the  center  line  of  Forty-sixth  street;  thence  east  along 
the  center  line  of  Forty-sixth  street  to  the  center  line 
of  the  Monon  railway  right-of-way;  thence  south  along 
the  center  line  of  the  Monon  railway  right-of-way  to  the  center  line 
of  Forty-second  street;  thence  west  along  the  center  line  of  Forty- 
second  street  to  the  center  line  of  Central  avenue;  thence  north  along 
the  center  line  of  Central  avenue  to  the  center  line  of  Forty-fourth 
street;  thence  east  along  the  center  line  of  Forty-fourth  street  to 
the  center  line  of  Park  avenue;  thence  north  along  the  center  line 
of  Park  avenue  to  the  center  line  of  Forty-sixth  street,  the  place  of 
beginning,  shall  constitute  the  Thirty-third  Precinct  of  the  Fourth 
Ward  in  the  City  of  Indianapolis. 
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THIRTY-FOURTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  the  Monon  railway  right-of- 
way  at  its  intersection  with  the  center  line  of  Fifty-second  street; 
thence  east  along  the  center  line  of  Fifty-second  street  to  the  center 
line  of  Arsenal  avenue;  thence  north  along  the  center  line  of  Arsenal 
avenue  to  the  center  line  of  Forty-ninth  street;  thence  west  along 
the  center  line  of  Forty-sixth  street  to  the  east  right-of-way  line  of 
the  Monon  railway;  thence  south  along  the  east  right-of-way  line 
of  the  Monon  railway  to  a  point;,  said  point  being  the  center  line 
of  Forty-fourth  street  extended  due  west;  thence  east  along  said  line 
at  the  center  line  of  Forty-fourth  street  to  the  center  line  of 
Keystone  avenue;  thence  south  along  center  line  of  Keystone  avenue  to 
the  center  line  of  Fall  Creek;  thence  in  a  southwesterly  direction 
along  the  meanderings  of  the  center  line  of  Fall  Creek  to  the 
center  line  of  Maple  Road;  thence  west  along  the  center  line  of 
Maple  Road  to  the  center  line  of  the  Monon  railway  right-of-way; 
thence  north  along  the  center  line  of  the  Monon  railway  right-of-way 
to  the  center  line  of  Fifty-second  street,  the  place  of  beginning,  shall 
constitute  the  Thirty-fourth  Precinct  of  the  Fourth  Ward  in  the 
City  of  Indianapolis. 

THIRTY-FIFTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Park  avenue  at  its  intersec- 
tion with  the  center  line  of  Fifty-second  street;  thence  east  along 
the  center  line  of  Fifty-second  street  to  the  center  line  of  the  Monon 
railway  right-of-way;  thence  south  along  the  center  line  of  the  Monon 
railway  right-of-way  to  the  ceneter  line  of  Forty-sixth  street;  thence 
west  along  the  center  line  of  Forty-sixth  street  to  the  center  line  of 
Park  avenue ;  thence  north  along  the  center  line  of  Park  avenue  to 
the  center  line  of  Fifty-second  street,  the  place  of  beginning,  shall 
constitute  the  Thirty-fifth  Precinct  of  the  Fourth  Ward  in  the  City 
of  Indianapolis. 

THIRTY-SIXTH  PRECINCT— FOURTH   WARD. 

Commencing  in  the  center  line  of  Illinois  street  at  its  intersection 
with  the  center  line  of  Fifty-second  street;  thence  east  along  the 
center  line  of  Fifty-second  street  to  the  center  line  of  Park  avenue; 
thence  south  along  the  center  line  of  Park  avenue  to  the  center  line  of 
Forty-fourth  street;  thence  west  along  the  center  line  of  Forty-fourth 
street  to  the  center  line  of  Central  avenue;  thence  south  along  the 
center  line  of  Central  avenue  to  the  center  line  of  Forty-third  street; 
thence  west  along  the  center  line  of  Forty-third  street  to  the  center 
line  of  Illinois  street;  thence  north  along  the  center  line  of  Illinois 
street  to  the  center  line  of  Fifty-second  street,  the  place  of  beginning, 
shall  constitute  the  Thirty-sixth  Precinct  of  the  Fourth  Ward  in  the 
City  of  Indianapolis. 

THIRTY-SEVENTH   PRECINCT—FOURTH   WARD. 

Commencing  in  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Forty-fourth 
street  as  produced  west;  thence  east  along  the  center  line  and  the 
east  line  of  Forty -fourth  street  to  the  center  line  of  Sunset  avenue; 
thence  north  along  the  center  line  of  Sunset  avenue  to  the  center  line 
of  Blue  Ridge  Road;  thence  east  along  the  center  line  of  Blue  Ridge 
Road  to  the  center  line  of  Boulevard  Place;  thence  south  along  the 
center  line  of  Boulevard  Place  to  the  center  line  of  Fortieth  street; 
thence  west  along  the  center  line  of  Fortieth  street  and  said  line 
produced  west  to  a  point  on  the  center  line  of  Northwestern  avenue; 


U'2  JOURNAL  OF  COMMON  COUNCIL      [Special    Meeting 


thence  northwest  on  the  Center  line  of  Northwestern  avenue  to  the 
corporation  line;  thence  northeast  and  north  along  the  meanderings 
of  the  corporation  line  to  the  center  line  of  the  Indianapolis  Water 
Company's  canal ;  thence  in  a  northeasterly  direction  along  the 
meanderings  of  the  Indianapolis  Water  Company's  canal  to  a  point, 
said  point  being  the  center  line  of  Forty-fourth  street  as  produced 
due  west,  the  place  of  beginning,  shall  constitute  the  Thirty-seventh 
Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis:. 

THIRTY-EIGHTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Boulevard  Place  at  its  inter- 
section with  the  center  line  of  Blue  Ridge  Road ;  thence  east  along 
the  center  line  of  Blue  Ridge  Road  to  the  center  lin  of  Illinois  street; 
thence  south  along  the  center  line  of  Illinois  street  to  the  center  line 
of  Fortieth  street;  thence  west  along  the  center  line  of  Fortieth  street 
the  center  line  of  Boulevard  Place;  thence  north  along  the  center 
line  of  Boulevard  Place  to  the  center  line  of  Blue  Ridge  Road,  the 
place  of  beginning,  shall  constitute  the  Thirty-eighth  Precinct  of  the 
Fourth  Ward  in  the  City  of  Indianapolis. 

THIRTY-NINTH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  at  its  intersection  with  the  center  line  of  Illinois  street; 
thence  south  along  the  center  line  of  Illinois  street  to  the  center  line 
of  Blue  Ridge  Road;  hence  west  along  the  center  line  of  Blue  Ridge 
Road  to  the  center  line  of  Sunset  avenue;  thence  south  along  the 
center  line  of  Sunset  avenue  to  the  center  line  of  Forty-fourth  street: 
thence  west  along  the  center  line  of  Forty-fourth  street  and  said  line 
produced  due  west  to  a  point  on  the  center  line  of  the  Indianapolis 
Water  Company's  canal;  thence  in  a  northeasterly  direction  along 
the  meanderings  of  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal  to  the  center  line  of  Illinois  street,  the  place  of  begin- 
ning, shall  constitute  the  Thirty-ninth  Precinct  of  the  Fourth  Ward 
in  the  City  of  Indianapolis. 

FORTIETH  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Westfield  Road  at  its  inter- 
section with  the  center  line  of  Meridian  street;  thence  south  along 
the  center  line  of  Meridian  street  to  the  center  line  of  Fifty-seventh 
street ;  thence  east  along  the  center  line  of  Fif tyseventh  street  to  the 
center  line  of  Central  avenue;  thence  south  along  the  center  line  of 
Central  avenue  to  the  center  line  of  Fifty -fourth  street;  thence  east 
along  the  center  line  of  Fifty-fourth  street  to  the  center  line  of  Park 
avenue;  thence  south  along  the  center  line  of  Park  avenue  to  the 
center  line  of  Fifty-second  street;  thence  west  along  the  center  line 
of  Fifty-second  street  to  the  center  line  of  Illinois  street ;  thence  north 
along"  the  center  line  of  Illinois  street  to  the  center  line  of  Westfield 
Road;  thence  northeast  along  the  center  line  of  Westfield  Road  to 
the  center  line  of  Meridian  street,  the  place  of  beginning,  shall  con- 
stitute the  Fortieth  Precinct  of  the  Fourth  Ward  in  the  City  of 
Indianapolis. 

FORTY-FIRST  PRECINCT— FOURTH  WARD. 
Commencing  in  the  center  line  of  Central  avenue  at  its  inter- 
section with  the  center  line  of  Fifty-seventh  street;  thence  east  along 
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the  center  line  of  Fifty-seventh  street  to  the  center  line  of  the  Monon 
railway  right-of-way ;  thence  south  along  the  center  line  of  the  Monon 
railway  right-of-way  to  the  center  line  of  Fifty-second  street;  thence 
west  along  the  center  line  of  Fifty-second  street  to  the  center  line 
of  Park  avenue;  thence  north  along  the  center  line  of  Park  avenue 
to  the  center  line  of  Fifty-fourth  street;  thence  west  along  the  center 
line  of  Fifty-fourth  street  to  the  center  line  of  Central  avenue; 
thence  north  along  the  center  line  of  Central  avenue  to  the  center 
line  of  Fifty-seventh  street,  the  place  of  beginning,  shall  constitute 
the  Forty-first  Precinct  of  the  Fourth  Ward  in  the  City  of  Indi- 
anapolis. 

FORTY-SECOND  PRECINCT— FOURTH  WARD. 

Comencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Westfield  Road;  thence  in  a  north- 
easterly direction  along  the  center  line  of  Westfield  Road  to  the 
center  line  of  College  avenue;  thence  north  along  the  center  line  of 
College  avenue  to  the  center  line  of  the  Indianapolis  Water  Com- 
pany's canal;  thence  northeasterly  along  the  meanderings  of  the 
center  line  of  the  Indianapolis  Water  Company's  canal  to  the  center 
line  of  White  River;  thence  southeasterly,  south  and  northeasterly 
along  the  meanderings  of  the  center  line  of  White  River  to  a  point, 
said  point  being  on  a  line  as  produced  due  west  of  the  coporation 
line  where  said  coporation  line  extends  east  just  north  of  Sixty- 
first  street;  thence  east  along  said  line  to  the  coporation  line  as 
extended  south  to  the  center  line  of  Sixty-first  street;  thence  east 
along  the  center  line  of  Sixty-first  street  to  the  corporation  line  east; 
thence  south,  east,  north  and  west  along  the  meanderings  of  the 
corporation  "line  to  the  center  line  of  the  Monon  railway  right-of-way ; 
thence  south  along  the  center  line  of  the  Monon  railway  right-of-way 
to  the  center  line  of  Fifty-seventh  street;  thence  west  along  the 
center  line  of  Fifty-seventh  street  to  the  center  line  of  Meridian 
street;  thence  north  along  the  center  line  of  Mridian  street  to  the 
center  line  of  Westfield  Road,  the  place  of  beginning,  shall  con- 
stitute the  Forty-second  Precinct  of  the  Fourth  Ward  in  the  City 
of  Indianapolis. 

FORTY-THIRD  PRECINCT— FOURTH  WARD. 

Commencing  in  the  center  line  of  Kessler  Boulevard  at  its  inter- 
section with  the  center  line  of  White  River;  thence  northeast,  east, 
southeast  and  southwest  along  the  center  line  of  the  meanderings 
of  White  river  to  the  corporation  line  running  southeast;  thence 
southeast,  east,  south  and  west  along  the  meanderings  of  the  cor- 
poration line  to  a  point  in  the  center  line  of  White  River,  said 
point  being  on  a  line  produced  due  west  of  the  corporation  line 
running  east  just  north  of  Sixty-first  street;  thence  southwest,  west 
and  northwesterly  along  the  meanderings  of  the  center  line  of 
White  River  to  the  center  line  of  the  Indianapolis  Water  Company's 
canal;  thence  in  a  southwesterly  direction  along  the  meanderings  of 
the  center  line  of  the  Indianapolis  Water  Company's  canal  to  the 
center  line  of  College  avenue;  thence  south  along  the  center  line 
of  College  avenue  to  the  center  line  of  Westfield  Road;  thence  south- 
westerly along  the  center  line  of  Westfield  Road  to  the  center  line 
of  Sixty-first  street;  thence  west  along  the  center  line  of  Sixty-first 
street  to  the  center  line  of  Riverview  Drive;  thence  south  along 
the   center   line   of   Riverview   Drive   to   the   center   line    of    Kessler 
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Boulevard;  thence  northwest  along  Kessler  Boulevard  to  the  center 
line  of  White  River,  the  place  of  beginning,  shall  constitute  the 
Fortv-third  Precinct  of  the  Fourth  Ward  in  the  City  of  Indianapolis. 

FIRST  PRECINCT— FIFTH  WARD. 
Commencing  in  the  center  line  of  Indiana  avenue  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  east  along  the 
center  line  of  Tenth  street  to  the  center  line  of  West  street;  thence 
southeast  along  the  center  line  of  West  street  to  the  center  line  of 
Indiana  avenue;  thence  northwest  along  the  center  line  of  Indiana 
avenue  to  the  center  line  of  Tenth  street,  the  place  of  beginning,  shall 
constitute  the  First  Precinct  of  the  Fifth  Ward  in  the  City  of  Indi- 
anapolis. 

SECOND  PRECINCT— FIFTH  WARD. 
Commencing  in  the  center  line  of  White  River  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  easterly  along 
the  meanderings  of  the  center  line  of  Tenth  street  to  the  center  line 
of  Indiana  avenue;  thence  southeast  along  the  center  line  of  Indiana 
avenue  to  the  center  line  of  Walnut  street;'  thence  west  along  the 
center  line  of  of  Walnut  street  to  the  center  line  of  Blake  street;  thence 
south  along  the  center  line  of  Blake  street  to  the  center  line  of 
of  Walnut  street,  running  west;  thence  west  along  the  center  line 
of  Walnut  street,  and  said  line  produced  due  west  to  the  center  line 
of  White  River;  thence  northerly  along  the  meanderings  of  the 
centev  line  of  White  River  to  the  center  line  of  Tenth  Street,  the 
place  of  beginning,  shall  constitute  the  Second  Precinct  of  the 
Fifth  Ward  in  the  Cit  of  Indianapolis. 

THIRD   PRECINCT— FIFTH    WARD. 

Commencing  in  the  center  line  of  White  River  at  its  intersection 
with  the  center  line  of  Walnut  street  as  produced  due  west;  thence 
east  along  said  line  to  the  center  line  of  Walnut  street  and  con- 
tinuing east  with  said  center  line  to  the  center  line  of  Blake  street; 
thence  north  along  the  center  line  of  Blake  street  to  the  center  line 
of  Walnut  street;  running  east,  thence  east  along  the  center  line 
of  Walnut  street  to  the  center  line  of  Douglass  street;  thence  south 
along  the  center  line  of  Douglass  street  to  the  centr  line  of  North 
street;  thence  west  along  the  center  line  of  North  street  to  the 
center  line  of  Agnes  street;  thence  south  along  the  center  line  of 
Agnes  street  to  the  center  line  of  Michigan  street;  thence  west  along 
the  center  line  of  Michigan  street  to  the  center  line  of  White  River: 
thence  northwesterly  along  the  meanderings  of  the  center  line  of 
White  River  to  a  point,  said  point  being  the  center  line  of  Walnut 
street  as  produced  due  west,  the  place  of  beginning,  shall  constitute 
the  Third  Precinct  of  the  Fifth  Ward  in  the  City  of  Indianapolis. 

FOURTH  PRECINCT— FIFTH  WARD. 

Commencing  in  the  center  line  of  Douglass  street  at  its  inter- 
section with  the  center  line  of  Walnut  street;  thence  east  along 
the  center  line  of  Walnut  street  to  the  center  line  of  Indiana  avenue; 
thence  southeast  along  the  center  line  of  Indiana  avnue  to  the  center 
line  of  Blackford  street;  thence  south  along  the  center  line  of  Black- 
ford street  to  the  center  line  of  New  York  street;  thence  west  along 
the  center  line  of  New  York  street  to  the  center  line  of  Blake  street; 
thence  north  along  the  center  line  of  Blake  street  to  the  center  line 
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of  Michigan  street;  thence  east  along  the  center  line  of  Michigan 
street  to  the  center  line  of  Douglass  street;  thence  north  along  the 
center  line  of  Douglass  street  to  the  center  line  of  North  street; 
thence  east  laong  the  center  line  of  North  street  to  th  center  line 
of  Douglass  street,  running  north;  thence  north  along  the  center  line 
of  Douglass  street  to  the  center  line  of  Walnut  street,  the  place  of 
beginning,  shall  constitute  the  Fourth  Precinct  of  the  Fifth  Ward 
in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— FIFTH  WARD. 

Commencing  in  the  center  line  of  Blackford  street  at  its  inter- 
section with  the  center  line  of  Indiana  avenue;  thence  southeast 
along  the  center  line  of  Indiana  avenue  to  the  center  line  of  West 
street;  thence  south  along  the  center  line  of  West  street  to  the  center 
line  of  New  York  street;  thence  west  along  the  center  line  of  New 
York  street  in  the  center  line  of  Blackford  street;  thence  north  along 
the  center  line  of  Blackford  street  to  the  center  line  of  Indiana 
avenue,  the  place  of  beginning,  shall  constitute  the  Fifth  Precinct  of 
the  Fifth  Ward  in  the   City  of  Indianapolis. 

SIXTH  PRECINCT— FIFTH  WARD. 

Commencing  in  the  center  line  of  Drover  street  at  its  inter- 
section with  the  center  line  of  New  York  street;  thence  east  along 
the  center  line  of  New  York  street  to  the  center  line  of  Blackford 
street;  thence  south  along  the  center  line  of  Blackford  street  to  the 
center  line  of  Washington  street;  thence  west  along  the  center  line 
of  Washington  street  to  the  center  line  of  White  River;  thence  in  a 
northwesterly  direction  along  the  meanderings  of  the  center  line 
of  White  River  to  a  point,  said  point  being  the  center  line  of  Drover 
street,  as  produced  due  south;  thence  north  along  said  line  to  the 
center  line  of  Drover  street,  and  coninuing  north  with  said  center  line  of 
the  center  \me  of  New  York  street,  the  place  of  beginning,  shall 
constitute  the  Sixth  Precinct  of  the  Fifth  Ward  in  the  City  of 
Indianapolis. 

SEVENTH   PRECINCT— FIFTH  WARD. 

Commencing  in  the  center  line  of  White  River  at  its  intersection 
with  the  center  line  of  Michigan  street;  thence  east  along  the  center 
line  of  Michigan  street  to  the  center  line  of  Agnes  street;  thence 
south  along  the  center  line  of  Agnes  street  to  the  center  line  of 
New  York  street;  thence  west  along  the  center  line  of  New  York 
street  to  the  center  line  of  Drover  street;  thence  south  along  the 
center  line  of  Drover  street,  and  said  center  line  as  produced  due 
south,  to  the  center  line  of  White  River;  thence  in  a  northwesterly 
direction  along  the  manderings  of  the  center  line  of  White  River 
to  the  center  line  of  Michigan  street,  the  place  of  beginning,  shall 
constitute  the  Seventh  Precinct  of  the  Fifth  Ward  in  the  City  of 
Indianapolis. 

EIGHTH    PRECINCT— FIFTH    WARD. 

Commencing  in  the  center  line  of  North  street  at  its  intersection 
with  the  center  line  of  Douglass  street;  thence  south  along  the  center 
line  of  Douglass  street  to  the  center  line  of  Michigan  street;  thence 
west  along  the  center  line  of  Michigan  street  to  the  center  line  of 
Blake  street;  thence  south  along  the  center  line  of  Blake  street  to 
the  center  line  of  Agnes  street;  thence  north  along  the  center  line 
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of  Agnes  street  to  the  center  line  of  North  street,*  thence  east  along 
the  center  line  of  North  street  to  the  center  line  of  Douglass  street, 
the  place  of  beginning,  shall  constitute  the  Eighth  Precinct  of  the 
Fifth  Ward  in  the  City  of  Indianapolis. 

FIRST  PRECINCT—SIXTH  WARD, 

Commencing  in  the  center  line  of  Pratt  street  at  its  intersection^ 
With  the  center  line  of  Pennsylvania  street;  thence  south  along  the 
center  line  of  Pennsylvania  street  to '  the  center  line  of  Michigan 
street;  thence  west  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Illinois  street;  thence  north  along  the  center  line  of 
Pratt  street;  thence  east  along  the  center  line  of  Pratt  Street  to  the 
center  line  of  Pennsylvania  street,  the  place  of  beginning,  shall 
constitute  the  First  Precinct  of  the  Sixth  Ward  in  the  City  of 
Indianapolis. 

SECOND   PRECINCT— SIXTH   WARD. 

Commencing  in  the  center  line  of  Pratt  street  at  its  intersection 
with  the  center  line  of  Illinois  street;  thence  south  along  the  center 
line  of  Illinois  street  to  the  center  line  of  Walnut  street;  thence 
west  along  the  center  line  of  Walnut  street  to  the  center  line  of  West 
street;  thence  northwest  along  the  center  line  of  West  street  to  the 
center  line  of  Pratt  street;  thence  east  along  the  center  line  of  Pratt 
street  to  the  center  line  of  Illinois  street,  the  place  of  beginning, 
shall  constitute  the  Second  Precinct  of  the  Sixth  Ward  in  the  City 
of  Indianapolis. 

THIRD  PRECINCT— SIXTH  WARD. 

Commencing  in  the  center  line  of  Walnut  street  at  its  inter- 
section with  the  center  line  of  Illinois  street;  thence  south  along 
the  center  line  of  Illinois  street  to  the  center  line  of  Michigan,  street ; 
thence  west  along  the  center  line  of  Michigan  street;  thence  west 
along  the  center  line  of  Michigan  street  to  the  center  line  of  West 
street;  thence  north  and  northeast  along  he  center  line  of  West 
street  to  the  center  line  of  Walnut  street;  thence  east  along  the  center 
line  of  Walnut  street  to  the  center  line  of  Illinois  street,  the  place  of 
beginning,  shall  constitute  the  Third  Precinct  of  the  Sixth  Ward  in 
the  City  of  Indianapolis. 

FOURTH   PRECINCT— SIXTH   WARD. 

Commencing  in  the  center  line  of  Senate  avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  south  along 
the  center  line  of  Senate  avenue  to  the  center  line  of  Indiana  avenue; 
thence  southeast  along  the  center  line  of  Indiana  avenue  to  the 
Center  line  of  New  York  street;  thence  west  along  the  center  line 
of  New  York  street  to  the  center  line  of  West  street;  thence  north 
along  the  center  line  of  West  street  to  the  center  line  of  Michigan 
street;  thence  east  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Senate  avenue,  the  place  of  beginning,  shall  constitute 
the  Fourth  Precinct  of  the  Sixth  Ward  in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— SIXTH  WARD. 

Commencing  in  the  center  line  of  New  York  street  at  its  inter- 
section with  the  center  line  of  Missouri  street;  thence  south  along 
the  center  line  of  Missouri  street  to  the  center  line  of  Washington 
street;  thence  west  along  the  center  line  of  Washington  street  to 
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the  center  line  of  Blackford  street;  thence  north  along  the  center 
line  of  Blackford  street  to  the  center  line  of  New  York  street;  thence 
east  along  the  center  line  of  New  York  street  to  the  center  line  of 
Missouri  street,  the  place  of  beginning,  shall  constitute  the  Fifth 
Precinct  of  the  Sixth  Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— SIXTH  WARD. 

Commencing  in  the  center  line  of  New  York  street  at  its  inter- 
section with  the  center  line  of  Illinois  street;  thence  south  along 
the  center  line  of  Illinois  street  to  the  center  line  of  Washington 
street;  thence  west  along  the  center  line  of  Washington  street  to 
the  center  line  of  Missouri  street;  thence  north  along  the  center  line 
of  Missouri  street  to  the  center  line  of  New  York  street;  thence 
east  along  the  center  line  of  New  York  street;  thence  east  along 
the  center  line  of  New  York  street  to  the  center  line  of  Illinois 
street,  the  place  of  beginning,  shall  constitute  the  Sixth  Precinct 
of  the  Sixth  Ward  in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— SIXTH  WARD. 
Commencing  in  the  center  line  of  Michigan  street  at  its  inter- 
section with  the  eenter  line  of  Pennsylvania  street;  thence  south 
along  the  center  line  of  Pennsylvania  street  to  the  center  line  of 
Washington  street;  thence  west  along  the  center  line  of  Washington 
street  to  the  center  line  of  Illinois  street;  thence  north  along  the 
center  line  of  Illinois  street  to  the  center  line  of  Michigan  street; 
street;  thence  east  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Pennsylvania  street,  the  place  of  beginning,  shall  con- 
stitute the  Seventh  Precinct  of  the  Sixth  Ward  in  the  City  of  Indi- 
anapolis. 

EIGHTH  PRECINCT— SIXTH  WARD. 
Commencing  in  the  center  line  of  Illinois  street  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  south  along 
the  center  line  of  Illinois  street  to  the  center  line  of  New  York 
street;  thence  west  along  the  center  line  of  New  York  street  to  the 
center  line  of  Indiana  avenue;  thence  northeast  along  the  center 
line  of  Indiana  avenue  tothe  center  line  of  Senate  avenue;  thence 
north  along  the  center  line  of  Senate  avenue  to  the  center  line  of 
Michigan  street;  thence  east  along  the  center  line  of  Michigan  street 
to  the  center  line  of  Illinois  street,  the  place  of  bginning  shall  con- 
stitute the  Eighth  Precinct  of  the  Sixth  Ward  in  the  City  of  Indi- 
anapolis. " 

FIRST  PRECINCT— SEVENTH  WARD. 
Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  St.  Clair  street;  thence  east  along  the  center 
line  of  St.  Clair  street  to  the  center  line  of  Pine  street:  thence  south 
along  the  center  line  of  Pine  street  to  the  center  line  of  North 
street!  thence  west  along  the  center  line  of  North  street  to  the 
center  line  of  East  street:  thenc°  nor^h  along  the  center  line  of 
East  street  to  the  center  line  of  St.  Clair  street,  the  place  of  begin- 
ning, shall  constitute  the  First  Precinct  of  the  Seventh  Ward  in  the 
City  of  Indianapolis. 
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SECOND  PRECINCT— SEVENTH  WARD. 
Commencing  in  the  center  line  of  Pennsylvania  street  at  its 
intersection  with  the  center  line  of  St.  Clair  street;  thence  east  along 
the  center  line  of  St.  Clair  street  to  the  center  line  of  East  street; 
thence  south  along  the  center  line  of  East  street  to  the  center  line 
of  North  street;  thence  west  along  the  center  line  of  North  street 
to  the  center  line  of  Pennsylvania  street;  thence  north  along  the 
center  line  of  Pennsylvania  street  to  the  center  line  of  St.  Clair 
street,  the  place  of  beginning,  shall  constitute  the  Second  Precinct 
of  the  Seventh  Ward  in  the  City  of  Indianapolis. 

THIRD  PRECINCT— SEVENTH   WARD. 

Commencing  in  the  center  line  of  Pennsylvania  street  at  its 
intersection  with  the  center  line  of  North  street;  thence  east  along 
the  center  line  of  North  street  to  the  center  line  of  Alabama  street; 
thence  south  along  the  center  line  of  Alabama  street  to  the  center 
line  of  Ohio  street;  thence  west  along  the  center  line  of  Ohio  street 
to  the  center  line  of  Pennsylvania  street;  thence  north  along  the 
center  line  of  Pennsylvania  street  to  the  center  line  of  North  street, 
the  place  of  beginning,  shall  constitute  the  Third  Precinct  of  the 
Seventh  Ward  in  the  City  of  Indianapolis. 

FOURTH  PRECINCT— SEVENTH  WARD. 

Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
section with  the  center  line  of  North  street;  thence  east  along  the 
center  line  of  North  street  to  the  center  line  of  East  street;  thence 
south  along  the  center  line  of  East  street  to  the  center  line  of  Ohio 
street:  thence  west  along  the  center  line  of  Ohio  street  to  the  center 
line  of  Alabama  street;  thence  north  along  the  center  line  of  Alabama 
street  to  the  center  line  of  North  street,  the  place  of  beginning 
shall  constitute  the  Fourth  Precinct  of  the  Seventh  Ward  in  the  City 
of  Indianapolis. 

FIFTH   PRECINCT— SEVENTH  WARD. 

Commencing  in  the  center  line  of  ast  street  at  its  intersection 
with  the  center  line  of  North  street;  thence  east  along  the  center  line 
of  North  street  to  the  center  line  of  Noble  street;  thence  south  along 
the  center  line  of  Noble  street  to  the  center  line  of  New  York  street; 
thence  west  along  the  center  line  of  New  York  street  to  the  center 
line  Liberty  street;  thence  south  along  the  center  line  of  Liberty 
street  to  the  center  line  of  Ohio  street;  thence  west  along  the 
center  line  of  Ohio  street  to  the  center  line  of  East  street;  thence 
north  along  the  center  line  of  East  street  to  the  center  line  of  North 
street,  the  place  of  beginning,  shall  constitute  the  Fifth  Precinct 
of  the  Seventh  Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— SEVENTH  WARD. 

Commencing  in  the  center  line  of  Noble  street  at  its  intersection 
with  the  center  line  of  North  street;  thnce  east  along  the  center 
line  of  North  street  to  the  center  line  of  Pine  street;  thence  south 
along  the  center  line  of  Pine  street  to  the  center  line  of  Ohio  street; 
thence  west  along  the  center  line  of  Ohio  street  to  the  center  line  of 
Noble  street;  thence  notrh  along  the  center  line  of  Noble  street  to  the 
center  line  of  North  street,  the  place  of  bginning  shall  constitute 
the  Sixth  Precinct  of  the  Seventh  Ward  in  the  City  of  Indianapolis. 
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SEVENTH  PRECINCT— SEVENTH  WARD. 
Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  Ohio  street;  thence  east  along  the  center  line 
of  Ohio  street  to  the  center  line  of  Liberty  street;  thence  north  along 
the  center  line  of  Liberty  street  to  the  center  line  of  New  York  street; 
thence  east  along  the  center  line  of  New  York  street  to  the  center 
line  of  Noble  street;  thence  south  along  the  center  line  of  Noble 
street  to  the  center  line  of  Ohio  street;  thence  east  along  the  center 
line  of  Ohio  street  to  the  center  line  of  Pine  street;  htnce  south  along 
the  center  line  of  Pine  street  to  the  center  line  of  Washington  street 
thence  west  along  the  center  line  of  Washington  street  to  the  center 
line  of  East  street;  thence  north  along  the  center  line  of  East  street 
to  the  center  line  of  Ohio  street,  the  place  of  beginning,  shall  con- 
stitute the  Seventh  Precinct  of  the  Seventh  Ward  in  the  City  of 
Indianapolis. 

EIGHT  PRECINCT— SEVENTH  WARD. 
Commencing  in  the  center  line  of  Pennsylvania  street  at  its 
intersection  with  the  center  line  of  Ohio  street;  thence  east  along  the 
center  line  of  Ohio  street  to  the  center  line  of  East  street;  thence 
south  along  the  center  line  of  East  street  to  the  center  line  of  Wash- 
ington street;  thence  west  along  the  center  line  of  Washington 
street ;' thence  west  along  the  center  line  of  Woshington  street  to 
the  center  line  of  Pennsylvania  street;  thence  north  a  long  the  center 
line  of  Pennsylvania  street  to  the  center  line  of  Ohio  street,  the  place 
of  beginning,  shall  constitute  the  Eighth  Precinct  of  the  Seventh 
Ward  in  the  City  of  Indianapolis. 

NINTH  PRECINCT— SEVENTH  WARD. 

Commencing  in  the  center  line  of  Pennsylvania  street  at  its 
Intersection  with  the  center  line  of  St.  Clair  street;  thence  east  along 
the  center  line  of  St.  Clair  street  to  the  center  line  of  Alabama  street; 
thence  south  along  the  center  line  of  Alabama  street  to  the  center 
line  of  Michigan  street;  thence  west  along  the  center  line  of  Mich- 
igan street  to  the  center  line  of  Pennsylvania  street;  thence  north 
along  the  center  line  of  Pennsylvania  street  to  the  center  line  of  St. 
Clair  street,  the  place  of  beginning,  shall  constitute  the  Ninth  Pre- 
cinct of  the  Seventh  Ward  in  the  City  of  Indianapolis. 

FIRST  PRECINCT— EIGHT  WARD. 

Commencing  in  the  center  line  of  Capitol  avenue  at  its  inter- 
section with  the  center  line  of  Sixteenth  street;  thence  east  along 
the  center  line  of  Sixteenth  street  to  the  center  line  of  Meridian 
street;  thence  along  the  center  line  of  Meridian  street  to  the  center 
line  of  Thirteenth  street;  thence  west  along  the  center  line  of  Thir- 
teenth street  to  the  center  line  of  Illinois  stret;  thence  north  along 
the  center  line  of  Illinois  street  to  the  center  line  of  Thirteenth 
street;  thence  west  along  the  center  line  of  Thirteenth  street  to 
the  center  line  of  Capitol  avenue;  thence  north  along  the  center  line 
of  Capitol  avenue  to  the  center  line  of  Sixteenth  street;  the  place 
of  beginning,  shall  constitute  the  First  Precinct  of  the  Eighth  Ward 
in  the  City  of  Indianapolis. 

SECOND  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
Section  with  the  center  line  of  Sixteenth  street;   thence  east  along 
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the  center  line  of  Sixteenth  street  to  the  center  line  of  Alabama 
street;  thence  south  along  the  center  line  of  Alabama  street  to  the 
center  line  of  Fifteenth  street;  thence  wst  along  the  center  line  of 
Fifteenth  street  to  the  center  line  of  Delaware  street;  thence  south 
along  the  center  line  of  Dalaware  street  to  the  center  line  of  Eleventh 
street;  thence  west  along  the  centr  line  of  Eleventh  street  to  the 
center  line  of  Pennsylvania  street;  thence  south  along  the  center  line 
of  Pennsylvania  street  to  the  center  line  of  Eleventh  street  running 
west;  thence  west  along  the  center  line  of  Eleventh  street  to  the 
center  line  of  Meridian  street;  thence  north  along  the  center  line  of 
Meridian  street  to  the  center  line  of  Sixteenth  street,  the  place  of 
beginning,  shall  constitute  the  Second  Precinct  of  the  Eighth  Ward 
in  the  City  of  Indianapolis. 

THIRD  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  Delaware  street  at  its  inter- 
section with  the  center  line  of  Fifteenth  street;  thence  east  along 
the  center  line  of  Fifteenth  street  to  the  cener  line  of  Central  avenue; 
thence  south  along  the  center  line  of  Central  avenue  to  the  center  line 
of  Twelfth  street;  thence  west  along  the  center  line  of  Twelfth 
street  to  the  center  line  of  Alabama  street;  thence  north  along  the 
center  line  of  Alabama  street  to  the  center  line  of  Twelfth  street, 
running  west;  thence  west  along  the  center  line  of  Twelfth  street  to 
the  center  line  of  Delaware  street;  thence  north  along  the  center  line 
of  Delaware  street  to  the  center  line  of  Fifteenth  street,  the  place 
of  beginning,  shall  constitute  the  Third  Precinct  of  the  Eighth  Ward 
in  the  City  of  Indianapolis. 

FOURTH  PRECINCT— EIGHTH  WARD.  . 
Commencing  in  the  center  line  of  Central  avenue  at  its  inter- 
section with  the  center  line  of  Fifteenth  street;  thence  east  along 
tht  center  Vne  of  Fifteenth  street  to  the  center  line  of  College  avenue; 
thence  south  along  the  center  line  of  College  avenue  to  the  center  line 
of  Tenth  stroot?  thence  west  along  the  center  line  of  Tenth  street 
to  the  center  line  of  Fort  Wayne  avenue  to  the  center  line  of  Central 
center  line  of  Fort  Wayne  avenue  to  the  center  line  of  Central 
avenue:  thenc^  rorth  along-  the  center  line  of  Cntral  avenue  to  the 
center  line  of  Fifteenth  street,  the  place  of  beginning,  shall  con- 
stitute the  Fourth  Precinct  of  the  Eighth  Ward  in  the  City  of  Indi- 
anapolis. 

FIFTH  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Fifteenth  street;  thence  east  along 
the  center  line  of  Fifteenth  street  to  the  center  line  of  Cornell  avenue; 
thence  south  alone:  the  center  line  of  Cornell  avenue  to  the  center 
line  of  Eleventh  street;  thence  west  along  the  center  line  of  Eleventh 
street  to  tho  center  line  of  College  avenue;  thence  north  along  the 
center  line  of  College  avenue  to  the  center  line  of  Fifteenth  street,  the 
place  of  beginning,  shall  constiute  the  Fifth  Precinct  of  the  Eighth 
Ward  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  College  avenue  at  its  inter- 
section with  the  center  line  of  Eleventh  street;  thence  east  along 
the  center  line  of  Eleventh  street  to  the  center  line  of  Cornell  avenue; 
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hence  south  along  the  center  line  of  Cornell  avenue  to  the  center 
line  of  Massachusetts  avenue;  thence  northeast  along  the  center 
line  of  Massachusetts  avenue  to  the  center  line  of  the  C.  C.  C.  &  St. 
L.  railway  right-of-way;  thence  south  along  the  center  line  of  the 
C.  C.  C.  &  St.  L.  railway  right-of-way  to  the  center  line  of  St.  Clair 
street;  thence  west  along  the  center  line  of  St.  Clair  to  the  center 
line  of  Broadway;  thence  north  along  the  center  line  of  Broadway 
to  the  center  line  of  Tenth  street;  thence  east  along  the  center  line 
of  Tenth  street  to  the  center  line  of  College  avenue;  thence  north 
along  the  center  line  of  College  avenue  to  the  center  line  of  Eleventh 
street,  the  place  of  beginning,  shall  constitute  the  Sixth  Precinct 
of  the  Eighth  Ward  in  the  City  of  Indinanapolis. 

SEVENTH  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  Alabama  street  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  east  along  the 
center  line  of  Tenth  street  to  the  center  line  of  Fort  Wayne  avenue; 
thence  southwest  along  the  center  line  of  Fort  Wayne  to  the  center 
line  of  Tenth  street  running  east;  thence  east  along  the  center  line 
of  Tenth  street  to  the  cente  rline  of  Broadway;  thence  south  along 
of  Tenth  street  to  the  center  line  of  Broadway;  thence  south  along 
the  center  line  of  Broadway  to  the  center  line  lif  St.  Clair  street; 
line  of  Alabama  street;  thence  north  along  the  center  line  of  Alabama 
street  to  the  center  line  of  Tenth  street,  the  place  of  beginning, 
shall  constitute  the  Seventh  Precinct  of  the  Eighth  Ward  in  the  City 
of  Indianapolis. 

EIGHTH  PRECINCT— EIGHTH   WARD. 

Commencing  in  the  center  line  of  Delaware  street  at  its  inter- 
section with  the  center  line  of  Twelfth  street;  thence  east  along 
the  center  line  of  Twelfth  street  to  the  center  line  of  Alabama  street; 
thence  south  along  the  center  line  of  Alabama  street  to  the  center 
line  of  Twelfth  street,  running  east:  thence  east  along  the  center 
line  of  Twelfth  street  to  the  center  line  of  Central  avenue;  thence 
south  along  the  center  lineof  Central  avenue  to  th  centr  line  of 
Tenth  street;  thence  west  along  the  center  line  of  Tenth  street  to 
the  cetner  line  of  Alabama  street;  thence  south  along  the  center  line 
of  Alabama  street  to  the  center  line  of  St.  Clair  street;  thence  west 
along  the  center  line  of  St.  Clair  street  to  the  center  line  of  Delaware 
sreet;  thence  north  along  the  center  line  of  Delaware  street  to  the 
center  line  of  Twelfth  street,  the  place  of  beginning,  shall  constitute 
the  Eighth  Precinct  of  the  Eighth  Ward  in  the  City  of  Indianapolis. 

NINTH  PRECINCT— EIGHTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Eleventh  street;  thence  east  along 
the  center  line  of  Eleventh  street  to  the  center  line  of  Pennsylvania 
street;  thence  north  along  the  center  lineof  Pennsylvania  street  to 
the  center  line  of  Eleventh  street,  running  east;  thence  east  along 
the  center  line  of  Eleventh  street  to  the  center  lin  of  Delaware  street; 
thence  south  along  the  center  line  of  Delaware  street  to  the  center 
line  of  St.  Clair  street;  thence  along  the  center  line  of  St.  Clair 
street  to  the  center  line  of  Pennsylvania  street;  thence  north  along 
the  center  line  of  Pennsylvania  street  to  the  center  line  of  Pratt 
street;  thence  west  along  the  center  line  of  Pratt  street  to  the  center 
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line  of  Capitol  avenue ;  thence  north  along  the  center  line  of  Capitol 
avenue  to  the  center  line  of  Tenth  street;  thence  east  along  the  center 
line  of  Tenth  street  to  the  center  line  of  Meridian  street;  thence 
north  along  the  center  line  of  Meridian  street  to  the  center  line 
of  Eleventh  street,  the  place  of  beginning,  shall  constitute  the  Ninth 
Precinct  of  the  Eighth  Ward  in  the  City  of  Indianapolis. 

TENTH  PRECINCT— EIGHTH  WARD. 
Commencing  in  the  center  line  of  Capitol  avenue  at  its  inter- 
section with  the  center  line  of  Thirteenth  street;  thence  east  along' 
the  center  line  of  Thirteenth  street  to  the  center  line  of  Illinois  street; 
thence  south  along  the  center  line  of  Illinois  street  to  the  center 
line  of  Thirteenth  street  running  east;  thence  east  along  the  center 
line  of  Thirteenth  street  to  the  center  line  of  Meridian  street;  thence 
south  along  the  center  line  of  Meridian  street  to  the  center  line 
of  Tenth  street;  thence  west  along  the  center  line  of  Tenth  street 
to  the  center  line  of  Capitol  avenue;  thence  north  along  the  center 
line  of  Capitol  avenue  to  the  center  line  of  Thirteenth  street, 
the  place  of  beginning,  shall  constitute  the  Tenth  Precinct  of  the 
Eighth   Ward   in   the   City   of   Indianapolis. 

FIRST  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Pine  street  at  its  inter- 
section with  the  center  line  of  Ohio  street;  thence  east  along  the 
center  line  of  Ohio  street  to  the  center  line  of  Oriental  street; 
thence  south  along  the  center  line  of  Oriental  street  to  the  center 
line  of  Washington  street;  thence  west  along  the  center  line  of 
Washington  street  to  the  center  line  of  Pine  street;  thence  north 
along  the  center  line  of  Pine  street  to  the  center  line  of  Ohio 
street,  the  place  of  beginning,  shall  constitute  the  First  Precinct 
of  the  Ninth  Ward  in  the  City  of  Indianapolis. 

SECOND  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Pine  street  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  Highland 
avenue;  thence  north  along  the  center  line  of  Highland  avenue  to 
the  center  line  of  Michigan  street  running  east;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  Oriental 
street;  thence  south  along  the  center  line  of  Oriental  street  to 
the  center  line  of  Ohio  street;  thence  west  along  the  center  line 
of  Ohio  street  to  the  center  line  of  Pine  street;  thence  north  along 
the  center  line  of  Pine  street  to  the  center  line  of  Michigan  street 
the  place  of  beginning,  shall  constitute  the  Second  Precinct  of  the 
Ninth  Ward  in  the   City   of  Indianapolis. 

THIRD  PRECINCT— NINTH  WARD. 

Commencing  at  the  intersection  of  the  center  line  of  the  Lake 
Erie  &  Western  railway  right-of-way  with  the  center  line  of  East 
Tenth  street;  thence  east  along  the  center  line  of  East  Tenth 
street  to  the  west  property  line  of  the  town  of  Woodruff;  thence 
south  along  the  west  property  line  of  the  town  of  Woodruff  to  the 
center  line  of  Michigan  street;  thence  west  along  the  center  line 
of  Michigan  street  to  the  center  line  of  Highland  avenue;  thence 
south  along  the  center  line  of  Highland  avenue  to  the  center  line 
of  Michigan  street  extended  west;  thence  west  along  the  center  line 
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of  Michigan  street  to  the  center  line  of  Pine  street;  thence  north 
along  the  center  line  of  Pine  street  to  the  center  line  of  St.  Clair 
street;  thence  east  along  the  center  line  of  St.  Clair  street  to  the 
center  line  of  the  Lake  Erie  &  Western  railway  right-of-way; 
thence  north  along  the  center  line  of  the  Lake  Erie  &  Western  railway 
right-of-way  to  the  center  line  of  the  Lake  Erie  &  Western  rail- 
way right-  of -way  to  the  center  line  of  Tenth  street,  the  place  of 
beginning,  shall  constitute  the  Third  Precinct  of  the  Ninth  Ward 
in   the   City   of   Indianapolis. 

FOURTH   PRECINCT— NINTH   WARD. 

Commencing  in  the  center  line  of  Oriental  street  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  State  ave- 
nue; thence  south  along  the  center  line  of  State  avenue  to  the 
center  line  of  Washington  street;  thence  west  along  the  center 
line  of  Washington  street  to  the  center  line  of  Oriental  street; 
thence  north  along  the  center  line  of  Oriental  street  to  the  center 
line  of  Michigan  street,  the  place  of  beginning,  shall  constitute 
the  Fourth  Precinct  of  the  Ninth  Ward  of  the  City  of  Indianapolis. 

FIFTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  Hamilton 
avenue;  thence  south  along  the  center  line  of  Hamilton  avenue  to 
the  center  line  of  Washington  street;  thence  west  along  the  center 
line  of  Washington  street  to  the  center  line  of  State  avenue;  thence 
north  along  the  center  line  of  State  avenue  to  the  center  line  of 
Michigan  street,  the  place  of  beginning;  shall  constitute  the  Fifth 
Precinct   of   the   Ninth   Ward   in   the    City   of   Indianapolis. 

SIXTH  PRECINCT— NINTH  WARD. 

#  Commencing  in  the  center  line  of  Hamilton  avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  Bville  avenue ; 
thence  south  along  the  center  line  of  Beville  avenue  to  the  center  line 
of  New  York  street;  thence  east  along  the  center  line  of  New  York 
street  to  the  center  line  of  Tacoma  avenue;  thence  south  along  the 
center  line  of  Tacoma  avenue  to  the  center  line  of  Washington  street; 
thence  west  to  the  center  line  of  Hamilton  avenue:  thence  north 
along  th  center  line  of  Hamilton  avenue  to  the  center  line  of  Michigan 
street,  the  place  of  beginning,  shall  constitute  the  Sixth  Precinct  of 
the  Ninth  Ward  of  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— NINTH  WARD. 
Commencing  at  the  intersection  of  the  east  property  line  of 
the  town  of  Woodruff  with  the  center  line  of  Tenth  street;  thence 
east  along  the  center  line  of  Tenth  street  to  the  center  line  of 
Beville  avenue;  thence  south  along  the  center  line  of  Beville  avenue 
to  the  center  line  of  Michigan  street;  thence  wst  along  the  center  line 
of  Michigan  street  to  the  intersection  of  the  east  line  of  the  town 
of  Woodruff  with  the  center  line  of  Michigan  street;  thence  north 
along  the  east  property  line  of  the  town  of  Woodruff  to  the  center 
line  of  Tenth  street,  the  place  of  beginning,  shall  constitute  the 
Seventh   Precinct   of  the   Ninth   Ward   in   the   City   of   Indianapolis. 
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EIGHTH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Beville  avenue  at  its  intersec- 
tion with  the  center  line  of  Tenth  street ;  thence  east  along  the  center 
line  of  Tenth  street  to  the  center  lin  of  Tacoma  avenue;  hence  south 
along  the  center  line  of  Tacoma  avenue  to  the  center  line  of  New 
York  street;  thence  west  along  the  center  line  of  Nw  York  street  to 
the  center  line  of  Beville  avenue;  thence  north  along  the  center  line 
of  Beville  avenue  to  the  center  line  of  Tenth  street,  the  place  of  be- 
ginning, shall  constitute  the  Eighth  Precinct  of  the  Ninth  Ward,  in 
the  City  of  Indianapolis. 

NINTH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Tacoma  avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along  the 
center  line  of  Michigan  street  to  the  center  line  of  Oakland  avnue. 
thence  south  along  the  center  line  of  Oakland  avenue  to  the  center 
lin  of  Washington  street;  thence  west  along  the  center  line  of  Wash- 
ington stret  to  the  center  line  of  Tacoma  avenue;  thence  north  along 
the  center  line  of  Tacoma  avenue  to  the  center  line  of  Michigan  street, 
the  place  of  beginning  shall  constitute  the  Ninth  Precinct  of  the  Ninth 
Ward,  in  the  City  of  Indianapolis. 

TENTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Tacoma  avenue  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  east  along  the 
center  line  of  Tenth  street  to  the  center  line  of  Oxford  street;  thence 
south  along  the  center  line  of  Oxford  street  Jto  the  center  line  of 
Michigan  street;  thence  west  along  the  center  line  of  Michigan  street 
to  the  center  line  of  Tacoma  avenue;  thence  north  along  the  center 
.line  of  Tacoma  avenue  to  the  center  fine  of  Tenth  street,  the  place 
of  beginning,  shall  constitute  the  Tenth  Precinct  of  the  Ninth  Ward 
in  the  City  of  Indianapolis. 

ELEVENTH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Oakland  avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along  the 
center  line  of  Michigan  street  to  the  center  line  of  the  Indianapolis 
Union  Railroad  right-of-way;  thnce  south  along  the  center  line  of 
the  Indianapolis  Union  Railroad  right-of-way  to  the  center  line  of 
Washington  street;  thence  west  along  the  center  line  of  Washington 
street  to  the  center  line  of  Oakland  avenue;  thence  north  along  the 
center  line  of  Oakland  avenue  to  the  center  line  of  F.fichigan  street, 
the  place  of  beginning  shall  constitute  the  Eleventh  Precinct  of  the 
Ninth  Ward  in  the  City  of  Indianapolis. 

TWELFTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Parker  street  at  its  intersection 
with  the  center  line  of  Tenth  street;  thence  east  along  the  center  line 
of  Tenth  street  to  the  center  line  of  the  Indianapolis  Union  railway 
right-of-way;  thence  southeast  and  south  along  the  center  line  of  the 
Indianapolis  Union  railway  right-of-way  to  the  center  h'ne  of  Michigan 
street;  thence  west  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Parker  street;  thence  north  along  the  center  line  of 
Parker  street  to  the  center  line  of  Tenth  street,  the  place  of  begin- 
ning, shall  constitute  the  Twelfth  Precinct  of  the  Ninth  Ward  in  the 
City  of  Indianapolis. 
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THIRTEENTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  the  Indianapolis  Union  railway 
right-of-way  at  its  intersection  with  the  center  line  of  Michigan 
street;  thence  east  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Denny  street;  thence  south  along  t'h  center  line  of 
Denny  street  to  the  center  line  of  Washington  street;  thence  west 
along  the  center  line  of  Washington  street  to  the  center  line  of  the 
Indianapolis  Union  railway  right-of-way;  thence  north  along  the 
center  line  of  the  Indianapolis  Union  railway  right-of-way  to  the 
center  line  of  Michigan  street,  the  place  of  beginning,  shall  con- 
stitute the  Thirteenth  Precinct  of  the  Ninth  Ward  in  the  City  of 
Indianapolis. 

FOURTEENTH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  the  Indianapolis  Union  railway 
right-of-way  at  its  intersection  with  the  center  line  of  Tenth  street; 
thence  east  along  the  center  line  of  Tenth  street  to  the  center  line 
of  Chester  street;  thence  south  along  the  center  line  of  Chester  street 
to  the  center  lime  of  Michigan  street;  thence  west  along  the  center 
line  of  Michigan  street  to  the  center  line  of  the  Indianapolis  Union 
railway  right-of-way;  thence  north  and  northeast  along  the  center 
line  of  the  Indianapolis  Union  railway  right-of-way  to  the  center  line 
of  Tenth  street,  the  place  of  beginning,  shall  constitute  the  Fourteenth 
Precinct  of  the  Ninth  Ward  in  the  City  of  Indianapolis. 

FIFTEENTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Denny  street  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along 
the  center  line  of  Michigan  street  to  the  center  line  of  Linwood  ave- 
nue; thence  south  along  the  center  line  of  Linwood  avenue  to  the 
center  line  of  Washington  street;  thence  west  along  the  center  line 
of  Washington  street  to  the  center  line  of  Denny  street;  thence  north 
along  the  center  line  of  Denny  street  to  the  center  line  of  Michigan 
street,  the  place  of  beginning,  shall  constitute  the  Fifteenth  Precinct 
of  the  Ninth  Ward,  in  the  City  of  Indianapolis. 

SIXTEENTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Chester  avenue  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  east  along  the 
center  line  of  Tenth  street  to  the  center  line  of  Bosart  avenue;  thence 
south  along  the  center  line  of  Bosart  avenue  to  the  center  line  of 
Michigan  street;  thence  west  along  the  center  line  of  Michigan  street 
to  the  center  line  of  Chester  street;  thence  north  along  the  center 
line  of  Tenth  street,  the  place  of  beginning,  shall  constitute  the 
Sixteenth  Precinct  of  the  Ninth  Ward  in  the  City  of  Indianapolis. 

SEVENTEENTH   PRECINCT— NINTH    WARD. 

Commencing  in  the  center  line  of  Linwood  Avenue  at  its  inter- 
section with  the  center  line  of  Michigan  street;  thence  east  along  the 
center  line  of  Michigan  street  to  the  center  line  of  Emerson  avenue; 
thence  south  along  the  center  line  of  Emerson  avenue  to  the  center  line 
of  Washington  street ;  thence  west  along  the  center  line  of  Washington 
street  to  the  center  line  of  Linwood  avenue;  thence  north  along  the 
Center  line  of  Linwood  avenue  to  the  center  line  of  Michigan  street, 
the  place  of  beginning,  shall  constitute  the  Seventeenth  Precinct  of 
the  Ninth  Ward,  in  the  City  of  Indianapolis. 
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EIGHTEENTH  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Bosart  avenue  at  its  intersec- 
tion with  the  center  line  of  Tenth  street ;  thence  east  along  the  center 
line  of  Tenth  street  to  the  center  line  of  Emerson  avenue;  thence 
south  along  the  center  line  of  Emerson  avenue  to  the  center  line  of 
Michigan  street;  thence  west  along  the  center  line  of  Michigan  street 
to  the  center  line  of  Bosart  avenue;  thence  north  along  the  center 
line  of  Bosart  avenue  to  the  center  line  of  Tenth  street,  the  place  of 
beginning,  shall  constitute  the  Eighteenth  Precinct  of  the  Ninth  Ward, 
in  the  City  of  Indianapolis. 

NINETEENTH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  the  Indianapolis  Union  Railroad 
right-of-way  at  its  intersection  with  the  center  line  of  Washington 
street;  thence  east  along  the  center  line  of  Washington  street  to  the 
center  line  of  Emerson  avenue;  thence  south  along  the  center  line  of 
Emerson  avenue  to  the  center  line  of  Prospect  street;  thence  west 
along  the  center  line  of  Prospect  street  to  the  center  line  of  Sherman 
drive;  thence  north  along  the  center  line  of  Sherman  drive  to  the 
center  line  of  English  avenue;  thence  west  along  the  center  line  of 
English  avenue  to  the  center  line  of  the  Indianapolis  Union  Railroad 
right-of-way;  thence  north  along  the  center  line  of  the  Indianapolis 
Union  Railroad  right-of-way  to  the  center  line  of  Washington  street, 
the  place  of  beginning,  shall  constitute  the  Nineteenth  Precinct  of 
the  Ninth  Ward,  in  the  City  of  Indianapolis. 

TWENTIETH  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Emerson  avenue  at  its  inter- 
section with  the  corporation  line  extended  east;  thence  east,  south 
and  east  along  the  meanderings  of  the  corporation  line  to  the  center 
line  of  Ritter  avenue;  thence  south  along  the  center  line  of  Ritter 
avenue  to  the  center  line  of  Michigan  street;  thence  west  along  the 
center  line  of  Michigan  street  to  the  center  line  of  Irvington  avenue; 
thence  south,  southwest  and  south  along  the  center  line  of  Irvington 
avenue  to  the  center  line  of  Washington  street;  thence  west  along  the 
center  line  of  Washington  street  to  the  center  line  of  Emerson  avenue; 
hence  north  along  the  center  line  of  Emerson  avenue  to  the  corpora- 
tion line  extended  east,  the  place  of  beginning,  shall  constitute  the 
Twentieth  Precinct  of  the  Ninth  Ward,  in  the  City  of  Indianapolis, 

TWENTY-FIRST  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Emerson  avenue  at  its  inter- 
section with  the  center  line  of  Washington  street;  thence  east  along 
the  center  line  of  Washington  street  to  the  center  line  of  Hawthorne 
Lane;  thence  south  along  the  center  line  of  Hawthorne  Lane  and  said 
center  line  produced  south  to  the  center  line  of  the  P.  C.  C.  &  St.  L. 
Railroad  right-of-way;  thence  east  along  the  center  line  of  the  P.  C. 
C.  &  St.  L.  Railroad  right-of-way  to  the  center  line  of  Ritter  avenue; 
thence  south  along  the  center  line  of  Ritter  avenue  to  the  center  line 
of  Brookville  road;  thence  northwest  along  the  center  line  of  Brook- 
ville  road  to  the  center  line  of  Whittier  place;  thence  south  along 
the  center  line  of  Whittier  place  to  the  center  line  of  Huron  avenue; 
thence  west  along  the  center  line  of  Huron  avenue  to  the  center  line  of 
center  line  produced  west  to  the  center  line  of  Emerson  avenue ;  thence 
nort  halong  the  center  line  of  Emerson  avenu  to  the  center  line  of 


March  28, 1925]  city  of  Indianapolis,  ind.  157 


Washington  street  the  place  of  beginning,  shall  constitute  the  Twenty- 
second  Precinct  of  the  Ninth  Ward  in  the  City  of  Indianapolis. 

TWENTY-SECOND  PRECINCT— NINTH  WARD. 

Commencing  in  the  center  line  of  Ritter  avenue  at  its  intersection 
with  the  center  line  of  the  P.  C.  C.  &  St.  L.  Railroad  right-of-way; 
thence  east  along  the  center  line  of  the  P.  C.  C.  &  St.  L.  Railroad 
right-of-way  to  the  corporation  line  east;  thence  south,  west  and 
south  along  the  meanderings  of  the  corporation  line  to  the  center 
line  of  Brookville  road ;  thence  northwest  along  the  center  line  of 
Brookville  road  to  the  center  line  of  Ritter  avenue;  thence  north  along 
the  center  line  of  Ritter  avenue  to  the  center  line  of  the  P.  C.  C|  & 
St.  L.  Railroad  right-of-way,  the  place  of  beginning,  shall  constitute 
the  Twenty-second  Precinct  of  the  Ninth  Ward  in  the  City  of  Indi- 
anapolis. 

TWENTY-THIRD  PRECINCT— NINTH  WARD. 
Commencing  in  the  center  line  of  Hawthorne  Lane  at  its  inter- 
section with  the  center  line  of  Washington  street;  thence  east  along 
the  center  line  of  Washington  street  to  the  corporation  line  extended 
south;  thence  south  along  the  corporation  line  to  the  center  line  of 
the  P.  C.  C.  &  St.  L.  Railroad  right-of-way;  thence  west  along  the 
center  line  of  the  P.  C.  C.  &  St.  L.  Railroad  right-of-way  to  the  center 
line  of  Hawthorne  Lane  as  produced  south;  thence  north  along  the 
center  line  of  Hawthorne  Lane  as  produced  south  and  the  center  line 
of  Hawthorne  Lane  to  the  center  line  of  Washington  street,  the  place 
of  beginning,  shall  constitute  the  Twenty-third  Precinct  of  the  Ninth 
Ward,  in  the  City  of  Indianapolis. 

TWENTY-FOURTH  PRECINCT— NINTH  WARD. 

Commencing  at  the  intersection  of  the  center  line  of  Ritter  ave- 
nue with  the  corporation  line  extended  east;  thence  east  along  the 
corporation  line  to  the  center  line  of  Bolton  avenue  extended  north; 
thnce  south  along  the  center  line  of  Bolton  avenue  extended  north  and 
th  center  line  of  Bolton  avenue  to  the  center  line  of  Michigan  street; 
thence  west  along  the  center  line  of  Michigan  street  to  the  center 
line  of  Audubon  road;  thence  south  along  the  center  line  of  Audubon 
road  to  the  center  line  of  Lowell  avenue;  thence  southwest  along  the 
center  line  of  Lowell  avenue  to  the  center  line  of  Audubon  place; 
thence  south  bearing  to  the  right  along  the  center  line  of  Audubon 
place  to  the  center  line  of  Audubon  road;  thence  south  along  the 
center  line  of  Audubon  road  to  the  center  line  of  Washington  street; 
thence  west  along  the  center  line  of  Washington  street  to  the  center 
line  of  Irvington  avenue;  thence  north,  northwest  and  north  along  the 
center  line  of  Irvington  avenue  to  the  center  line  of  Michigan  street; 
thence  east  along  the  center  line  of  Michigan  street  to  the  center  line 
of  Ritter  avenue;  thence  north  along  the  center  line  of  Ritter  avenue 
to  the  intersection  of  Ritter  avenue  and  the  corporation  line  extended 
east,  the  place  of  beginning,  shall  constitute  the  Twenty-fourth  Pre- 
cinct of  the  Ninth  Ward,  in  the  City  of  Indianapolis. 

TWENTY-FIFTH  PRECINCT— NINTH  WARD. 
Commencing   at   the   intersection   of   the   center    line    of   Bolton 
avenue  extended  north  with  the  corporation  line:   thence  east  along 
the  corporation  line  to  the  center  line  of  Arlington  avenue;  thence 
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south  along  the  center  line  of  Arlington  avenue  to  the  corporation 
line  extended  east;  thence  east  along  the  corporation  line  extended 
east  to  the  center  line  of  Kitley  avenue  to  the  center  line  of  Washing- 
ton street;  thence  west  along  the  center  line  of  Washington  street 
to  the  center  line  of  Audubon  Road;  thence  north  along  the  center 
line  of  Audubon  road  to  the  center  line  of  Audubon  place;  thence 
north  along  the  center  line  of  Audubon  place  bearing  to  the  left  to 
the  center  line  of  Lowell  avenue;  thence  northeast  along  the  center 
line  of  Lowell  avenue  to  the  center  line  of  Audubon  road;  thence 
north  along  the  center  line  of  Audubon  road  to  the  center  line  of 
Michigan  street;  thence  east  along  the  center  line  of  Michigan  street 
to  the  center  line  of  Bolton  avenue;  thence  north  along  the  center 
line  of  Bolton  avenue  and  said  center  line  extended  north  to  the  cor- 
poration line  extended  east,  the  place  of  beginning,  shall  constitute 
the  Twenty-fifth  Precinct  of  the  Ninth  Ward  of  the  City  of  Indian- 
apolis. 

FIRST  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Cruse  street  at  its  inter- 
section with  the  center  line  of  Southeastern  avenue;  thence 
northwest  along  the  center  line  of  Southeastern  avenue  to 
the  center  line  of  Washington  street;  thence  east  along  the 
center  line  of  Washington  street  to  the  center  line  of  State  avenue; 
thence  south  along  the  center  line  of  State  avenue  to  the  center  line 
of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  west  along  the 
center  line  of  the  P.  C.  C.  &  St.  L.  right-of-way  to  the  center  line 
of  Cruse  street;  thence  north  along  the  center  lin  eof  Cruse  street 
to  the  center  line  of  Southeastern  avenue,  the  place  of  beginning  shall 
constitute  the  First  Precinct  of  the  Tenth  Ward,  in  the  City  of  In- 
dianapolis. 

SECOND  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  its  intersection 
with  the  center  line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way ;  thence 
east  along  the  center  line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way  to 
the  center  line  of  State  avenue;  thence  south  along  the  center  line  of 
State  avenue  to  the  center  line  of  English  avenue;  thence  west  along 
the  center  line  of  English  avenue  to  the  center  line  of  Shelby  street; 
thence  north  along  the  center  line  of  Shelby  street  to  the  center  line 
of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way,  the  place  of  beginning 
shall  constitute  the  Second  Precinct  of  the  Tenth  Ward,  in  the  City  of 
Indianapolis. 

THIRD  PRECINCT— TENTH   WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  the  intersection 
with  the  center  line  of  English  avenue;  thence  east  along  the  center 
line  of  English  avenue  to  the  center  line  of  State  avenue;  thence 
south  along  the  center  line  of  State  avenue  to  the  center  line  of  Hoyt 
avenue;  thence  west  along  the  center  line  of  Hoyt  avenue  to  the 
center  line  of  Shelby  street;  thence  north  along  the  center  line  of 
Shelby  street  to  the  center  line  of  English  avenue,  the  place  of  begin- 
ning, shall  constitute  the  Third  Precinct  of  the  Tenth  Ward,  in  the 
City  of  Indianapolis. 
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FOURTH  PRECINCT— TENTH  WARD. 
Commencing  in  the  center  line  of  Shelby  street  at  its  intersection 
with  the  center  line  of  Hoyt  avenue;  thence  east  along  the  center  line 
of  Hoyt  avenue  to  the  center  line  of  State  avenue ;  thence  south  along 
the  center  line  of  State  avenue  to  the  center  line  of  Woodlawn  avenue ; 
thence  west  along  the  center  line  of  Woodlawn  avenue  to  the  center 
line  of  Shelby  street;  thence  north  along  the  center  line  of  Shelby 
street  to  the  center  line  of  Hoyt  avenue,  the  place  of  beginning  shall 
constitute  the  Fourth  Precinct  of  the  Tenth  Ward,  in  the  City  of 
Indianapolis. 

FIFTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  its  intersection 
with  the  center  line  of  Woodlawn  avenue ;  thence  east  along  the  center 
line  of  Woodlawn  avenue  to  the  center  line  of  State  avenue  to  the 
center  line  of  Orange  street;  thence  west  along  the  center  line  of 
Orange  street  to  the  center  line  of  Shelby  street;  thence  north  along 
the  center  line  of  Shelby  street  to  the  center  line  of  Woodlawn  avenue, 
the  place  of  beginning  shall  constitute  the  Fifth  Precinct  of  the  Tenth 
Ward,  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— TENTH  WARD 

Commencing  in  the  center  line  of  Shelby  street  at  its  inter- 
section with  the  center  line  of  Orange  street;  thence  east  along 
the  center  line  of  Orange  street  to  the  center  line  of  State  avenue; 
thence  south  along  the  center  line  of  State  avenue  to  the  center  line 
of  Minnesota  street;  thence  west  along  the  center  line  of  Min- 
nesota street  to  the  center  line  of  Shelby  street;  thence  north  along 
the  center  line  of  Shelby  street  to  the  center  line  of  Orange  street; 
the  place  of  beginning  shall  constitute  the  Sixth  Precinct  of  the  Tenth 
Ward,  in  the  City  of  Indianapolis. 

the  center  line  of  the  Indianapolis  Union  R.  R.  right-of-way  to  the 
ginning  shall    constitute    the    Seventh  Precinca  of  the  Tenth  Ward, 

SEVENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  its  intersection 
with  the  center  line  of!  Minnesota  street;  thence  east  along  the  cen- 
ter line  of  Minnesota  street  to  the  center  line  of  State  avenue; 
thence  south  along  the  center  line  of  State  avenue  to  the  center  line 
of  the  Indianapolis  Union  R.  R.  right-of-way;  thence  west  along 
the  center  line  of  the  Indianapolis  Union  R.  R.  right-of-wa  yto  the 
center  line  of  Shelby  street;  thence  north  along  the  center  line  of 
Shelby  street  to  the  center  line  of  Minnesota  street,  the  place  of  be- 
ginning shall  constitut  the  Seventh  Precinct  of  the  Tenth  Ward, 
in  the  City  of  Indianapolis. 

EIGHTH  PRECINCT—TENTH  WARD. 
Commencing  in  the  center  line  of  Shelby  street  at  its  inter- 
section with  the  center  line  of  Indianapolis  Union  R.  R.  right-of-way; 
thence  east  along  the  center  line  of  Indianapolis  Union  Raiyway 
right-of-way  to  the  center  line  of  State  avenue;  thence  south  along 
the  center  line  of  State  avenue  to  the  center  line  of  Raymond  street; 
thence  west  along  the  center  line  of  Raymond  street  to  the  center 
line  of  Shelby  street;  thence  north  along  the  center  line  of  Shelby 
street  to  the  center  line  of  the  Indianapolis   Union   Railway  right- 
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of-way,    the    place    of   beginning    shall    constitute    the    Eighth    Pre- 
cinct of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

NINTH   PRECINCT— TENTH   WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  its  inter- 
section with  the  center  line  of  Raymond  street ;  thence  east  along 
the  center  line  of  Raymond  street  to  the  center  line  of  State  avenue: 
thence  south  along  the  center  line  of  State  avenue  to  the  center 
line  of  Southern  avenue;  thence  west  along  the  center  line  of  South- 
ern avenue  to  the  center  line  of  Shelby  street;  thnce  north  along  the 
center  line  of  Shelby  street  to  the  center  line  of  Raymond  street, 
the  place  of  beginning  shall  constitute  the  Ninth  Precinct  of  the" 
Tenth  Ward,  in  the  City  of  Indianapolis. 

TENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Shelby  street  at  its  intersec- 
tion with  the  center  line  of  Southern  avenue;  thence  east  along  the 
center  line  of  Southern  avenue  to  the  center  line  of  Dietz  street; 
thence  south  along  the  center  line  of  Dietz  street  to  the  center  line 
of  Troy  avenue;  thence  west  along  the  center  line  of  Troy  avenue 
to  the  center  line  of  Boyd  street  extended  due  south;  thence  south 
along  said  line  to  a  point,  said  point  being  on  a  line  with  the  center 
line  of  Knox  street  produced  east;  thence  west  along  said  line  to  the 
center  line  of  the  Shelby ville  Free  Gravel  Road;  thence  southeast 
along  the  center  line  of  the  Shelby  ville  Free  Gravl  Road  to  the  cor- 
poration line  lunning  west;  thence  west  along  the  corporation  line 
to  the  center  line  of  Shelby  street;  thence  north  along  the  center 
line  of  Shelby  street  to  the  center  line  of  Southern  avenue,  the  place 
of  beginning  shall  constitute  the  Tenth  Precinct  of  the  Tenth  Ward, 
in  the  City  of  Indianapolis. 

ELEVENTH  PRECINCT— TENTH  WARD. 

Commencing  at  the  intersection  of  the  east  right-of-way  line  of 
the  Pennsylvania  R.  R.  with  the  center  line  of  Southern  avenue; 
thence  east  along  the  center  line  of  Southern  avenue  to  the  center 
line  of  Shelby  street;  thence  south  along  the  center  line  of  Shelby 
street  to  the  corporation  line  as  extended  west;  thence  west  along 
the  corporation  line  to  the  east  right-of-way  line  of  the  Pennsvlvania 
R,  R.;  thence  northwest  along  the  east  right-of-way  line  and  the 
Pennsylvania  R.  R.  to  the  center  line  of  Southern  avenue,  the  nlace 
of  beginning  shall  constitute  the  Eleventh  Precinct  of  the  Tenth 
Ward,  in  the  City  of  Indianapolis. 

TWELFTH    PRECINCT— TENTH    WARD. 

Commencing  m  the  east  line  of  Shelby  street  at  its  intersection 
with  the  center  line  of  Martin  avenue;  thence  south  along  the  east 
line  of  Shelby  street  to  the  center  line  of  Hanna  avenue:  thence 
east  along  the  center  line  of  Hanna  avenue  to  a  point,  said  point 
being  on  the  east  line  of  the  northwest  quarter  of  Section  31,  Town- 
ship 15  North,  Range  4  East;  thence  south  along  said  section  line 
to  a  point,  said  point  being  on  the  south  line  of  the  northwest  quar- 
ter of  Section  31,  Township  15  North,  Range  4  East;  thence  west 
along  said  section  line  to  the  center  line  of  Madison  avenue;  thence 
northwest  along  the  center  line  of  Madison  avenue  to  the  center 
line  of  Hanna  avenue;  thence  east  along  the  center  line  of  Hanna 
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avenue  to  the  west  line  of  Shelby  street;  thence  north  along  the 
west  line  of  Shelby  street  to  the  center  line  of  Martin  street  as  pro- 
duced west;  thence  east  along  said  line  to  the  east  line  of  Shelby 
street,  the  place  of  beginning  shall  constitute  the  Twelfth  Precinct 
of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

THIRTEENTH  PRECINCT— TENTH  WARD. 
Commencing  in  the  center  line  of  State  avenue  at  its  intersection 
tion  with  the  center  line  of  Raymond  street;  thence  east  along  the 
center  line  of  Raymond  street  to  the  center  line  of  Keystone  avenue; 
thence  south  along  the  center  line  of  Keystone  avenue  to  the  center 
line  of  Walker  avenue;  thence  west  and  northwest  along  the  center 
line  of  Walker  avenue  to  the  center  line  of  State  avenue;  thence 
north  along  the  center  line  of  State  avenue  to  the  center  line  of 
Raymond  street,  the  place  of  beginning  shall  constitute  the  Thir- 
teenth Precinct  of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

FOURTEENTH    PRECINCT— TENTH    WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  intersection 
with  the  center  line  of  Minnesota  street;  thence  east  along  the 
center  line  of  Minnesota  street  to  a  point,  said  point  being  on  the 
center  line  of  Camby  street  as  produced  north ;  thence  south  along 
said  line  and  the  center  line  of  Camby  street  to  the  center  line  of 
Raymond  street;  thence  west  along  the  center  line  of  Raymond 
street  to  the  center  line  of  State  avenue;  thence  north 
along  the  center  line  of  State  avenue  to  the  center  line  of  Minne- 
sota street,  the  place  of  beginning  shall  constitute  the  Fourteenth 
Precinct  of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

FIFTEENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  intersec- 
tion with  the  Center  line  of  Prospect  street ;  thence  east  along  the 
center  line  of  Prospect  street  to  the  center  line  of  Villa  avenue; 
hence  south  along  the  center  line  of  Villa  avenue  and  said  center 
line  of  Villa  avenue  as  produced  south  to  the  center  line  of  Terrace 
avenue;  thence  east  along  the  center  line  of  Terrace  avenue  to  the 
center  line  of  Villa  avenue  running  south;  thence  south  along  the 
center  line  of  Villa  avenue  to  the  center  line  of  Minnesota  street; 
thence  west  along  the  center  line  of  Minnesota  street  to  the  center 
line  of  State  avenue;  thence  north  along  the  center  line  of  State 
avenue  to  the  center  line  of  Prospect  street,  the  place  of  beginning 
shall  constitute  the  Fifteenth  Precinct  of  the  Tenth  Ward,  in  the 
City  of  Indianapolis. 

SIXTEENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Villa  avenue  at  its  intersec- 
tion with  the  center  line  of  Prospect  street;  thence  east  along  the 
center  line  of  Prospect  street  to  the  center  line  o£  Keystone  avenue; 
thence  south  along  the  center  line  of  Keystone  avenue;  thence  south 
along  the  center  line  of  Keystone  avenue  to  the  center  line  of  Min- 
nesota street;  thence  west  along  the  center  line  of  Minnesota  street 
to  the  center  line  of  Villa  avenue;  thence  north  along  the  center 
line  of  Villa  avenue  to  the  center  line  of  Terrace  avenue;  thence 
west  along  the  center  line  of  Terrace  avenue  to  a  point,  said  point 
being  on  the  center  line  of  Villa  avenue  as  extended  south;  thence 
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north  along  said  line  and  the  center  line  of  Villa  avenue  to  the 
Center  line  of  Prospect  street,  the  place  of  beginning  shall  consti- 
tute the  Sixteenth  Precinct  of  the  Tenth  Ward,  in  the  City  of  In- 
dianapolis. 

SEVENTEENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  intersection 
with  the  center  line  of  Lexington  avenue;  thence  east  along  the 
center  line  of  Lexington  avenue  to  the  center  line  of  the  C.  C.  C.  &  St. 
L.  R.  R.  right-of-way;  thence  southeast  along  the  center  line  of  the 
C.  C.  Cj  &  St.  L.  R.  R.  right-of-way  to  the  center  line  of  Keystone 
avenue;  thence  south  along  the  center  line  of  Keystone  avenue  to 
the  center  line  of  Prospect  street;  thence  west  along  the  center  line 
of  Prospect  street  to  the  center  line  of  State  avenue;  thence  north  along 
the  center  line  of  State  avenue  to  the  center  line  of  Lexington  ave- 
nue, the  place  of  beginning  shall  constitute  the  Seventeenth  Precinct 
of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

EIGHTEENTH  PRECINCT— TENTH  WARD, 

Commencing  in  the  center  line  of  State  avenue  at  its  intersection 
with  the  center  line  of  English  avenue;  thence  east  along  the  center 
line  of  English  avenue  to  the  center  line  of  Keystone  avenue;  thence 
South  along  the  center  line  of  Keystone  avenue  to  the  center  line 
of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  northwest  along 
the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the 
center  line  of  Lexington  avenue;  thence  west  along  the  center  line 
of  Lexington  avenue  to  the  center  line  of  State  avenue;  thence  north 
along  the  center  line  of  State  avenue  to  the  center  line  of  English 
avenue,  the  place  of  beginning  shall  constitute  the  Eighteenth  Pre- 
cinct of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

NINETEENTH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  inter- 
Section  with  the  center  line  of  the  P^  C.  C.  &  St.  L.  R.  R.  right-of- 
way;  thence  east  along  the  center  line  of  the  P.  C.  C.  <&  St.  L. 
R.  R.  right-of-way  to  the  center  line  of  Keystone  avenue;  thence 
South  along  the  center  line  of  Keystone  avenue  to  the  center  line 
of  English  avenue;  thence  west  along  the  center  line  of  English 
avenue  to  the  center  line  of  State  avenue;  thence  north  along  the 
Center  line  of  State  avenue  to  the  center  line  of  the  P.  C.  C.  &  St. 
L.  R.  R.  right-of-way,  the  place  of  beginning  shall  constitute  the 
Nineteenth  Precinct  of  the  Tenth  Ward,  in  the  City  of  Indianapolis. 

TWENTIETH  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  intersec- 
tion with  the  center  line  of  Washington  street;  thence  east  along 
the  center  line  of  Washington  street  to  the  center  line  of  the  Indi- 
anapolis Union  Railway  right-of-way;  thence  south  along  the  center 
line  of  Indianapolis  Union  Railway  right-of-way  to  the  center  line 
of  the  P.  C.  C.  &  St.  L.  R  R.  right-of-way;  thence  west  along  the 
center  line  of  P.  C.  C.  &  St.  L.  R.  R.  Right-of-way  to  the  center 
line  of  State  avenue;  thence  north  along  the  center  line  of  State 
avenue  to  the  center  line  of  Washington  street,  the  place  of  be- 
ginning shall  constitute  the  Twentieth  Precinct  of  the  Tenth  Ward, 
in  the  City  of  Indianapolis. 
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TWENTY-FIRST   PRECINCT— TENTH   WARD. 

Commencing  in  the  center  line  of  State  avenue  at  its  intersection 
with  the  center  line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way; 
thence  east  along  the  center  line  of  P.  C.  C.  &  St.  L.  R.  R.  right-of- 
way  to  the  center  line  of  Indianapolis  Union  Railway  right-of-way; 
thence  south  along  the  center  line  of  Indianapolis  Union  R.  R.  right- 
of-way  to  the  center  line  of  English  avenue;  thence  west  along  the 
center  line  of  English  avenue  to  the  center  line  of  Keystone  avenue; 
thence  north  along  the  center  line  of  Keystone  avenue  to  the  center 
line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way,  the  place  of  be- 
ginning shall  constitute  the  Twenty-first  Precinct  of  the  Tenth 
Ward,  in  the  City  of  Indianapolis. 

TWENTY-SECOND  PRECINCT— TENTH  WARD. 

Commencing  in  the  center  line  of  Keystone  avenue  at  its  inter- 
section with  the  center  line  of  English  avenue;  thence  east  along 
the  center  line  of  English  avenue  to  the  center  line  of  Sherman 
Drive;  thence  south  along  the  center  line  of  Sherman  Drive  to  the 
center  line  of  Minnesota  street;  thence  west  along  the  center  line 
of  Minnesota  street  to  the  corporation  line  running  south;  thence 
south,  west  and  north  along  the  meanderings  of  the  corporation 
line  to  the  center  line  of  Minnesota  street;  thence  west  along  the 
center  line  of  Minnesota  street  to  the  center  line  of  Keystone  avenue; 
thence  north  along  the  center  line  of  Keystone  avenue  to  the  center 
line  of  English  avenue,  the  place  of  beginning  shall  constitute  the 
Twenty-second  Precinct  of  the  Tenth  Ward,  in  the  City  of  Indi- 
anapolis. 

FIRST  PRECINCT— ELEVENTH  WARD. 

Commencing  in  the  center  line  of  Washington  street  at  its 
intersection  with  the  center  line  of  Southeastern  avenue;  thence 
southeast  along  the  center  line  of  Southeastern  avenue  to  the  center 
line  of  Cruse  street;  thence  south  along  the  center  line  of  Cruse 
street  to  the  center  line  of  Maryland  street;  thence  east  along  the 
center  line  of  Maryland  street  to  the  center  line  of  Shelby  street; 
thence  south  along  the  center  line  of  Shelby  street  to  the  center  line 
of  Lord  street;  thence  west  along  the  center  line  of  Lord  street  to 
the  center  line  of  Noble  street;  thnce  north  along  the  center  line 
of  Noble  street  to  the  center  line  of  Washington  street;  thence 
east  along  the  center  line  of  Washington  street  to  the  center  line 
of  Southeastern  avenue,  the  place  of  beginning  shall  constitute  the 
First  Precinct  of  the  Eleventh  Ward,  in  the  City  of  Indianapolis. 

SECOND  PRECINCT— ELEVENTH  WARD. 

Commencing  in  the  center  line  of  Washington  street  at  its  in- 
tersection with  the  center  line  of  Noble  street;  thence  south  along 
the  center  line  of  Noble  street  to  the  center  line  of  Louisiana  street; 
thence  west  along  the  center  line  of  Louisiana  street  to  the  center 
line  of  East  street;  thence  south  along  the  center  line  of  East  street 
to  the  center  line  of  South  street;  thence  west  alon^  the  center  line 
of  South  street  to  the  center  line  of  Delaware  street;  thence  north 
along  the  center  line  of  Delaware  street  to  the  center  line  of  Wash- 
ington street  to  the  center  line  of  Noble  street,  the  place  of  begin- 
ning, shall  constitute  the  Second  Precinct  of  the  Eleventh  Ward  in 
the  City  of  Indianapolis. 
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THIRD    PRECINCT— ELEVENTH    WARD. 

Commencing  in  the  center  line  of  South  street  at  its  intersec- 
tion with  the  center  line  of  New  Jersey  street;  thence  south  along 
the  center  line  of  New  Jersey  street  to  the  center  line  of  Merrill 
street;  thence  east  along  the  center  line  of  Merrill  street  to  the 
center  line  of  East  street;  thence  south  along  the  center  line  of  East 
Street  to  the  center  line  of  McCarty  street;  thence  west  along  the 
center  line  of  McCarty  street  to  the  center  line  of  Delaware  street; 
thence  north  along  the  center  line  of  Delaware  street  to  the  center 
line  of  South  street;  thence  east  along  the  center  line  of  South 
street  to  the  center  line  of  New  Jersey  street,  the  place  of  beginning: 
shall  constitute  the  Third  Precinct  of  the  Eleventh  Ward,  in  the 
City  of  Indianapolis. 

FOURTH  PRECINCT— ELEVENTH  WARD. 
Commencing  in  the  center  line  of  McCarty  street  at  its  inter- 
section with  the  center  line  of  New  Jersey  street;  thence  south  along 
the  center  line  of  New  Jersey  street  to  the  center  line  of  Bicking 
street;  thence  east  along  the  center  line  of  Bicking  street  to  the1 
center  line  of  East  street;  thence  south  along  the  center  line  of 
East  street  to  the  center  line  of  Prospect  street;  thence  west  along 
the  center  line  of  Prospect  street  to  the^  center  line  of  Madison  ave- 
nue; thence  northwest  along  the  center  line  of  Madison  avenue  to  the 
center  line  of  McCarty  street;  thence  east  along  the  center  line 
of  McCarty  street  to  the  center  line  of  New  Jersey  street,  the  place 
of  beginning  shall  constitute  the  Fourth  Precinct  of  the  Eleventh 
Ward,  in  the  City  of  Indianapolis. 

FIFTH  PRECINT— ELEVENTH  WARD. 

Commencing  in  the  center  line  of  South  street  at  its  intersection 
with  the  center  line  of  Virginia  avenue;  thence  southeast  along  the 
center  line  of  Virginia  avenue  to  the  center  line  of  McCarty  street; 
thence  west  along  the  center  line  of  McCarty  street  to  the  center 
line  of  East  street;  thence  north  along  the  center  line  of  East 
street  to  the  center  line  of  Merrill  street;  thence  west  along  the 
center  line  of  Merrill  street  to  the  center  line  of  New  Jersey  street; 
thence  north  along  the  center  line  of  New  Jersey  street  to  the  center 
line  of  South  street;  thence  east  along  the  center  line  of  South 
street  to  the  center  line  of  Virginia  avenue,  the  place  of  beginning 
shall  constitute  the  Fifth  Precinct  of  the  Eleventh  Ward,  in  the 
City  of  Indianapolis. 

SIXTH  PRECINCT— ELEVENTH  WARD. 

Commencing  in  the  center  line  of  Lord  street  at  its  intersection 
with  the  center  line  of  Shelby  street ;  thence  south  along  the  center 
line  of  Shelby  street  to  the  center  line  of  Lexington  avenue;  thence 
northwest  along  the  center  line  of  Lexington  avenue  to  the  center 
line  of  Noble  street;  thence  north  along  th  center  line  of  Noble 
street  to  the  center  line  of  Lord  street;  thence  east  along  the  center 
line  of  Lord  street  to  the  center  line  of  Shelby  street,  the  place  of 
beginning  shall  constitute  the  Sixth  Precinct  of  the  Eleventh  Ward, 
in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— ELEVENTH  WARD. 
Commencing  in  the  center  line  of  Lexington  avenue  at  its  in- 
tersection  with   the   center  line   of   Grove   street;   thence   southwest 
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along  the  center  line  of  Grove  street  to  the  center  line  of  Virginia 
avenue;  thence  northwest  along  the  center  line  of  Virginia  avenue 
to  the  center  line  of  East  street;  thence  north  along  the  center  line 
of  East  street  to  the  center  line  of  Louisiana  street;  thence  east 
along  the  center  line  of  Louisiana  street  to  the  center  line  of  Noble 
street;  thence  south  along  the  center  line  of  Noble  street  to  the 
center  line  of  Lexington  avenue;  thence  southeast  along  the  center 
line  of  Lexington  avenue  to  the  center  line  of  Grove  street,  the  place 
of  beginning  shall  constitute  the  Seventh  Precinct  of  the  Eleventh 
Ward,  in  the  City  of  Indianapolis. 

EIGHTH  PRECINCT— ELEVENTH  WARD. 
Commencing  in  the  center  line  of  Lexington  avenue  at  its  in- 
tersection with  the  center  line  of  Grove  street;  thence  southeast 
along  the  center  line  of  Lexington  avenue  to  the  center  line  of 
Shelby  street;  thence  south  along  the  center  line  of  Shelby  street 
to  the  center  line  of  Prospect  street;  thence  west  along  the  center 
line  of  Prospect  street  to  the  center  line  of  Wright  street;  thence 
north  along  the  center  line  of  Wright  street  to  he  center  line  of 
ru-hanan  street;  thence  west  along  the  center  line  of  Buchanan 
street  to  the  center  line  of  Wright  street;  thence  north  along  the 
center  line  of  Wright  street  to  the  cener  line  of  McCarty  street; 
thence  east  along  the  center  line  of  McCarty  street  to  the  center 
line  of  Virginia  avenue;  thence  southeast  along  the  center  line  of 
Virginia  avenue  to  the  center  line  of  Grove  street;  thence  northeast 
along  the  center  line  of  Grove  street  to  the  center  line  of  Lexington 
avenue,  the  place  of  beginning  shall  constitute  the  Eighth  Precinct 
of  the  Eleventh  Ward,  in  the  City  of  Indianapolis. 

NINTH  PRECINCT— ELEVENTH  WARD. 
Commencing  in  the  center  line  of  McCarty  street  at  its  inter- 
section with  the  center  line  of  Wright  street;  thence  south  along 
the  center  line  of  Wright  street  to  the  center  line  of  Buchanan 
street;  thence  east  along  the  center  line  of  Buchanan  street  to  the 
center  line  of  Wright  street;  thence  south  along  the  center  line  of 
Wright  street  to  the  center  line  of  Prospect  street;  thence  west 
along  the  center  line  of  Prospect  street  to  the  center  line  of  East 
street;  thence  north  along  the  center  line  of  East  street  to  the 
center  line  of  Bicking  street;  thence  west  along  the  center  line  of 
Bicking  street  to  the  center  line  of  New  Jersey  street;  thence  north 
along  the  center  line  of  New  Jersey  street  to  the  center  line  of  Mc- 
Carty street;  thence  east  along  the  center  line  of  McCarty  street 
to  the  center  line  of  Wright  street,  the  place  of  beginning  shall 
consitute  the  Ninth  Precinct  of  the  Eleventh  Ward,  in  the  City  of 
Indianapolis. 

FIRST  PRECINCT— TWELFTH  WARD. 

Commencing  in  the  center  line  of  Washington  street  at  its  in- 
tersection with  the  center  line  of  Delaware  street;  thence  south  along 
the  center  line  of  Delaware  street  to  the  center  line  of  South  street; 
thence  west  along  the  center  line  of  South  street  to  the  center  line 
of  Missouri  street;  thence  north  along  the  center  line  of  Missouri 
sreet  to  the  center  line  of  Washington  street;  thence  east  along  the 
center  line  of  Washington  street  to  the  center  line  of  Delaware 
street,  the  place  of  beginning  shall  constitute  the  First  Precinct  of 
the  Twelfth  Ward,  in  the  City  of  Indianapolis. 
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SECOND  PRECINCT—TWELFTH  WARD. 
Commencing  in  the  center  line  of  Washington  street  at  its  in- 
tersection with  the  center  line  of  Missouri  street;  thence  south  along 
the  center  line  of  Missouri  street  to  the  center  line  of  South  street; 
thence  west  along  the  center  line  of  South  street  to  the  center  line 
of  Kentucky  avenue;  thence  southwest  along  the  center  line  of  Ken- 
tucky avenue  to  the  center  line  of  White  river;  thence  north,  fol- 
lowing the  meanderings  of  the  center  line  of  White  river,  to  the 
center  line  of  Washington  street;  thence  east  along  the  center  line 
of  Washington  street  to  the  center  line  of  Missouri  street,  the  place 
of  beginning,  shall  constitute  the  Second  Precinct  of  the  Twelfth 
Ward,  in  the  City  of  Indianapolis. 

THIRD  PRECINCT— TWELFTH  WARD. 

Commencing  in  the  center  line  of  South  street  at  its  intersec- 
tion with  the  center  line  of  Meridian  street;  thence  south  along  the 
center  line  of  Meridian  street  to  the  center  line  of  Merrill  street; 
thence  west  along  the  center  line  of  Merrill  street  to  the  center 
line  of  Kentucky  avenue;  thence  northeast  along  the  center  line  of 
Kentucky  avenue  to  the  center  line  of  South  street ;  thence  east 
along  the  center  line  of  South  street  to  the  center  line  of  Meridian 
street,  the  place  of  beginning  shall  constitute  the  Third  Precinct  of 
the  Twelfth  Ward,  in  the  City  of  Indianapolis. 

FOURTH  PRECINCT— TWELFTH  WARD. 

Commencing  in  the  center  line  of  Merrill  street  at  its  intersec- 
tion with  the  center  line  of  Russell  avenue;  thence  southeast  along 
the  center  line  of  Russell  avenue  to  the  center  line  of  McCarty 
street;  thence  west  and  northwest  along  the  center  line  of  McCarty 
street  to  the  center  line  of  Kentucky  avenue;  thence  northeast  along 
the  center  line  of  Merrill  street;  thenc  east  along  the  center  line  of 
Merrill  street  to  the  center  line  of  Russell  avenue,  the  place  of  be- 
ginning shall  constitute  the  Fourth  Precinct  of  the  Twelfth  Ward, 
in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— TWELFTH  WARD. 
Commencing  in  the  center  line  of  South  street  at  its  intersection, 
with  the  center  line  of  Delaware  street;  thence  south  along  the 
center  line  of  Delaware  street  to  the  center  line  of  McCarty  street; 
thence  west  along  the  center  line  of  McCarty  street  to  the  center  line 
of  Madison  avenue;  thence  southeast  along  the  enter  line  of  Madi- 
son avenue  to  the  center  line  of  Ray  street;  thence  west  along  the 
center  line  of  Ray  street  to  the  center  line  of  Union  street;  thence 
north  along  the  center  line  of  Union  street  to  the  center  line  of  Mc- 
Carty street;  thence  west  along  the  center  line  of"  McCarty  street 
to  the  center  line  of  Russell  avenue;  thence  northast  along  the 
center  line  of  Russell  avenue;  thence  northeast  along  the  center 
line  of  Russell  avenue  to  the  center  line  of  Merrill  street;  thence 
east  along  the  center  line  of  Merrill  stret  to  the  center  line  of 
Meridian  street;  thence  north  along  the  center  line  of  Meridian 
street  to  the  center  line  of  South  street;  thence  east  along  the  center 
line  of  South  street  to  the  center  line  of  Delaware  street,  the  place 
of  beginning  shall  constitute  the  Fifth  Precinct  of  the  Twelfth  Ward 
in  the  City  of  Indianapolis. 
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SIXTH  PRECINCT— TWELFTH  WARD. 

Commencing  in  the  center  line  of  McCarty  street  at  its  inter- 
section with  the  center  line  of  Union  street;  thence  south  along  the 
center  line  of  Union  street  to  the  center  line  of  Ray  street:  thence 
■west  along  the  center  line  of  Ray  street  to  the  center  line  of  Church 
sreet;  thence  north  along  the  center  line  of  Church  street  to  the 
center  line  of  McCarty  street:  thence  east  along  the  center  line  of 
McCarty  street  to  the  center  line  of  Union  street,  the  place  of  be- 
ginning shall  constitute  the  Sixth  Precinct  of  the  Twelfth  Ward, 
in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— TWELFTH  WARD. 

Commencing  in  the  center  line  of  McCarty  street  at  its  inter- 
section along  the  center  line  of  Church  street ;  thence  south  along 
the  center  line  of  Church  street  to  the  center  line  of  Ray  street; 
thence  west  along  the  center  line  of  Ray  street  to  the  center  line  of 
West  street:  thence  north  alon  gthe  center  line  of  West  street  to 
the  center  line  of  Ray  street:  thence  west  along  the  center  line  of 
Ra  ystreet  to  the  center  line  and  the  line  extended  west  to  the  center 
line  of  White  river;  thence  north,  following  the  meanderings  of  the 
center  line  of  White  river  to  the  center  line  of  Kentucky  avenue; 
thence  northeast  along  the  center  line  of  Kentuckv  avenue  to  the 
center  line  of  McCarty  street;  thence  southeast  and  east  along  the 
center  line  of  McCarty  street  to  the  center  line  of  Church  street,  the 
place  of  beginning  shall  constitute  the  Seventh  Precinct  of  the 
Twelfth  Ward,  in  the  City  of  Indianapolis. 

FIRST  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  Prospect  street;  thence  east  alonsr  the  center 
line  of  Prospect  street  to  the  center  line  of  Shelby  sreet:  thence  south 
along  the  center  line  of  Shelby  street  to  the  center  line  of  Sanders 
street:  thence  west  along  the  center  lin  of  Sandrs  street  to  the  center 
line  of  East  street;  thence  north,  northwest  and  north  along  the  center 
line  of  East  street  to  the  center  line  of  Prospect  street,  the  place  of 
beginning  shall  constitute  the  First  Precinct  of  the  Thirteenth  Ward, 
in  the  City  of  Indianapolis. 

SECOND  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  Sanders  street;  thence  east  along  the  center 
line  of  Sanders  street  to  the  center  line  of  Shelby  street ;  thence  south 
along  the  center  line  of  Shelby  street  to  the  center  line  of  Cottage 
avenue;  thence  west,  along  the  center  line  of  Cottage  avenue  to  the 
center  line  of  Wright  street;  thence  north  along  the  center  line  of 
Wright  street  to  the  center  line  of  Terrace  avenue :  thence  west  along 
the  center  line  of  Terrace  avenue  to  the  center  line  of  East  street: 
thence  north  along  the  center  line  of  East  street  to  the  center  line  of 
Sanders  street,  the  place  of  beginning,  shall  constitute  he  Second 
Precinct  of  the  Thirteenth  Ward,  in  the  City  of  Indianapolis. 

THIRD  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  Terrace  avenue,  thence  east  along  the  center 
line  of  Terrace  avenue  to  the  center  line  of  Wright  street;   thence 
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South  along  the  center  line  of  Wright  street  to  the  center  line  of  Cot- 
tage avenue;  thence  east,  north  and  east  along  the  center  line  of 
Cottage  avenue  to  the  center  line  of  Shelby  street;  thence  south  along 
the  center  line  of  Shelby  street  to  the  center  line  of  Pleasant  Run 
Parkway,  North  Drive;  thence  in  a  southwesterly  direction  along  the 
center  line  of  Pleasant  Run  Parkway,  North  Drive,  to  the  center  line 
of  Ringgold  street;  thence  north  along  the  center  line  of  Ringgold 
street  to  the  center  line  of  Minnesota  street;  thence  west  along  the 
center  line  of  Minnesota  street  to  the  center  line  of  New  street ;  thence 
south  along  the  center  line  of  New  street  to  the  center  line  of  Iowa 
street;  thence  west  along  the  center  line  of  Iowa  street  to  the  center 
line  of  East  street;  thence  north  along  the  center  line  of  East  street 
to  the  center  line  of  Terrace  avenue,  the  place  of  beginning,  shall 
constitute  the  Third  Precinct  of  the  Thirteenth  Ward,  in  the  City  of 
Indianapolis. 

FOURTH  PRESINCT— THIRTEENTH  WARD. 
Commencing  in  the  center  line  of  the  Pennsylvania  Railroad 
right-of-way  at  its  intersection  with  the  center  line  of  Ray  street; 
thence  east  along  the  center  line  of  Ray  street  to  the  cener  line  of 
Madison  avenue;  thence  southeast  along  the  center  line  of  Madison 
avenue  to  the  center  line  of  Prospect  street;  thence  east  along  the 
center  line  of  Prospect  street  to  the  center  line  of  East  street;  thence 
south,  east  and  south  along  the  center  line  of  East  street  to  the  center 
line  of  Terrace  avenue;  thence  west  along  the  center  line  of  Terrace 
avenue  to  the  center  line  of  the  Pennsylvania  Railroad  right-of-way; 
thence  northwest  and  north  along  the  center  line  of  the  Psnnsylvania 
Railroad  right-of-way  to  the  center  line  of  Ray  street,  the  place  of 
beginning,  shall  constitute  the  Fourth  Precinct  of  the  Thirteenth 
Ward,  in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— THIRTEENTH  WARD 

Commencing  in  the  center  line  of  East  street  at  its  intersection 
with  the  center  line  of  Iowa  street;  thence  east  along  the  center  line 
of  Iowa  street  to  the  center  line  of  New  street;  thence  north  along 
the  center  line  of  New  street  to  the  center  line  of  Minnesota  street 
to  the  center  line  of  Ringgold  street;  thence  south  along  the  center 
line  of  Ringgold  street  to  the  center  line  of  Pleasant  Run  Parkway, 
North  Drive;  thence  in  a  northeasterly  direction  along  the  center  line 
of  Pleasant  Run  Parkway,  North  Drive,  to  the  center  line  of  Shelby 
street;  thence  south  along  the  center  line  of  Shelby  street  to  the 
center  line  of  the  Indianapolis  Union  Railway  right-of-way;  thence 
west  along  the  center  line  of  the  Indianapolis  Union  Railway  right-of- 
way  to  the  center  line  of  East  street;  thence  north  along  the  center 
line  of  East  street  to  the  center  line  of  Iowa  street,  the  place  of  be- , 
ginning,  shall  constitute  the  Fifth  Precinct  of  the"  Thirteenh  Ward, 
in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— THIRTEENTH  WARD. 
Commencing  in  the  center  line  of  the  Pennsylvania  Railroad 
right-of-way  at  its  intersection  with  the  center  line  of  the  Indianap- 
olis Union  Railway  right-of-way;  thence  east  along  the  center  line 
of  the  Indianapolis  Union  Railway  right-of-way  to  the  center  line  of 
Shelby  street;  thence  south  along  the  center  line  of  Shelby  street  to 
the  center  line  of  Raymond  street;  thence  west  along  the  center  line 
of  Raymond  street  to  the  center  line  of  the  Pennsylvania  Railroad 
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right-of-way;  thence  northwest  along  the  center  line  of  the  Pennsyl- 
vania Railroad  right-of-way  to  the  center  line  of  the  Indianapolis 
Union  Railway  right-of-way,  the  place  of  beginning,  shall  constitute 
the  Sixth  Precinct  of  the  Thirteenth  Ward,  in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  intersec- 
tion with  the  center  line  of  Arizona  street,  thence  east  along  the  center- 
line  of  Arizona  street  to  the  center  line  of  Talbott  street;  thence  south 
along  the  center  line  of  Talbott  street  to  the  center  line  of  Terrace 
avenue;  thence  east  along  the  center  line  of  Terrace  avenue  to  the 
center  line  of  the  Pennsylvania  Railroad  right-of-way;  thence  south- 
east along  the  center  line  of  the  Pennsylvania  Railroad  right-of-way 
to  the  center  line  of  Minnesota  street;  thence  west  along  the  center 
line  of  Minnesota  street  to  the  center  line  of  Meridian  street;  thence 
north  along  the  center  line  of  Meridian  street  to  the  center  line  of 
Arizona  street,  the  place  of  beginning  shall  constitute  the  Seventh 
Precinct  of  the  Thirteenth  Ward,  in  the  City  of  Indianapolis. 

EIGHTH    PRECINCT— THIRTEENTH    WARD. 

Commencing  in  the  center  line  of  Meridian  street  at  its  inter- 
section with  the  center  line  of  Ray  street,  thence  east  along  the  center 
line  of  Ray  street  to  the  center  line  of  the  Pennsylvania  Railroad 
right-of-way,  thence  south  along  the  center  of  the  Pennsylvania  Rail- 
road right-of-way  to  the  center  line  of  Terrace  street;  thence  west 
along  the  center  line  of  Terrace  street  to  the  center  line  of  Talbott 
street,  thence  north  along  the  center  line  of  Talbott  street  to  the 
center  line  of  Arizon  street;  thence  west  along  the  center  line  of 
Arizona  street  to  the  center  line  of  Meridian  street,  thence  north 
along  the  center  line  of  Meridian  street  to  the  center  line  of  Ray 
street,  the  place  of  beginning  shall  constitute  the  Eighth  Precinct  of 
the  Thirteenth  Ward  of  the  City  of  Indianapolis. 

NINTH  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  White  river  at  its  intersection 
with  the  center  line  of  Morris  street ;  thence  east  along  the  center  line 
of  Morris  stret  to  the  center  line  of  Meridian  street;  thence  south 
along  the  center  line  of  Meridian  street  to  the  center  line  of  Minnesota 
street-  thence  west  along  the  center  line  of  Minnsota  street  and  said 
line  produced  due  west  to  the  center  line  of  White  river;  thence  north- 
west, west  and  northwest  along  the  meanderings  of  the  center  line  of 
White  river  to  the  center  line  of  Morris  street,  the  place  of  beginning, 
shall  constitute  the  Ninth  Precinct  of  the  Thirteenth  Ward,  in  the 
Ciy  of  Indianapolis. 

TENTH  PRECINCT— THIRTEENTH  WARD. 

Commencing  in  the  center  line  of  White  river  at  its  intersection 
with  the  center  line  of  Ray  street;  thence  east  along  the  center  line 
of  Ray  street  to  the  center  line  of  Meridian  street ;  thence  south  along 
the  center  line  of  Meridian  street  to  the  center  line  of  Morris  street; 
thence  west  along  the  center  line  of  Morris  street  to  the  center  line 
of  White  river;  thence  northeasterly  along  the  meanderings  of  the 
center  line  of  White  river  to  the  center  line  of  Ray  street,  the  place  of 
beginning,  shall  constitute  the  Tenth  Precinct  of  the  Thirteenth  Ward, 
in  the  City  of  Indianapolis. 
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ELEVENTH  PRECINCT— THIRTEENTH  WARD. 
Commencing  in  the  center  line  of  Minnesota  street  at  its  inter- 
section with  the  center  line  of  Pennsylvania  Railroad  right-of-way; 
thence  southeast  along  the  center  line  of  Pennsylvania  Railroad  right- 
of-way  to  the  center  line  of  the  Indianapolis  Union  Railway  right-of- 
way;  thence  west  along  the  center  line  of  the  Indianapolis  Union 
Railway  right-of-way  to  the  center  line  of  White  river;  thence  north- 
westerly along  the  meanderings  of  the  center  line  of  White  river  to  a 
point,  said  point  being  on  the  center  line  of  Minnesota  street,  as  pro- 
duced due  west;  thence  east  along  said  line  to  the  center  line  of 
Minnesota  street,  and  continuing  east  with  the  center  line  of  Minne- 
sota street  to  the  center  line  of  Pennsylvania  Railroad  right-of-way, 
the  place  of  beginning,  shall  constitute  the  Eleventh  Precinct  of  the 
Thirteenth  Ward,  in  the  City  of  Indianapolis. 

TWELFTH  PRECINCT— THIRTEENTH  WARD. 
Commencing  at  the  center  line  of  the  Pennsylvania  Railroad  right- 
of-way  and  Raymond  street,  at  the  intersection;  thence  southeast 
along  the  Pennsylvania  Railroad  right-of-way  to  the  center  line  of 
Southern  avenue,  thence  west  along  the  center  line  of  Southern  ave- 
nue, to  the  center  line  of  Meridian  street,  thence  south  along  the 
center  line  of  Meridian  street  to  the  corporation  line,  thence  west 
along  the  corporation  line  to  the  center  line  of  White  river,  thence 
northeasterly  along  the  meanderings  of  White  river,  to  the  center  line 
of  Raymond  street,  thence  east  along  the  center  line  of  Ravmond 
street  to  the  Pennsylvania  Railroad  right-of-way,  the  place  of  be- 
ginning, shall  constitute  the  Twelfth  Precinct  of  the  Thirteenth  Ward, 
of  the  City  of  Indianapolis. 

THIRTEENTH  PRECINCT— THIRTEENTH  WARD. 

Commencing  at  the  center  of  the  Pennsylvania  Railroad  right- 
of  way  and  the  center  line  of  the  Indianapolis  Union  Railway  right- 
of-way,  at  the  intersection;  thence  southeast  along  the  Pennsylvania 
Railroad  right-of-way  to  the  center  line  of  Raymond  street;  thenc° 
west  along  the  center  line  of  Ravmond  street,  to  the  center  line  of 
White  river:  thence  northeasterly  along  the  meanderings  of  the 
center  line  of  White  river  to  the  center  line  of  the  Indianapolis  Union 
Railway  right-of-way;  thence  east  along  the  center  line  of  the  Indi- 
anapolis Union  Railway  right-of-way  to  the  center  line  of  the  Penn- 
sylvania Railroad  right-of-way,  the  place  of  beginning,  shall  constitute 
the  Thirteenth  Precinct  of  the  Thirteenth  Ward  of  the  City  of  In- 
dianapolis. 

FOURTEENTH  PRECINCT— THIRTEENTH  WARD. 
Commencing  in  the  center  line  of  the  Pennsvlvania  Railroad 
right-of-way  at  its  intersection  with  the  center  line  of  Ravmond 
street;  thence  east  along  the  center  line  of  Raymond  street  to  the 
center  line  of  Shelby  street;  thence  south  along  the  center  line  of 
Shelby  street  to  the  center  line  of  Souther  navnue;  thence  west  along 
th  center  line  of  Southern  avenue  to  the  center  line  of  Pennsylvania 
Railroad  right-of-way;  thence  northwest  along  the  center  line  of 
Pennsylvania  Railroad  right-of-way  to  the  center  line  of  Raymond 
street,  the  place  of  beginning  shall  constitute  the  Fourteenth  Precinct 
of  the  Thirteenth  Ward,  in  the  City  of  Indianapolis. 
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FIFTEENTH  PRECINCT— THIRTEENTH  WARD. 
Commencing  in  the  center  line  of  the  Pennsylvania  Railroad 
right-of-way  at  its  intersection  with  the  center  line  of  Terrace  ave- 
nue; thence  east  along  the  center  line  of  Terrace  avenue  to  the  center 
line  of  East  street;  thence  south  along  the  center  line  of  East  street 
to  the  center  line  of  the  Indianapolis  Union  Railway  right-of-way; 
thence  west  along  the  center  line  of  the  Indianapolis  Union  Railway 
right-of-way  to  the  center  line  of  the  Pennsylvania  Railroad  right-of* 
way;  thence  northwest  along  the  center  line  of  the  Pennsylvania 
Railroad  right-of-way  to  the  center  line  of  Terrace  avenue,  the  place 
of  beginning,  shall  constitute  the  Fifteenth  Precinct  of  the  Thirteenth 
Ward,  in  the  Gity  of  Indianapolis. 

FIRST  PRECINCT— FOURTEENTH  WARD. 
Commencing  in  the  center  line  of  the  Indianapolis  Union  R.  R„ 
right-of-way  at  its  intersection  with  the  center  line  of  C.  C.  C.  &  St. 
L.  R.  R.  right-of-way;  thence  east  along  the  center  line  of  the  C.  C.  C. 
&  St.  L.  R.  R.  right-of-way  to  the  center  line  of  White  River;  thence 
south  along  the  meanderings  of  the  center  line  of  White  River  to  the 
center  line  of  Oliver  avenue;  thence  west  along  the  center  line  of 
Oliver  avenue  to  the  center  line  of  the  Indianapolis  Union  R.  R.  right- 
of-way;  thence  northwest  along  the  center  line  of  the  Indianapolis 
Union  R.  R.  right-of-way  to  the  center  line  of  the  C.  C.  C.  &  St.  L. 
R.  R.  right-of-way,  the  place  of  beginning,  shall  constitute  the  First 
Precinct  of  the  Fourteenth  Ward,  in  the  City  of  Indianapolis. 

SECOND  PRECINCT— FOURTEENTH  WARD. 
Commencing  in  the  center  line  of  Marion  avenue  at  its  intersec- 
tion with  the  center  line  of  Oliver  avenue;  thence  east  along  the 
center  line  of  Oliver  avenue  to  the  center  line  of  White  river;  thence 
south  along  the  meanderings  of  the  center  line  of  White  river  to  the 
center  line  of  the  I.  &  V.  R.  R.  right-of-way;  thence  southwest  along 
the  center  line  of  the  I.  &  V.  R.  R.  right-of-way  to  the  center  line  of 
the  Indianapolis  Union  R.  R.  right-of-way;  thence  northwest  along 
the  center  line  of  Indianapolis  Union  R.  R.  right-of-way  to  the  center 
line  of  Morris  street;  thence  east  along  the  center  line  of  Morris 
street  to  the  center  line  of  Division  street;  thence  north  along  the 
center  ii.xe  of  Division  street  to  the  center  line  of  Ray  street;  thence 
east  along  the  center  line  of  Ray  street  to  the  center  line  of  Marion 
avenue;  thence  north  along  the  center  line  of  Marion  avenue  to  the 
center  line  of  Oliver  avenue,  the  place  of  beginning,  shall  constitute 
the  Second  Precinct  of  the  Fourteenth  Ward,  in  the  City  of  Indian- 
apolis. 

THIRD  PRECINCT— FOURTEENTH  WARD. 
Commencing  in  the  center  line  of  Indianapolis  Union  R.  R.  right- 
of-way  at  its  intersection  with  the  center  line  of  Oliver  avenue ;  thence 
east  along  the  center  line  of  Oliver  avenue  to  the  center  'line  of 
Marion  avenue;  thence  south  along  the  center  line  of  Marion  avenue 
to  the  center  line  of  Ray  street;  thence  west  along  the  center  line  of 
Ray  street  to  the  center  line  of  Division  street;  thence  south  along 
the  center  line  of  Division  street  to  the  center  line  of  Morris  street- 
thence  west  along  the  center  line  of  Morris  street  to  the  center  line 
of  Indianapolis  Union  R.  R.  right-of-way;  thence  northwest  along  the 
center  line  of  Indianapolis  Union  R.  R.  right-of-way  to  the  center  line 
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of  Oliver  avenue,  the  place  of  beginning,  shall  constitute  the  Third 
Precinct  of  the  Fourteenth  Ward,  in  the  City  of  Indianapolis. 

FOURTH  PRECINCT—FOURTEENTH  WARD. 
Commencing  in  the  center  line  of  Belmont  avenue  at  its  inter- 
section with  the  center  line  of  C.  C.  C.  &  St.  L.  R.  R.  right-of-way; 
thence  east  along  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right- 
of-way  to  the  center  line  of  Indianapolis  Union  R.  R.  right-of-way; 
thence  southeast  along  the  center  line  of  the  Indianapolis  Union  R.  R. 
right-of-way  to  the  center  line  of  Morris  street ;  thence  west  along  the 
center  line  of  Morris  street  to  the  center  line  of  Reisner  street;  thence 
south  along  the  center  line  of  Reisner  street  to  the  center  line  of 
Lambert  street;  thence  west  along  the  center  line  of  Lambert  street 
to  the  center  line  of  Belmont  avenue;  thence  north  along  the  center 
line  of  Belmont  avenue  to  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R. 
right-of-way,  the  place  of  beginning,  shall  constitute  the  Fourth  Pre- 
cinct of  the  Fourteenth  Ward,  in  the  City  of  Indianapolis. 

FIFTH  PRECINCT— FOURTEENTH  WARD. 

Commencing  in  the  center  line  of  Belmont  avenue  at  its  inter- 
section with  the  center  line  of  Lambert  street;  thence  east  along  the 
center  line  of  Lambert  street  to  the  center  line  of  Reisner  street; 
thence  south  along  the  center  line  of  Reisner  street  to  the  center  line 
of  Howard  street;  thence  west  along  the  center  line  of  Howard  street 
to  the  center  line  of  Richland  street;  thence  south  along  the  center 
line  of  Richland  street  to  the  center  line  of  Minnesota  street;  thence 
east  along  the  center  line  of  Minnesota  street  to  the  center  line  of  Min- 
nesota street  to  the  center  line  of  the  I.  &  V.  R.  R.  right-of -way ; 
thence  southwest  along  the  center  line  of  the  I.  &  V.  R.  R.  right-of- 
way  to  the  center  line  of  Belmont  avenue;  thence  north  along  the 
center  line  of  Belmont  avenue  to  the  center  line  of  Lambert  street, 
the  place  of  beginning,  shall  constitute  the  Fifth  Precinct  of  the 
Fourteenth  Ward,  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— FOURTEENTH  WARD. 
Commencing  in  the  center  line  of  the  I.  &  V.  R.  R.  at  its  inter- 
section with  the  center  line  of  White  river;  thence  south,  southwest, 
south,  southeast,  east,  southeast,  south,  southwest,  west  along  the 
meanderings  of  the  center  line  of  White  river  to  the  center  line  of 
Harding  street;  thence  north  along  the  center  line  of  Harding  street 
to  the  center  line  of  the  I.  &  V.  R.  R.;  thence  northeast  along  the 
center  line  of  the  I.  &  V.  R.  R.  to  the  center  line  of  White  river,  the 
place  of  beginning  shall  constitute  the  Sixth  Precinct  of  the  Four- 
teenth Ward,  in  the  City  of  Indianapolis. 

SEVENTH  PRECINCT— FOURTEENTH  WARD 
Commencing  in  the  center  line  of  Reisner  Street  at  its  intersec- 
tion with  the  center  line  of  Morris  street;  thence  east  along  the 
center  line  of  Morris  street  to  the  center  line  of  the  Indianapolis 
Union  R.  R.  right-of-way;  thence  southeast  along  the  center  line  of 
the  Indianapolis  Union  R.  R.  right-of-way  to  the  center  line  of  the  I. 
&  V.  R.  R.  right-of-way;  thence  southwest  along  the  center  line  of 
the  I.  &  V.  R.  R.  right-of-way  to  the  center  line  of  Harding  street; 
thence  south  along  the  center  line  of  Harding  street  to  the  center  line 
of  White  river;  thence  west,  southwest,  south  and  southwest  along 
the  meanderings  of  the  center  line  of  White  river  to  a  point,  said 
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point  being  on  the  center  line  of  Belmont  avenue  extended  du  south; 
thnce  north  along  said  line  to  the  center  line  of  Belmont  avenue  and 
continue  north  along  the  center  line  of  Belmont  avenue  to  the  center 
line  of  the  I.  &  V.  R.  R.  right-of-way;  thence  northeast  along  the 
center  line  of  the  I.  &  V.  R.  R.  to  the  center  line  of  Minnesota  street; 
thence  west  along  the  center  line  of  Minnesota  street  to  the  center 
line  of  Richland  street;  thence  north  along  the  center  line  of  Richland 
street  to  the  center  line  of  Howard  street;  thence  east  along  the 
center  line  of  Howard  street  to  the  center  line  of  Reisner  street; 
thence  north  along  the  center  line  of  Reisner  street  to  the  center  line 
of  Morris  street,  the  place  of  beginning  shall  constitute  the  Seventh 
Precinct  of  the  Fourteenth  Ward,  in  the  City  of  Indianapolis. 

EIGHTH   PRECINCT—FOURTEENTH   WARD. 

Commencing  in  the  center  line  of  Big  Eagle  creek  at  its  inter- 
section with  the  center  line  of  Morris  street;  thence  east  along  the 
center  line  of  Morris  street  to  the  center  line  of  Belmont  avenue; 
thence  south  along  the  center  line  of  Belmont  avenue  to  the  corpora- 
tion line;  thence  southwest,  west  and  north  along  the  meanderings  of 
the  corporation  line  to  the  center  line  of  Big  Eagle  creek;  thence  north 
and  northwest  along  the  meanderings  of  the  center  line  of  Big  Eagle 
creek  to  the  center  line  of  Morris  street,  the  place  of  beginning  shall 
constitute  the  Eighth  Precinct  of  the  Fourteenth  Ward,  in  the  City 
of  Indianapolis. 

NINTH  PRECINCT— FOURTEENTH  WARD. 

Commencing  in  the  center  line  of  Big  Eagle  creek  at  its  inter- 
section with  the  center  line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way 
thence  northeast  along  the  center  line  of  the  P.  C.  C.  &  St.  L.  R.  R. 
right-of-Way  to  the  center  line  of  Oliver  avenue  as  extended  due 
west ;  thence  west  along  said  line  to  the  center  line  of  Oliver  avenue 
and  continuing  west  with  said  line  to  the  center  line  of  Belmont 
Avenue:  thence  south  along  the  center  line  of  Belmont  avenue  to  the 
center  line  of  Morris  street;  thence  west  along  the  center  line  of  Mor- 
ris street  to  the  center  line  of  Big  Eagle  creek;  thence  northwest 
along  the  meanderings  of  the  center  line  of  Big  Eagle  creek  to  the 
center  line  of  the  P.  C.  C.  &  St.  L.  R.  R.  right-of-way,  the  place  of 
beginning  shall  constitute  the  Ninth  Precinct  of  the  Fourteenth  Ward, 
in  the  City  of  Indianapolis. 

FIRST    PRECINCT— FIFTEENTH    WARD. 

Commencing  in  the  center  line  of  Belmont  avenue  as  extended 
due  north  at  its  intersection  with  the  center  line  of  White  river* 
thence  southeast,  south,  southwest  and  southeast  along  the  meander- 
ings of  the  center  line  of  White  river  to  the  center  line  of  Michigan 
street ;  thence  west  along  the  center  line  of  Michigan  street  to  the 
center  line  of  Belmont  avenue;  thence  north  along  the  center  line  of 
Belmont  avenue  to  the  center  line  of  Tenth  street:  thence  east  along 
the  center  line  of  Tenth  street  to  the  center  line  of  Belmont  avenue- 
thence  north  along  the  center  line  of  Belmont  avenue  and  said  )in^ 
produced  north  to  the  center  line  of  White  river,  the  olace  of  b^o-in- 
ning  shall  constitute  the  First  Precinct  of  the  Fifteenth  Ward,  in  the 
City  of  Indianapolis. 
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SECOND  PRECINCT— FIFTEENTH  WARD. 

Commencing  in  the  center  line  of  Belmont  avenue  at  its  intersec- 
tion with  the  center  line  of  Michigan  street;  thence  east  along  the 
center  line  of  Michigan  street  to  the  center  line  of  White  river ;  thence 
southeast  along  the  meanderings  of  the  center  line  of  White  river  to 
the  center  line  of  New  York  street;  thence  west  along  the  center  line 
of  New  York  street  to  the  center  line  of  Koehne  street;  thence  south 
along  the  center  line  of  Koehne  street  to  the  center  line  of  the  C.  C.  C. 
&  St.  L.  R.  R.  right-of-way;  thence  northwest  along  the  center  line 
of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center  line  of  Bel- 
mont avenue;  thence  north  along  the  center  line  of  Belmont  avenue  to 
the  center  line  of  Michigan  street,  the  place  of  beginning  shall  consti- 
tut  the  Second  Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indi- 
anapolis. 

THIRD  PRECINCT— FIFTEENTH  WARD! 

Commencing  in  the  center  line  of  Belmont  avenue  at  its  intersec- 
tion with  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way; 
thence  southeast  along  the  center  line  of  the  C.  C.  C.  &  St.  L.  R„  R. 
right-of-way  to  the  center  line  of  Koehne  street;  thence  south  along 
the  center  line  of  Koehne  street  to  the  center  line  of  Washington 
street;  thence  east  along  the  center  line  of  Washington  street  to  the 
center  line  of  Koehne  street;  thence  south  along  the  center  line  of 
Koehne  street  to  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of- 
way;  thence  west  along  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R. 
right-of-way  to  the  center  line  of  Belmont  avenue ;  thence  north  along 
the  center  line  of  Belmont  avenue  to  the  center  line  of  the  C.  C.  C.  & 
St.  L.  R.  R.  right-of-way,  the  place  of  beginning  shall  constitute  the 
Third  Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indianapolis. 

FOURTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  New  York  street  at  its  inter- 
section with  the  center  line  of  White  river ;  thence  southeast  and  south 
alon  gthe  meanderings  of  the  center  line  of  White  river  to  the  center 
line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  west  along 
the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center 
line  of  Koehne  street:  thence  north  along  the  center  line  of  Koehne 
street  to  the  center  line  of  Washington  street ;  thence  west  along  the 
center  line  of  Washington  street  to  the  center  line  of  Koehne  street; 
thence  north  along  the  center  line  of  Koehne  street  to  the  center  line 
of  New  York  street:  thence  east  along  the  center  line  of  New  York 
street  to  the  center  line  of  White  river,  the  place  of  beginning  shall 
constitute  the  Fourth  Precinct  of  the  Fifteenth  Ward  in  the  City  of 
Indianapolis. 

FIFTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Holmes  avenue  as  extended  north 
at  its  intersection  withthe  corporation  line;  thence  east,  south  and 
east  along  the  meanderings  of  the  corporation  line  to  the  center  line 
of  White  river ;  thence  southeast  along  the  meanderings  of  the  center 
line  of  White  river  to  a  point,  said  point  being  the  center  line  of  Belmont 
avenue  as  extended  due  north:  thence  south  along  said  line  to  the 
center  line  of  Belmont  avenue  and  continuing  south  with  said  line  to 
the  center  line  of  Tenth  street;  thence  west  along  the  center  line  of 
Tenth  street  to  the  center  line  of  Holmes  avenue;  thence  north  along 
the  center  line  of  Holmes  avenue  and  said  line  extended  due  north  to 
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the  corporation  line,  the  place  of  beginning  shall  constitute  the  Fifth 
Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indianapolis. 

SIXTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Tremont  avenue  at  its  inter- 
section with  the  center  line  of  Tenth  street;  thence  east  along  the 
center  line  of  Tenth  street  to  the  center  line  of  Belmont  avenue; 
thence  south  along  the  center  line  of  Belmont  avenue  to  the  center 
line  of  Turner  avenue;  thence  northwest  along  the  center  line  of 
Turner  avenue  to  the  center  line  of  King  avenue;  thence  north  along 
the  center  line  of  King  avenue  and  the  said  line  produced  north  to 
the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence 
southeast  along  the  center  line  of  the  C.  C.  S.  &  St.  L.  R.  R.  right-of- 
Way,  to  the  center  line  of  Tremont  avenue;  thence  north  along  the 
center  line  of  Tremont  avenue  to  the  center  line  of  Tenth  street,  t^e 
nlace  of  beginning  shall  constitute  the  Sixth  Precinct  of  the  Fifteenth 
Ward,  in  the  City  of  Indianapolis, 

SEVENTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Mount  street  at  its  intersection 
with  the  center  line  of  Turner  avenue;  thence  southeast  along  the 
Center  line  of  Turner  avenue  to  the  center  line  of  Belmont  avenue: 
thence  south  along  the  center  line  of  Belmont  avenue  to  the  center  line 
of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way ;  thence  west  along  the  center 
line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-wav  to  the  center  line  of 
Mount  street;  thence  north  along  the  center  line  of  Mount  street  to 
the  center  line  of  Turner  avenue,  the  nlace  of  beginning  shall  con- 
sitiute  the  Seventh  Precinct  of  the  Fifteenth  Ward,  in  the  City  of 
Indianapolis. 

EIGHTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Big  Eagle  creek  at  its  intersec- 
tion with  the  center  line  of  Market  street:  thence  east  along  the 
center  line  of  Market  street  and  said  line  as  producd  east  to  the  center 
line  of  Tibbs  avenue:  thence  southeast  along  the  center  line  of  Tibbs 
avenue  to  the  center  line  of  Washington  street:  thence  east  along  the 
Center  line  of  Washington  street  to  a  noint,  said  point  being  the 
center  line  of  Hancock  avenue  as  produced  north;  thence  south  alone 
said  line  to  the  center  line  of  Hancock  avenue  and  continuing  south 
with  said  line  to  the  center  line  of  the  C.  C.  C,  &  St.  L.  R.  R.  right- 
of-wav:  thence  east  along  the  center  line  of  the  C.  C.  C.  &  St.  J,.  R.  R. 
right-of-way  to  the  center  line  of  Belmont  avenue:  thence  south  along 
the  center  line  of  Belmont  avenue  to  the  center  line  of  Oliver  avenue; 
thence  west  along  the  center  line  of  Oliver  avenue  to  the  center  line 
of  C.  C.  C.  &  St.  L.  R.  R.  right-of-wav;  thence  southwest  along  the 
center  line  of  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center  line 
of  Tibbs  avenue;  thence  north,  northwest,  west  and  northwest  along 
the  center  line  of  Tibbs  avenue  to  the  center  line  of  Washington 
street;  thence  northeast  along  the  center  line  of  Washington  s+reet 
to  the  center  line  of  Big  Eagle  creek ;  thence  in  a  northwesterly  direc- 
tion along  the  meanderings  of  the  center  line  of  Big  Eagle  creek  to 
the  center  line  of  Market  street,  the  place  of  beginning  shall  consti- 
tute the  Eighth  Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indi- 
anapolis. 
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NINTH  PRECINCT— FIFTEENTH  WARD. 

Commencing  in  the  center  line  of  Warren  avenue  at  its  intersec- 
tion with  the  center  line  of  Ohio  street;  thence  east  along  the  center 
line  of  Ohio  street  to  the  center  line  of  Mount  street;  thence  south 
along  the  center  line  of  Mount  street  to  the  center  line  of  the  C.  C.  C. 
&  St.  L.  R.  R.  right-of-way;  thence  west  along  the  center  line  of  the 
C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center  line  of  Hancock 
avenue;  thence  north  along  the  center  line  of  Hancock  avenue  and 
said  line  as  produced  north  to  the  center  line  of  Washington  street; 
thence  east  along  the  center  line  of  Washington  street  to  the  center 
line  of  Warren  avenue;  thence  north  along  the  center  line  of  Warren 
avenue  to  the  center  line  of  Ohio  street,  the  place  of  beginning  shall 
constitute  the  Ninth  Precinct  of  the  Fifteenth  Ward,  in  the  City  of 
Indianapolis. 

TENTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Warman  avenue  at  its  inter- 
section with  the  centp"  Irine  of  Michigan  street;  thence  east  along  the 
center  line  of  Michigan  street  to  the  center  line  of  the  C.  C.  C.  &  St. 
L.  R.  R.  right-of-way;  i,nnce  southeast  along  the  C.  C.  C.  &  St.  L.  R. 
R.  right-of-way  to  a  point,  said  point  being  the  center  line  of  King 
avenue  as  produced  north;  thence  south  along  said  line  to  the  center 
line  of  King  avenue  and  continuing  south  with  said  line  to  the  center 
line  of  Turner  avenue;  thence  southeast  along  the  center  line  of 
Turner  avenue  to  the  center  line  of  Mount  street:  thence  south  along 
the  center  line  of  Mount  street  to  the  center  line  of  Ohio  street; 
thence  along  the  center  line  of  Ohio  street  to  the  center  line  of 
Warman  avenue;  thence  north  along  the  center  line  of  Warman 
avenue  to  the  center  line  of  Michigan  street,  the  place  of  beginning 
shall  constitute  the  Tenth  Precinct  of  the  Fifteenth  Ward,  in  the 
City  of  Indianapolis. 

ELEVENTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Holmes  avenue  at  its  intersec- 
tion with  the  center  line  of  Tenth  street;  thence  east  along  the  center 
line  of  Tenth  street  to  the  center  line  of  Tremont  avenue;  thence 
south  along  the  center  line  of  Tremont  avenue  to  the  center  line  of 
the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  northwest  along  the 
center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center 
line  of  Holmes  avenue;  thence  north  along  the  center  line  of  Holmes 
avenue  to  the  center  line  of  Tenth  street,  the  place  of  beginning  shall 
constitute  the  Eleventh  Precinct  of  the  Fifteenth  Ward,  in  the  City 
of  Indianapolis. 

TWELFTH  PRECINCT— FIFTEENTH  WARD. 
Commencing  in  the  center  line  of  Concord  street  at  its  intersec- 
tion with  the  center  line  of  Sixteenth  street;  thence  east  along  the 
center  line  of  Sixteenth  street  to  the  center  line  of  Holmes  avenue; 
thence  south  along  the  center  line  of  Holmes  avenue  to  the  center 
line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  northwest 
along  the  C.  C.  C.  &  St.  L.  R,.  R.  right-of-way  to  the  center  line  of 
Concord  street;  thence  north  along  the  center  line  of  Concord  street 
to  the  center  line  of  Tenth  Street;  thence  east  along  the  center  line  of 
Tenth  street  to  the  center  line  of  Concord  street;  thence  north  along 
the  center  line  of  Concord  street  to  the  center  line  of  Sixeenth  street, 
the  place  of  beginning  shall  constitute  the  Twelfth  Precinct  of  the 
Fifteenth  Ward,  in  the  City  of  Indianapolis. 
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THIRTEENTH  PRECINCT— FIFTEENTH  WARD. 

Commencing  in  the  center  line  of  Olin  avenue  at  its  intersection 
with  the  center  line  of  Sixteenth  street;  thence  east  along  the  center 
line  of  Sixteenth  street  to  the  center  line  of  Goodlet  avenue; 
thence  north  along  the  center  line  of  Goodlet  avenue 
and  continuing  north  with  said  line  to  the  corporation 
line;  thence  east  and  south  along  the  meanderings  of  said  line  to  the 
center  line  of  Holmes  avenue  and  continuing  south  along  said  line  to 
the  center  line  of  Sixteenth  street;  thence  west  along  the  center  line 
of  Sixteenth  street  to. the  center  line  of  Concord  street;  thence  south 
along  the  center  line  of  Concord  street  to  the  center  line  of  the  C.  C. 
C.  &  St.  L.  R.  R.  right-of-way  to  the  center  line  of  Tenth  street; 
thence  west  along  the  center  line  of  Tenth  street  to  the  center  line  of 
Olin  avenue;  thence  north  along  the  center  line  of  Olin  avenue  to  the 
center  line  of  Sixteenth  street,  the  place  of  beginning  shall  constitute 
the  Thirteenth  Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indi- 
anapolis. 

FOURTEENTH    PRECINCT— FIFTEENTH    WARD. 

Commencing  in  the  center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right- 
of-way  at  its  intersection  with  the  center  line  of  Michigan  street ; ; 
thence  west  along  the  center  line  of  Michigan  street  to  the  center 
line  of  Warman  avenue ;  thence  south  along  the  center  line  of  Warman 
avenue  to  center  line  of  Washington  street ;  thence  west  along  center 
line  of  Washington  street  to  center  line  of  Tibbs  avenue;  thence  north 
along  center  line  of  Tibbs  avenue  to  a  point,  said  point  being  the  center 
line  of  Market  street,  as  produced  due  east;  thence  west  along  said 
line  to  the  corporation  line,  running  north;  thence  north  along  the 
corporation  line  to  the  center  line  of  Tibbs  avenue,  and  continuing 
north  with  the  center  line  of  Tibbs  avenue  to  the  center  line  of  the 
C.  C.  C.  &  St.  L.  R.  R.  right-of-way;  thence  southeast  along  the 
center  line  of  the  C.  C.  C.  &  St.  L.  R.  R.  right-of-way  to  the  center 
line  of  Michigan  street,  the  place  of  beginning,  shall  constitute  the 
Fourteenth  Precinct  of  the  Fifteenth  Ward,  in  the  City  of  Indian- 
apolis. 

FIFTEENTH  PRECINCT— FIFTEENTH  WARD. 

Commencing  in  the  center  line  of  Olin  avenue  at  its  intersection 
with  the  center  line  of  Tenth  street;  thence  east  along  the  center  line 
of  Tenth  street  to  the  center  line  of  the  C.  C:  C.  &  St.  L.  R.  R.  right- 
of-way;  thence  southeast  along  the  center  line  of  the  C.  C.  C.  &>  St. 
L.  R.  R.  right-of-way  to  the  center  line  of  Tibbs  avenue;  thence  south 
along  the  center  line  of  Tibbs  avenue  to  the  corporation  line,  running 
west;  thence  west  and  northwest  along  the  meanderings  of  the  cor- 
poration line  to  the  center  line  of  Olin  avenue;  thence  north  along 
the  center  line  of  Olin  avenue  to  the  center  line  of  Tenth  street,  the 
place  of  beginning,  shall  constitute  the  Fifteenth  Precinct  of  the 
Fifteenth  Ward,  in  the  City  of  Indianapolis. 

Section  2.  All  ordinances  and  parts  of  ordinances  in  conflict 
herewith  are  hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
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and  as  so  amended,  that  the  same  be  passed. 

JOHN  E.  KING, 
WM.  E.  CLAUER,     . 
OTTO  RAY, 

HEYDON  W.  BUCHANAN, 
THEO.  J.  BERND. 
Passed  in  Council,  March  28,  1925. 

BEN  H.  THOMPSON,  President. 
Attest:    JOHN  W.  RHODEHAMEL,  City  Clerk. 
Presented  by  me  to  the  Mayor  of  the  City  of  Indianapolis,  Indiana, 
March  30,  1925. 

JOHN  W.  RHODEHAMEL,  City  Clerk. 
Approved  and  signed  by  me  March  31,  1925. 

S.  L.  SHANK,  Mayor. 

Mr.  King  moved  that  General  Ordinance  No.  28,  1925, 
be  amended  as  recommended  by  the  Committee. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  28,  1925, 
be  ordered  engrossed,  as  amended,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

General  ordinance  No.  28,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

On  motion  of  Mr.  Ray  the  Common  Council  at  9:05 
o'clock  p.  m.,  adjourned. 


^SLD/ 


President. 
Attest: 

fj  City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  April  6,  1925,  at 
7 :30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray,  and 
Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS    FROM    THE    MAYOR. 

March  17,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen —  , 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance  No.  13,  1925,  an  ordinance  fixing  the  salary 
of  the  Stenographic  clerk  in  the  office  of  the  Board  of  Public  Safety 
in  the  Department  of  Public  Safety,  transferring  the  sum  of  One 
Hundred  eTn  ($110)  Dollars  from  the  Tools  and  Equipment  Fund  in 
the  Electrical  Department  under  the  Department  of  Public  Safety  to 
the  Board  of  Public  Safety  Office  Salaries  Fund  under  the  same  de- 
partment, repealing  all  ordinances  or  parts  of  ordinances  in  conflict 
therewith,  and  declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  19,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Meridian  street  from  Washington  street  to 
Sixteenth  street,  fixing  a  penalty  for  the  violation  thereof,  and  de- 
claring a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  20,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Southeastern  avenue  in  the  city  of  Indianapolis, 
fixing  a  penalty  of  the  violation  thereof  and  declaring  a  time  when 
the  same  shall  take  effect. 

General  Ordinance  No.  21,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  the  east  side  of  Riverside  Drive  from  Eigh- 
teenth street  to  Twenty-ninth  street,  in  the  City  of  Indianapolis, 
fixing  a  penalty  for  the  violation  thereof,  and  declaring  a  time  when 
the  same  shall  take  effect. 

General  Ordinance  No.  23,  1925,  an  ordinance  fixing  the  salary 
of  the  Chemical  Engineer  in  the  City  Civil  Engineer's  Department 
under  the  Board  of  Public  Works,  repealing  all  ordinances  in  conflict 
therewith,  and  fixing  a  time  when  the  same  shall  take  effect. 
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General  Ordinance  No.  24,  1925,  an  ordinance  fixing  the  salary 
of  the  "Senior  Assistant  City  Civil  Engineer"  in  the  City  Civil  En- 
gineer's Department,  under  the  Department  of  Public  Works,  re- 
pealing all  ordinances  in  conflict  therewith,  and  fixing  a  time  when 
the  same  shall  take  effect. 

Appropriation  Ordinance  No.  7,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Fifty-six  Thousand  Twenty-eight  ($56,028.00).  Dol- 
lars to  the  salaries  fund  in  the  Fire  Department,  and  Forty-seven 
Thousand  Six  Hundred  Ten  ($47,610.00)  Dollars  to  the  salaries  fund 
in  the  Police  Department,  both  under  the  Department  of  Public 
Safety  and  declaring  a  time  w^hen  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  8,  1925,  an  ordinance  appropriating 
the  sum  of  One  Thousand  ($1000.00)  Dollars  to  a  fund  in  the  De- 
partment of  Public  Safety  to  be  known  as  the  Fund  to  provide  quar- 
ters for  Police  Horse  Barn  and  fixing  a  time  when  the  same  shall 
take  effect. 

Very  trulv  yours, 

LEW  SHANK, 

Mayor. 

March    26,    1.925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  Appropriation  Ordinance  No.  10,  1925.  an  ordi- 
nance appropriating  the  sum  of  Thirty  Thousand  ($30,000.00)  Dol- 
lars from  any  unappropriated  funds  in  the  Department  of  Finance, 
and  reappropriating  the  same  to  the  Street  and  Alley  Improvement 
Fund,  under  the  Board  of  Public  Works,  and  declaring  a  time  when 
the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

March  31,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana : 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,   City   Clerk,   the   following   ordinances: 

General  Ordinance  No.  27,  1925.  an  ordinance  to  divide  the  City 
of  Indianapolis  into  six  Councilmanic  Districts,  defining  the  boun- 
daries thereof,  repealing  all  ordinances  or  parts  of  ordinances  in 
conflict  with  this  ordinance  and  fixing  a  time  when  the  same  shall 
take  effect. 

General  Ordinance  No.  28,  1925,  an  ordinance  to  divide  the  City 

of  Indianapolis  into  Election  Precincts,  defining  the  boundaries 

thereof,  repealing  all  ordinances  and  parts  of  ordinances  in  conflict 
therewith  and  fixing  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 
LEW  SHANK, 

Mayor. 
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REPORTS  FROM  CITY  OFFICERS 

From  the  City  Controller: 

March  28,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen — 

I  am  sending  you  herewith  copies  of  an  ordinance  providing  for 
the  appropriation  of  Five  Hundred  ($500.00)  Dollars  out  of  any  un- 
expended funds  of  the  City  of  Indianapolis  to  the  fund  in  the  Police 
Department,  under  the  Department  of  Public  Safety  known  and 
designated  as  the  "Material  and  Supplies  for  Central  Station"  fund. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

Mr.  Joseph  L.  Hogue,  March  28,  1925. 

City  Controller, 
Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  appro- 
priating the  sum  of  Five  Hundred  ($500.00)  Dollars  to  the  fund 
in  the  Police  Department,  under  the  Department  of  Public  Safety 
known  and  designated  as  the  "Material  and  Supplies  for  Central 
Station."  This  fund  is  now  depleted  and  it  is  necessary  to  pur- 
chase certain  equipment,  such  as  is  usually  provided  out  of  this 
fund. 

You  will  find  herewith  copies  of  an  ordinance  providing  for 
such  appropriation. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar   O.  Wise, 
Executive   Secretary. 

April  6,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen — 

I  hand  you  herewith  for  passage  an  ordinance  appropriating 
the  sum  of  Two  Thousand  Eight  Hundred  Thirty-three  and  34/100 
($2833.34)  Dollars  from  any  unappropriated  funds  of  the  City  of 
Indianapolis  to  the  Salaries  City  Court  Fund  for  the  purpose  of 
paying  the  salary  of  the  Special  Judge  Ik  the  City  Court  from 
April  15,  1925,  to  January,  1,   1926. 

I  recommend  the  passage  of  this  ordinance. 

Very  truly  yours, 

JOS.  L.  HOGUE, 

City  Controller. 

April  6,  1925. 

To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana : 

Gentlemen — 

I  hand  you  herewith  a  communication  from  the  Board  of  Public 

Works  asking  for   the   passage   of   an   ordinance   appropriating   the 
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sum  of  $750.00  from  any  unappropriated  moneys  to  the  Street  and 
Alley  Opening  and  Vacation  Fund,  under  the  Board  of  Public  Works, 
for  the  purpose  of  paying  a  judgment  in  the  case  of  Milton  K. 
Alexander  vs.  the  City  of  Indianapolis  in  Room  2,  Marion  Superior 
Court,  No.  A-82572  in  the  sum  of  $750.00. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

April  6,  1925. 
To  the  President  and  Members  of  the  Common  Council  y  City  of  Indi- 
anapolis, Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  transfer  of  the 
sum  of  $222.00  from  the  Tools  and  Equipment  Fund  in  the  Elec- 
trical Department,  under  the  Department  of  Public  Safety,  to  the 
Salaries  Fund  of  the  Board  of  Public  Safety.  This  additional- sum 
is  needed  to  pay  the  increased  salary  of  the  stenographic  clerk 
in  the  Board  of  Public  Safety  for  the  balance  of  the  year  1925. 
I  respectfully  recommend  the  passage  of  this   ordinance. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City  Controller. 

Mr.  Joseph  L.  Hogue,  April  6,  1925. 

City  Controller, 
Indianapolis. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  you  to  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  pro- 
viding for  the  transfer  of  the .  sum  of  $222.00  from  the  "Tools  and 
Equipment  Fund,"  in  the  Electrical  Department,  under  the  De- 
partment of  Public  Safety,  to  the  Salaries  Fund  of  the  Board  of 
Public  Safety,  under  the  same '  department.  This  additional  sum  is 
needed  to  provide  for  the  increase  in  the  salary  of  the  stenographic 
clerk  of  the  Board  of  Public  Safety  for  the  balance  of  the  year  1925. 

Yours  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive   Secretary. 

April  6,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen — 

I  hand  you  herewith  for  passage  an  ordinance  creating  the  posi- 
tion of  stenographer  to  the  Special  Judge  in  the  City  Court,  provid- 
ing for  the  appointment  thereof,  fixing  the  salary  thereof,  and  ap- 
propriating the  sum  of  Twelve  Hundred  Seventy-five  ($1275.00) 
Dollars  from  any  unappropriated  funds  to  the  Salaries  City  Court 
Fund  for  the  purpose  of  paying  the  salary  of  said  stenographer. 
I  recommend  the  passage  of  this  ordinance. 

Very  truly  yours, 

JOS.  L.  HOGUE, 

City  Controller. 
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April  6,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  rati- 
fying, confirming  and  providing  a  certain  contract  made  and  entered 
into  on  the  1st  day  of  April,  1925,  between  the  City  of  Indianapolis, 
by  and  through  its  Board  of  Public  Works,  with  the  approval  of 
its  Mayor,  and  the  Standard  Oil  Company,  a  corporation  of  New 
Jersey,  whereby  the  said  corporation  sells  to  the  City  of  Indianapolis 
500  tons  more  or  less  of  Standard  Paving  Asphalt. 

Yours  truly,  * 
E.  WILLIAMS, 
Clerk  Board  of  Public  Works. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  13,  1925. 
AN  ORDINANCE,  appropriating  the   sum  of   Seven  Hundred  Fifty 

($750.00)  Dollars  from  any  unappropriated  moneys  to  the  Street 

and  Alley  Opening  and  Vacation  Fund  under  the  Board  of  Public 

Works,  and  declaring  a  time  when  the  same  shall  take  effect. 

WHEREAS,  a  judgment  was  rendered  against  the  City  of  Indi- 
anapolis in  the  case  of  Milton  K.  Alexander  vs.  the  City  of  Indianap- 
olis in  Room  2,  Marion  Superior  Court,  number  A-22572  in  the  sum 
of  Seven  Hundred  Fifty  ($750.00)  Dollars,  and  a  certified  copy  of 
said  judgment  has  been  duly  certified  to  the  Board  of  Public  Works, 
which  has  certified  said  amount  to  the  City  Controller. 
&e  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  appropriated  the  sum  of 
Seven  Hundred  Fifty  ($750.00)  Dollars  from  any  unappropriated 
moneys  to  the  Street  and  Alley  Opening  and  Vacation  Fund  under 
the  Board  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage* 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City. Controller: 

APPROPRIATION  ORDINANCE  NO.  14,  1925 
AN  ORDINANCE,  appropriating  the  sum  of  Two  Thousand  Eight 
Hundred  Thirty-three  and  34/100  ($2,833.34)  Dollars  from  any 
unappropriated  funds  to  the  Salaries  City  Court  Fund,  for  the 
purpose  of  paying  the  salary  of  the  Special  Judge  in  the  City 
Court,  and  declaring  a  time  when  the  same  shall  take  effect. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  from  any 
unappropriated  funds  of  the  City  of  Indianapolis,  to  the  Salaries  City 
Court  Fund,  the  sum  of  Two  Thousand  Eight  Hundred  Thirty-three 
and  34/100  ($2,833.34)  Dollars,  for  the  purpose  of  paying  the  Salary 
of  the  Special  Judge  of  the  City  Court  of  Indianapolis,  Indiana,  at  the 
rate  of  Four  Thousand  ($4,000.00)  Dollars  per  annum,  from  April 
15,  1925,  to  January  1,  1925. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  King  moved  that  the  rules  be  suspended  and  Ap- 
propriation Ordinance  No.  14,  1925,  be  placed  upon  its  pas- 
sage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  S,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  14, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  14, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  14,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,   8,   viz.:    Messrs.    Bernd,    Bramblett,    Buchanan, 
Clauer,  King  Ray,  Wise  and  President  Ben  H.  Thompson. 
By  the  City  Controller: 

APPROPRIATION   ORDINANCE   NO.    15,    1925. 
AN  ORDINANCE,  appropriating  the  sum  of  Five  Hundred  ($500.00) 
Dollars  to  the  Material  Supplies  for  Central  Station,  fund  in  the 
Police  Department  under  the  Department  of  Public  Safety,  and 
declaring  a  time  when  the  same  shall  take  effect. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  any 
unexpended  funds  of  the  City  of  Indianapolis,  the  sum  of  Five  Hun- 
dred ($500.00)  Dollars  to  the  Fund  in  the  Police  Department  under 
the  Department  of  Public  Safety  known  and  designated  as  the  Ma- 
terial and  Supplies  for  Central  Station." 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION    OF    GENERAL    AND    SPECIAL    ORDINANCES 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  29,  1925. 
SWITCH  CONTRACT. 
AN  ORDINANCE  approving  a  certain  contract  granting  Harry 
Kaufman  the  right  to  lay  and  maintain  a  sidetrack  or  switch 
from  a  point  in  the  west  property  line  of  Senate  avenue  along 
and  across  said  Senate  avenue  to  a  point  in  the  east  line  of  said 
Senate  avenue  in  the  City  of  Indianapolis,  Indiana',  according  to 
blue  print  attached,  in  the  City  of  Indianapolis,  Indiana. 

WHEREAS,  heretofore,  to-wit:  on  the  day  of  March,  1925, 

Harry  Kaufman  filed  his  petition  before  the  Board  of  Public  Works 
of  the  City  of  Indianapolis,  as  follows: 

PETITION. 
TO  BOARD  OF  PUBLIC  WORKS, 
City  of  Indianapolis. 
Gentlemen : 

I,  the  undersigned,  respectfully  show  that  I  am  the  owner  and 
in  possession  of  the  following  real  estate  in  Marion  county,  Indiana, 
to-wit : 

Lot  numbered  Fourteen  (14)  and  one  (1)  acre  off  of  the  west 
side  of  Lot  Numbered  Sixteen  (16)  in  the  Peru  and  Indianapolis 
Railroad  Company's  South  Addition  to  the  City  of  Indianapolis; 
that  said  premises  are  used  and  occupied  by  me  in  conducting  mer- 
cantile business  thereon  under  the  name  of  H.  Kaufman  and  Com- 
pany; that  the  same  has  a  frontage  of  about  600  feet  on  the  east 
side  of  Senate  avenue  and  that  I  am  desirous  of  having  a  railroad 
switch  entering  into  said  premises  in  and  across  said  Senate  avenue, 
approximately  over  the  following  route,  to-wit: 

Entering  at  a  point  in  the  west  line  of  said"  Senate  avenue,  which 
point  is  about  150  feet  north  of  the  south  line  of  Palmer  street  and 
running  north  from  said  point  and  adjacent  to  the  west  line  of  said 
Senate  avenue  to  a  point  in  the  east  line  of  said  Senate  avenue  about 
625  feet  north  of  the  northeast  corner  of  Senate  avenue  and  Palmer 
street. 

WHEREFORE,  I  pray  a  right-of-way  for  a  switch  or  sidetrack 
over  and  along  the  route  above  indicated  be  granted. 

Respectfully  submitted, 

HARRY    KAUFMAN. 
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NOW,   THEREFORE,   This  agre^ent  made   and   entered   into 

this day  of  March,  1925,  by  and  between  Harry  Kaufman  of  the 

City  of  Indianapolis,  County  of  Marion,  State  of  Indiana,  party  of 
the  first  part,  and  the  city  of  Indianapolis,  by  and  through  its 
Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part,  being  desirous 
of  securing  a  right  of  way  for  a  sidetrack  or  switch  from  a  point 
in  the  west  property  line  of  Senate  avenue  along  and  across  said 
Senate  avenue  to  a  point  in  the  east  line  of  said  Senate  avenue,  in 
the  City  of  Indianapolis,  which  is  more  specifically  described  as  fol^ 
lows:  Entering  at  a  point  in  the  west  line  of  said  Senate  avenue, 
which  point  is  about  150  feet  north  of  the  south  line  of  Palmer  street 
and  running  north  from  said  point  in  a  curve  crossing  said  Senate 
avenue  to  a  point  in  the  east  line  of  said  Senate  avenue  about  625  feet 
north  of  the  northeast  corner  of  Senate  avenue  and  Palmer  street, 
hereby  covenants  and  fully  binds  himself,  his  successors,  legal  repre-* 
sentatives  and  assigns,  that,  in  consideration  of  the  grant  of  the 
privileges  and  authority  herein  given,  he  will  lay,  construct  and 
maintain  said  track  upon  the  terms  and  conditions  hereinafter  set 
forth,  to-wit: 

(1)  They  shall  be  so  laid,  improved  and  kept  in  repair  as  to  be 
safe  for  persons  on  foot,  in  vehicles  or  otherwise,  and  shall,  at  all 
times,  be  subject  to  the  orders  of  the  Board  of  Public  Works  of  the 
City  of  Indianapolis. 

(2)  Said  track  and  switch  shall  be  laid  upon  such  grade  as 
shall  be  established  by  said  Board,  and  shall  be  put  down  under  its 
supervision  and  to  its  satisfaction  and  approval.  Said  track  shall 
be  raised  or  lowered  to  conform  to  any  grade  which  may,  from  time 
to  time,  be  hereafter  established,  whenever  so  ordered,  in  writing, 
by  said  Board  and  shall  be  made  to  conform  in  all  respects  with  any 
ordinance  passed  by  the  Common  Council  or  with  any  resolution  or 
resolutions  made  by  said  Board,  for  the  elevation  or  depression  of 
said  tracks. 

(3)  The  crossing  where  said  track  intersects  Senate  avenue 
shall,  at  all  times,  be  kept  improved  and  in  repair  and  free  from 
obstructions  or  defects  of  any  kind.  No  car  or  cars  shall  be  per- 
mitted to  obstruct  such  crossing  or  to  be  thereon  except  for  such  time 
as  may  be  absolutely  necessary  in  moving  them  back  and  forth,  and 
they  shall  be  at  no  time  stopped  or  detained  thereon  in  such  manner 
as  to  obstruct  public  travel. 

(4)  Said  party  of  the  first  part  agrees,  upon  the  written  order 
of  said  Board,  made  for  any  good  cause  affecting  the  interest  of  the 
City  or  the  public  welfare,  to  take  up  and  remove  said  track,  and 
Upon  said  party's  failure  so  to  do,  upon  such  notification  in  writing, 
of  ten  (10)  days,  to  promptly  pay  the  cost  of  having  the  same  done, 
and  the  party  of  the  first  part  hereby  releases  all  claims  for  dam- 
ages whatsoever  that  may  arise  by  reason  of  such  removal;  and  in 
removing  said  track  or  causing  the  same  to  be  done,  said  Board 
shall  in  no  wise  become  a  trespasser. 

(5)  The  party  of  the  first  part  agrees  to  pave  between  said 
track  to  the  entire  satisfaction  of  the  second  party,  and  in  case  said 
tracks  shall  be  or  become  out  of  repair  or  in  need  of  being  recon- 
structed, or  become  in  any  way  defective  (of  which  fact  the  said 
Board  shall  be  the  exclusive  judge),  it  shall  be  the  duty  of  the  said 
party  of  the  first  part  to  promptly  repair  or  remove  same,  failing  in 
which,  after  notification  in  writing  of  ten    (10)    days,  said   Board 
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shall  do  or  cause  the  same  to  be  done  at  the  expense  of  the  said  party 
of  the  first  part  and  for  which  expense  and  cost  the  said  party  of 
the  first  part  shall  be  liable. 

(6)  The  said  party  of  the  first  part  herein  binds  himself  to 
hold  said  party  of  the  second  part  and  said  city  harmless  from  any 
and  all  claims  of  damages  growing  out  of  the  existence,  maintenance 
or  use  of  said  track,  and  to  pay  any  judgment,  with  costs,  that  may 
on  that  account  be  rendered  against  the  said  party  or  said  city, 
and  also  to  pay  all  necessary  expenses  that  may  be  incurred  by  said 
city  in  defending  against  any  such  claims. 

(7)  Any  violation  of  any  of  the  provisions  of  this  instrument 
by  said  party  of  the  first  part,  or  by  any  one  for  it  or  at  its  instance 
or  with  its  permission,  shall  operate  as  an  immediate  and  absolute 
forfeiture  of  the  privileges  and  authority  given  or  granted  by  this 
contract,  provided,  however,  that  the  same  may  be  terminated  by 
said  Board  as  hereinbefore  set  forth. 

Said  party  of  the  second  part  by  virture  of  the  provisions  of  an 
act  of  the  General  Assembly  of  the  State  of  Indiana,  entitled,  "An 
act  concerning  municipal  corporations,"  approved  March  6,  1905,  and 
in  consideration  of  the  things  hereinbefore  set  forth  and  upon  the 
terms  and  provisions  stipulated,  hereby  gives,  grants  and  duly  vests 
said  party  of  the  first  part  the  right,  privilege  and  authority  to  lay 
and  maintain  an  additional  sidetrack  or  switch  across  Senate  avenue, 
in  the  City  of  Indianapolis,  all  as  shown  by  the  drawing  attached 
hereto,  filed  herewith  and  for  greater  certainty  marked  "Exhibit  A." 
IN   WITNESS   WHEREOF,   We   have   hereunto   set  our   hands 

this day  of  March,  1925. 

If  the  above  switch  it  not  installed  and  completed  in  one  year, 
this   contract   shall  be   void. 

HARRY  KAUFMAN, 
Party  of  the  First  Part. 
CITY  OF  INDIANAPOLIS, 
By  W.  H.  Freeman,  Vice-President. 
M.  J.  Spencer. 

Board  of  Public  Works, 
Party   of  the   Second   Part. 
Approved : 

F.  C.  LINGENFELTER,  C.  C.  E. 

AND,  WHEREAS,  Said  contract  has  been  submitted  by  the 
Board  of  Public  Works  to  the  Common  Council  of  the  City  of  Indi- 
anapolis,  for    its    consideration    and    action,    now,   therefore, 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana,  that  such  contract  above  set  forth  be,  and 
the  same  is  hereby  in  all  things  confirmed  and  approved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  City  Controller : 

GENERAL  ORDINANCE  NO.  30,  1926, 
AN  ORDINANCE,  transferring  the  sum  of  Two  Hundred  Twenty-two 
($222.00)  Dollars  from  the  "Tools  arA  ^m'nment  Fund"  in  the 
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Electrical  Department  to  the  "Salaries  Fund"  in  the  Department 

of  Public  Safety,  and  declaring  a  time  when  the  same  shall  take 

effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City1  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
Two  Hundred  TWenty-two  ($222.00)  Dollars  from  the  Tools  and 
Equipment  Fund  in  the  Electrical  Department,  and  that  the  same  is 
hereby  transferred  and  reappropriated  to  the  "Salaries  Fund"  of  the 
Board  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee oh  Public  Safety, 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  31,  1925. 
AN  ORDINANCE,  creating  the  position  of  Stenographer  to  the  Spe- 
cial Judge  in  the  City  Court,  providing  for  the  appointment  there- 
of, fixing  the  salary  thereof,  appropriating  the  sum  of  Twelve 
Hundred  Seventy-five  ($1275.00)  Dollars  from  any  unappropriated 
funds  of  the  City  of  Indianapolis,  to  the  Salaries  City  Court  Fund,, 
for  the  purpose  of  paying  the  salary  of  said  stenographer,  and 
declaring  a  time  when  the  same  shall  take  effect. 
he  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis * 
Indiana: 

Section  1.  That  there  be  and  hereby  is  created  the  position  of 
stenographer  to  the  Special  Judge  in  the  City  Court,  in  the  City  of 
Indianapolis,  Indiana;  said  stenographer  shall  be  appointed  by  the 
Mayor  of  the  City  of  Indianapolis.  The  salary  of  such  stenographer 
shall  be  and  is  hereby  fixed  at  the  rate  of  Eighteen  Hundred  ($1800.00) 
Dollars  per  year. 

Section  2.  That  there  be  and  is  hereby  appropriated  from  any 
Unappropriated  funds  of  the  City  of  Indianapolis  to  the  Salaries  City 
Court  Fund  the  sum  of  Twelve  Hundred  Seventy-five  ($1275.00)  Dol- 
lars to  pay  the  salary  of  said  Stenographer  from  April  15,  1925,  to 
January  1,  1926. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage, 

Which  was  read  a  first  time. 

Mr.  King  moved  that  the  rules  be  suspended  and  General 
Ordinance  No.  31,  1925*  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 
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Ayes,  8,  viz.,  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray>  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  31,  1925,  for 
second  reading.    It  Was  read  a  second  time. 

Mr.  Hay  moved  that  General  Ordinance  No.  31,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  31,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  8,  viz.,  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson, 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  32,  1925. 
AN  ORDINANCE,  ratifying,  confirming  and  approving  a  certain  con- 
tract made  and  entered  into  on  the  first  day  of  April,  1925,  be- 
tween the  City  of  Indianapolis  by  and  through  its  Board  of  Public 
Works  with  the  approval  of  its  Mayor  and  the  Oil  Company,  a 
corporation  incorporated  in  New  Jersey  whereby  the  said  corpora- 
tion sells  to  the  City  of  Indianapolis,  Indiana,  Five  Hundred  (500) 
Tons,  more  or  less,  of  Standard  Paving  Asphalt,  and  the  City  of 
Indianapolis  buys  Five  Hundred  (500)  Tons  of  Standard  Paving 
Asphalt,  more  or  less,  from  said  corporation,  and  declaring  the 
time  when  the  same  shall  take  effect, 

WHEREAS,  heretofore,  on  the  first  day  of  April,  1925,  the  City 
of  Indianapolis,  by  and  through  its  Board  of  Public  Works  with  the 
approval  of  its  Mayor,  entered  into  a  certain  written  contract  and 
agreement  with  the  Standard  Oil  Company  of  New  Jersey  whereby 
the  said  company  sold  to  the  City  of  Indianapolis,  and  the  City  of 
Indianapolis  purchased  through  said  company  Five  Hundred  (500) 
Tons,  more  or  less,  of  Standard  Paving  Asphalt,  which  said  contract 
is  in  the  words  and  figures  following,  to-wit: 

MEMORANDUM  OF  AGREEMENT 
Agreement,  made  this  first    (1st)    day  of   April,   1925,   between 
Standard  Oil  Company,  incorporated  in  New  Jersey,  hereinafter  called 
Seller,  and  Department  of  Public  Purchase,  City  of  Indianapolis,  Ind., 
hereinafter  called  Buyer. 

Witnesseth:  In  consideration  of  the  mutuality  hereof,  it  is  agreed 
between  the  parties  hereto,  as  follows: 

1.  Seller  hereby  sells  and  agrees  to  ship  to  Buyer,  and  Buyer 
hereby  purchases  and  agrees  to  accept  from  Seller,  all  the  Asphalt 
that  said  Buyer  may  require  for  use  in  any  paving  work  it  may  obtain, 
-500  tons,  more  or  less  during  the  period  of  nine  (9)  months  from 
April  1,  1925,  to  December  31,  1925,  both  dates  inclusive. 
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As  Buyer  obtains  contracts  for  the  use  of  Asphalt  it  shall  notify 
Seller  the  requirements  thereof  and  the  quantity  and  the  place  where 
the  same  shall  be  shipped,  and  thereupon  Seller,  on  receiving  shipping 
instructions  therefor,  will  ship  to  such  designated  place  the  amount 
so  required  by  Buyer  at  the  following  net  price,  carload  lots,  f.  o.  b. 
Indianapolis,  Indiana: 

"Standard"   Paving   Asphalt,   in   tank   cars, $23.30  per  net  ton 

"Standard"  Paving  Asphalt,  in  metal  drums $27.59  per  net  ton 

A  copy  of  specifications  for  the  above  Standard  Paving  Asphalt 
si  filed  herewith,  attached  hereto  and  made  a  part  hereof  and  marked 
Exhibit  "A." 

2.  Payments  to  be  made  by  Buyer,  in  New  York  Exchange, 
thirty  days  after  date  of  invoice,  with  interest  at  6  per  cent,  there- 
after. 

If,  during  the  life  of  this  agreement,  the  financial  responsibility  of 
Buyer  becomes  impaired  or  unsatisfactory  to  Seller,  advance  cash 
payment  or  satisfactory  security  shall  be  given  by  Buyer  upon  de- 
mand by  Seller,  who  may  withhold  shipments  until  such  payment  or 
security  is  received. 

3.  Buyer  agrees  that  tank  cars  will  be  unloaded  within  forty- 
eight  hours  (Sundays  and  holidays  excepted)  after  their  arrival  at 
initial  destination,  and  that  for  detention  of  cars  beyond  said  forty- 
eight  hours  it  will  pay  to  Seller  a  per  diem  charge  of  Two  Dollars 
($2.00)  per  car. 

4.  The  asphalt  shipped  under  this  contract  is  to  be  used  only  in 
such  paving  work  as  Buyer  may  obtain,  and  is  not  to  be  sold  or 
diverted  to  any  other  use,  except  by  the  consent,  in  writing,  of  the 
Seller  first  had  and  obtained  for  that  purpose. 

5.  If,  at  any  time,  during  the  period  of  this  contract,  the  United 
States  or  any  foreign  government  or  municipal  authority  thereof  shall 
levy,  impose  or  collect  any  license  fee,  export  duty,  internal,  war 
revenue,  excise  tax  or  other  fee,  tax  or  charge  of  any  character  what- 
soever in  addition  to  or  in  excess  of  those  in  existence  at  the  date 
of  this  contract,  with  respect  to  the  production,  manufacture,  trans- 
portation, sale,  export,  and/or  import  of  the  asphalt  shipped  or  to 
be  shipped  under  this  contract,  and/or  the  crude  petroleum  from  which 
the  same  is,  or  is  to  be,  derived,  it  is  agreed  that  the  amount  thereof 
shall  be  added  to  the  purchase  price  above  specified  and  shall  be 
borne  by  the  BUYER;  provided,  however,  SELLER  shall  promptly 
notify  BUYER  of  the  imposition  of  any  such  tax,  duty  or  other 
charge  and  ther^pon  BUYER  shall  have  the  option  of  assuming  or 
refusing  to  assume  the  payment  thereof,  and  shall  notify  SELLER 
of  the  action  taken  upon  such  option  by  telegraph,  with  confirmation 
by  mail,  to  Mr.  George  W.  Lamson,  701  Railway  Exchange  Building, 
Chicago,  Illinois,  within  forty-eight  (48)  hours  from  the  receipt  of 
said  notice  from  SELLER  relative  to  said  tax,  duty  or  other  charge. 

Should  the  BUYER  refuse  to  assume  payment,  SELLER  shall 
.iave  the  option  of  either  assuming  payment  of  the  same  or  canceling 
the  obligation  of  SELLER  and  BUYER  under  this  contract  with 
respect  to  the  undelivered  portion  of  the  said  asphalt  affected  by 
such   tax,   duty   or   other   charge. 

6.  Neither  SELLER  nor  BUYER  shall  be  held  responsible  for 
any  losses  resulting  if  the  fulfilment  of  any  terms  or  provisions 
hereof  shall  be  delayed  or  prevented  by  revolution  or  other  disorders, 
wars,  acts  of  enemies,  strikes,  lock  outs,  fires,  floods,  Acts  of  God, 
arrest  or  restraint  of  princes,  rulers,  or  peoples,  perils  of  the  sea, 
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accidents  of  navigation,  breakdown  of  or  injury  to  ships,  expropria- 
tion or  confiscation  of  the  properties  which  constitute  SELLER'S 
facilities  for  receiving,  producing,  manufacturing,  handling,  trans- 
porting or  delivering  asphalt  and/or  crude  petroleum  from  which 
the  same  is  derived,  or  without  limiting  the  foregoing  by  any  other 
cause  not  within  the  control  of  the  party  whose  performance  is 
interfered  with,  and  which  by  the  exercise  of  reasonable  diligence 
said  party  is  unable  to  prevent,  whether  of  the  class  of  causes 
hereinbefore  enumerated  or  not. 

It  is  understood  that  the  asphalt,  the  subject  of  this  contract, 
is  derived  and  to  be  derived  only  from  Mexican  sources  and  that 
in  no  event  shall  the  SELLER  be  obligated,  though  it  shall  have  the 
right  at  its  option,  to  supply  asphalt  of  other  derivation.  It  is 
further  understood  that  the  SELLER  is  not  itself  a  producer  of 
crude  petroleum,  and  that  it  purchases  Mexican  crude  petroleum  from 
various  producers  and  also  from  its  subsidiary  Compania  Trans- 
continental de  Petroleo,  S.  A.,  which  is  both  a  producer  and  pur- 
chaser of  Mexican  crude  petroleum.  It  is  agreed,  therefore,  that  in 
the  event  of  the  diminution  of  the  total  amount  of  Mexican  crude 
petroleum  received  by  the  SELLER,  the  SELLER'S  obligations  here- 
under shall  at  its  option  be  proportionately  reduced. 

7.  There  are  no  understandings  or  agreements  relative  to  this 
contract  or  to  its  subject  matter  that  are  not  fully  expressed  herein, 
and  this  contract  shall  not  be  modified,  altered,  changed  or  any  of  its 
provisions  waived  except  by  writing  executed  with  like  formality 
as  this  contract  is  executed. 

8.  This  contract  is  not  assignable  by  BUYER  without  the  con- 
sent, in  writing,  first  obtained  for  that  purpose  from  the  SELLER 
and  is  subject  to  cancellation  by  SELLER  in  case  of  breach  of  any  of 
its  terms  and  conditions. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  executed 
this  agreement  the  day  and  date  herein  first  above  written. 

STANDARD  OIL  COMPANY  (NEW  JERSEY). 
Approved  April  1,  1925 
Charles  E.  Coffin 
W.  H.  Freeman 
M.  J.  Spencer 

Board  of  Public  Works. 

SPECIFICATIONS 

ASPHALT   FOR   MUNICIPAL   PLANT    OF    CITY   OF 

INDIANAPOLIS 

EXHIBIT   "A" 

The   refined   asphalts   admitted   under   these   specifications   shall 

be  prepared  from  a  natural  mineral  bitumen,  either  solid  or  liquid, 

by  such  methods   of  refining  as  will   produce   a   product   complying 

with  the  requirements  hereinafter  given. 

(a)  Asphalts  obtained  by  the  refining  of  the  natural  liquid 
bitumens  shall  have  a  penetration  of  77  F.  of  not  less  than  thirty  (30). 

(b)  Ninety-eight  and  one-half  (98%)  per  cent  of  the  total  bitu- 
men of  all  refined  asphalts  shall  be  soluble  in  carbon  tetrachloride. 

(c)  All  shipments  of  refined  asphalt  of  any  one  kind  shall 
have  the  batch  number  plainly  marked  on  each  package  or  container 
and  shall  be  uniform  in  consistency  and  composition  and  shall  not 
vary  from  maximum  to  minimum  more  than  ten  (10>  points  in  pen- 
etration at  77  F.  The  penetration  of  Mexican,  Texaco  and  Cali- 
fornia products  shall  not  exceed  forty-five   (45). 
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Asphalt  admitted  under  these  specifications  shall  produce  when 
fluxed,  where  fluxing  is  necessary,  an  asphalt  cement  that  will  meet 
the  requirements  specified  below. 

The  fluxing  material  may  be  a  paraffine,  a  semi-asphaltic  or  an 
asphaltic  residue  which  shall  be  tested  with  and  found  suitable  to 
the  asphalt  to  be  used.  The  specific  gravity  of  the  fluxing  material 
shall  lie  between  ninety-two  hundredths  (.92)  and  one"  and  two- 
hundredths    (1.02). 

The  asphaltic  cement  prepared  from  materials  above  designated 
shall  be  made  up  from  the  refining  asphalt,  and  the  flux,  where  flux 
must  be  used,  in  such  proportions  as  to  produce  an  asphaltic  cement 
of  a   suitable  degree  of   penetration. 

When  fifty  (50)  grams  of  the  asphaltic  cement  of  the  penetra- 
tion to  be  used  in  the  paving  mixture  shall  be  heated  for  five  (5) 
hours  at  a  temperature  of  three  hundred  and  twenty-five  (325)  de- 
grees F.,  in  a  tin  box  two  and  three-sixteenth  (2  3-16)  inches  in 
diameter  and  one  and  three-eighths  (13-8)  of  an  inch  deep,  after 
the  manner  officially  prescribed,  there  must  not  be  volitalized  more 
than  three  (3)  per  cent  of  the  bitumen  present,  nor  shall  the  pene- 
tration at  seventy-seven  (77)  degrees  F.,  after  such  heating  be  less 
than  one-half  of  the  original  penetration. 

A  briquett  of  the  asphalt  cement  or  of  its  pure  bitumen  of 
fifty  (50)  degrees  penetration,  having  a  cross-section  of  one  square 
centimeter,  shall  elongate  to  the  extent  of  not  less  than  thirty  (30) 
centimeters  at  seventy-seven  (77)1  degrees  F.,  when  tested  at  the 
rate  of  five   (5)  centimeters  per  minute   (Dow). 

It  shall  have  an  open  flash  point  of  not  less  than  347  F. 

The  proportion  of  bitumen  soluble  in  carbon  tetrachloride  shall 
not  be  less  than  99  per  cent. 

Each  bidder  shall  submit  with  his  bid,  a  sample  of  not  less  than 
one  (1)  pound  of  the  asphalt- or  asphalts  named  in  his  bid. 

Each  bidder  shall  state  in  his  bid  the  locality  in  which  his  partic- 
ular asphalt  is  refined,  and  also  to  furnish  a  complete  analysis  of 
the  asphalt  or  asphalts  named  in  his  bid. 

The  percentage  of  bitumen  found  by  analysis  of  the  sample  sub- 
mitted with  the  bid,  using  carbon  disulphide,  at  air  temperature,  as 
the  solvent  shall  be  taken  as  the  minimum  percentage  of  bitumen 
which  the  proposed  asphalt  shall  contain,  and  the  award  shall  be 
made  on  the  price  per  ton  of  "bitumen"  calculated  from  the  percent- 
age of  bitumen  thus  found.  Each  bidder  shall  make  a  statement  with 
the  bid  of  the  percentage  of  tare. 

All  tests  herein  specified  must  be  made  according  to  official 
methods  on  file  in  the  office  of  the  Engineering  Chemist. 

Upon  awarding  the  contract,  the  purchasing  agent  reserves  the 
right  to  test  as  many  samples  as  he  sees  fit  out  of  each  car  load  of 
asphalt  furnished.  No  payment  shall  be  made  to  the  contractor 
furnishing  such  asphalt  until  the  same  has  been  tested  and  accepted 
by  the  Purchasing  Agent  or  his  representatives. 

The  successful  bidder  or  bidders  on  being  awarded  the  contract 
must  deliver  a  consignment  of  at  least  forty  (40)  tons  of  asphalt  to 
the  City  of  Indianapolis  within  twenty  (20)  days  from  the  date  of 
the  award  of  the  contract  and  further  agrees  to  ship  at  least  40  tons 
of  asphalt  a  week  until  the  total  number  of  tons  contracted  for  are 
delivered. 

Each  bidder  in  submitting  proposal  must  accompany  his  bid  with 
a   certified  check  for   an   amount   of   not   less   than   Three   Hundred 
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Dollars  ($300.00)  as  an  evidence  of  good  faith  that  the  successful 
bidder  or  bidders  will  execute  within  five  (5)  days  from  the  accept- 
ance of  proposal,  contract  and  bond  satisfactory  to  the  Purchasing 
Agent.  Said  check  to  be  certified  by  a  reputable  bank  doing  business 
in  the  City  of  Indianapolis,  Indiana.  A  failure  of  the  successful  bid- 
der or  bidders  to  enter  into  such  contract  and  bond  upon  the  accept- 
ance of  such  proposal  will  forfeit  the  check  and  sum  of  money  payable 
thereon  to  the  City  of  Indianapolis  as  ascertained  and  liquidated 
damages  for  such  failure. 

The  Purchasing  Agent  reserves  the  right  to  reject  any  or  all 
bids,  and  the  right  to  let  the  contract  for  above  kinds  of  asphalt, 
the  quantity  for  one  contract  to  be  not  less  than  100  tons. 

And,  Whereas,  said  contract  and  agreement  has  been  submitted 
by  the  said  Board  of  Public  Works  of  the  City  of  Indianapolis  to  the 
Common  Council  of  said  city  for  its  action  thereon,  Therefore, 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  the  foregoing  contract  and  agreement  made  and 
entered  into  on  the  first  day  of  April,  1925,  by  the  City  of  Indianap- 
olis, by  and  through  its  Board  of  Public  Works  with  the  approval  of 
its  Mayor  and  the  Standard  Oil  Company,  incorporated  in  New  Jersey, 
be  and  the  same  is  in  all  things  hereby  ratified,  confirmed  and  ap- 
proved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  Mr.  Clauer: 

GENERAL  ORDINANCE  NO.  33,  1925. 
AN  ORDINANCE,  amending  Section  Four  of  General  Ordinance  No. 
64,  1921,  the  same  being  an  ordinance  pertaining  to  the  main- 
tenance and  construction  of  privy  vaults  and  water  closets  with- 
in the  City  of  Indianapolis,  providing  the  time  when  the  provi- 
sions of  Section  4  of  General  Ordinance  No.  64,  1921,  shall  be 
complied  with,  and  fixing  a  1^me  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  Section  4  of  General  Ordinance  No.  64,  1921,  be 
and  the  same  is  hereby  amended  to  read  as  follows:  Section  4,  of 
General  Ordinance  No.  64,  1921: — This  ordinance  shall  be  in  full 
force  and  effect  from  and  after  its  passage  and  due  publication  as 
required  by  law,  except,  however,  that  section  1  shall  become  effec- 
tive and  be  in  force  in  the  following  manner,  to-wit:  All  such  con- 
nections as  are  required  to  be  made  by  section  1  shall  be  made  in 
the  territory  known  as  the  original  plat  of  said  city  and  commonly 
known  as  the  mile  square  within  one  year  from  the  date  of  passage 
and  due  publication  of  said  ordinance,  all  such  connections  within 
one-half  mile  of  the  outside  boundary  of  the  original  plat  or  mile 
square,  shall  be  made  within  three  years  from  the  date  of  the  taking 
effect  of  said  General  Ordinance  No.  64,  1921,  all  such  connections 
outside  of  one-half  mile  from  the  out-side  boundary  of  said  original 
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mile  square,  and  within  one  mile  of  said  outside  boundary  of  said 
original  mile  square,  shall  be  made  not  later  than  five  (5)  years  after 
the  date  of  taking  effect  of  said  ordinance.  All  such  connections 
within  the  remaining  territory  inside  the  corporate  limits  of  the  city 
of  Indianapolis  shall  be  made  not  later  than  six  years  after  the  taking 
effect  of  this  ordinance. 

Section  2.  All  ordinances  or  parts  of  ordinances  insofar  as  the 
same  may  be  in  conflict  with  the  provisions  of  this  ordinance  are 
hereby  repealed. 

Section  3.  This  ordinance  shall  be  in  full  force  from  and  after 
its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

ORDINANCES  ON  SECOND  HEADING 

Mr.  King  called  for  Appropriation  Ordinance  No.  5,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  5, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  5,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.,  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  9, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  9, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  9,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 
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Ayes,  6,  viz.:  Messrs.  Bramblett,  Buchanan,  Clauer, 
King,  Ray  and  President  Ben  H.  Thompson. 

Noes,  3,  viz.:  Messrs.  Bernd,  Claycombe  and  Wise. 

Mr.  King  called  for  Appropriation  Ordinance  No.  12, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  12, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  12,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben 
H.  Thompson. 

Mr.  Ray  called  for  General  Ordinance  No.  25,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  25,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  25,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 
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On  motion  of  Mr.  Ray,  the  Common  Council  at  8:10 
o'clock  p.  m.,  adjourned. 


Attest:  President. 

//  City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  April  20,  1925, 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  King,  Ray  and  Wise. 

Absent:  Mr.  Claycombe. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

April  16,  1925. 
To   the  Honorable  President  and  Members  of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  this  day  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following"  ordinances: 

General  Ordinance  No.  25,  1925,  an  ordinance  transferring  and 
reappropriating  Twenty-five  Hundred  ($2500.00)  Dollars  from  In- 
terest and  Exchange  Fund  in  the  Finance  Department  to  the  Salaries 
Fund  in  Finance  Department  and  declaring  a  time  when  the  same 
shall  take  effect. 

Appropriation  Ordinance  No.  5,  1925,  an  ordinance  appropriating 
the  sum  of  Seventy-four  Thousand  Seven  Hundred  Fifty-seven  and 
26/100  ($74,757.26)  Dollars  out  of  any  unappropriated  funds  of  the 
City  of  Indianapolis  to  the  Water  Rental  Fund  of  the  Board  of  Public 
Works  and  declaring  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  9,  1925,  an  ordinance  appropriating 
the  sum  of  Five  Thousand  ($5000.00)  Dollars  from  the  General  Fund 
to  the  City  Yards  Department  Salary  and  Wages  Fund,  under  the 
Department  of  Public  Works,  and  declaring  a  time  when  the  same 
shall  take  effect. 

Appropriation  Ordinance  No.  12,  1925,  an  ordinance  appropriat- 
ing the  sum  of  One  Thousand  Three  Hundred  Five  and  70/100 
($1,305.70)  Dollars  from  any  unappropriated  funds  of  the  City  of 
Indianapolis  to  pay  a  judgment  rendered  in  Cause  No.  A-25843  in  the 
Marion  Superior  Court  of  Marion  County,  Indiana,  wherein  Charles 
R.  Yoke  et  al  were  plaintiffs  and  the  City  of  Indianapolis,  defendant, 
and  declaring  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  14,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Two  Thousand  Eight  Hundred  Thirty-three  and  34/100 
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($2833.34)  Dollars  from  any  unappropriated  funds  to  the  Salaries 
City  Court  Fund,  for  the  purpose  of  paying  the  salary  of  Special 
Judge  in  the  City  Court,  and  declaring  a  time  when  the  same  shall 
take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

April  18,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  Ordinance: 

General  Ordinance  No.  31,  1925,  an  ordinance  creating  the  posi- 
tion of  Stenographer  to  the  Special  Judge  in  the  City  Court,  provid- 
ing for  the  appointment  thereof,  fixing  the  salary  thereof,  appro- 
priating the  sum  of  Twelve  Hundred  Seventy-five  ($1275.00)  Dollars 
from  any  unappropriated  funds  to  the  City  of  Indianapolis  to  the 
Salaries  City  Court  Fund,  for  the  purpose  of  paying  the  salary  of 
said  stenographer,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

REPORTS  FROM  CITY  CITY  OFFICERS. 

From  the  City  Controller: 

April  20,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  an  appropriation  of 
$2,000.00  to  the  Furniture  and  Fixtures  Fund  in  the  Police  Depart- 
ment. This  money  is  needed  to  purchase  files,  filing  cabinets  and 
tables  needed  at  Police  Headquarters. 

I  am  also  sending  hereto  attached  letters  from  the  Police  De- 
partment explaining  the  need  of  the  equipment  proposed  to  be  pur- 
chased with  the  money  which  would  be  appropriated  by  this  ordinance. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Respectfully  yours, 

JOS.  L.  HOGUE, 
City  Controller. 

April  20,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  you  to  recom- 
mend to  the  Common  Council  the  passage  of  an  ordinance  appropriat- 
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ing  the  sum  of  $2,000.00  to  the  Furniture  and  Fixtures  Fund  in  the 
Police  Department,  under  the  Department  of  Public  Safety.  This 
money  is  needed  to  purchase  filing  cabinets,  files  and  tables  in  the 
Detective  Department  and  other  branches  of  the  Police  Department. 
The  Legal  Department  has  been  instructed  to  draw  an  ordinance 
covering  the  same  for  your  consideration. 

Yours  respectfully, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 

April  20,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  herewith  copies  of  an  ordinance,  calling  for  the  au- 
thorization of  a  bond  issue  of  Three  Hundred  Eighty-five  Thousand 
($385,000)  Dollars,  for  the  use  of  the  Board  of  Health  and  Charities, 
to  be  used  for  the  purpose  of  "to  construct  and  erect  a  new  unit 
for  the  surgery  for  the  City  Hospital." 

I  recommend  the  passage  of  this  ordinance. 

Very  truly  yours, 

JOS.  L.  HOGUE, 
City  Controller. 

April  20,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir; 

I  am  authorized  by  the  Board  of  Health  and  Charities  to  hand 
to  your  for  transmission  to  the  Common  Council,  copies  of  an  ordi- 
nance calling  for  the  passage  of  an  ordinance  for  a  bond  issue  of 
Three  Hundred  Eighty-five  Thousand  ($385,000)  Dollars,  appropriat- 
ing the  proceeds  of  sale  of  bonds  to  the  Department  of  Health  and 
Charities,  to  be  used  for  the  purpose  of  "to  construct  and  erect  a 
new  unit  and  surgery  for  the  City  Hospital." 

Kindly  pass  this  to  the  Common  Council  for  passage  at  the  next 
meeting  of  that  body. 

CLIFFORD  C.  KEALING, 
Attorney,  Board  of  Health  and  Charities. 

From  the  Board  of  Public  Safety: 

April  20,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

The  Board  of  Public  Safety  respectfully  requests  the  passage  of 
a  ordinance,  copies  of  which  are  hereto  attached,  ratifying,  confirm- 
ing and  approving  a  certain  lease  contract  made  and  entered  into 
on  the  14th  day  of  April,  1925,  by  the  City  of  Indianapolis,  by  and 
through  its  Board  of  Public  Safety,  approved  by  its  Mayor,  and  the 
Market  Refrigeration  Company,  whereby  the  City  of  Indianapolis 
leases  to   said  company  the   Market  Refrigeration  Plant  now  being 
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operated  by  said  company  in  the  East  Market  of  the  City  Market 
House  for  a  term  of  five  (5)  years  from  the  26th  day  of  June,  1925, 
the  date  of  expiration  of  the  contraact  under  which  this  plant  is 
now  being  operated. 

Under  the  terms  a  certain  contract  ratified,  confirmed  and  ap- 
proved by  the  Common  Council  by  General  Ordinance  No.  31,  1915, 
this  plant  becomes  the  property  of  the  City  of  Indianapolis  at  the 
time  of  the  expiration  thereof,  which  is  June  26,  1925. 

Therefore,  it  is  deemed  advisable  by  the  Board  of  Public  Safety 
to  enter  into  the  above  mentioned  contract  which  will  secure  the  oper- 
ation of  said  plant  by  the  present  operators  thereof,  which  arrange- 
ments seem  to  be  satisfactory  to  the  standholders  being  served. 

Yours  very  truly, 
BOARD.  OF  PUBLIC  SAFETY, 
By  Oscar  0.  Wise,  Executive  Secretary. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  16,  1925 
AN  ORDINANCE  appropriatiing  the  sum  of  Two  Thousand  ($2,- 
000.00)  Dollars  to  the  Furniture  and  Fixtures  Fund  in  the  Police 
Department  under  the  Department  of  Public  Safety,  and  de- 
claring a  time  whe  nthe  same  srall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum 
of  Two  Thousand  ($2,000.00)  Dollars  out  of  any  unexpended  funds 
of  the  City  of  Indianapolis,  to  the  Furniture  and  Fixtures  Fund  in 
the  Police  Department  under  the  Department  of  Public  Safety  to  be 
used  for  the  purchase  of  files,  cabinets  and  tables  for  the  Police 
Department   and    Headquarters. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF   GENERAL   AND    SPECIAL   ORDINANCES. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  34,  1925. 
AN  ORDINANCE  authorizing  the  sale  of  Three  Hundred  Eighty-five 
(385)  Bonds  of  One  Thousand  ($1,000.00)  Dollars  each  of  the 
City  of  Indianapolis  payable  from  the  Sinking  Fund  or  as  may 
be  required  by  law  for  the  purpose  of  procuring  money  to  be  used 
for  the  purpose  of,  to  construct,  erect  a  new  unit  and  surgery 
for  the   City  Hospital,  providing  for  legal  notice  providing  for 
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the    time    and    manner    of    advertising    sale    of    bonds    and    all 

receipts  of  bids  for  the  same,  together  with  the  mode  of  terms  of 

sale,   appropriating  the   proceeds   of   said    sale   of   bonds   to   the 

Department  of  Health  and  Charities  of  said  city  and  fixing  the 

time  when  the  same  shall  take  effect. 

WHEREAS,  it  is  necessary  and  proper  for  the  best  interests  of 
the  City  of  Indianapolis  and  its  inhabitants  thereof  to  improve  and 
better  the  condtions  with  reference  to  proper  and  adequate  health 
protection  for  the  City  of  Indianapolis  and  its  inhabitants,  and 

WHEREAS,  an  emergency  exists  at  the  City  Hospital  on  ac- 
count of  inadequate  and  insufficient  accommodations  for  patients 
and  the  operation  of  the  hospital,  and  that  the  same  exists  to  such 
an  extent  that  it  will  be  necessary  to  construct  a  new  unit  to  be  oc- 
cupied as  a  surgery  to  meet  the  necessary  requirements  and  emer- 
gencies that  now  exist. 

WHEREAS,  this  Board,  after  being  duly  advised,  is  of  the 
opinion  that  the  cost  of  such  necessary  improvements  and  building 
will  be  approximately  Three  Hundred  Eighty-five  ($385,000.00)  Thou- 
sand Dollars,  and 

WHEREAS,  there  is  not  now,  and  will  not  be,  sufficient  money 
in  the  funds  of  the  Board  of  Health  and  Charities  of  the  City  of 
Indianapolis  with  which  to  meet  the  aforesaid  expenditure  of  money 
for  the  purpose  aforesaid,  and  it  being  necessary  for  the  City  of 
Indianapolis  to  borrow  the  sum;  of  Three  Hundred  Eigjity-five 
Thousand  ($385,000.00)  Dollars,  and  to  issue  and  sell  its  bonds  for 
that  amount, 

NOW  THEREFORE,  BE  IS  RESOLVED  BY  THE  BOARD  OF 
HEALTH  AND  CHARITIES  OF  THE  CITY  OF  INDIANAPOLIS, 
that  an  ordinance  be  prepared  and  presented  to  the  Common  Council 
of  the  City  of  Indianapolis,  and  to  the  City  Controller  for  passage 
authorizing  the  issuance  and  sale  by  the  City  of  Indianapolis  of  a 
Bond  Issue  of  Three  Hundred  Eighty-five  Thousand  ($385,000.00) 
Dollars,  for  the  use  of  said  Board  of  Health  and  Charities  for  the 
erection  of  a  new  unit  and  surgery  and  for  the  employment  and 
payment  of  all  necessary  architectural  services  needed  in  the  in- 
spection, construction  and  completion  of  the  aforesaid, 

WHEREAS,  it  is  by  the  Common  Council  of  the  City  of  Indi- 
anapolis and  the  inhabitants  thereof  to  improve  and  better  its  con- 
dition with  reference  to  proper  and  adequate  health  protection  for 
the  City  of  Indianapolis  and  its  inhabitants,  and  for  such  purpos° 
to  construct  a  new  unit  and  building  to  be  used  as  a  surgery  and 
for  other  hospital  purposes  for  and  in  connection  with  the  City 
Hospital  of  the  City  of  Indianapolis,  and, 

WHEREAS,  there  are  not  now  and  will  not  be  sufficient  funds 
in  the  treasury  of  said  city  with  which  to  accomplish  the  purpose 
aforesaid,  and  it  will  be  necessary  for  the  City  of  Indianapolis  to 
borrow  the  sum  of  Three  Hundred  Eighty-five  thousand  ($385,000) 
Dollars  for  said  purpose  and  to  provide  for  and  secure  the  repay- 
ment thereof  and  to  evidence  said  indebtedness  to  issu°  bonds  in 
said  amount  payable  from  the  general  funds  or  from  the  sinking  fund 
of  said  city  or  as  may  be  required  by  law. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized for  the  purpose  of  procuring  money  with  which  to  improve  and 
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better  conditions  with  reference  to  proper  and  adequate  health 
protection  for  the  City  of  Indianapolis  and  its  inhabitants  and  for 
such  purpose  to  construct  and  erect  a  new  unit  and  surgery,  to 
prepare,  issue  and  sell  Three  Hundred  Eighty-five  (385)  new  bonds; 
of  the  City  of  Indianapolis,  Marion  County,  Indiana,  of  the  sum  of 
One  Thousand  ($1,000.00)  Dollars  each,  which  bonds  shall  bear  the* 
date  of  July  1st,  1925,  and  shall  be  numbered  from  one  (1)  to  three 
hundred  eighty-five  (385),  both  inclusive,  and  shall  be  designated 
"City  Hospital  Bonds,  1925,"  and  shall  bear  interest  at  the  rate  of 
four  and  one-half  (4%)  per  cent,  payable  semi-annually  on  the  first 
day  of  January  and  the  first  day  of  July  of  each  year  of  the  period 
of  said  bonds,  and  said  installments  of  interest  shall  be  evidenced 
by  interest  coupons  attached  to  said  bonds.  Three  hundred  eighty 
(380)  of  said  bonds  shall  mature  and  be  payable  at  the  rate  of 
Twenty  Thousand  ($20,000.00)  Dollars  in  each  year  for  nineteen  (19) 
consecutive  years,  beginning  in  the  year  1927,  and  ending  in  the 
year  1945,  and  the  remaining  five  (5)  of  said  bonds  shall  mature  and 
be  payable  in  the  year  ending  1946.  The  first  coupon  attached  to 
each  bond  shall  be  for  interest  on  said  bond  from  date  of  issue  until 
the  first  day  of  July,  1926,  said  bonds  and  interest  coupons  shall  bs 
negotiable  and  payable  at  the  City  Treasurer's  Office  of  the  City  of 
Indianapolis  at  Indianapolis,  Indiana.  Said  bonds  shall  be  signed 
by  the  Mayor  and  the  City  Conrtoller  of  said  City  of  Indianapolis 
and  attested  by  the  City  Clerk,  who  shall  affix  the  seal  of  said  city  to 
each  of  said  bonds  and  the  interest  coupons  attached  to  said  bonds 
shall  be  authorized  by  a  lithographic  fac  similie  of  the  signature  of 
the  Mayor  and  City  Controller  of  said  city  engraven  thereon,  which 
shall  be  for  all  purposes,  taken  and  deemed  equivalent  of  a  manual 
signing  thereof.  Said  bonds  shall  be  prepared  by  the  City  Controller 
in  due  form,  irrevocably  pledging  the  faith  and  credit  of  the  City 
of  Indianapolis  to  the  payment  of  the  principal  and  interest  stipu- 
lated therein,  respectively.  It  shall  be  the  duty  of  the  City  Con- 
troller, at  the  time  of  the  issue  and  negotiation  of  said  bonds  to 
register  in  a  book,  kept  for  that  purpose,  all  of  said  bonds  so  issued 
and  negotiated  in  serial  number  beginning  with  number  one  (1),  giv- 
ing also  the  date  of  their  issuance,  their  amount,  date  and  maturity, 
rate  of  interest  and  the  time  and  place  where  said  interest  shall  be 
payable;  said  bonds  shall  be  substantially  in  the  following  form, 
all  blanks  for  numbers  and  dates  to  be  properly  filled  before  the 
issuance  thereof: 

No $1,000.00 

UNITED  STATES  OF  AMERICA 

CITY  OF  INDIANAPOLIS 

MARION  COUNTY,   STATE   OF  INDIANA, 

CITY  HOSPITAL  BONDS,  1925. 

For  value  received,  the  City  of  Indianapolis,  in  Marion  County, 

in  the  State  of  Indiana,  hereby  promises  to  pay  to  the  bearer,  without 

any  relief  from  valuation  or  appraisement  laws  on  January..... at 

the  City  Treasurer's  office  of  the  City  of  Indianapolis  at  the  City  of 
Indianapolis  One  Thousand  ($1,000.00)  Dollars  in  lawful  money  of 
the  United  States  of  America,  together  with  interest  thereon,  at  the 
rate  of  four  and  one-half  (4%)  per  centum  per  annum  from  date 
until  paid,  the  first  interest  payable  on  the  first  day  of  July,  1926, 
and  the  interest  thereafter  payable  semi-annually  on  the  first  day  of 
July  and  January  respectively,  upon  the  presentation  and  surrender 
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*of  the  proper  interest  coupons  hereunto  attached,  and  which  are  made 
a  part  of  this  bond. 

This  bond  is  one  of  an  issue  of  Three  Hundred  Eighty-five  (385) 
bonds,  each  numbered  from  one  (1)  to  three  hundred  eighty-five 
(385),  both  inclusive,  of  date  of  July  1,  1925,  issued  by  the  City  of 
Indianapolis,  pursuant  to  an  ordinance  passed  by  the  Common  Council 

of  said  city  on ... ,. , ,  1925,  and   an  Act  of 

the  General  Assembly  of  the  State  of  Indiana,  entitled  "AN  ACT 
concerning  Municipal  Corporations,"  approved  March  6,  1905,  and 
Acts  amendatory  thereof  and  supplemental  thereto. 

It  is  hereby  certified  that  all  the  conditions,  acts  and  things 
•essential  to  the  validity  of  this  bond  exist,  have  happened  and  have 
been  done,  and  that  every  requirement  of  law  effecting  the  issue 
thereof  has  been  duly  complied  with  and  that  this  bond  is  within  every 
debt  and  other  limit  prescribed  by  the  Constitution  and  the  laws  of 
the  State  of  Indiana,  and  that  the  faith  and  credit  of  the  City  of 
Indianapolis,  Indiana,  are  hereby  irrevocably  pledged  to  the  punctual 
payment  of  the  principal  and  interest  of  this  bond  according  to  its 
terms. 

IN  WITNESS  WHEREOF,  THE  COMMON  COUNCIL  OF 
THE  CITY  OF  INDIANAPOLIS,  INDIANA,  has  caused  this  bond 
to  be  signed  by  the  Mayor  and  the  City  Controller  and  attested  by  the 
City  Clerk,  and  the  corporate  seal  of  said  city  to  be  affixed  this  as  of 
the  1st  day  of  July,  1925. 


Attest: 


Mayor 

City  Controller 


City  Clerk 

Section  2.  The  City  Controller  shall,  as  soon  as  practicable  after 
the  passage  of  this  ordinance  and  after  the  publication  of  the  notice 
of  the  herein  determination  to  issue  such  bonds  as  provided  in  Sec- 
tion  Eight  (8)  of  this  ordinance,  advertise  for  bids  or  proposals 
for  said  bonds  by  at  least  two  (2)  insertions  each  one  week  apart, 
in  the  Indianapolis  Star  and  the  Indianapolis  Times,  daily  news- 
papers  of  general  circulation,  printed  and  published  in  the  City  of 
Indianapolis,  and  may  otherwise  advertise  for  such  bids  or  pro- 
posals as  he  may  deem  advisable,  Said  advertisements  shall  de- 
scribe said  bonds  with  such  minuteness  and  particularity  as  the  City 
Controller  may  see  fit,  and  shall  set  forth  the  amount  of  the  bonds 
to  be  sold  and  the  rate  of  interest  they  shall  bear,  that  the  bidder 
may  bid  for  all  or  any  part  of  said  bonds,  the  date  of  opening  bids 
or  proposals  therefor,  the  right  of  the  City  Controller  to  reject  any 
or  all  bids,  the  amount  of  deposit  each  bidder  will  be  required  to 
make,  and  when  and  where  the  bonds  shall  be  delivered  and  paid  for. 

Section  3.  Each  and  every  bid  and  proposal  shall  be  presented  to 
the  City  Controller  sealed,  and  shall  be  accompanied  by  a  duly  cer- 
tified check  upon  some  responsible  bank  of  the  City  of  Indianapolis, 
Indiana,  payable  to  the  order  of  the  City  Treasurer,  for  a  sum 
of  money  which  shall  equal  two  and  one-half  (2V2)  per  cent  of  the 
face  or  par  value  of  the  bonds  bid  for,  or  proposed  to  be  purchased. 
The  City  Controller  shall  continue  to  receive  all  bids  or  proposals 
therefor,  at  the  office  of  the  City  Controller  until  twelve  o'clock  noon. 
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on  the  day  fixed  by  the  Controller  and  designated  in  the  advertise- 
ment for  receiving  bids  and  proposals,  at  which  time  and  place  and 
between  the  said  hour  and  two  o'clock  p.  m.,  of  said  day,  he  shall 
open  said  bids  or  proposals.  The  City  Controller  shall  award  said 
bonds,  or  if  he  shall  see  fit,  a  part  or  any  number  thereof,  to  the 
highest  bidder  therefor;  but  said  Controller  shall  have  the  full 
right  to  reject  any  and  all  such  bids  or  proposals,  or  any  part 
thereof,  and  shall  have  the  right  to  accept  any  part  of  any  bid,  and 
to  award  upon  any  bid  the  whole  or  less  number  of  bonds  covered  by 
such  bid,  he  being  the  sole  judge  of  the  sufficiency  or  insufficiency 
of  any  bid,  he  may  also  in  his  judgment  and  discretion  award  a  part 
of  said  bonds  to  one  bidder  and  a  part  to  another.  These  provisions 
shall  apply  to  the  case  of  re-offering  and  readvertisement  of  said 
bonds  as  hereinafter  provided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitted, or  if  he  shall  award  only  a  part  of  said  bonds,  he  shall  re- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  re-advertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time,  both  for 
receiving  and  opening  bids  or  proposals  and  for  the  purchasers  to 
take  up  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall 
continue  from  time  to  time,  in  like  manner,  to  re-advertise  said 
bonds  for  sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted  and 
and  there  shall  be  no  award  of  bonds,  thereon  by  the  Controller,  he 
shall  thereupon  return  to  such  successful  bidder  the  certified  check 
accompanying  the  same.  If  the  Controller  shall  award  the  whole 
or  any  part  of  the  bonds  upon  any  bid  or  proposal,  he  shall  there- 
upon deliver  the  certified  check  accompanying-  the  same  to  the  City 
Treasurer,  who  shall  thereupon  present  the  same  for  payment  and 
shall  be  entitled  to  collect  the  same  and  shall  hold  the  proceeds  col- 
lected thereon  until  the  completion  of  the  purchase  and  the  pay- 
ment for  the  bonds  awarded.  If,  for  any  reason  said  check  shall  not 
be  paid  upon  presentation  such  non-payment  shall  be  taken  and 
leemed  a  breach  of  contract  for  the  purchase  of  said  bonds  upon 
the  part  of  the  purchaser,  and  the  city,  in  that  event,  shall  have 
the  right  to  readvertise  said  bonds  for  sale  at  once  and  shall  in 
such  event,  retain  said  check,  and  shall  have  the  right  to  collect 
the  same  for  its  own  use,  and  said  check  and  the  proceeds  thereof 
when  collected,  shall  be  taken  and  deemed  as  agreed  and  liquidated 
damages  for  such  breach  of  contract  and  as  a  payment  to  the  City. 
In  case  any  successful  bidder  shall  fail  to  complete  the  purchase 
of  bonds  so  awarded,  and  to  pay  for  the  same  within  the  time  and 
manner  herein  required,  or  which  may  be  prescribed  by  the  City 
Controller  as  herein  provided,  the  proceeds  of  such  certified  check 
deposited  by  such  bidder  shall  be  taken,  considered  and  deemed  as 
agreed  and  liquidated  damages  for  the  breach  of  such  bidder's  con- 
tract of  purchase,  and  shall  be  taken  and  deemed  as  a  payment  to 
the  City  for  such  damages,  and  shall  be  retained  and  held  by  said 
city,  for  its  use;  but  if  such  successful  bidder  shall  complete  the 
purchase  of  said  bonds  awarded  to  him,  pursuant  to  the  provisions 
hereof,  and  his  bid  and  award  thereon,  said  proceeds  of  said  certified 
check  shall  thereupon  be  returned  to  such  bidder;  or  at  the  option  of 
the  City  Controller,  at  the  time  of  the  completion  of  the  sale  and  pay- 
ment of  these  bonds,  said   proceeds  of  said   certified  check  may  be 
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applied  and  deemed  a  payment  on  account  of  the  purchase  of  said 
bonds. 

Section  Q.  Delivery  of  any  bonds  sold  shall  be  made  at  the  office 
of  the  City  Treasurer,  of  the  City  of  Indianapolis,  Indiana,  upon 
•such  day  or  days  as  may  be  specified  in  the  advertisement  or  re-ad* 
vertisement  for  proposals,  or  within  such  time  thereafter  as  may  be 
fixed  by  said  Controller  or  at  such  time  or  times  as  may  be  agreed 
upon  by  the  Controller  and  the  purchaser  or  purchasers,  and  the 
Controller  may  extend  the  time  for  such  delivery,  not  more  than  ten 
(10)  days  after  the  day  or  days  specified  or  agreed  upon  as  above 
provided;  and  the  successful  bidder  or  bidders  shall  take  the  bonds 
awarded  to  him  or  them  and  pay  for  the  same  at  such  place  and 
time,  and  his  or  her  refusal,  neglect  or  omission  to  do  so  shall  be  a 
breach  of  the  contract  of  his  bid  or  proposal,  on  account  of  which 
damages  shall  be  retained  or  recovered  as  liquidiated  as  provided 
in  this  ordinance. 

Section  7.  The  bonds  taken  and  paid  for  to  the  satisfaction  of 
the  City  Controller  shall  be  binding  obligations  upon  the  City  of 
Indianapolis,  according  to  their  tenor  and  effect;  and  the  proceeds  de* 
rived  from  the  sale  or  sales  of  bonds  as  herein  authorized,  shall  be 
and  hereby  are  appropriated  to  the  uses  of  the  Department  of 
Public  Health  and  Charities,  to  be  used  for  the  purpose  mentioned 
and  described  in  Section  one  (1)  of  this  ordinance,  as  the  City 
Controller  is  hereby  authorized  and  directed  to  draw  all  proper  and 
necessary  warrants  and  to  do  whatever  act  may  be  deemed  necessary 
to  carry  out  the  provisions  hereof. 

Section  8.  The  Mayor,  City  Controller  and  the  Corporation 
Council  hereby  authorized  and  directed  to  publish  notice  of  the  herein 
determination  to  issue  bonds  as  required  by  law. 

Section  9.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor, 

Which  was  read  a  first  time  and  referred  to  the  Com* 
mittee  on  Finance. 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  35,  1925. 
AN  ORDINANCE  ratifying,  confirming  and  approving  a  certain 
lease  contract  made  and  entered  into  on  the  14th  day  of  April, 
1925,  by  and  between  the  City  of  Indianapolis,  by  and  through 
Its  Board  of  Public  Safety,  approved  by  its  Mayor  and  the  Mar- 
ket Refrigeration  Company. 

AC  REE  ME  NT 
THIS  AGREEMENT,  made  and  entered  into  this  14th  day  of 
April,  1925,  by  and  between  the  City  of  Indianapolis,  Indiana,  by 
and  through  its  Board  of  Public  Safety  and  the  Market  Refrigera= 
tion  Company,  a  corporation  duly  incorporated  under  the  laws  of  the 
Sate  of  Indiana,  WITNESSETH: 

THAT  WHEREAS,  under  and  pursuant  to  the  terms  of  a  cer- 
tain contract  made  and  entered  into  on  the  second  day  of  June,  1915, 
by  the  City  of  Indianapolis,  by  and  through  its  Board  of  Public  Safety 
and  Howe  S.  Landers,  receiver  for  Bretney  and  Geisendorf.  a  sur- 
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viving  partnership,  which  contract  was  duly  approved  by  M.  E.  Bash, 
Judge  of  the  Marion  Probate  Court  of  Marion  County,  Indiana,  and 
ratified,  confirmed  and  approved  by  General  Ordinance  No.  31,  1915, 
of  the  Common  Council  of  the  City  of  Indianapolis,  said  City  of 
Indianapolis  becomes  the  owner  of  the  Refrigeration  Plant  and  the 
appurtenances  thereto  belonging  now  situated  in  the  East  Market 
of  the  City  Market  House  of  the   City  of  Indianapolis,   and, 

WHEREAS,  the  Market  Refrigeration  Company  desires  to  lease 
and  operate  said  Refrigerating  Plant,  connections  and  appurtenances 
thereto  belonging, 

NOW  THEREFORE,  The  City  of  Indianapolis,  by  and  through 
its  Board  of  Public  Safety,  does  hereby  lease  to  the  Market  Refrigera- 
tion Company,  its  successors  and  assigns,  the  Refrigeration  Plant  now 
situated  and  installed  in  the  East  Market  of  the  City  Market  House, 
of  the  City  of  Indianapolis,  together  with  the  connections  and  ap- 
purtenances thereto  belonging,  for  the  term  of  five  (5) 
years  from  the  26th  day  of  June,  1925,  and  does  hereby  grant  unto  the 
Market  Refrigeration  Company,  its  successors  and  assigns  for  and 
during  said  term,  the  exclusive  right,  power,  privilege  and  license 
to  use,  operate  and  maintain  said  refrigerating  plant  and  connec- 
tions and  furnish  all  refrigeration  other  than  by  means  of  ice,  used 
in  said  East  Market,  provided  nothing  herein  shall  be  construed  so  as 
to  infringe  the  right  of  any  standholder  requiring  refrigeration  to 
procure  the  same  in  any  manner  not  inconsistent  with  the  powers 
of  said  city  to  regulate  markets  and  market  places,  and  not  incon- 
sistent with  the  ownership  of  said  refrigeration  plant  of  the  market 
house. 

In  consideration  of  the  rights,  privileges  and  license  herein 
granted  said  Market  Refrigeration  Company,  its  successors  and  as- 
signs hereby  agree  to,  at  their  own  expense,  keep  and  maintain  said 
plant  at  all  times  during  the  term  of  this  lease,  in  first  class  running 
order,  to  repair  all  broken  parts  as  promptly  as  practicable  to  re- 
place such  parts  as  may  from  time  to  time  be  required  to  be  re- 
placed in  order  to  make  the  plant  efficient  for  the  purpose  for  which 
it  is  intended  to  be  operated,  to  keep  a  sufficient  force  in  attendance 
upon  said  plant  as  is  necessary  to  insure  its  proper  operation,  and 
to  operate  said  plant  continuously  during  said  term  (provided 
standholders  using  not  less  than  fifty  cases  as  hereinafter  defined 
shall  be  actually  using  said  refrigeration)  except  during  such  time 
as  the  same  is  necessarily  shut  down  for  repairs,  in  which  event 
they  shall  notify  the  Board  of  Public  Safety  and  the  standholders 
using  such  refrigeration  as  soon  as  practicable  stating  the  estimated 
time  required  for  such  repairs. 

Provided,  However,  the  company  or  their  successors  and  assigns 
shall  not  be  required  to  replace  or  repair  the  cases  to  be  refrigerated 
nor  their  connections  except  in  case  of  damage  caused  by  their  neg- 
ligence, and  provided  further,  that  if  at  any  time  during  said  term 
the  number  of  standholders  using  said  refrigeration  shall  be  such 
as  that  less  than  fifty  cases  as  hereinafter  defined  shall  be  actually 
using  such  refrigeration,  then  and  in  that  event  said  company,  its 
successors  or  assigns  shall  not  be  required  to  operate  said  plant 
during  such  time,  but  at  their  option  upon  ten  (10)  days'  written 
notice  having  been  first  given  to  the  Board  of  Public  Safety  and  to 
the  standholders  using  such  refrigeration  of  their  intention  to  do  so 
they  may  cease  the  operation  of   said   plant   and  provided   further, 
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however,  that  if  the  said  company,  its  successors  or  assigns  do  volun- 
tarily discontinue  the  operation  of  such  plant  for  a  period  of  sixty 
(60)  days  continuously,  then  and  in  that  event  all  of  the  rights  and 
privileges  herein  granted  shall  be  considered  terminated  without 
notice. 

Provided,  further,  that  the  City  of  Indianapolis,  as  owner  of 
said  plant,  or  the  Market  Refrigeration  Company,  their  successors 
or  assigns  as  lessees  may,  upon  ninety  (90)  days'  written  notice  of 
their  intention  to  do  so,  discontinue  and  terminate  this  contract  at 
any  time  during  the  term  thereof. 

It  is  mutually  agreed  by  and  between  the  parties  hereto  that  the 
maximum  service  charged  to  standholdersN  using  such  refrigeration 
shall  not  exceed  two  and  one-half  ($2.50)  dollars  per  week,  payable 
weekly,  for  each  case  connected  with  and  using  such  refrigeration. 

It  is  further  agreed  that  during  the  term  of  this  lease,  said 
company,  its  successors,  assigns  or  representatives  shall  at  all  times 
have  the  right  of  ingress  and  egress  to  and  from  said  plant  and  its 
connections  for  the  purpose  of  inspection,  replacement,  repair  and 
operation,  and  shall  have  the  right  of  occupancy  of  the  space  now 
occupied  by  said  plant. 

For  and  in  consideration  of  the  rights  and  privileges  herein 
granted,  said  company,  its  successors  and  assigns  do  hereby  agree 
to  pay  to  said  city  at  the  office  of  the  Board  of  Public  Safety  an 
annual  rental  equal  to  five  (5)  per  centum  of  the  gross  service 
charges  received  by  them  from  the  standholders  during  the  term  of 
this  lease,  said  rental  to  be  semi-annually  on  the  1st  day  of  January 
and  the  1st  day  of  July  of  each  year. 

That  the  Board  of  Public  Safety  shall  have  the  right  to  inspect 
said  plant  monthly  and  report  any  defects  in  the  same  to  the  com- 
pany, its  successors  or  assigns  and  it  is  agreed  that  such  defects 
shall  be  promptly  repaired  and  remedied  at  the  cost  of  the  com- 
pany, its  successors  or  assigns. 

It  is  further  agreed  that  said  company,  its  successors  or  as- 
signs shall  keep  a  proper  record  of  the  funds  received  from  the 
standholders  for  service  charged,  and  the  Board  of  Public  Safety  or 
whoever  said  Board  may  designate  shall  have  access  to  such  records 
at  any  time  they  shall  see  fit  to  examine  the  same. 

It  is  further  agreed  that  in  the  event  the  City  of  Indianapolis 
by  proper  Resolution  or  Ordinance  decides  to  remodel,  rebuild  or  re- 
pair the  buildings  or  any  part  thereof  in  which  the  East  Market  is 
located  or  conducted  which  would  require  or  necessitate  temporary 
closing  down  of  said  refrigeration  plant,  the  City  shall  not  be  liable 
for  the  loss  of  any  revenue  the  company  may  sustain  by  reason  of 
such  temporary  discontinuance  of  operation  of  said  plant. 

It  is  understood  and  agreed  that  the  City  may  forfeit  and  cancel 
this  lease  at  any  time  upon  the  failure  of  the  company,  its  successors 
or  assigns  to  comply  with  any  of  the  provisions  herein  contained. 
Provided,  however,  that  before  the  same  is  done,  the  City,  through 
the  Board  of  Public  Safety,  shall  give  the  said  company,  its  successors 
or  assigns  at  least  ten  (10)  days'  written  notice  of  its  intention 
so  to  do,  stating  therein  the  particular  failure  complained  of,  and 
if  during  such  time  said  company,  its  successors  or  assigns  do  not 
proceed  to  correct  such  failure,  then  at  the  expiration  of  said  ten 
(10)  days  said  Board  shall  declare  said  lease  forfeited,  cancelled 
and  terminated. 
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It  is  further  agreed  that  said  company,  shall  before  this  con- 
tract becomes  effective ,  furnish  bond  payable  to  the  City  of  Indian- 
apolis in  the  sum  of  Three  Thousand  ($3,000.00)  Dollars  conditioned 
upon  the  faithful  performance  of  this  contract,  and  in  the  event 
that  said  company  shall  sell,  transfer  or  assign  their  rights  granted 
hereunder  to  any  one,  such  successor  or  assign  shall  furnish  bond 
of  the  same  character  and  for  the  same  amount  as  above  stipulated 
before  any  rights  or  privileges  shall  be  vested  therein.  The  bond 
provided  for  herein  shall  be  approved  by  the  Board  of  Public  Safety, 
filed  with  and  held  by  said  Board. 

The  terms,  conditions  and  obligations  of  this  contract  shall  inure 
to  and  be  binding  upon  the  successors  and  assigns  of  the  parties 
hereto,  and  they  shall  be  held  to  assume  all  the  obligations  of  this 
contract  as  fully  as  if  they  were  parties  hereto,and  any  assignment 
of  the  same  shall  so  state. 

This  contract  shall  not  become  effective  unless  the  same  is 
ratified,  confirmed  and  approved  by  the  Common  Council  of  the  City 
of   Indianapolis,   Indiana. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  set  their 
hands  and  seals  this,  the  14th  day  of  April,  1925. 

CITY  OF  INDIANAPOLIS, 

By  E.   L.   Kingston 
Elmer  F.  Gay 
Jesse  S.  Sisloff, 
Board   of   Public   Safety. 
Approved : 

S.  L,  SHANK, 
Mayor. 

MARKET   REFRIGERATION   COMPANY, 
By  Jackson  Carter, 

President- 
He  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  above  and. foregoing  Lease-Contract  made  and 
entered  into  on  the  14th  day  of  April,  1925,  by  the  City  of  Indi- 
anapolis by  and  through  its  Board  of  Public  Safety,  approved  by 
its  Mayor  and  the  Market  Refrigeration  Company,  be  and  the  same 
is  hereby  in  all  things  ratified,  confirmed  and  approved,  and  the 
said  Market  Refrigeration  Company  and  their  assigns,  are  hereby 
granted  the  rights  and  privileges  for  the  time  theirein  mentioned  as 
in  said  lease  contract  set  forth  in  accordance  with  and  subject  to 
the  terms,   provisions,   conditions   and   limitations   thereof. 

Section  2.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee ond  Public  Safety. 

By  Mr.  Claycombe:  -1 

GENERAL  ORDINANCE  NO.  36,  1925. 
AN    ORDINANCE    regulating   the    driving    of    automobiles,   trucks 
and  other  vehicles  in  the  City  of  Indianapolis^  Indiana,  providing 
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a  penalty  for  the  violation  thereof,  and  declaring  a  time  when  the 

same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  it  shall  hereafter  be  unlawful  for  the  driver 
of  any  automobile,  motor  truck,  or  any  other  motor  vehicle  being 
driven  in  the  City  of  Indianapolis,  to  allow,  suffer  or  permit  more 
than  two  persons  other  than  the  driver  thereof  to  ride  in  or  occupy 
the  front  seat  of  any  such  vehicles  or  to  hang  onto  or  ride  on  the 
outside  of  the   same   while  the   same   is   in   motion. 

Section  2.  Any  person  found  guilty  of  violating  any  of  the 
provisions  of  Section  1  of  this  ordinance  shall  be  fined  in  any  sum 
not  less  than  Five  ($5.00)  Dollars  nor  more  than  Twenty-five  ($25.00) 
Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication,  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Bramblett: 

GENERAL  ORDINANCE  NO.  37,  1925. 
AN  ORDINANCE  amending  Section  1  of  General  Ordinance  No.  31, 

1925,  and  fixing  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  Section  1  of  General  Ordinance  No.  31,  1925, 
be  and  the  same  is  hereby  amended  to  read  as  follows: 

Section  1.  That  there  be  and  hereby  is  created  the  position  of 
Stenographer  to  the  Special  Judge  in  the  City  Court,  in  the  City  of 
Indianapolis,  Indiana.  Said  stenographer  shall  be  appointed  by  the 
said  Special  Judge  in  the  City  Court  of  the  City  of  Indianapolis,  the 
salary  of  such  stenographer  shall  be  and  is  hereby  fixed  at  the  rate 
of  Eighteen  Hundred  Dollars  ($1800.00)  per  year. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 


Mr.  Bramblett  moved  that  the  rules  be  suspended  and 
General  Ordinance  No.  37,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 
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Mr.  Bramblett  called  for  General  Ordinance  No.  37,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  37, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  37,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,    8,   viz.:    Messrs.    Bernd,    Bramblett,    Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 
By  Mr.  Bramblett: 

SPECIAL  ORDINANCE  NO.  1,  1925. 
AN    ORDINANCE    changing   the   name   of   Grace   street   to    Oxford 
street,  between   Washington  street   and   Moore   avenue   and  be- 
tween Newton  avenue  and  English  avenue. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  name  of  Grace  street,  a  public  street  running 
north  and  south  in  the  City  of  Indianapolis,  be  and  the  same  is  here- 
by altered,  changed  and  hereafter  shall  be  known  and  designated 
as  Oxford  street,  between  Washington  street  and  Moore  avenue, 
and  between  Newton  avenue  and  English  avenue. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mottee  on  Public  Works. 

ORDINANCES  ON  SECOND  READING. 

•  Mr.  Buchanan  called  for  General  Ordinance  No.  33,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  33, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  33,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 
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Ayes,    8,    viz.:    Messrs.    Bernd,    Bramblett,    Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

On  motion  of  Mr.  Ray  the  Common  Council  at  8:15 
o'clock  p.  m.  adjourned. 


Attest 


President. 


Jf^L/h  tfhtkAuujjtg. 


City  Clerk. 
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SPECIAL  MEETING 

April  22,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  April  22,  1925,  at  7:30  p.  m.,  in  spe- 
cial session,  President  Ben  H.  Thompson  in  the  chair,  pur- 
suant to  the  following  call: 


April  22,  1925. 
To  the  Members  of  the  Common  Council,  Indianapolis,  Ind. 
Gentlemen:; 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of  the 
Common  Council  held  in  the  Council  Chamber  on  April  22,  1925, 
at  7:30  P.  M.  ,the  purpose  of  such  meeting  being  to  receive  com- 
munications from  the  Mayor  or  City  Controller  of  said  City  and  for 
the  introduction  and  consideration  of  a  resolution  providing  for  and 
designating  official  voting  places  for  the  Primary  Election,  May  5, 
1925. 

Respectfully, 

BEN  H.  THOMPSON, 

President. 

I,  John  W.   Rhodehamel,   Clerk  of  the   Common  Council  of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 

the  above  and  foregoing  notice  to  each   and  every  member  of  the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.  RHODEHAMEL, 

City    Clerk. 


Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  King,  Ray  and  Wise. 


By  Mr.  Thompson 


RESOLUTION  NO.  8,  1925. 
BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana,  that  the  voting  places  for  the  city  nominating  pri- 
mary election,  to  be  held  on  Tuesday,  May  5th,  1925,  in  the  several 
precincts  and  wards  of  the  City  of  Indianapolis,  shall  be,  and  they 
are  hereby  declared  to  be,  as  follows: 
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LIST  OF  VOTING  PLACES. 

FIRST  WARD- 

Precincts 

1—3030  N.  Sherman  Drive  ;:    ,  i-. 

2 — 2727  N.   Sherman  Drive 

3—2709  N.  Dearborn  Street 

4 — 2345  Baltimore  Avenue 

5 — 2202  N.  Sherman  Drive 

6 — R.  R.  Y.  M.  C.  A.,  Station  Street  and  Roosevelt  Avenue 

7—2364  North  Oxford  Street 

8 — 2310    Roosevelt   Avenue 

9—1549  Arsenal  Avenue        - 
10—1737  Yandes  Street 
11—1608  Yandes  Street 
12 — 1262   Roosevelt  Avenue 

13 — 2009  Hillside  Avenue  -  -  ^ 

14—1310  Newman  Street  '        -7" 

15 — 1116  N.  Keystone  Avenue  .„:-y 

16—1519  N.  Beville  Avenue 

17 — Church  Annex,  corner  Gray  and  East  Tenth  Streets 
18—1029  N.   Olney'  Street 
19—1906   Parker  Avenue 
20—1519  if.  Ewing  Street 

SECOND  WARD 
Precincts 

1—914  E.  Thirtieth  Street       '/   / 

2 — Southeast    Corner   27th    and  Xornell 

3 — 2340    Martindale   Avenue      - 

4 — 2143    Martindale   Avenue 

5—712    E.    19th    Street 

6 — No.   16  Engine  House — 16th  and  Ashland  Avenue 

7 — 1527  N.  New  Jersey  Street 

8 — 1944  College  Avenue 

9 — Rear  of   Church,   Northeast   corner   19th   and   Alabama    Streets 
10—419  East  22nd  Street— Meat  Shop 
11 — 2457  Central  Avenue — Central  Garage 
12— Rear  2517  N.  Alabama   Street 
13 — Engine  House  No.  22 — 2357  Ashland  Avenue 
14—728  E.  21st  Street  ', 

15—916  E.  29th  Street 

THIRD  WARD 
Precincts  -  ] 

1—2333  N.  Talbott 
2—2411  N.  Illinois 
3_412  W.  21st  Street 
4—2171  N.  Illinois 
5—2001  N.  Talbott 

6—1824  N.  Alabama  Street  ! 

7_344  West  14th  Street 
8—1618  Boulevard  Place 
9 — 1031   N.  Missouri   Street  :  v 


April  22, 1925]  city  op  Indianapolis,  inix  217 


10—112  East  22nd  Street 
11—112  West  15th  Street 

FOUHTH  WARD 

P*recincts  ' 

1—1036  Fairfield  Avenue 

2 — 3521  College  Avenue — Hear 

3 — 3601  N.  Pennsylvania — Rear 

4—53  West  38th  Street— A.  H.  Paetz  Garage 

5—3501  N.   Illinois—Rear 

'6 — 3314  Kenwood  Avenue 

7 — 3368   Washington  Boulevard 

8—3006  Central  Avenue 

9—3301    Broadway— Rear 
10—2957   Central  Avenue 

11—2966  N.  Talbott  \ 

12 — No.  14  Engine  House — Kenwood  Ave.  and  30th  Street 
13—510  West  31st  Street 
}4— 3421   Clifton  Street 
15—1065  West  34th  Street 
16 — 1047  Congress  Avenue 
17—2939  Clifton  Street— Remr  room 
18—1014  West  28th  Street 
19—339  West  30th  Street 
'20—759  West  28th  Street 

21—322  West  26th  Street  ! 

f22 — 2425  Shriver  Avenue 
23—977  West  25th  Street 
^4—1331  West  25th  Street 
25—1216  West  18th  Street 
26—1529  Rembrandt  Street 
27—1318  N.  West  Street 
28—544  West  11th  Street 

FOURTH  WARD—WASHINGTON  TOWNSHIP 

29—2913  Boulevard  Place 
30—3939  N.  Pennsylvania  Street 
31— Engine  House  No.  28 
32 — 3915  Winthrop  Avenue 
'33—4211  College  Avenue 
24 — 1G12   iii.  4^iKt   otreet 

35—642  E.  49th  Street  ; 

36 — 4825  Washington  Boulevard 
37—309  W.  42nd  Street 
38—227  W.  42nd  Street 

~3'9— 4625  N.  Capitol  Avenue  ,  V 

40 — 5239  Central  Avenue  5 

41 — 5402  College  Avenue 
42 — Engine  House  No.  32 
43_6404  Cornell  Avenue 
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FIFTH  WARD 

Precincts 
1—713  W.  Pratt  Street 
2—850   Blake   Street 
3—639  Agnes  Street 
4—517  Bright  Street 
5—525  N.   California  Street 
6—813  W.  New  York  Street 
7—1032  W.  Vermont  Street 
8 — 464  Minerva  Street 


SIXTH  WARD 

Precincts 
1— No.  7  E.  North  Street 
2—819   N.   Senate  Avenue 
3 — 544  N.  Senate  Avenue 
4—309  W.  Vermont  Street 
5—19  N.  West  Street 
6—120  N.  Senate  Avenue 
7 — 118  Monument  Place 
8—147  W.  Vermont  Street 


SEVENTH  WARD 
Precincts 
1—615   N.   Liberty   Street 
2—425  E.  Walnut  Street 
3— Board  of  Works— City  Hall 
4—230  N.  New  Jersey  Street 
5—333  N.  Liberty  Street 
6—310   N.   Davidson   Street 
7—519    E.    Market    Street 
S— 142   N.   Alabama   Street 


EIGHTH  WARD 
Precincts 

l_Fire  Station— 126  W.  15th  Street 

2—1520  N.  Alabama  Street 

3 — 1450  N.  New  Jersey  Street 

4—609  E.  11th  Street 

5—719  E.  13th  Street 

6 — 840  Ashland  Avenue 

7 — 807  Ft.  Wayne  Avenue 

8—241   E.  11th  Street 

9 — 1001   N.   Meridian  Street 
10—1116  N.  Illinois 

NINTH  WARD 
Precincts 
1 — 14  N.  Highland  Avenue 
2 — 1314  Marlowe  Avenue 
3—911  E.  St.   Clair  Street 
4 — 1606  Sturm  Avenue 
5 — 16  N.  Randolph  Street 
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6 — 49  N.  Jefferson  Avenue 

7 — 928  N.  Hamilton  Avenue 

8 — 804   N.   Keystone  Avenue 

9 — No.   12  Eastern  Avenue 
10—631  N.  Rural  Street 
11—3220  E.  New  York  Street 
12—920  N.  LaSalle  Street 
13 — 129  1ST.  Sherman  Drive — Store  To'om 
14 — 904  N.  Sherman  Drive 

15 — 4330  E.  Washington — Garage  on  Euclid,  beside  house 
16 — 921  N.   Chester  Avenue — Garage 

17 — 428  N.  Bancroft  Avenue  « 

18—4908  E.  Michigan— Garage— 4910  E.  Michigan— House 
19 — Basement  Gladstone  Apartments 
20—5110  E.  Michigan  Street 
21 — 5317  University  Avenue 
22—5819  E.  Washington  Street 
'23 — 206  S.  Audubon  Road 
24—5534  E.  Washington  Street 
25 — 11  N.  Webster  Avenue 

TENTH  WARD 

Precincts  "  '" 

1—28  S.  State  Street  '       ,    -    ' 

2—1314  Bates  Street 

3—1326   Fletcher  Avenue 

4 — 1432  Lexington  Avenue 

5 — 1529  Woodlawn  Avenue 

6—1405  Orange  Street  ; 

7 — 1724  Lockwood  Street 

8—2025  Olive  Street 

9 — 1325  Comar  Avenue 
10—1152  Gimber  Street 
11—2618  Shelby  Street 
12 — Indiana   Central   College — Basement  room 
13—1720  Wade  Street 
14—1746  S.  Keystone 
15—1202  S.  Randolph  Street 
16—1113  Villa  Avenue 
17_908  Harlan  Street 
18—1738  Hoyt  Avenue 
19—345  S.  Hamilton  Avenue 
20—2041   E.  Washington  Street 
21—327  S.  Christian  Street 
22—3420  Prospect  Street 

ELEVENTH  WARD 
Precincts  * 

1—123   S.  Noble   Street 
2 — 333  Virginia  Avenue 
3—502   S.   New  Jersey 
4—336  Bicking  Street 
5—602  S.  East  Street 
6—832  Harrison  Street 
7 — 650  Virginia  Avenue  j 
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8 — 919  Virginia  Avenue 
9—919  S.  East  Street 

TWELFTH  WARD 
Precincts 
1 — No.  13  Engine  House 
2—430  W.  Maryland  Street 
3—426  S.  Missouri  Street 
4—713  S.  Illinois  Street 
5—608  South  Meridian  Street 
6—852  S.  Illinois  Street 
7—816    Chadwick    Street 


THIRTEENTH  WARD 
Precincts 

1—805  Prospect  Street 

2 — 617  Sanders  Street 

3—842  Weghorst  Street 

4 — 210  Terrace  Avenue 

5—1801  Orleans  Street 

6—2124  New  Street 

7—1625  S.  Meridian  Street 

8— No.   6   Wilkins   Street,   East 

9—106  Wisconsin  Street 
10—1038  S.  Capitol  Avenue 
11—1710   S.  Talbott 
12—2277  S.  Meridian  Street 
13—57  Regent  Street 
14     1051  Hervey  Street 
15 — 1507   Madison  Avenue 


FOURTEENTH  WARD 
Precincts 
1 — 521   Arbor  Avenue 
2—1240  Standard  Avenue 
3 — 637  Arbor  Avenue 
4—1833  W.   Morris   Street 
5—1749    Howard    Street 
6 — 1415  Silver  Avenue 
7—1521   Howard   Street 
8—1224  S.  Belmont  Avenue 
9—1039  S.  Pershing  Avenue 

FIFTEENTH   WARD 
Precincts 

1_1804  W.  Tenth  Street 
2—1535  W.  Ohio  Street 
3—2017  W.  Washington  Street 
4_1244  W.  Washington  Street 
5* — 1140  N.  Tremont  Avenue 
6 — 902  N.   Pershing  Avenue 
7—2127-  West  Ohio  Street 
8—3011  W.  Washington  Street 


i 
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9—2537  W.  Washington  Street — Hurst  Barber  Shop 
10—261  N.  Addison  Street 

11 — Northeast  Corner  King  Ave.  and  Walnut  St. — Side  room  Church 
12—2808  West  Tenth  Street 
13—1101   N.   Centennial   Street 
14—3129  W.  Michigan  Street 
15—3622  W.  Michigan  Street 

AND,  BE  IT  FURTHER  RESOLVED,  that  the  City  Clerk  is 
hereby  directed  to  make  such  publication  of  the  above  named  voting 
places  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 

On  motion  of  Mr.  Ray  the  Common  Council  at  8:55 
o'clock  p.  m.  adjourned. 


Attest 


President. 


/k   MnbluuuJl. 


City  Clerk. 


F 


I 

! 
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SPECIAL  MEETING 

April  23,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  April  23,  1925,  at  7:30  p.  m.,  in  spe- 
cial session,  President  Ben  H.  Thompson  in  the  chair,  pur- 
suant to  the  following  call: 


April  23,  1925. 
To  the  Members  of  the  Common   Council,  Indianapolis,  Ind. 
Gentlemen : 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of  the 
Common  Council  held  in  the  Council  Chamber  on  April  23,  1925, 
at  7:30  P.  M.,  the  purpose  of  such  meeting  being  to  receive  com- 
munications from  the  Mayor  or  City  Controller  of  said  City  and  for 
further  consideration  of  Resolution  No.  8,  1925. 

Respectfully, 

BEN  H.  THOMPSON, 

President. 

I,  John  W.  Rhodehamel,   Celrk  of  the   Common   Council   of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 

the   above   and  foregoing   notice  to   each   and   every   member   of  the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.  RHODEHAMEL, 

City    Clerk. 


Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  six  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  King  and  Wise. 

Mr.  King  moved  that  Resolution  No.  8,  1925,  be  adopted. 

The  roll  was  called  and  Resolution  No.  8,  1925,  was 
adopted  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray  and  President  Ben  H.  Thompson. 
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On  motion  of  Mr.  Bramblett  the  Common  Council  at 
8:20  o'clock  p.  m.  adjourned. 


Attest: 


President. 


J&L/h   ^IrzHouuudl 


City  Clerk. 


May  1,1925]       •  city  of  Indianapolis,  ind.  225 

SPECIAL  MEETING 

May  1,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  May  1,  1925,  at  5:00  p.  m.,  in  special 
session,  President  Ben  H.  Thompson  in  the  chair,  pursuant 
to  the  following  call: 

May   1,   1925 
To  the  Members  of  the  Common  Council, 
Indianapolis,  Indiana. 
Gentlemen — You  are  hereby  notified  that  there  will  be  a  special 
meeting   of   the    Common   Council   held   in   the   Council    Chamber   on 
May  1,  1925,  at  5:00  o'clock  P.  M.,  the  purpose  of  such  meeting  being 
to  receive  communications  from  the  Mayor  or  City  Controller  of  said 
City  and  for  the  introduction  of  and  consideration  of   a   Resolution 
changing  voting  places  in  certain  wards  and  precincts. 

Respectfully 

BEN  H.  THOMPSON, 

President. 
I,  John  W.  Rhodehamel,  Clerk  of  the  Common  Council  of,  the  City 
of  Indianapolis,  Indiana,   do  hereby  certify  that  I  have   served  the 
above  and  foregoing  notice  to  each  and  every  member  of  the  Common 
Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.  RHODEHAMEL, 

City  Clerk. 

Which  was  read. 

Present:  The  Hon.  Ben.  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bram- 
blett,  Buchanan,  Claycombe,  Clauer,  King,  Ray  and  Wise. 


By  Mr.  King: 

RESOLUTION   NO.   9,   1925. 

BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  Indian- 
apolis: That  Resolution  No.  8,  1925,  be  amended  by  changing  the 
voting  places  in  the  following  precincts  and  wards  to  the  places  noted 
herein: 

1st  Ward,  2nd  Precinct — 2725  N.  Sherman  Drive. 

3rd  Ward,  7th  Precinct— 1227  Lafayette  street. 

3rd  Ward,   11th  Precinct— 114  W.   16th   street. 

4th  Ward,  4th  Precinct— 3760  N.  Meridian  street. 

4th  Ward,  20th  Precinct— 159  W.  28th  street. 
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4th  Ward,  22nd  Precinct — 2425   Highland  Place. 
4th  Ward,  29th  Precinct— 3915  Boulevard  Place. 
4th  Ward,  33rd  Precinct — 4206  College  avenue. 
4th  Ward,  43rd  Precinct— 828  E.  64th  street. 
7th  Ward,  1st  Precinct — 740  Massachusetts  avenue. 
9th  Ward,  12th  Precinct— 939  N.  LaSalle  street. 
9th  Ward,  22nd  Precinct— 206  S.  Audubon  Road. 
9th  Ward,  23rd  Precinct — 5819  E.  Washington  street. 
9th  Ward,   13th  Precinct — No.   12   Engine  House,   Vermont   and 
Sherman  Drive. 

11th  Ward,  5th  Precinct— 510  E.  Merrill  street. 
11th  Ward,  7th  Precinct — 710  Virginia  avenue. 
12th  Ward,  4th  Precinct— 648  Russell  street. 
13th  Ward,  7th  Precinct — 117  Palmer  avenue. 
13th  Ward,  13th  Precinct— 2034  S.  Delaware  street. 

Which  was  read  a  first  time. 

On  motion  of  Mr.  King  the  rules  were  suspended  and 
Resolution  No.  9,  1925,  was  adopted  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bramblett,  Buchanan,  Clauer, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

On  motion  of  Mr.  Ray  the  Common  Council  at  5:45 
o'clock  p.  m.,  adjourned. 


President. 
Attest : 


Jk   £lni*louuA£ 


City  Clerk. 


I  i 


L 
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REGULAR  MEETING. 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  May  4,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
In  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  five  members,  viz.:  Messsrs.  Bernd, 
Bramblett,  Buchanan,  Claycombe  and  Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR, 


April  22,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhodes 
hamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance  No.  23,  1925,  an  ordinance  amending  Section 
Pour  of  General  Ordinance  No.  64,  1921,  the  same  being  an  ordinance 
pertaining  to  the  maintenance  and  construction  of  privy  vaults  and 
water  closets  within  the  City  of  Indianapolis,  providing  the  time 
when  the  provisions  of  Section  4  of  General  Ordinnce  No.  64,  1921, 
shall  be  complied  with,  and  fixing  a  time  when  the  same  shall  take 
effect. 

General  Ordinance  No.  37,  1925,  an  ordinance  amending  Section 
1  of  General  Ordinance  No.  31,  1925,  anad  fixing  a  time  when  the 
same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

April  24,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen : 

I  have  today  approved,  signed  and  delivered  to  John  W  Rhode- 
hamel,  City  Clerk,  Resolution  No.  8,  1925. 

Very  truly  yours, 

LEW  SHANK, 
'*_.-..  .  Mayor* 
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INTRODUCTION   OF   GENERAL  AND    SPECIAL  ORDINANCES. 

By  Mr.  Buchanan: 

SPECIAL  ORINANCE  NO.  %  1925. 
AN  ORDINANCE  to  annex  to  the  City  of  Indianapolis,  in  the  State 

of  Indiana,  certain  territory  contiguous  thereto,  and  fixing  a  time 

when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis,. 

Indiana: 

Section  1.  That  the  following  described  terrtory  in  Marion  Coun- 
ty, State  of  Indiana,  contiguous  to  said  city,  be  and  the  same  is 
hereby,  annexed  to  and  made  a  part  of  the  City  of  Indianapolis,  to- 
wit: 

Beginning  at  a  point  at  the  intersection  of  the  east  line  of  the 
right-of-way  of  the  Chicago,  Indianapolis  and  Louisville  (Monon) 
Railway  Company  and  the  south  line  of  Fifty-sixth  street;  thence 
east  along  the  south  line  of  Fifty-sixth  street  to  the  east  line  of 
Haverford  avenue;  thence  north  with  the  east  line  of  Haverford 
avenue  to  the  north  line  of  Section  6,  Township  16  North  of  Range 
4  East;  thence  west  to  the  east  line  of  the  right-of-way  of  said  Chi- 
cago, Indianapolis  and  Louisville  Railway  Company;  thence  south 
with  said  east  line  of  said  right-of-way  to  the  place  of  beginning. 

Section  2.  This  ordinance  shaall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  for  two  consectutive  weeks  in 
a  daily  newspaper  of  general  circulation,  printed  and  published  in 
said  City  of  Indianapolis,  as  by  statute  required. 

Which  was  read  a  first  time. 

Mr.  Buchanan  moved  that  the  rules  be  suspended  and 
Special  Ordinance  No.  2,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote : 

Ayes,  6,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  Special  Ordinance  No.  2,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  Moved  that  Special  Ordinance  No.  2,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 
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Special  Ordinance  No.  2,  1925,  was  read  a  third  time  and 
passed  by  the  following  vote: 

Ayes,  6,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  Wise  and  President  Ben  H.  Thompson. 

ORDINANCES  ON  SECOND  READING. 

Mr.  Bernd  called  for  General  Ordinance  No.  29,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  29,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  29,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Bernd  called  for  General  Ordinance  No.  36,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  36,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  36,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe,  Wise  and  President  Ben  H.  Thompson. 
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On  motion  of  Mr.  Wise  the  Common  Council  at  8:25 
o'clock  p.  m.,  adjourned. 


Attest :  President. 


City  Clerk. 


I 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  May  18,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Claycombe,  King,  Ray  and  Wise. 

Mr.  Claycombe  moved  that  the  reading  of  the  Journal 
be  dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

May  16,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen: 

I  herewith  return,  without  my  approval,  General  ordinance  No. 
36,  1925. 

General  Ordinance  No.  36,  1925,  an  ordinance  regulating  the 
driving  of  automobiles,  trucks  and  other  motor  vehicles  in  the  City 
cf  Indianapolis,  Indiana,  providing  a  penalty  for  the  violation  there- 
of and  declaring  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

By  Mr.  Bramblett : 

May  18,  1925. 
Mr.   President: 

I  move  that  General  Ordinance  No.  36,  1925,  be  passed  over  the 
Mayor's  veto.  I.  L.  BRAMBLETT. 

The  roll  was  called  and  General  Ordinance  No.  36,  1925, 
was  passed  over  the  Mayor's  veto  by  the  following  vote: 

Ayes,  7,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Clay- 
combe, King,  Ray  and  Wise. 
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Noes,  1,  viz. :  President  Ben  H.  Thompson. 

REPORTS  FROM  CITY  CITY  OFFICERS. 
From  the  City  Controller: 

May  18,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana: 
Gentlemen: 

I  hand  you  herewith  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the 
sum  of  $48,406.12  from  any  unappropriated  funds  to  the  Street  and 
Alley  Opening  and  Vacation  Fund  to  pay  a  judgment  rendered  in 
favor  of  Edward  W.  Fitzpatrick  and  others  in  Cause  No.  38422  in 
the  Marion  Circuit  Court  vs.  City  of  Indianapolis. 

I  respectfully  recommend  the  passage   of  this   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 
City  Controller. 

May  18,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  ap- 
propriating the  sum  of  $48,406.12  from  any  unappropriated  funds  to 
the  Street  and  Alley  Opening  and  Vacation  Fund  to  pay  a  judgment 
rendered  in  favor  of  Edward  W.  Fitzpatrick  an/d  others  in  Cause 
No.  38422,  in  the  Marion  Circuit  Court  vs.  the  City  of  Indianapolis. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  of  the  Board  of  Public  Works. 

May  18,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis, Indiana : 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the 
sum  of  $6600.00  with  which  to  pay  an  allowance  made  by  Harry  O. 
Chamberlin,  judge  of  the  Marion  Circuit  Court  in  re  the  Construction 
of  the  Pleasant  Run  and  Bean  Creek  Interceptor  Sewer  Improvement, 
such  allowance  having  been  made  on  the  4th  day  of  May,  1925,  for 
the  payment  of  $2200.00  each  to  Frank  Noll,  Jr.,  Walter  Crull  and 
Byron  Young,  appraisers  appointed  by  said  court  in  said  cause. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 
City  Controller. 
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May  18,  1925. 
Mr.  Joseph  L,  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  ap- 
propriating the  sum  of  $6600.00  with  which  to  pay  an  allowance  made 
by  Harry  O.  Chamberlin,  judge  of  the  Marion  County  Gircuit  Court 
in  re.  the  Construction  of  the  Pleasant  Run  and  Bean  Creek  Inter- 
ceptor Sewer  Improvement,  such  allowance  having  been  made  on  the 
4th  day  of  May,  1925,  for  the  payment  of  $2200.00  each  to  Frank 
Noll,  Jr.,  Walter  Crull  and  Byron  Young,  appraisers  appointed  bf 
said  court  in  said  causae. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  of  the  Board  of  Public  Works. 

May  18,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

May  18,  1925. 
I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  au- 
thorizing the  purchase  of  certain  real  estate  in  the  City  of  Indian* 
apolis,  Marion  County,  Indiana  for  the  purpose  of  erecting  a  Coliseum 
thereon,  under  Miscellaneous  Resolution  No.  302,  1925,  adopted  on 
April  27th,  1925,  said  ground  to  be  of  the  value  of  $465,000,00,  bound* 
ed  as  follows: 

By  Washington  street  on  the  south; 
By  Market  street  on  the  north; 
By  Davidson  street  on  the  west; 
By  Pine  street  on  the  east. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  of  the  Board  of  Public  Works* 

Prom  the  Board  of  Public  Safety: 


May  18,  1925. 
To  the  President  and  Members  of  the  Common  Council,  City  of  Indi- 
anapolis;  Indiana: 
Gentlemen: 

The  Board  of  Public  Safety  respectfully  requests  the  passage 
of  an  ordinance  amending  Sub-Section  "F"  of  General  Ordinance  No. 
37,  1923. 

You  will  find  hereto  attacher  12  copies  of  such  an  ordinance. 

Respectfully  submitted, 
BOARD  OP  PUBLIC  SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary, 
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INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 
By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  17,  1925. 
AN  ORDINANCE  appropriating  out  of  any  moneys  in  the  General 
Fund  of  the  City  of  Indianapolis,  not  otherwise  appropriated,  the 
sum  of  Sixty-six  Hundred  ($6600.00)  Dollars,  with  which  to  pay 
an  allowance  made  by  Harry  C.  Chamberlin,  Judge  of  the  Marion 
Circuit  Court,  in  re,  the  construction  of  the  Pleasant  Run  and 
Bean  Creek  Interceptor  Sewer  Improvement,  such  allowance  hav- 
ing been  made  by  said  court  on  the  4th  day  of  May,  1925,  and 
declaring  a  time  when  said  ordinance  shall  take  effect. 
WHEREAS,  on  the  4th  day  of  May,  1925,  the  Honorable  Harry 
0.  Chamberlin,  Judge  of  the  Marion  County  Circuit   Court,  in  the 
matter   of  the  Construction  of   the  Pleasant   Run   and   Bean   Creek 
Interceptor  Sewer  Improvement,  being  cause  No.  2437  in  said  court, 
made  an  allowance  in  the  sum  of  Twenty-two  Hundred    ($2200.00) 
Dollars  each  to  Frank  Noll  Jr.,  Walter  Crull  and  Myron  Young,  ap- 
praisers appointed  by  said  court  in  said  cause,  and 

WHEREAS,  a  certified  copy  of  said  judgment  has  been  delivered 
to  the  Board  of  Public  Works,  as  provided  by  law,, 
Be  it  Ordained  by  the  Common  Cotcncil  of  the  City  of  Indianapolis,, 
Indiana  .* 

Section  1.  That  the  sum  of  Sixty-six  Hundred  ($6600.00)  Dal- 
lars  is  hereby  appropriated  from  any  moneys  in  the  General  Fund 
of  said  city,  not  otherwise  appropriated,  to  the  pament  of  the  allow- 
ance of  Twenty-two  Hundred  ($2200.00)  Dollars  each  to  Frank  Noll 
Jr.,  Walter  Crull  and  Byron  Young,  appraisers  in  the  matter  of  the 
Construction  of  Pleasant  Run  and  Bean  Creek  Interpector  Sewer 
Improvement. 

Section  2.  This  ordinance  shall  be  in  full  force,  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF  GENERAL   AND   SPECIAL  ORDINANCES. 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO  38,  1925. 
AN  ORDINANCE  authorizing  the  purchase  of  certain  real  estate  in 

the  City  of  Indianapolis,  Marion  County,  Indiana,  for  the  purpose 

of  erecting  a  coliseum  thereon,  and  providing  a  time  when  said 

ordinance  shall  take  effect. 

WHEREAS,  on  the  28th  day  of  April,  1925,  the  Board  of  Public 
Works  of  the  City  of  Indianapolis,  Indiana,  adopted  the  following  res- 
olution, to-wit: 
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MISCELLANEOUS  RESOLUTION  NO.  302,  1925. 

WHEREAS,  a  certain  proposition  has  been  presented  to  the 
"Board  of  Public  Works  to  sell  to  the  City  of  Indianapolis  a  site 
:for  a  coliseum,  which  proposition  was  in  the  words  and  figures  fol- 
lowing, to-wit: 

Indianapolis,  Indiana, 

April  17th,  1925. 
To  the  City  of  Indianapolis': 

The  undersigned  hereby  offer  and  propose  to  sell  and  convey  to 
the  City  of  Indianapolis,  as  and  for  a  site  for  the  proposed  coliseum, 
the  following  described  real  estate: 

Out  Lot  69,  and  part  of  Out  Lot  6B,  being  a  tract  of  ground,  in 
said  city,  bounded  as  follows: 

By  Washington  street  on  the  south,  by  Market  street  on  the  north, 
by  Davidson  street  on  the  west  and  by  Pine  street  on  the  east. 

The  purchase  price  at  Which  said  property  is  offered  is  the  sum 
■of  Four  Hundred  Sixty-five  Thousand   ($465000.00)   Dollars. 

All  conveyances  are  to  be  in  form  of  general  warranty  deeds, 
signed  and  duly  executed  by  the  owners  and  abstracts  of  title,  show- 
ing good  merchantable  title  to  be  furnished;  free  from  all  incum- 
brances and  liens  except  the  taxes  of  1925,  payable  in  1926,  mortgage 
3n  the  sum  of  Twenty-nine  Thousand  ($29000.00)  Dollars,  and  interest 
to  date  of  transfer  to  be  deducted  from  above  purchase  price. 

The  real  estate  herein  proposed  to  be  sold  and  conveyed  is  more 
•definitely  shown  by  the  blue  print  herewith  submitted  and  made 
part  of  this  proposition. 

This  proposition  to  be  binding  on  us,  is  to  be  duly  accepted  by 
said  city,  and  the  transaction  completed,  and  the  purchase  price  paid, 
within  fifty  (50)  days  from  this  date. 

R.  A.  HAVERLICK. 
THOMAS  D.  McGEE. 

And,  WHEREAS,  the  Board  of  Public  Works  believes  that  it 
is  necessary  and  expedient  for  the  City  of  Indianapolis,  and  for  the 
good  of  the  inhabintants  thereof,  to  purchase  a  site  for  a  coliseum, 
the  building  of  which  shall  be  provided  for  hereafter,  and 

WHEREAS,  the  Board  at  the  present  time   approves  the  pur- 
chase of  the  ground  described  in  said  proposition. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

That  the  above  described  ground  should  be  purchased  for  a  site 
for  a  coliseum,  and  that  all  legal  and  necessary  steps  be  taken  for 
the  purchase  of  said  ground,  furnishing  of  abstract  for  the  same  and 
the  examination  of  said  abstract,  and  the  taking  of  all  other  and 
necessary  steps  for  the  purchase  of  said  ground,  and  that  a  contract 
be  prepared  for  said  purchase,  and  an  ordinance  prepared,  submit- 
ting said  contract  to  the  Common  Council  of  the  City  of  Indianapolis 
for  its  approval. 

April  27,  1925. 

Charles   E.    Coffin, 
Wm.  H.  Freeman 
Mavity  J.  Spencer. 

And,  WHEREAS,  the  Board  of  Public  Works  deem  it  necessary, 
expedient  and  proper,  and  for  the  best  interests  of  the  City  of  Indi- 
anapolis, and  the  inhabintants  thereof,  to  erect  and  maintain  a  coli- 
seum for  the  purpose   of  affording   suitable   rooms   in   which   large 
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assemblies  may  gather  for  the  holding  of  political  conventions  and' 

other  meetings. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  the  proposition  as  set  out  in  Miscellaneous  Res- 
olution No.  302,  1925,  be  and  the  same  is  approved  by  the  Common 
Council  of  the  City  of  Indianapolis,  and  the  Board  of  Public  Works  is 
hereby  authorized  to  take  all  legal  and  necessary  steps  to  purchase 
said  ground  for  the  site  of  a  coliseum  and  to  have  abstracts  for 
the  same  duly  examined  and  to  take  all  other  and  necessary  steps 
for  the  purchase  of  said  ground. 

Section  2.  The  said  Board  of  Public  Works,  after  it  has  taken 
the  steps  provided  for  in  Section  1,  shall  cause  to  be  submitted  to 
the  Common  Council  of  the  City  of  Indianapolis  an  ordinance  setting 
out  the  completed  contracts  for  the  purchase  of  said  ground,  which 
ordinance  shall  provide  that  the  said  purchase  and  contract  shall 
not  be  in  full  force  and  completed  untill  approved  by  the  Common 
Council,  and  until  such  time  as  the  said  Common  Council  may  have 
authorized  an  issue  of  bonds  to  provide  the  moneys  with  which 
to  pay  for  said  coliseum  site,  and  until  said  bonds  have  been '  sold 
and   the  money  paid  into   the   City   Treasury  therefor. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  the  time  of  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  Board  of  Public  Safety: 

GENERAL   ORDINANCE   NO.- 39,   1925. 
AN  ORDINANCE  amending  Sub-Section  "F"  of  Section  Three  (3)  of 

General  Ordinance  No.  37,  1923,  known  as  the  Traffic  Ordinance, 

and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana  : 

Section  1.  That  Sub-Section  "F"  of  Section  Three  (3)  of  General 
Ordinance  No.  37,  1923,  be  and  the  same  is  hereby  amended  by  pro- 
viding that  all  vehicles,  city  and  interurban  cars  shall  come  to  a 
complete  stop  before  continuing  into  or  across  Capitol  avenue  at  the 
street  and  alley  intersections  from  Maple  Road  Boulevard  to  Fiftieth 
street,  and  that  as  so  amended,  said  Sub-Section  "F"  of  Section 
Three  (3)  of  General  Ordinance  No.  37,  1923,  shall  read  as  follows: 

(F)  VEHICLES,  CITY  AND  INTERURBAN  CAR  STOPS. 
All  vehicles,  city  and  interurban  cars  approaching  any  of  the  follow- 
ing named  streets  and  avenues  within  the  City  of  Indianapolis,  shall 
come  to  a  complete  stop  before  continuing  into  or  across  the  same; 
North  Capitol  avenue  from  Washington  street  to  Fiftieth  street; 
Meridian  street  from  Washington  street  to  the  Canal;  East  New  York 
street  from  the  Big  Four  Railroad  tracks  to  Emerson  avenue;  East 
Michigan  street  from  the  Big  Four  Railroad  tracks  to  Emersan  ave- 
nue; Washington  street  from  the  city  limits  on  the  east  to  the  city 
limits  on  the  west;  Maple  Road  Boulevard  from  Northwestern  avenue 
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to  Fall  Creek,  and  Fall  Creek  Boulevard  north.  That  the  above  named 
streets  and  avenues  as  set  out  in  this  Sub-Section  "F"  be  and  the 
same  are  hereby  declared  to  be  and  are  designated  as  preferential 
streets  for  the  purpose  of  regulating  traffic  upon  or  crossing  over 
the  same. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  passage  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Buchanan: 

GENERAL   ORDINANCE   NO.   40,   1925. 
AN  ORDINANCE  amending  Section  851  of  General  Ordinance   No. 

12,  1917. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  Section  851  of  General  Ordinance  No.  12,  1917, 
be  and  the  same  is  hereby  amended  'to  read  as  follows:  Section  851. 
Soliciting  Business  on  Street  or  Sidewalk.  Except  as  otherwise  pro- 
vided in  this  ordinance  it  shall  be  unlawful  for  any  person,  firm  or 
corporation,  in  person  or  by  an  employe,  to  solicit  trade  or  custom 
for  any  business,  profession  or  calling,  upon  any  street,  alley  or 
sidewalk,  by  any  outcry  or  other  personal  means,  or  to  solicit  the 
trade  of  any  person  passing  any  such  place  of  business:  Provided, 
however,  the  provisions  of  this  section  do  not  apply  to  the  owners  or 
drivers  of  taxicabs  or  to  persns   selling  newspapers. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 
By  Mr.  King: 

RESOLUTION  NO.  11,  1925. 

WHEREAS,  it  is  the  duty  of  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana,  to  fix  the  compensation  of  the  Board  of 
Canvassers  of  the  City  of  Indianapolis  for  canvassing  the  vote  at 
the  Primary  Election,  held  in  said  City  on  May  5,  1925,  therefore, 

BE  IT  RESOLVED,  By  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana:  That  the  compensation  for  the 
Board  of  Canvassers,  composed  of  Ira  M.  Holmes,  Frank  P.  Baker  and 
John  W.  Rhodehamel,  for  services  rendered  as  a  Canvassing  Board 
at  the  City  Primary  election,  held  in  the  City  of  Indianapolis,  May 
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5,  1925,  be  fixed  at  One  Thousand  Dollars  ($1000.00)  each  and  that 
the  City  Controller  be  and  is  hereby  instructed  to  pay  the  same 
out   of  moneys  appropriated   for   election   purposes. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections, 


By  Mr.  King 


RESOLUTION  NO.  12,  1925. 

WHEREAS,  it  is  the  duty  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  to  fix  the  compensation  of  the  appointive 
members  of  the  Board  of  Primary  Election  Commissioners  for  the 
City   of   Indianapolis,   Indiana,   therefore, 

BE  IT  RESOLVED,  By  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana:  That  the  compensation  of  Ira  M, 
Holmes  and  Frank  P.  Baker,  the  appointive  members  of  the  Board 
of  Primary  Election  Commissioners  of  the  City  of  Indianapolis,  In- 
diana, for  services  rendered  by  them  as  such  Board  of  Primary  Elec- 
tion Commissioners  for  the  Primary  Election,  held  in  the  City  of 
Indianapolis,  Indiana,  May  5,  1925,  be  fixed  at  One  Thousand  ($1000) 
Dollars  each,  and  that  the  City  Controller  be  and  he  is  hereby  in- 
structed to  pay  the  same  out  of  the  moneys  appropriated  for  elec- 
tion purposes. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections, 

ORDINANCES  ON  SECOND  READING. 


Mr.  Bramblett  called  for  General  Ordinance  No.  34,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  34, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage. 

The  roll  was  called  and  the  motion  to  engross  General 
Ordinance  No,  34,  1925,  failed  to  carry  by  the  following 
vote: 

Ayes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 
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Noes,  4,  viz.:  Messrs.  Buchanan,  King,  Ray  and  Presi- 
dent Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  30,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  30,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  30,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote: 

1  Ayes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Ayes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  King  called  for  Appropriation  Ordinance  No.  13, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  13, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  13,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.-  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  King  called  for  Appropriation  Ordinance  No.  15, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  15, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 
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Appropriation  Ordinance  No.  15,  1925,  was  read  a  third 
time  and  failed  to  pass  by  the  following  vote: 

Ayes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Noes,  4,  viz.:  Messrs.  Buchanan,  King,  Ray  and  Presi- 
dent Ben  H.  Thompson. 

On  motion  of  Mr.  King  the  Common  Council  at  8:45 
o'clock  p.  m.  adjourned. 


President. 
Attest : 


Jk.&nbAvuujt 


City  Clerk. 
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REGULAR  MEETING. 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  June  1,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

May  19,  1925. 

To   the  Honorable  President  and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  return  herewith,  without  my  approval,  the  following  ordinances: 
Switch  Contract,  General  Ordinance  No.  29,  1925. 

I  do  not  care  to  sign  an  ordinance  allowing  a  railroad  track  to 
come  up  a  city  street. 

Special  Ordinance  No.  2,  1925,  an  ordinance  to  annex  to  the 
City  of  Indianapolis,  in  the  State  of  Indiana,  certain  territory  con- 
tiguous thereto,  and  fixing  a  time  when  the  same  shall  take  effect. 

In  my  opinion  this  ground  along  the  railroad  will  all  be  built  up 
by  manufacturing  concerns,  and  this  ordinance  was  just  passed  to 
keep  Mr.  McNamara  from  building  an  asphalt  plant  there.  We 
are  trying  to  bring  manufacturers  to  our  city,  instead  of  driving 
them  away  and  manufacturing  plants  must  be  built  along  railroad 
tracks. 

Very  truly  yours, 

LEW    SHANK, 

Mayor. 

REPORTS  FROM  CITY  OFFICERS. 

From  the  City  Controller: 

June  1,  1925. 
To   the  Honorable  President  and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  an  appropriation  of 
Two  Thousand   ($2,000.00)   Dollars  to  the  Material  and  Supplies  for 
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Traffic  Fund,  in  the  Police  Department,  under  the  Department  of 
Public  Safety,  said  sum  to  be  used  for  the  purchase  of  Stop  and  Go 
Signals. 

I  respectfully   recommend   the   passage   of   this    ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 
City  Controller. 

June  1,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

The  Board  off  Public  Safety  respectfully  requests  that  you 
recommend  to  the  Common  Council  the  passage  of  an  ordinance  ap- 
propriating the  sum  of  $2,000.00  to  the  Material  and  "Supplies  for 
Traffic  Fund,  in  the  Police  Department,  under  the  Department  of 
Public  Safety,  the  same  to  be  used  to  purchase  Stop  and  Go  Signals 
for  the  regulation  of  traffic. 

You  will  find  hereto  attached  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 

June  1,  1925. 
To   the  Honorable  President  and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  herewith  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the 
sum  of  $48,406.12  from  any  upappropriated  funds  to  the  Street  and 
Alley  Opening  and  Vacation  Fund  in  the  Department  of  Public 
Works  to  pay  a  judgment  rendered  in  favor  of  Edward  W.  Fitzpatrick 
and  others  in  Cause  No.  38422  in  the  Marion  Circuit  Court  vs.  the 
City   of   Indianapolis. 

I  respectfully  recommend  .the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 
City  Controller. 

June  1,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  ap- 
propriating the  sum  of  $48,406.12  from  any  unappropriated  funds 
to  the  Street  and  Alley  Opening  and  Vacation  Fund  to  pay  a  judg- 
ment in  favor  of  Edward  W.  Fitzpatrick  and  others  vs.  the  City  of 
Indianapolis,  Cause  No.  38422  in  the  Marion  Circuit  Court  of  In- 
diana. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  of  the  Board  of  Public  Works. 


June  1, 1925]  city  of  Indianapolis,  ind.  243 


June  1,  1925. 
To   the  Honorable  President  and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  appropriation 
of  Nine  Thousand  Four  Hundred  Fifty-two  ($9,452.00).  Dollars  out 
of  any  unexpended  funds  in  the  City  of  Indianapolis,  to  the  Salaries 
Fund  in  the  Fire  Department,  under  the  Department  of  Public  Safety. 

This  sum  is  needed  to  take  care  of  the  payment  of  the  salaries 
of  ten  additional  firemen  for  the  balance  of  the  year  1925,  beginning 
with  July  1,  1925,  to  be  appointed  in  order  to  put  into  service  a 
ladder  truck  at  the  Broad  Ripple  Fire  Station. 

The  citizens  of  this  section  of  the  city  have  been  urging  that 
this  be  done  for  some  time  past  in  order  that  they  be  provided  with 
proper  fire  protection. 

I    respectfully    recommend    the'  passage    of    this    ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

June  1,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  appro- 
priating the  sum  of  Nine  Thousand  Four  Hundred  and  Fifty-two 
($9,452.00)  Dollars  out  of  any  unexpended  funds  of  the  City  of  In- 
dianapolis to  the  salaries  fund  in  the  Fire  Department,  under  the 
Department  of  Public  Safety,  said  sum  to  be  used  in  the  payment 
of  the  salaries  beginning  July  1,  1925,  for  the  balance  of  the  year 
1925,  for  ten  (10)  additional  firemen  to  be  appointed  in  order  to 
man  a  truck  company  at  the  Broad  Ripple  Fire  Station. 

The  citizens  living  in  that  section  of  the  city  have  for  some  time 
past  been  urging  the  installation  of  a  fire  truck  in  this  section,  and 
the  Board  of  Public  Safety  deems  it  necessary  to  comply  with  the 
request  of  these  citizens  in  order  that  they  be  provided  with  proper 
fire  protection. 

Am  sending  you  herewith  copies  of  an  ordinance  covering  the 
same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   O.  Wise,   Executive   Secretary. 

June   1,   1925. 
To   the   Honorable  President  and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  transfer  and  re- 
appropriation  of  Twenty-five  Hundred   ($2,500.00)    Dollars  from  the 


244  journal  OF  common  council      [Regular  Meeting 


Oil  Fund  in  the  Police  Department  to  the  Gasoline  Fund  in  the  same 
department,  under  the  Department  of  Public  Safety. 

I  respectfully  recommend  the   passage   of   said   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

June   1,   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear   Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  trans- 
ferring and  reappropriating  the  sum  of  Twenty -five  Hundred  ($2,500) 
Dollars  from  the  Oil  Fund  in  the  Police  Department  to  the  Gasoline 
Fund  in  the  same  department.  Attached  hereto  you  will  find  copies 
of  an  ordinance  covering  the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   O.  Wise,   Executive   Secretary. 

June  1,  1925. 
To   the  Honorable  President  and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  herewith  a  General  Ordinance  asking  for  your  ap- 
proval of  the  bond  of  the  City  Treasurer  elect  for  the  two-year  term, 
beginning  January  1,  1926,  and  declaring  a  time  when  the  same 
shall  take  effect. 

I  recommend  the  passage  of  the  above  mentioned  ordinance. 

Respectfully  yours, 

JOS.  L.  HOGUE, 

City  Controller. 

June   1,   1925. 
To   the  Honorable  President  and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  City  Clerk  I  am  sending  you  herewith 
copies  of  an  ordinance  providing  for  the  employment  of  an  additional 
assistant  -clerk  in  the  City  Clerk's  office  and  appropriating  the 
sum  of  $975.00  for  payment  of  the  salary  of  such  clerk. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

June  1,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear   Sir: 

I  am  enclosing  herewith  copies  of  an  ordinance  providing  for 
employment  of  an  additional  clerk  in  the  office  of  the  City  Clerk, 
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and  appropriating  the  sum  of  $975.00  for  the  payment  of  the  salary 
of  such  clerk  until  December  31,  1925. 

The  services  of  another  clerk  are  badly  needed  because  of  the 
establishment  of  a  second  City  Court,  which  together  with  the  pres- 
ent system  of  handling  traffic  violations,  makes  practically  three 
courts  in  session  at  all  times. 

Will  you  please  submit  this  ordinance  to  the  Common  Council 
with  a  recommendation  for  the  passage  of  same? 

Very  truly  yours, 
JOHN  W.  RHODEHAMEL, 

City  Clerk. 


From  the  Board  of  Public  Safety : 

May  26,  1925. 
City  Clerk, 
City  of  Indianapolis. 
Dear    Sir: 

The  Building  Department  has  transmitted  to  us  three  copies  of 
the  new  Building  Code,  which  we  have  approved  and  recommend 
the  same  to  the  Common  Council  for  their  consideration. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   O.   Wise,   Executive   Secretary. 

June  1,  1925. 
To   the  Honorable  President   and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

The  American  Gas  Accululator  Company,  Flash  Light  danger 
signal  constructors,  have  proposed  to  construct,  install  and  maintain, 
without  cost  to  the  city  a  certain  type  of  Flash  Light  danger  signals 
at  railroad  and  interurban  crossings,  and  at  dangerous  intersections 
on  State  Highways  just  inside  the  City  of  Indianapolis. 

These  signals  we  understand  have  been  installed  in  other  cities 
and  have  been  very  effective  in  preventing  accidents  at  dangerous 
places.  The  cost  to  the  city  of  installation  of  danger  signals  of  the 
character  as  proposed  by  this  company  would  be  prohibitive  if  very 
many  of  them  were  installed,  and  it  is  deemed  advisable  by  this 
board  to  take  advantage  of  this  opportunity  to  obtain  the  much- 
needed  protection  against  accidents  these  signals  may  provide. 

They  propose  to  install  these  danger  signals  provided  that  they 
be  permitted  to  carry  thereon  advertising  features  such  as  direction 
to  certain  hotels  in  the  city  and  such  other  advertising  matter  as 
would  be  most  effective  on  devices  of  this  character. 

If  the  board  is  granted  authority  by  ordinance  to  issue  permits 
for  this  installation  and  maintenance  of  these  danger  signals,  only 
such  locations  of  the  same  shall  be  approved  as  are  deemed  beneficial 
in  preventing  accidents  and  the  character  of  advertising  permitted 
to  be  displayed  upon  the  signal  devices  shall  not  be  of  an  objectionable 
nature. 
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The  board  respectfully  recommends  the  passage  of  this  ordinance 
covering  the  same,  copies  of  which  are  hereto  attached. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 


From  the  Department  of  Parks: 


Indianapolis,  Indiana. 
June  1,  1925. 
To   the  Honorable  President  and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen : 

In  compliance  with  Property  Sale  Resolution  No.  1,  1925,  of  the 
Board  of  Park  Commissioners  of  the  Department  of  Public  Parks, 
I  herewith  submit  to  your  honorable  body  Special  Ordinance  No.  — , 
1925,  for  the  sale  of  certain  real  estate  now  a  part  of  the  Park  and 
Boulevard  System  of  the  City  of  Indianapolis,  which  is  no  longer 
needed  or  desired  for  the  use  of  the  Department  of  Public  Parks 
for  Park  and  Boulevard  purposes: 

"Beginning  at  the  intersection  of  the  west  property  line  of  North- 
western avenue  and  the  south  property  line  of  24th  street,  in  the  City 
of  Indianapolis,  Marion  county,  Indiana,  thence  west  on  the  "said 
south  property  line  of  24th  street  to  the  east  property  line  of  Isabella 
street;  thence  south  on  the  said  east  property  line  of  Isabella  street 
to  a  point,  said  point  being  55  feet  measured  at  right  angles  to  the 
center  line  of  Fall  Creek.  Parkway  North  Drive;  thence  southeast- 
wardly  parallel  to  and  55  feet  distant  from  the  said  center  line  of 
Fall  Creek  Parkway  North  Drive  to  a  poin,  said  point  being  55  feet 
and  at  right  angles  to  the  center  line  of  Northwestern  avenue;  thence 
northeastwardly  to  a  point  in  the  west  property  line  of  Northwestern 
avenue,  said  point  being  398  feet  from  the  intersection  of  the  said 
west  property  line  of  Northwestern  avenue  with  the  south  property 
line  of  23rd  street;  thence  northwestwardly  on  the  said  west  property 
line  of  Northwestern  avenue  to  the  place  of  beginning,  containing 
14  acres  more  or  less." 

Respectfully   submitted, 
DEPARTMENT  OF  PUBLIC  PARKS, 

City  of  Indianapolis. 
By  Board  of  Park  Commissioners. 
By  Newton  J.  McGuire,  Attorney. 


From  the  City  Plan  Commission: 

June  1,  1925. 
Clerk,  Common  Council, 
City  of  Indianapolis. 
Dear   Sir: 

Attached  hereto  are  13  copies  of  an  ordinance  zoning  that  ter- 
ritory to  be  annexed  by  Special  Ordinance  No.  2,  1925,  the  same  to 
be  introduced  at  the  regular  meeting  of  the  Council,  June  1st,  1925, 
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in  the  event  that  Special  Ordinance  No.  2  is  passed  over  the  Mayor's 
veto. 

Very  truly  yours. 
CITY  PLAN  COMMISSION, 

R.  A.  Jaenisch,  Secretary. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  18,  1925 
AN  ORDINANCE  appropriating  the  sum  of  Two  Thousand  ($2,000) 
Dollars  to  the  fund  in  the  Police  Department,  under  the  De- 
partment of  Public  Safety,  known  and  designated  as  the  "Mate- 
rial and  Supplies  for  Traffic"  fund,  and  declaring  a  time  when 
the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  any 
unappropriated  funds  of  the  City  of  Indianapolis  the  sum  of  Two 
Thousand  ($2000.00)  Dollars  to  the  fund  in  the  Police  Department, 
under  the  Department  of  Public  Safety  known  and  designated  as  the 
"Material  and  Supplies  for  Traffic"  fund,  said  sum  to  be  used  for 
the  purchase  of  Stop  and  Go  Signals. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee  on   Finance. 

By  the  City  Controller: 


APPROPRIATION  ORDINANCE  NO.  19,  1925 
AN   ORDINANCE   appropriating  the   sum   of  Forty-eight   Thousand 
Four  Hundred  Six  Dollars  and  Twelve  Cents    ($48,406.12)   from 
any  unappropriated  moneys  in  the  General  Fund  to  the  Street 
and  Alley  Opening  and  Vacation  Fund  to  pay  a  judgment  ren- 
dered in  favor  of  Edward  W.  Fitzpatrick  and  others  in  Cause  No. 
38422  in  the  Marion  Circuit  Court  vs.  the  City  of  Indianapolis, 
and  declaring  a  time  when  the  same  shall  take  effect. 
WHEREAS,    under    Resolution    No.    1178    the    Board    of    Public 
Works   provided  for  the   opening   and  widening   of   certain   parts   of 
Delaware  street  in  order  to  construct  a  bridge  at   Delaware   street, 
and 

WHEREAS,  with  the  consent  and  approval  of  the  Board  of 
Public  Works  a  judgment  was  entered  putting  50%  of  the  cost  of  said 
work  upon  the  City  of  Indianapolis,  Indiana,  in  the  cause  of  Edward 
W.  Fitzpatrick  et  al  vs.  the  City  of  Indianapolis,  being  Cause  No. 
38422  in  the  Marion  Circuit  Court,  leaving  the  property  holders  in 
the  district  50%  of  the  cost  of  opening  and  widening  said  street. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis. 

Indiana : 

Section  1.  That  the  sum  of  Forty-eight  Thousand  Four  Hundred 
Six  Dollars  and  Twelve  Cents  ($48,406.12)  be  and  the  same  is  hereby- 
appropriated  from  any  unappropriated  moneys  in  the  General  Fund 
of  the  City  of  "Indianapolis  and  is  hereby  appropriated  to  a  fund 
known  as  the  "Street  and  Alley  Opening  and  Vacation  Fund"  in  the 
Department  of  Public  Works,  the  said  sum  being  appropriated  for  the 
special  purpose  of  paying  a  judgment  entered  in  Cause  No.  38422 
in  the  Marion  Circuit  Court,  Marion  County,  Indiana,  in  the  cause 
where  Edward  W.  Fitzpatrick  et  al  were  plaintiffs  and  the  City  of 
Indianapolis  was  the  defendant. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  20,  1925 
AN  ORDINANCE  appropriating  the  sum  of  Nine  Thousand  Four 
Hundred  Fifty-two  ($9,452.00)  Dollars  to  the  Salaries  Fund  in 
the  Fire  Department,  under  the  Department  of  Public  Safety 
and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  out  of  any 
unexpended  funds  of  the  City  of  Indianapolis,  the  sum  of  Nine  Thou- 
sand Four  Hundred  Fifty-two  ($9,452.00)  Dollars  to  the  "Salaries 
Fund"  in  the  Fire  Department,  under  the  Department  of  Public 
Safety,  said  sum  to  be  used  in  the  payment  of  the  Salaries  of  ten 
(10)  additional  firemen  for  the  balance  of  the  year  1925,  beginning 
with  July  1,  1925. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


INTRODUCTION   OF   GENERAL   AND    SPECIAL   ORDINANCES. 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  41,  1925 
AN  ORDINANCE  transferring  the  sum  of  Twenty-five  Hundred 
($2500.00)  Dollars  from  the  "Oil  Fund"  in  the  Police  Department, 
under  the  Department  of  Public  Safety  to  the  "Gasoline  Fund"  of 
the  Police  Department,  under  the  same  department,  and  declar- 
ing a  time  when  the   same   shall  take  effect. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  transferred  the  sum 
of  Twenty-five  Hundred  ($2500)  Dollars  from  the  "Oil  Fund"  in  the 
Police  Department,  under  the  Department  of  Public  Safety,  and  that 
the  same  is  hereby  transferred  and  reappropriated  to  the  fund  in 
the  Police  Department,  under  the  same  department  known  and  des- 
ignated as  the  "Gasoline  Fund." 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  42,  1925. 
AN  ORDINANCE  prescribing  the  penalty  for  the  bond  of  the  City 
Treasurer  of  the  City  of  Indianapolis,  approving  the  Bond  of 
the  City  Treasurer-elect  for  the  two  year  term  beginning  Janu- 
ary 1st,  1926,  and  declaring  the  time  when  the  same  shall  take 
effect. 

WHEREAS,  It  is  provided  by  an  Act  of  the  General  Assembly 
of  the  State  of  Indiana  entitled.  "An  Act  to  amend  Section  Two 
Hundred  Seven  (207)  of  an  Act  Entitled,  'An  Act  concerning  munic- 
ipal corporations,  approved  March  6.  1905/  approved  March  6,  1909> 
page  289,  it  is  provided  as  follows:  The  bond  of  said  County  Treas- 
urer, ex  officio  City  Treasurer,  shall  be  in  the  sum  and  with  such 
sureties  as  the  Common  Council  may  by  ordinance  determine,  to  the 
approval  of  such  Common  Council,  and 

WHEREAS,  Edward  A.  Ramsey,  was  at  the  General  Election, 
held  in  the  County  of  Marion,  State  of  Indiana,  November  4,  1924, 
duly  elected  to  the  office  of  Treasurer  of  the  County  of  Marion, 
State  of  Indiana,  ex  efficio  Treasurer  of  the  City  of  Indianapolis 
for  the  two-year  term,  beginning  January  1st,  1926. 

WHEREAS,  He  has  executed  a  certain  bond  in  the  favor  of  the 
City  of  Indianapolis,  in  the  penal  sum  of  One  Hundred  Thousand 
($100,000.00);  Dollars  with  the  Massachusetts  Bonding  Insurance 
Company  of  Boston,  as  surety,  which  bond  has  been  approved  by 
James  M.  Ogden,  Corporation  Counsel,  and  has  tendered  same  to 
the  Common  Council  of  said  city  for  its  approval. 

Be  it  Ordained,  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  amount  of  the  bond  of  the  County  Treas- 
urer acting  ex  officio  in  the  capacity  of  the  City  Treasurer  of  the 
City  of  Indianapolis,  is  hereby  fixed  for  a  term  of  two  (2)  years,  be- 
ginning January  1st,  1926,  and  until  his  successor  is  elected  and 
qualified,  in  the  penal  sum  of  One  Hundred  Thousand  ($100,000.00) 
Dollars,   payable   to   the   City  of   Indianapolis. 

Section  2.  That  the  bond  of  Edward  A.  Ramsey,  in  the  penal 
sum  of  One  Hundred  Thousand  ($100,000.00)  Dollars,  as  above  with 
the  Massachusetts  Bonding  Insurance  Company  of  Boston,  is  hereby 
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in  all  things  confirmed  and  approved.     Said  bond  shall  be  filed  with 
the  City  Controller  as  provided  by  law. 

Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


By  the  Board  of  Public  Safety : 


GENERAL  ORDINANCE  NO.  43,  1925 
AN  ORDINANCE  authorizing  and  empowering  the  Board  of  Public 
Safety  to  issue  permits  for  the  construction  and  maintenance 
of  Gas  Flash  Light  Signals  at  railroad  and  interurban  crossings 
and  at  dangerous  intersections  of  Sate  Highways  just  inside  the 
City  of  Indianapolis,  also  to  permit  advertising  on  such  danger 
signals,  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  Board  of  Public  Safety  of  the  City  of  Indi- 
anapolis, be  and  is  hereby  authorized  and  empowered  to  issue  per- 
mits for  the  installation,  construction  and  maintenance  of  Gas  Flash 
Light  Danger  Signals  at  dangerous  railroad  and  interurban  cross- 
ings and  at  dangerous  intersections  of  State  Highways  just  inside  the 
City  of  Indianapolis,  such  danger  signals  to  be  installed,  constructed 
and  maintained  without  any  cost  whatsoever  to  the  City  of  Indi- 
anapolis. 

Section  2.  That  such  danger  signals  mentioned  in  the  above  and 
foregoing  section  of  this  ordinance  may  have  thereon  and  in  con- 
junction therewith,  advertising  features,  the  nature  and  character 
of  which,  shall  be  submitted  to  the  Board  of  Public  Safety  for  their 
approval  before  the  same  may.be  installed  and  constructed. 

Section  3.  That  the  design  of  such  flash  light  danger  signals 
and  the  proposed  place  of  construction  shall  be  subject  to  the  ap- 
proval of  the  Board  of  Public  Safety,  before  a  permit  is  issued  for  the 
installation  of  the  same. 

Section  4.  The  Board  of  Public  Safety  shall  reserve  the  right 
to  revoke  such  permits  in  the  event  that  any  signals  or  devices  are 
installed  or  constructed  that  are  not  in  compliance  with  the  pro- 
visions of  this  ordinance  or  for  a  failure  to  keep  such  signals  in  sat- 
isfactory operation,  after  thirty  days'  notice  of  their  intention  so  to 
do,  and  in  case  of  the  revocation  of  such  permits,  the  Board  shall 
have  the  right  to  remove  such  signal  devices  or  cause  the  same  to  be 
removed. 

Section  5.  Any  and  all  ordinances  or  parts  of  ordinances  insofar 
as  the  same  may  be  in  conflict  with  the  provisions  of  this  ordi- 
nance, are  hereby  repealed. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 
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By  the  Board  of  Public  Safety 


GENERAL  ORDINANCE  NO.  44,  1925 
AN  ORDINANCE  regulating  the  parking  of  vehicles  on  certain  pub- 
lic streets  in  the  City  of  Indianapolis,  fixing  a  penalty  for  the 
violation  thereof,  and  declaring  a  time  when  the  same  shall  take 
effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  it  shall  hereafter  me  unlawful  to  leave  vehicles 
of  any  kind  parked  between  the  hours  of  six  o'clock  a.  m.  and  six 
o'clock  p.  m.,  each  and  every  day  excepting  Sunday  at  the  following 
designated  place:  On  the  north  side  of  North  street  from  Cincinnati 
street  to  Noble  street;  on  the  south  side  of  Walnut  street  between 
Liberty  street  and  Noble  street;  on  the  west  side  of  Liberty  street 
from  North  street  to  Walnut  street  and  on  the  west  side  of  Noble 
street  from   North   street  to   Walnut   street. 

Secion  2.  Anv  one  violating  the  provisions  of  Section  One  of 
this  ordinance  shall,  upon  conviction,  be  fined  any  sum  not  less  than 
One  Dollar,  nor  more  than  Fifty  Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  provided  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  the  City  Controller 


GENERAL  ORDINANCE  NO.  45,  1925. 
AN   ORDINANCE   providing   for   the    employment   of   an    additional 

clerk  in  the  office  of  the  City  Clerk,  appropriating  the  sum  of 

$975.00  for  payment  of  salary  of  such  clerk  and  fixing  a  time 

when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  there  be  and  is  hereby  authorized  and  created 
the  position  of  additional  assistant  clerk  in  the  office  of  City  Clerk 
in  the  Department  of  Finance  of  the  City  of  Indianapolis  at  the  salary 
of  Eighteen  Hundred  ($1,800,00)  Dollars  per  year. 

Section  2.  That  there  be  and  is  hereby  appropriated  to  the  City 
Clerk's  Salary  Fund  in  the  Department  of  Finance  the  sum  of  Nine 
Hundred  and   Seventy-five    ($975.00)    Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 
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By  the  Board  of  Public  Safety: 

GENERAL   ORDINANCE   NO.   46,   1925. 

AN  ORDINANCE  creating  in  the  City  of  Indianapolis,  Indiana  the 
office  of  the  Commissioners  of  Buildings  under  the  Department 
of  Public  Safety;  creating  certain  positions  under  the  Commis- 
sioner of  Buildings  sufficient  to  strictly  enforce  the  provisions 
of  this  ordinance;  denning  the  qualifications  of  such  positions; 
fixing  the  salaries  thereof;  providing  for  an  examinating  Board 
to  examine  all  applicants  for  certain  positions,  defining  their 
qualifications  and  duties;  providing  for  an  oath  of  office;  pro- 
viding for  a  building  code  of  construction  and  use;  consisting 
of  divisions,  parts  and  sections  of  parts;  requiring  permits, 
permit  fees  and  reinspection  fees;  providing  for  an  inspection 
of  all  equipment  of  combustion;  providing  fire  prevention  inspec- 
tion, providing  for  a  brand  and  date  on  concrete  blocks,  refining 
the  quality  of  all  materials  used  in  building  or  structure  con- 
struction; regulating  all  matters  concerning,  affecting  or  per- 
taining to  the  location,  construction,  alteration,  covering,  repairs 
or  additions  to,  remodeling,  removal,  ownership,  use  or  occupa- 
tion of  all  buildings,  parts  of  buildings  or  appurtenances  thereto 
or  therein  and  structures  of  every  nature,  including  a  group  of 
definitions,  also  regulating  the  construction  and  use  of  all  im- 
provements, machinery,  equipment,  elevators,  equipment  of  com- 
bustion fixtures,  advertising  displays,  electric  wiring,  piping  of 
all  descriptions,  and  all  appliances  and  appurtenances  used  in 
connection  with  such  buildings,  parts  of  buildings  or  structures, 

installed  therein  or  thereon;  providing  for  the  closing,  the  con- 
demning and  the  stopping  of  the  use  or  construction  thereof,  the 
razing  and  the  wreckage  of  the  same,  and  the  removal  of  the 
wreckage;  providing  for  fire  protection,  providing  for  the  use 
of  the  streets  during  building  construction  and  the  regulation 
of  storage  of  petroleum  products,  explosives,  inflammable  ma- 
terials or  liquids  used  or  stored  on  any  premises  within  said 
city;  providing  for  the  abatement  of  smoke,  declaring  smoke  a 
nuisance  and  a  detriment  to  public  health;  repealing  all  ordi- 
nances and  parts  of  ordinances  in  conflict  herewith;  providing 
a  penalty  for  the  violation  of  the  provisions  thereof  and  declar- 
ing a  time  when  the  same  shall  take  effect. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  City  Plan  Commission : 

GENERAL  ORDINANCE  NO.  47,  1925 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled: "An  ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprices  and  the 
Wntinn  of  buildings  designed  for  specified  uses;  of  classifying, 
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regulating  and  determining  the  area  of  front,  rear  and  side 
yards  and  other  open  spaces  about  buildings;  of  regulating  and 
determining  the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals;  denning 
certain  terms  used  in  said  ordinance;  providing  a  penalty  for 
its  violation  and  designating  the  time  when  the  same  shall  take 
effect,"  and  fixing  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  Ul  or  dwelling  house  district,  the  A2  or 
4800  square  foot  area  district  and  the  HI  or  50  foot  height  district,  as 
established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
is  hereby  amended,  supplemented  and  changed  so  as  to  include  all 
territory  annexed  to  the  City  of  Indianapolis  by  Special  Ordinance 
No.  2,  1925. 

Beginning  at  a  point  at  the  intersection  of  the  east  line  of  the 
right-of-way  of  the  Chicago,  Indianapolis  &  Louisville  (Monon) 
Railway  Company  and  the  south  line  of  56th  street,  thence  east  along 
the  south  line  of  56th  street  to  the  east  line  of  Haverford  avenue; 
thence  north  with  the  east  line  of  Haverford  avenue  to  the  north  line 
of  Section  6,  Township  16,  North  of  Range  4,  East;  thence  west 
to  the  east  line  of  the  right-of-way  of  the  said  Chicago,  Indianapolis 
&  Louisville  Railway  Company;  thence  south  with  said  east  line  of 
said  right-of-way  to  the  place  of  beginning. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  Department  of  Parks: 

SPECIAL  ORDINANCE  NO.  3,  1925. 
AN  ORDINANCE  authorizing  the  sale,  alienation  and  conveyance  of 
real  estate  by  the  Board  of  Park  Commissioners  of  the  Depart- 
ment of  Public  Parks,  of  the  City  of  Indianapolis,  and  fixing  a 
time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  Board  of  Park  Commissioners  is  hereby 
authorized  the  sell,  alienate  and  convey  for  cash,  at  public  or  private 
sale,  for  not  less  than  the  appraiser  value,  to  be  hereinafter  deter- 
mined by  appraisers  appointed  by  the  Judge  of  Marion  Circuit 
Court,  Marion  County,  Indiana,  as  required  by  law,  the  following; 
described  real  estate  in  Indianapolis,,  Marion  County,  Indiana,  to-wit: 
"Beginning  at  the  intersection  of  the  west  property  line  of 
Northwestern  avenue  and  the  south  property  line  of  24th  street,  in 
the  City  of  Indianapolis,  Marion  County,  Indiana;  thence  west  to  the 
said  south  property  line  of  24th  street  to  the  east  property  line  of 
Isabella  street;  thence" south  on  the  said  east  property  line  of  Isabella 
street  to  a  point,  said  point  being  55  feet  measured  at  right  angles 
to  the  center  line  of  Fall  Creek  Parkway,  North  Drive;  thence  south- 
easterly parallel  to  and  55  feet  distant  from  the  said  center  line  of 
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Fall  Creek  Parkway,  North  Drive,  to  a  point,  said  point  being  55 
feet  and  at  right  angles  to  the  center  line  of  Northwestern  avenue; 
thence  northwestwardly  to  a  point  in  the  west  property  line  of 
Northwestern  avenue,  said  point  being  398  feet  from  the  intersection 
of  the  said  west  propertv  line  of  Northwestern  avenue  with  the  south 
property  line  of  23rd  street;  thence  northwestwardly  on  the  said 
west  property  line  of  Northwestern  avenue  to  the  place  of  beginning, 
containing  fourteen  acres  more  or  less." 

Said  real  estate  shall  be  sold  at  public  or  private  sale  upon  such 
notice  as  the  Board  of  Park  Commissioners  may  determine. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

INTRODUCTION   OF   MISCELLANEOUS   BUSINESS. 

By  Mr.  King: 

RESOLUTION  NO.  13,  1925. 

WHEREAS,  Walter  W.  Wise,  a  leading  contractor  of  this  city, 
and  a  member  of  the  Common  Council  of  the  City  of  Indianapolis, 
believes  it  possible  to  save  approximately  $40,000.00  in  redesigning 
the  Surgical  Ward  of  the  City  Hospital,  without  interferring  with 
the  purpose  of  the  ward,  and, 

WHEREAS,  Walter  W.  Wise  in  the  instance  of  the  first  bond 
issue  passed  by  this  Council  for  the  Nurses'  Home  and  Administra- 
tion Building  did  effect  a  saving  of  $100,000.00, 

THEREFORE,  BE  IT  RSOLVED,  that  the  President  of  the  City 
Council  appoint  a  committee  consisting  of  three  members  of  the 
City  Council,  including  Walter  W.  Wise  as  chairman  to  examine  the 
plans  and  specifications  to  determine  if  this  saving  is  possible. 

JOHN  E.  KING. 

Which  was  adopted  on  motion  of  Mr.  Buchanan. 

President  Thompson  appointed  the  following  committee 
to  examine  plans  and  specifications  of  the  proposed  Surgical 
Ward  at  the  City  Hospital: 

Messrs.  Wise,  Ray  and  King. 

By  Mr.  Buchanan: 

RESOLUTION  NO.  14,  1925. 
WHEREAS  in  the  course  of  human  events  the  Great  Rules  of 
the  Universe  has  seen  fit  to  call  from  our  midst  one  of  our  most  dis- 
tinguished and  honored  citizens   and   statesmen, 
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WHEREAS,  in  the  death  of  our  beloved  Thomas  R.  Marshall 
there  is  awakened  in  our  hearts  a  warmth  of  the  sympathy  for 
those  who  are  most  intimately  effected  by  his  departure  from  this 
life,  and 

WHEREAS,  We  believe  our  country,  as  well  as  those  most  near 
and  dear  to  him  have  suffered  the  loss  of  not  only  a  true  and  loving 
husband,  but  a  stateman  who  has  unselfishly  served  both  his  state  and 
nation  in  a  most  commendable  manner,  looking  always  to  the  better- 
ment of  his  people  as  a  whole  and  not  to  his  own  personal  agrandize- 
ment,  and 

•  WHEREAS,  Although  we  feel  the  weakness  of  our  attempt  to 
ease  the  hearts  of  those  to  whom  he  was  near  and  dear,  yea  we 
desire  that  the  permanent  records  of  this  Common  Council  bear 
testimony  of  our  expression  of  sympathy  and  feelings  of  sad  regret 
occasioned  by  the  loss  of  our  beloved  fellow  citizen  Thomas  R.  Mar- 
shall. 

NO  THEREFORE,  B  IT  RESOLVED,  That  we  extend  our  sin- 
cere personal  and  official  condolence  to  those  who  must  suffer  the 
greater  loss,  and  commend  them  to  Him  who  comforteth  most  in  time 
of  great  sorrow  and  grief,  and 

BE  IT  FURTHER  RESOLVED,  That  this  resolution  be  spread 
upon  the  minutes  of  this  meeting  as  a  part  of  the  permanent  records 
of  the  Common  Council  of  the  City  of  Indianapolis  and  that  a  copy 
of  the  same  be  sent  to  the  bereaved  widow  and  faithful  companion 
of  the  departed. 

HEYDON  W.  BUCHANAN. 

Which  was  adopted  on  motion  of  Mr.  King. 

Mr.  Bernd  moved  that  General  Ordinance  No.  29,  1925, 
be  passed  over  the  veto  of  the  Mayor. 

The  roll  was  called  and  General  Ordinance  No.  29,  1925, 
failed  to  pass  over  the  veto  of  the  Mayor  by  the  following 
vote: 

Ayes,  5,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe,  Ray 
and  Wise. 

Noes,  4,  viz. :  Messrs.  Buchanan,  Clauer,  King  and  Pres- 
ident Ben  H.  Thompson. 

Mr.  Claycombe  moved  that  Special  Ordinance  No.  2, 
1925,  be  passed  over  the  veto  of  the  Mayor. 

The  roll  was  called  and  Special  Ordinance  No.  2,  1925, 
failed  to  poss  over  the  veto  of  the  Mayor  by  the  following 
vote: 
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Ayes,  4,  viz.:  Messrs.  Bramblett,  Claycombe,  King,  Ray 
and  Wise. 

Noes,  5,  viz. :  Messrs.  Bernd,  Buchanan,  Clauer,  Ray  and 
President  Ben  H.  Thompson. 

ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  Appropriation  Ordinance  No.  11, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  11, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  11,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  30,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  30,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  30,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  15, 
1925,  for  second  heading.    It  was  read  a  second  time. 
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Mr.  King  moved  that  Appropriation  Ordinance  No.  15, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  15,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  16, 
1925,  for  second  reading.    It  was  read  a  second  time, 

Mr.  King  moved  that  Appropriation  Ordinance  No.  16, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  16,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  17, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  17, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  17,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 
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Mr.  King  moved  that  General  Ordinance  No.  38,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  38,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  5,  viz.:  Messrs.  Buchanan,  Clauer,  King,  Ray  and 
President  Ben  H.  Thompson. 

Noes,  4,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe  and 
Wise. 

Mr.  Buchanan  called  for  second  reading  of  Resolution 
No.  1925.     It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Resolution  No.  11,  1925,  be 
adopted. 

The  roll  was  called  and  Resolution  No.  11,  1925,  was 
adopted  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  second  reading  of  Resolution  No. 
12,  1925.    It  was  read  a  second  time. 

Mr.  King  moved  that  Resolution  No.  12,  1925,  be  adopt- 
ed. 

The  roll  was  called  and  Resolution  No.  12,  1925,  was 
adopted  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  38,  1925,  for 
second  reading.    It  was  read  a  second  time. 
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Mr.  King  called  for  General  Ordinance  No.  40,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  40,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  40,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  caled  for  General  Ordinance  No.  39,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  39,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  39,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bramblett  called  for  General  Ordinance  No.  32,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  32, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  32,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,    6,    viz.:    Messrs.    Bernd,    Bramblett,    Buchanan, 
Claycombe,  King  and  Wise. 

Noes,  3,  viz. :  Messrs.  Clauer,  Ray  and  President  Ben  H. 
Thompson. 

On  motion  of  Mr.  Clauer  the  Common  Council  at  9:15 
o'clock  p.  m.,  adjuorned. 


Attest : 


President. 


M^/k  fJLnbhutd 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  June  15,  1925, 
at  7:30  o'clock  in  regular  session,  President  Pro  Tern  John 
E.  King  in  the  chair. 

Present:  The  Hon.  John  E.  King,  President  Pro  Tern  of 
the  Common  Council,  and  six  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Clauer,  Claycombe,  Ray  and  Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal 
be  dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

June  2,  1925. 
To   the  Honorable  President  and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  ordinance: 

General  Ordinance  No.  30,  1925,  an  ordinance  transferring  the 
sum  of  Two  Hundred  Twenty-two  ($222.00)  Dollars  from  the  Tools 
and  Equipment  Fund  in  the  Electrical  Department  to  the  Salaries 
Fund  in  the  Department  of  Public  Safety,  and  declaring  a  time  when 
the  same  shall  take  effect. 

General  Ordinance  No.  32,  1925  an  ordinance  ratifying,  confirm- 
ing and  approving  a  certain  contract  made  and  entered  into  on  the 
1st  day  of  April,  1925,  between  the  City  of  Indianapolis  by  and 
through  its  Board  of  Public  Works  with  the  approvel  of  its  Mayor 
and  the  Standard  Oil  Company,  a  corporation  incorporated  in  New 
Jersey,  whereby  the  said  corporation  sells  to  the  City  of  Indianapolis, 
Indiana  five  hundred  (500)  tons,  more  or  less,  of  Standard  Paving 
Asphalt,  and  the  City  of  Indianapolis  buys  five  hundred  (500)  tons 
Standard  Paving  Asphalt,  more  or  less,  from  said  corporation,  and 
declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  39,  1925,  an  ordinance  amending  Sub- 
Section  "F"  of  Section  Three  (3)  of  General  Ordinance  No.  37,  1923, 
known  as  the  Traffice  Ordinance,  and  declaring  a  time  when  the 
same  shall  take  effect. 

General  Ordinance  No.  40,  1925,  an  ordinance  amending  Section 
851  of  General  Ordinance  No.   12,  1917. 

Appropriation  Ordinance  No.  11,  1925,  an  ordinance  appropriat- 
ing the  sum  of  One  Thousand  Nine  Hundred  Fifty  ($1,950.00)  Dol- 
lars from  the  General  Fund  of  the  City  of  Indianapolis  to  the  Street 
and  Alley  Opening  and  Vacation  Fund. 
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Appropriation  Ordinance  No.  13,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Seven  Hundred  Fifty  ($750.00)  Dollars  from  any- 
unappropriated  moneys  to  the  Street  and  Alley  Opening  and  Va- 
cation Fund,  under  the  Board  of  Public  Works,  and  declaring  a  time 
when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  15,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Five  Hundred  ($500.00)  Dollars  to  the  Material  Sup- 
plies for  Central  Station  Fund  in  the  Police  Department,  under  the 
Department  of  Public  Safety,  and  declaring  a  time  when  the  same 
shall  take  effect. 

Appropriation  Ordinance  No.  16,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Two  Thousand  ($2,000.00)  Dollars  to  the  Furniture 
and  Fixtures  Fund  in  the  Police  Department,  under  the  Department 
of  Public  Safety,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Appropriation  Ordinance  No.  17,  1925,  an  ordinance  appropriat- 
ing out  of  any  moneys  in  the  General  Fund  of  the  City  of  Indianap- 
olis, not  otherwise  appropriated,  the  sum  of  Sixty-six  Hundred 
($6,600.00')/  Dollars  with  which  to  pay  an  allowance  made  by  Harry 
O.  Chamberlin,  Judge  of  the  Marion  Circuit  Court  in  re.  The  Con- 
struction of  the  Pleasant  Run  and  Bean  Creek  Interceptor  Sewer 
Improvement,  such  allowance  having  been  made  by  said  court  on  the 
4th  day  of  May,  1925,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

June  3,  1925. 
To   the  Honorable  President  and  Members   of  the   Common  Council 

of  the  City  of  Indianapolis ,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  ordinance: 

General  Ordinance  No.  38,  1925,  an  ordinance  authorizing  the 
purchase  of  certain  real  esate  in  the  City  of  Indianapolis,  Marion 
County,  for  the  purpose  of  erecting  a  coliseum  thereon,  and  provid- 
ing a  time  when  said  ordinance  shall  take  effect. 

Very  truly  yours, 
LEW   SHANK, 

Mayor. 

June  2,  1925. 
To   the  Honorable  President  and  Members   of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hereby  return,  without  my  approval,  Resolution  No.  11,  1925, 
as  I  feel  that  the  price  allowed  the  Board  of  Canvassers,  is  entirely 
too  much.  $300.00  apiece  would  be  a  big  price  for  the  services  ren- 
dered. 

Resolution  No.  12,  1925,  I  return,  vetoed  by  me,  as  I  feel  that 
the  service  rendered  by  the  appointee  members  of  the  Board  of  Pri- 
mary Election  Commissioners  of  the  City  of  Indianapolis,  was  not 
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merited.     The  paying  out  of  $1,000.00  apiece  as  the  price  for  their 
services,  is  entirely  too  high. 

Very  truly  yours, 
LEW   SHANK, 

Mayor. 

REPORTS  FROM  CITY   OFFICERS. 

June  1st,   1925. 
To   the  Honorable  President   and  Members  of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  Five  Hundred  ($500.00)  Dollars  from  any  unappropriated  funds 
to  pay  a  judgment  obtained  by  Gus  B.  Taylor  and  Mayme  E.  Taylor 
against  the  City  of  Indianapolis  on  the  22nd  day  of  May,  1925,  under 
Cause  No.  38444  in  the  Marion  Circuit  Court  of  the  City  of  Indi- 
anapolis. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 

June  1st,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear   Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance  ap- 
propriating the  sum  of  Five  Hundred  ($500.00)  Dollars  from  any 
unappropriated  funds  to  pay  a  judgment  obtained  by  Gus  B.  Taylor 
and  Mayme  E.  Taylor  against  the  City  of  Indianapolis  on  the  22nd 
day  of  May,  1925,  under  Cause  No.  38444  in  the  Marion  Circuit 
Court  of  the  City  of  Indianapolis. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

Indianapolis,  Ind.,  June  12,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  attached  hereto  copies  of  an  ordinance  calling  for 
the  transfer  of  Four  Hundred  ($400.00)  Dollars  from  the  Secret 
Service  Fund,  in  the  Police  Department,  under  the  Department  of 
Public  Safety,  transferring  the  same  to  the  Motorcycle  Repairs,  Tires 
and  Tubes  Fund  in  the  same  department. 

I  respectfully  recommend  the  passage  of  this  ordinance  and 
obilge. 

Very  truly  yours, 

JOS.  L.  HOGUE, 

City  Controller. 
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Indianapolis,  Ind.,  June  12,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

I  am  directed  by  the  Board  of  Public  Safety  to  ask  that  you 
recommend  to  the  Common  Council,  an  ordinance  transferring  the 
sum  of  Four  Hundred  ($400.00)  Dollars  from  the  Secret  Service 
Fund,  in  the  Police  Department,  under  the  Department  of  Public 
Safety,  to  the  Motorcycle  Repairs,  Tires  and  Tubes  Fund,  in  the 
same  department. 

Kindly  recommend  the  passage  of  this  ordinance   and  oblige. 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   0.  Wise,  Executive   Secretary. 

June   15    1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  i  sking  for  the  passage  of  an  ordinance  transferring  the  sum 
of  Nira  Thousand  ($9,000.00)  Dollars  from  the  Municipal  Garage 
Maintenance  and  Repairs  Fund  in  the  Department  of  Public  Works, 
and  reappropriating  the  same  to  the  fund  known  as  the  City  Civil 
E^^neer's  Inspectors  Salaries  Fund  in  the  same  department. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

JOS.  L.  HOGUE, 

City  Controller. 

June   15   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear   Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
transferring  the  sum  of  Nine  Thousand  ($9,000.00)  Dollars  from  the 
Municipal  Garage  Maintenance  and  Repairs  Fund  in  the  Department 
of  Public  Works  and  reappropriating  the  same  amount  to  the  fund 
known  as  the  City  Civil  ngineer's  Inspectors  Salaries  Fund  in  the 
same  department. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  Board   of   Public  Works. 

June   15   1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  transferring  the  sum 
of  Six  Thousand  ($6,000.00)  Dollars  from  the  Municipal  Garage  Main- 
tenance and  Repairs  Fund  in  the  Department  of  Public  Works  and 
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reappropriating  the  same  amount  to  a  fund  known  as  the  Blank  Books, 
Printing  and  Advertising  Fund  in  the  same  department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 


June    15    1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
transferring  the  sum  of  Six  Thousand  ($6,000.00)  Dollars  from  the 
Municipal  Garage  Maintenance  and  Repairs  Fund  in  the.  Department 
of  Public  Works  and  reappropriating  the  same  to  a  fund  known  as 
the  Blank  Books,  Printing  and  Advertising  Fund,  under  the  same 
department. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 


From  the  City  Plan  Commission :     . 

June   13,   1925. 
Mr.  John  W.  Rhodehamel,     " 
33  S.  Alabama  Street, 
Indianapolis,  Indiana. 
Dear  Sir: 

At  the  request  of  the  City  Plan  Commission  I  am  forwarding  to 
you  herewith  twelve  copies  of  an  ordinance  to  amend  the  Al  District 
of  the  zoning  ordinance  which  they  wish  to  have  introduced  in  the 
Council  at  the  meeting  on  June  15th. 

This  ordinance  changes  the  district  between  Forty-fourth  street 
and  Forty-sixth  street  and  from  Illinois  street  to  Sunset  avenue,  from 
an  A2  District  to  an  Al  District.  The  change  is  made  at  the  sugges- 
tion of  Mr.  Walter  White  and  others  who  were  interested  in  the 
platting  of  the  two  sub-divisions  comprised  within  this  territory. 
There  are  no  double  houses  and  it  seems  to  be  the  desire  of  those 
interested  in  the  development  of  this  section  to  safguard  against 
th  erection  of  double  houses. 

The  Plan  Commission  has  approved  this  ordinance  and  recom- 
mends its  passage. 

Respectfully, 

J.  CLYDE  HOFFMAN, 

Legal  Advisor. 
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REPORTS  FROM  SPECIAL  COMMITTEES. 

From  the  Building  Committee: 

June   15   1925. 
To   the  Honorable  President  and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

We,  the  Building  Committee,  appointed  by  you  June  1st,  to  ex- 
amine the  plans  and  specifications  for  the  surgical  unit  of  the  City 
Hospital,  to  see  whether  it  would  be  advisable  to  make  any  reduction 
in  the  appropriation  ordinance,  with  to  state  that  we  held  a  meeting 
on  June  11th  with  the  architects  and  Dr.  Goethe  Link  of  the  Board  of 
Health,  and  went  into  the  details  of  building. 

The  plans  that  were  submitted  to  us  were  Just  sketches  and 
there  were  no  working  plans  or  specifications  as  yet  drawn.  We 
find  that  there  could  be  three  warys  of  making  a  reduction. 

First:  The  building  could  be  made  shorter,  reducing  the  number 
of  operating  rooms. 

Second:  We  could  reduce  the  height  of  the  building. 

Third:  We  could  leave  the  second  floor  unfinished,  leaving  it 
just  in  the  rough. 

Either  one  of  these  three  items  would  reudce  the  cost  somewhat, 
but  after  making  a  visit  to  the  City  Hospital  and  seeing  the  condi- 
tions of  the  operating  rooms  there  at  present,  and  also  visiting  St. 
Vincent's  and  other  hospitals,  would  advise  that  there  be  no  reduc- 
t:ons  made  in  the  appropriation,  as  we  are  confident  that  the  sur- 
gery should  have,  as  planned,  the  fourteen  operating  rooms,  for 
the  surgeons  working  at  the  City  Hospital  operate  without  fees  and 
the  operations  are  mostly  in  the  morning,  therefore,  necessitating 
the  number  of  operating  rooms  as  requested. 

Respectfully  yours, 
..>■'%>  WALTER    W.    WISE 

JOHN  E.  KING.     - 

On  motion  of  Mr.  Bramblett  the  report  was  concurred 
in  and  the  committee  discharged. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  21,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Five  Hundred  ($500.00) 
Dollars  from  any  unappropriated  funds  to  pay  a  judgment  ob- 
tained by  Gus  B.  Taylor  and  Mayme  E.  Taylor  against  the  City 
Of  Indianapolis  on  the  22nd  day  of  May,  1925,  and  declaring  a 
time  when  the  same  shall  take  effect. 

WHEREAS,  on  the  22nd  day  of  May,  1925,  under  Cause  No. 
38444,  in  the  Marion  Circuit  Court,  wherein  Gus  B.  Taylor  and 
Mayme  E.  Taylor  were  plaintiffs  and  the  City  of  Indianapolis  was 
the  defendant,  a  judgment  was  rendered  against  the  said  City  of 
Indianapolis  in  the  sum  of  Five  Hundred  ($500.00)  Dollars,  and 
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WHEREAS,  a  certain  copy  of  said  judgment  duly  certified  by 
Albert  H.  Losche,  Clerk  of  the  Circuit  Court  of  Marion  County,  under 
the  seal  of  the  Clerk  of  such  Court,  has  been  delivered  to  the  Clerk 
of  the  Board  of  Public  Works  from  which  an  appeal  was  taken  in 
said  cause  and  the  Board  of  Public  Works  has  certified  the  said 
copy  to  the  Department  of  Finance  in  order  that  said  judgment  may 
be  carried  cut  and  complied  with. 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
Five  Hundred  ($500.00)  Dollars  from  any  unappropriated  funds  to 
pay  the  judgment  rendered  on  the  22nd  day  of  May  1925,  in  favor 
of  Gus  B.  Taylor  and  Mayme  E.  Taylor,  Cause  No,  38444,  in  the 
Marion  Circuit  Court  wherein  the  City  of  Indianapolis  was  the  de- 
fendant. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF   GENERAL   AND    SPECIAL   ORDINANCES. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  48,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Four  Hundred  ($400.00) 
Dollars  from  the  Secret  Service  Fund,  in  the  Police  Department, 
under  the  Department  of  Public  Safety,  and  reappropriating  the 
same  to  the  Motorcycle  Repairs,  Tires  and  Tubes  Fund,  in  the 
Police  Department,  under  the  Department  of  Public  Safety,  and 
declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  sum  of  Four  Hundred  ($400.00)  Dollars 
from  the  Secret  Service  Fund,  in  the  Police  Department,  under  the 
Department  of  Public  Safety,  be  and  the  same  is  hereby  transferred 
to  and  reappropriated  to  the  Motorcycle  Repairs,  Tires  and  Tubes 
Fund,  in  the  Police  Department,  under  the  Department  of  Public 
Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  City  Controller: 

GENERAL   ORDINANCE   NO.    49,   1925. 
AN  ORDINANCE  transferring  the  sum  of  Nine  Thousand  ($9,000.0)) 
Dollars   from   the   Municipal    Garage    Maintenance   and    Repairs 
Fund  in  the  Department  of  Public  Works  to  a  fund  known  as  the 
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City  Civil  Engineer's  Inspectors  Salaries  Fund  in  the  same  de- 
partment, reappropriating  the  same  to  the  latter  fund  and  de- 
claring a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

T  YLuLxCVYLCL  ' 

Section  1.  That  the  sum  of  Nine  Thousand  ($9,000.00)  Dollars 
from  the  Municipal  Garage  Maintenance  and  Repairs  Fund  in  the 
Department  of  Public  Works,  and  the  same  is  hereby  transferred  to 
and  reappropriated  to  the  fund  known  as  the  City  Civil  Engineer's  In- 
spectors Salaries  Fund  in  the  Department  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  50,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Six  Thousand  ($6000.00) 
Dollars  from  the  Municipal  Garage  Maintenance  and  Repairs 
Fund  in  the  Department  of  Public  Works  to  a  fund  known  as 
the  Blank  Books,  Printing  and  Advertising  Fund,  under  the 
same  department,  and  declaring  a  time  when  the  same  shall 
take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  sum  of  Six  Thousand  ( $6000.00 );  Dollars 
from  the  Municipal  Garage  and  Repairs  Fund  in  the  Department  of 
Public  Works,  be  and  the  same  is  hereby  transferred  to  and  reap- 
propriated to  the  fund  known  as  the  Blank  Books,  Printing  and  Ad- 
vertising Fund  under  the  same  department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a. first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  51,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled, "An  ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tricts for  -the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specific  uses;  of  classifying, 
regulating  ad  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  deter- 
mining the  use  and  intensity  of  use  of  land  and  lot  areas  within 
such  city;  creating  a  board  of  zoning  appeals,  denning  certain 
terms  used  in  said  ordinance;  providing  a  penalty  for  its  viola- 


June  15, 1925]  city  of  Indianapolis,  ind.  269 


tion  and  designating  the  time  when  the  same  shall  take  effect,' 

and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana  * 

Section  1.  That  the  Area  District  classified  and  designated  as 
"Class  Al  District"  or  the  7500  square  foot  area  per  family  district 
as  established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
is  hereby  amended,  supplemented  and  changed  so  as  to  include  the 
following  described  territory: 

"Beginnig  at  the  intersection  of  Sunset  avenue  with  Forty- 
fourth  street,  running  thence  east  along  the  center  line  of  Forty- 
fourth  street  to  the  center  line  of  Illinois  street,  thence  north  along 
the  center  line  of  Illinois  street  to  the  intersection  of  Illinois  street 
with  Forty-sixth  street,  thence  west  along  the  center  line  of  Forty- 
sixth  street  to  the  intersection  of  Forty-sixth  street  with  Sunset  ave- 
nue, thence  south  along  the  center  line  of  Sunset  avenue  to  the  place 
of  beginning." 

Section  2.  This  ordinance  shall  go  into  immediate  effect  upon 
its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

INTRODUCTION   OF   MISCELLANEOUS   BUSINESS. 
By  Mr.  King: 


,     RESOLUTION  NO.  15,  1925. 

Indianapolis,  Ind.,  June  15,  192.5 
WHEREAS,  The  condition  of  Pleasant  Run  and  Bean  Creek  are 
a  menace  to  the  health  of  the  community  through  which  they  run,  and 
WHEREAS,   The  people   of  these   communities   have   repeatedly 
asked  relief  from  these  unhealthy  conditions  without  any  results, 

BE  IT  RESOLVED,  That  the  Common  Council  assembled,  re- 
quest that  the  Honorable  Mayor  order,  through  the  proper  depart- 
ments, a  thorough  investigation  as  to  placing  the  responsibility  for 
the  poultion  of  these  streams  and  also  to  ascertain  the  advisability 
of  immediately  flushing  with  fire  hose  and  disinfecting  the  banks  of 
these  creeks  to  prevent  an  epidemic  of  sickness  in  these  communities. 

JOHN  E.  KING. 


Which  was  adopted  on  motion  of  Mr.  Wise. 
On  motion  of  Mr.  Bernd  General  Ordinance  No.  47,  1925, 
was  stricken  from  the  files. 

On  motion  of  Mr.  Bramblett  General  Ordinance  No.  26, 
1925,  was  stricken  from  the  files. 
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By  Mr.  Clauer: 

Indianapolis,  Ind.,  June  15,  1925. 
Mr.  President: 

I  move  that  a  public  hearing  on  General  Ordinance  No.  9,  1925, 
for  the  adoption  of  the  Thoroughfare  Plan  be  held  in  this  Council 
Chamber  on  Monday,  July  6th,  1925,  at  8  p.  m. 

WM.   E.   CLAUER. 

Carried. 

On  motion  of  Mr.  Clay  combe  July  6,  1925,  at  8:00  o'clock 
p.  m.  was  fixed  as  the  time  for  a  public  hearing  on  General 
Ordinance  No.  51,  1925,  in  the  Council  Chamber. 

On  motion  of  Mr.  Claycombe,  Resolution  No.  11,  1925, 
was  passed  over  the  Mayor's  veto  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

On  motion  of  Mr.  Claycombe,  Resolution  No.  12,  1925, 
was  passed  over  the  Mayor's  veto  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

ORDINANCES  ON  SECOND  READING. 

Mr.  Bernd  called  for  Appropriation  Ordinance  No.  19, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Bernd  moved  that  Appropriation  Ordinance  No.  19, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  19,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, Ray,  Wise  and  President  Pro  Tern  John  E.  King. 
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Mr.  Wise  moved  that  General  Ordinance  No.  34,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  34,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

Mr.  Clauer  called  for  General  Ordinance  No.  44,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  44,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  44,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,-  Bramblett,  Clauer,  Clay- 
combe,  Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

Mr.  Ray  called  for  General  Ordinance  No.  45,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  45,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  45,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

Mr.  Wise  called  for  General  Ordinance  No.  35,  1925,  for 
second  reading.    It  was  read  a  second  time. 
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Mr.  Wise  moved  that  General  Ordinance  No.  35,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  35,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
'ombe  and  Wise. 

Noes,  2,  viz. :  Messrs.  Ray  and  President  Pro  Tern  John 
E.  King. 

Mr.  Claycombe  called  for  Appropriation  Ordinance  No. 
20,  1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  Appropriation  Ordinance  No. 
20,  1925,  be  ordered  engrossed,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  20,  1925,  was  read  a  third 
time  and  failed  to  pass  by  the  following  vote : 

Ayes,  2,  viz. :  Messrs.  Bramblett  and  Claycombe. 

Noes,  5,  viz.:  Messrs.  Bernd,  Clauer,  Ray,  Wise  and 
President  Pro  Tern  John  E.  King. 

Mr.  Bernd  called  for  General  Ordinance  No.  42,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  42,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  42,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  Ray,  Wise  and  President  Pro  Tern  John  E.  King. 

On  motion  of  Mr.  Bernd  the  Common  Council  at  9:20 
o'clock  p.  m.  adjourned. 


Attest : 


President  Pro  Tern. 


.JjtfmJk  ^InHu^d 


City  Clerk. 


..'■'!l 


== 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  July  6,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.,  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal  be 
dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

June  19,  1925. 
To   the  Honorable  President  and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk  the  following  ordinances: 

General  Ordinance  No.  34,  1925,  an  ordinance  authorizing  the 
sale  of  Three  Hundred  Eighty-five  (385)  Bonds  of  One  Thousand 
($1,000.00)  Dollars  each  of  the  City  of  Indianapolis,  payable  from  the 
General  Revenue  and  funds  of  said  city  or  from  the  Sinking  Fund  or 
as  may  be  required  by  law  for  the  purpose  of  procuring  money  to 
be  used  for  the  purpose  of  to  construct  and  erect  a  new  unit  and 
surgery  for  the  City  Hospital,  providing  for  legal  notice,  providing 
for  the  time  and  manner  of  advertising  sale  of  bonds  and  all  re- 
ceipts of  bids  for  the  same,  together  with  the  mode  of  terms  of  sale, 
appropriating  the  proceeds  of  said  sale  of  bonds  to  the  Department 
of  Health  and  Charities  of  said  city  and  fixing  a  time  when  the  same 
shall  take  effect. 

General  Ordinance  No.  35,  1925,  an  ordinance  ratifying,  confirm- 
ing and  approving  a  certain  lease  contract  made  and  entered  into  on 
the  14th  day  of  April,  1925,  by  and  between  the  City  of  Indianapolis 
by  and  through  its  Board  of  Public  Safety,  approved  by  its  Mayor 
and  the  Market  Refrigeration  Company. 

General  Ordinance  No.  42,  1925,  an  ordinance  prescribing  the 
penalty  for  the  bond  of  the  City  Treasurer  of  the  City  of  Indianap- 
olis, approving  the  bond  of  the  City  Treasurer-elect  for  the  two- 
year  term  beginning  January  1st,  1926,  and  declaring  a  time  when 
the  same  shall  take  effeet. 

General  Ordinance  No.  44,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  certain  public  streets  in  the  City  of  Indian- 
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apolis,   fixing  a  penalty  for  the   violation   thereof,   and   declaring   a 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  45,  1925,  an  ordinance  providing  for  the 
employment  of  an  additional  clerk  in  the  office  of  the  City  Clerk, 
appropriating  the  sum  of  $975.00  for  payment  of  salary  of  such 
clerk,  and  fixing  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  19,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Forty-eight  Hundred  Four  Hundred  Six  Dollars  and 
Twelve  Cents  ($48,406.12)  from  any  unappropriated  moneys  in  the 
General  Fund  to  the  Street  and  Alley  Opening  and  Vacation  Fund  to 
pay  a  judgment  rendered  in  favor  of  Edward  W.  Fitzpatrick  and 
others  in  Cause  No.  38422  in  the  Marion  Circuit  Court  vs.  the  City 
of  Indianapolis,  and  declaring  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 


REPORTS  FROM  CITY   OFFICERS. 


From  the  City  Controller: 


July  2,  1925. 
To   the  Honorable  President  and  Members   of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance,  providing  for  the  appropriation  of 
the  sum  of  Two  Hundred  Fifty  ($250.00)  Dollars,  to  the  Material  and 
Supplies  Fund  of  the  East  Market. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly,     - 

JOS.  L.  HOGUE, 

City  Controller. 

July   2,    1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  recom- 
mend to  the  Common  Council  the  passage  of  an  ordinance  providing 
for  theappropriation  of  Two  Hundred  Fifty  ($250.00)  Dollars  to 
the  Material  and  Supplies  Fund  of  the  East  Market,  under  the  De- 
partment of  Public  Safety. 

You  will  find  hereto  attached  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   O.  Wise,   Executive   Secretary. 
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July   2,   1925. 
To   the  Honorable  President  and   Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

"At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  calling  for  the  appropriation  of  the 
sum  of  Five  Hundred  ($500.00)  Dollars  to  the  Motorcycle  Repairs, 
Tires  and  Tubees  Fund  in  the  Police  Department,  under  the  De- 
partment of  Public  Safety. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

July  2,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear    Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  recom- 
mend to  the  Common  Council  the  passage  of  an  ordinance  appro- 
priating the  sum  of  Five  Hundred  ($500.00)  Dollars  to  the  Motorcycle 
Repairs,  Tires  and  Tubes  Fund  in  the  Police  Department,  under  the 
Department  of  Public  Safety. 

You  will  find  hereto  attached  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar   O.  Wise,   Executive   Secretary. 

July  2,   1925. 
To   the  Honorable  President   and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety,  I  am  sending  you 
copies  of  an  ordinance  providing  for  the  appropriation  of  the  sum  of 
Five  Thousand  ($5,000.00)  Dollars  out  of  any  unappropriated  funds 
of  the  City  of  Indianapolis  to  the  Gas  and  Electricity  Fund  in  the 
Police  Department,  under  the  Department  of  Public  Safety. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

July  2,   1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  provid- 
ing for  the  appropriation  of  Five  Thousand  ($5,000.00)  Dollars  to 
the  Gas  and  Electricity  Fund  in  the  Police  Department,  under  the 
Department  of  Public  Safety. 
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Attached  hereto  you  will  find  copies  of  an  ordinance  covering 
the  same. 

Very  truly  yours, 
BOARD   OF   PUBLIC   SAFETY, 
By  Oscar  0.  Wise,  Executive  Secretary. 

July    6,    1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  calling 
for  the  transfer  of  certain  funds  from  the  Street  Commissioner's 
Department,  under  the  Board  of  Public  Works,  to  a  fund  to  be 
created  and  known  as  the  Emergency  Red  Light  Fund,  in  the  same 
department. 

Yours  very  truly, 

JOS.   L.    HOGUE, 
,  -   ..  City  Controller. 

July  6,  1925. 
Mr.  Joseph  L,  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works,  to  hand  to  you  for 
transmission  to  the  Common  Council,  with  recommendation  for  pas- 
sage, Copies  of  an  ordinance,  calling  for  the  transfer  of  One  Hundred 
( $100.00');  Dollars  from  the  Office  Department  Expense  Fund;  Six 
Hundred  ($600.00)  Dollars  from  the  Newer  New  Equipment  Fund, 
and  Seven  Hundred  ($700.00)  Dollars  from  the  Unimproved  Streets 
Material  and  Supplies  Fund,  in  the  Street  Commissioner's  Depart- 
ment under  the  Board  of  Public  Works  and  reappropriating  the  same 
to  a  fund  to  be  created  and  known  as  the  Emergency  Red  Light  Fund 
in  the  same  department. 

Respectfully  submitted, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

July  3,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  affi  handing  to  you  copies  of  an  ordinance  calling  for  the  pas- 
sage of  an  ordinance,  authorizing  the  City  of  Indianapolis  to  make 
a  Temporary  Loan  or  Loans,  for  the  use  of  the  Board  of  Health  and 
Charities  Of  the  City  of  Indianapolis,  in  anticipation  of  the  current 
revenues  of  the  Board  of  Health  and  Charities. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.   L.   HOGUE, 

City  Controller. 
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July   3,   1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Health  and  Charities  to 
hand  ycu  for  transmission  to  the  Common  Council  at  the  next  meet- 
ing of  that  body,  copies  of  an  ordinance  authorizing  the  City  of 
Indianapolis  to  make  a  Temporary  Loan  or  Loans  for  the  use  of 
the  Board  of  Health  and  Charities  of  the  City  of  Indianapolis,  in  an- 
ticipation of  the  current  revenues  of  said  Board  of  Health  for  the 
year  1925. 

Yours  very  truly, 

C.  C.  KEALING, 
Attorney  Board  of  Health  and  Charities. 

Indianapolis,   Ind.,   July   6,    1925. 
To   the  Honorable  President   and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  calling 
for  the  transfer  of  Three  Thousand  ($3,000.00)  Dollars  from  the 
Material  and  Supplies  Fund,  in  the  Street  Cleaning  Department,  under 
the  Board  of  Public  Works,  and  reappropriating  the  same  to  the 
Team  Hire  in   the   same   department. 

I- respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 
JOS.    L.    HOGUE, 

City  Controller. 

Indianapolis,   Ind.,   July   6,    1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  hand  to  you  for 
transmission  to  the  Common  Council  an  ordinance  asking  for  the 
transfer  of  Three  Thousand  ($3,000)  Dollars  from  the  Material  and 
Supplies  Fund  in  the  Street  Cleaning  Department  and  reappropriating 
the  same  to  the  Team  Hire  Fund  in  the  same  department. 

Kindly  transmit  same  to  the  Common  Council  at  the  next  meeting 
of  that  body. 

Yours  very  truly, 
BOARD  OF  PUBLIC  WORK, 

By  Elmer  Williams,   Clerk. 

July  2,  1925. 
To   the   Honorable  President  and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Dear  Sirs: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  an  ordinance  providing  for  the  transfer  and  reappropria- 
tion  of  certain  sums  of  money  from  certain  funds  in  certain  depart- 
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ments  under  the  Department  of  Public  Safety,  to  funds  in  other  de- 
partments under  the  Department  of  Public  Safety. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 
JOS.   L.    HOGUE, 

City  Controller. 

July  2,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  trans- 
ferring the  sum  of  One  Thousand  ($1,000.00)  Dollars  from  the  Build- 
ing Department  Pay  Roll  Fund  to  the  Board  of  Public  Safety  Tele- 
phone Service  Fund,  and  the  sum  of  One  Thousand  ($1,000.00)  Dol- 
lars from  the  Printing  Code  Fund  of  the  Building  Department  to  the 
Board  of  Public  Safety  Telephone  Service  Fund.  Also  transferring 
the  sum  of  Two  Hundred  ($200.00)  Dollars  from  the  Material  and 
Supplies  Fund  of  the  Weights  and  Measures  Department  to  the  Ma- 
terial and  Supplies  Fund  of  the  Building  Department.  Also  the 
sum  of  Four  Hundred  ($400.00)  Dollars  from- the  Material  and  Sup- 
plies Fund  of  the  Weights  and  Measures  Department  to  the  Material 
and  Supplies  Fund  of  the  Dog  Pound. 

You  will  find  attached  hereto  ordinance  covering  the  same. 

Yours  very  truly, 
BOARD   OF   PUBLIC   SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 

July  6th,  1925. 
To   the  Honorable  President  and  Members   of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  calling 
for  the  authorization  of  the  City  Controller  making  a  Temporary 
Loan  or  Loans  of  Five  Hundred  Thousand  ($500,000.00)  Dollars  in 
anticipation  of  current  revenues,  appropriating  the  sum  of  Five  Hun- 
dred Ten  Thousand  ($510,000.00)  Dollars  for  the  payment  of  same, 
and  fixing  a  time  when  the  same  shall  take  effect. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.   L.   HOGUE, 

City  Controller. 

From  the  Board  of  Public  Works: 

July  6,  1925. 
Mr.  John  Rhodehamel, 
City  Clerk  of  the 
City  of  Indianapolis. 
Dear  Sir: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  calling 
for  the  improvement  of  Nowland  avenue  from  the  northeast  property 
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line    of    Newman    street    to    the    south    property    line    of    Commerce 
avenue. 

Kindly  transmit  the  same  to  the  Common  Council  at  the  next 
meeting  of  that  body  and  oblige. 

Yours  very  truly, 
WILLIAM  BOSSON, 

City   Attorney. 

July   6,   1925. 
Mr.  Will'am  Bosson, 
City  Attorney, 
Ind:anapol!s. 
Dear  .Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  prepare  for 
transmission  to  the  Common  Council  an  ordinance  calling  for  the 
improvement  of  Nowland  avenue  from  certain  points  designated  in 
said  ordinance. 

Kindly  transmit  this  to  the  Common  Council  at  the  next  meeting 
of  that  body. 

Yours  very  truly, 
ELMER  WILLIAMS, 
Clerk  Board  of  Publ'c  Works. 

Mr.  John  W.  Rhodehamel,  July   6,   1925. 

City  Clerk,  Indianapolis. 
Dear  Sir: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  annex- 
ing certain  territories  to  the  City  of  Indianapolis,  and  ask  that  you 
kindly  transmit  the  same  to  the  Common  Council  at  the  next  meeting 
of  that  body. 

Yours  very  truly, 
WILLIAM  BOSSON, 

City   Attorney. 

Mr.  William  Bosson,  July   6,   1925. 

City  Attorney, 
Indianapolis. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  have  you  prepare 
an  ordinance  annexing  certain  territories  to  the  City  of  Indianapolis, 
defining  a  part  of  the  boundary  line  and  fixing  a  time  when  the 
same  shall  take  effect. 

Yours  very  truly, 
ELMER    WILLIAMS, 
Clerk  Board  of  Public  Works. 

From  the  Board  of  Public  Safety: 

July   6,    1925. 
To   the   Honorable  President  and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

The  Board  of  Public  Safety,  respectfully  recommends  the  pas- 
sage of  an  ordinance  providing  for  Railroad  Crossing  Danger  Signal 
Devices  for  the   crossings   of   the    New   York,    Chicago    &    St.    Louis 
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Railway  Company,  north  of  13th  street  within  the  City  of  Indian- 
apolis. 

The  plans  and  blue  prints  showing  the  system  proposed  has 
been  presented  to  this  board,  and  it  is  deemed  advisable  by  said 
board  to  have  the  same  installed,  subject  to  your  consideration.  A 
copy  of  blue  print  showing  same  will  be  submitted  to  you  together 
with  ordinance  covering  this  subject. 

Yours  respectfully, 
BOARD   OF   PUBLIC   SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 


From  the  Department  of  Public  Parks 


Indianapolis,  Indiana,  July  6,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

In  compliance  with  the  Property  Sale  Resolution  No.  3,  1925,  of 
the  Board  of  Park  Commissioners  of  the  Department  of  Public 
Parks,  of  the   City  of  Indianapolis,   Indiana,   I   herewith   submit  to 

your  honorable  body  Special  Ordinance  No. ,  1925,  for  the  sale  of 

certain  real  estate  now  a  part  of  the  Park  and  Boulevard  system  of 
the  City  of  Indianapolis,  which  is  no  longer  needed  or  desired  for  the 
use  of  the  Department  of  Public  Parks  for  park  and  boulevard  pur- 
poses. All  the  triangular  and  irregular  projections  of  property  along 
Pleasant  Run  Boulevard,  Shelby  to  Prospect  streets  as  shown  in 
white  on  two  blue  prints  filed  herewith  and  which  property  was 
acquired  by  Acquisition  Resolution  No.  29,  1922.  These  triangles 
were  small  fractional  parts  of  lots  which  the  board  was  compelled  to 
take,  but  which  the  city  does  not  need  for  park  purposes. 

Respectfully  submitted, 
DEPARTMENT   OF   PUBLIC   PARKS, 
CITY  OF  INDIANAPOLIS, 
By  Board  of  Park  Commissioners. 

By  Newton  J.  McGuire,  Attorney. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Parks. 


INTRODUCTION  OF  APPROPRIATION  ORINANCES. 
By  the  City  Controller: 


APPROPRIATION  ORDINANCE  NO.  22,  1925. 
AN   ORDINANCE   appropriating   the   sum   of   Two   Hundred   Fifty 
($250.00)  Dollars  to  the  Material  and  Supplies  Fund  of  the  East 
Market,  under  the  Department  of  Public  Safety,  and  declaring  a 
time  when  the  same  shall  take  effect. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  there  be  and  hereby  is  appropriated  out  of  any 
unappropriated  funds  of  the  City  of  Indianapolis  the  sum  of  Two 
Hundred  Fifty  ($250.00)  Dollars,  to  the  Material  and  Supplies 
Fund  of  the  East  Market,  under  the  Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION    ORDINANCE   NO.    23,    1925. 

AN  ORDINANCE  appropriating  the  sum  of  Five  Hundred  ($500.00) 
Dollars  to  the  Motorcycle  Repairs,  Tires  and  Tubes  Fund,  in  the 
Police  Department,  under  the  Department  of  Public  Safety,  and 
declaring  a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 
Section   1.     That  there   be   and   hereby  is   appropriated   out   of 

any  unappropriated  funds  of  the  City  of  Indianapolis  the  sum  of  Five 

Hundred    ($500.00)    Dollars    to  ^the    Motorcycle    Repairs,    Tires    and 

Tubes   Fund   in   the   Police   Department,   under   the    Department   of 

Public  Safety. 

Section  2.    This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION   ORDINANCE   NO.   24,   1925. 

AN  ORDINANCE  appropriating  the  sum  of  Five  Thousand  ($5,000) 
Dollars  out  of  any  unappropriated  funds  of  the  City  of'  Indian- 
apolis to  the  Gas  and  Electricity  Fund  in  the  Police  Department, 
under  the  Department  of  Public  Safety,  and  declaring  a  time 
when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  IndianapoUs, 
Indiana: 
Section  1.     That  there  be  and  hereby  is  appropriated  the  sum 

of  Five  Thousand  ($5,000)  Dollars  out  of  any  unappropriated  funds 

of  the  City  of  Indianapolis,  to  the  fund  in  the  Police  Department, 

under  the  Department  of  Public   Safety,  known  and  designated   as 

the  Gas  and  Electrical  Fund. 

Section  2.    This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF  GENERAL  AND   SPECIAL  ORDINANCES, 

By  the  City  Controller:     ] 

GENERAL  ORDINANCE  NO.  52,  1025. 
AN  ORDINANCE  transferring  One  Hundred  ($100.00)  Dollars  from 
the  Office  Department  Expense  Fund;  Six  Hundred  ($600.00) 
Dollars  from  the  Newer  New  Equipment  Fund  and  Seven  Hun- 
dred ($700.00)  Dollars  from  the  Unimproved  Streets  Material 
and  Supplies  Fund,  in  the  Street  Commiss' oner's  Department, 
under  the  Board  of  Public  Works  and  reappropriating  the  same 
to  a  fund  to  be  created  herein  and  known  as  the  Emergency 
Red  Light  Fund,  to  be  used  for  the  purchase  of  a  Red  Light 
Truck  and  providing  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis? 
Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
One  Hundred  ($100.00),  Dollars  from  the  Office  Department  Expense 
Fund,  Six  Hundred  ($600.00)  Dollars  from  the  Newer  New  Equip- 
ment Fund  and  Seven  Hundred  ($700.00)  Dollars  from  the  Unim- 
proved Streets  Material  and  Supplies  Fund  in  the  Street  Commis- 
sioner's Department,  under  the  Board  of  Public  Works,  and  reappro- 
priating  the  same  to  a  fund  to  be  herein  created  and  known  as  the 
Emergency  Red  Light  Fund  in  the  same  department  to  be  used  for 
the  purchase  of  a  Red  Light  Truck. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  City  Controller: 

GENERAL  ORDINACNE  NO.  53,  1025. 

AN  ORDINANCE  authorizing  the  City  of  Indianapolis  to  make  & 
Tempororay  Loan  or  Loans  for  the  use  of  the  Board  of  Health 
of  the  City  of  Indianapolis,  Indiana,  in  anticipation  of  its  cur- 
rent revenues  and  payable  out  of  the  current  revenues  of  said 
Board  of  Health  for  the  year  1925,  authorizing  the  rate  of  inter- 
est to  be  charged  therefor,  providing  for  legal  notice  and  fixing 
a  time  when  the  same  shall  take  effect. 
WHEREAS,  the  Board  of  Health  on  the  1st  day  of  August,  1925, 

will  be  and  continue  to  be  until  the  1st  day  of  January,  1926,  without 

sufficient  funds  to  pay  its  salary  payroll  and  other  current  expenses 

for  Board  of  Health  purposes,  and, 
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WHEREAS,  the  said  current  expenses  and  said  payrolls  for  said 
period  will  amount  to  approximately  Three  Hundred  Thousand 
<  $300,000.00)   Dollars,  and 

WHEREAS,  the  second  semi-annual  installment  of  taxes  levied 
by  the  City  of  Indianapolis  for  general  Board  of  Health  purposes  for 
the  year  1924,  and  collectable  on  or  before  the  1st  day  of  December, 
1925,  will  amount  to  more  than  Three  Hundred  Ten  Thousand  ($310,- 
000.00)   Dollars. 

NOW  THEREFORE,  BE  IT  RESOLVED,  by  the  Board  of  Health 
of  the  City  of  Indianapolis,  Indiana,  that  an  ordinance  be  prepared 
and  presented  to  the  Common  Council  of  Indianapolis,  Indiana,  for 
the  passage  for  the  making  of  a  Temporary  Loan  or  Loans  by  the 
City  of  Indianapolis,  for  the  total  sum  of  One  Hundred  Fifty  Thou- 
sand ($150,000.00)  Dollars,  for  the  use  of  said  Board  of  Health  for 
said  purposes,  at  a  rate  of  interest  not  to  exceed  six  (6%)  per  cent 
per  annum,  and  for  a  period  not  exceeding  five  (5)  months  from  the 
date  of  such  Temporary  Loan  or  Loans  to  be  made  in  anticipation 
of  the  current  revenues  of  the  said  Board  of  Health  and  collectable 
in  the  year  1925,  and 

BE  IT  FURTHER  RESOLVED,  by  said  Board  of  Health  that 
there  be  and  is  hereby  appropriated  out  of  the  current  revenues  of 
said  Board  of  Health  for  the  year  1925  for  the  purpose  of  paying 
said  loan  or  loans  and  interest  thereon  as  the  same  may  become  due, 
the  sum  of  One  Hundred  Fifty-five  Thousand   ($155,000.00),  Dollars. 

Now  Therefore,  Be  it  Ordained  by  the  Common  Council  of  the  City 

of  Indianapolis,   Indiana: 

Section  1.  That  the  City  Controller  be  and  is  hereby  authorized 
and  empowered  to  negotiate  a  Temporary  Loan  or  Loans  for  the  use 
of  the  Board  of  Health  of  the  City  of  Indianapolis,  Indiana,  in  antici- 
pation of  current  revenues  of  said  Board  of  Health  for  the  year  1925, 
said  loan  or  loans  to  be  made  for  the  total  sum  not  to  exceed  One 
Hundred  Fifty  Thousand  ($150,000.00)  Dollars,  and  payable  out  of 
the  current  revenues  of  said  Board  at  a  rate  of  interest  not  to  exceed 
six  per  cent  (6%)  per  annum  and  for  and  during  a  period  not  ex- 
ceeding five  (5)  months  from  the  date  thereof.  After  the  publication 
of  the  herein  determination  to  issue  such  Temporary  Loan  or  Loans,, 
and  as  provided  in  Section  2  of  this  ordinance  said  loan  shall  be  let 
to  the  lowest  bidder  at  competitive  bidding  on  the  annual  rate  of 
interest  under  conditions  prescribed  in  notice  of  the  same,  which  shall 
he  published  by  at  least  two  insertions  one  week  apart  in  at  least 
one  daily  newspaper  of  general  circulation  of  said  city.  The  Mayor 
and  City  Controller  are  hereby  authorized  and  directed  to  execute  the 
proper  obligations  of  said  city  for  the  amount  or  amounts  so  bor- 
rowed, which  shall  also  be  countersigned  by  the  president  of  the  Board 
of  Health  and  to  the  payment  of  said  obligations  the  faith  of  the 
City  of  Indianapolis  is  hereby  irrevocably  pledged. 

Section  2.  The  Mayor,  City  Controller  and  Corporation  Counsel 
are  hereby  authorized  and  directed  to  publish  notice  of  the  determina- 
tion herein  made;  to  issue  the  bonds  or  other  evidence  of  indebted- 
ness for  such  Temporary  Loan  or  Loans  as  required  by  law. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  54,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Three  Thousand  ($3,000) 
Dollars  from  the  Material  and  Supplies  Fund,  in  the  Street  Clean- 
ing Department,  under  the  Department  of  Public  Works,  and 
reappropriating  the  same  to  Team  Hire  Fund  in  the  same  de- 
partment, and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  from  the 
Material  and  Supplies  Fund,  under  the  Department  of  Public  Works, 
Street  Cleaning  Division,  the  sum  of  Three  Thousand  ($3,000.00) 
Dollars,  and  reappropriated  to  the  Team  Hire  Fund  in  the  same  de- 
partment. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  55,  1925. 
AN  ORDINANCE  transferring  and  reappropriating  certain  sums 
of  money  from  certain  funds  in  certain  departments,  under  the 
Department  of  Public  Safety  of  the  City  of  Indianapolis,  to  cer- 
tain funds  in  other  departments,  under  the  Department  of  Public 
Safety,  and  declaring  a  time  when  the  sames  hall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
One  Thousand  ($1,000.00)  Dollars  from  the  Building  Department 
Payroll  Fund,  under  the  Department  of  Public  Safety,  and  that  said 
sum  be  and  is  hereby  reappropriated  to  the  Telephone  Service  Fund 
of  the  Department  of  Public  Safety. 

Section  2.  That  there  be  and  hereby  is  transferred  the  sum  of 
One  Thousand  ( $1,000.00  )\  Dollars  from  the  Printing  Code  Fund  in 
the  Building  Department,  under  the  Department  of  Public  Safety, 
and  that  said  sum  be  and  is  hereby  reappropriated  to  the  Telephone 
Service  Fund  of  the  Department  of  Public  Safety. 

Section  3.  That  there  be  and  hereby  is  transferred  the  sum  of 
Two  Hundred  ($200.00)  Dollars  from  the  Material  and  Supplies  Fund 
of  the  Weights  and  Measures  Department,  under  the  Department  of 
Public  Safety,  and  that  the  same  be  and  is  hereby  reappropriated 
to  the  Material  and  Supplies  Fund  of  the  Building  Department,  under 
the  same  department. 


^■^■H 
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Section  4.  That  there  be  and  hereby  is  transferred  the  sum  of 
Four  Hundred  ($400.00)  Dollars  from  the  Material  and  Supplies  Fund 
of  the  Weights  and  Measures  Department,  under  the  Department 
of  Public  Safety,  and  that  the  same  be  and  is  hereby  reappropriated 
to  the  Material  and  Supplies  Fund  of  the  Dog  Pound,  under  the  same 
department. 

Section  5.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  the  City  Controller 


GENERAL  ORDINANCE  NO.  56,  1925. 
AN  ORDINANCE  authorizing  the  City  Controller  to  make  a  Tem- 
porary Loan  or  Loans  of  Five  Hundred  Thousand  ($500,000.00) 
Dollars,  in  anticipation  of  current  revenues,  appropriating  the 
sum  of  Five  Hundred  Ten  Thousand  ($510,000.00)  Dollars  for 
the  payment  of  same,  and  fixing  a  time  when  the  same  shall  take 
effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized and  employed  to  negotiate  a  Temporary  Loan  or  Loans  in  antici- 
pation of  the  current  revenues  of  said  city  actually  levied  and  :"n 
course  of  collection  for  the  fiscal  year  of  1925,  not  exceeding  a  total 
sum  cf  Five  Hundred  Thousand  ($500,000.00)  Dollars  for  a  period 
not  exceeding  four  months,  at  the  rate  of  interest  not  exceeding  six 
per  cent  (6%)  per  annum.  The  City  Controller  is  further  authorized 
and  empowered  to  negotiate  such  loan  or  loans  in  the  amounts  at 
such  time  as  the  City  Controller  may  deem  necessary,  provided  that 
no  part  of  such  loan  or  loans  shall  be  made  to  extend  beyond  the 
per'od  hereinbefore  mentioned.  After  the  publication  of  the  notice 
of  the  determination  herein  made  to  issue  bonds  or  other  evidence 
of  indebtedness  for  such  Temporary  Loan  or  Loans  and  as  pro- 
vided in  this  ordinance,  said  loan  shall  be  let  to  the  lowest  bidder  at 
competitive  bidding  on  the  annual  rate  of  interest  under  conditions 
prescribed  in  notice  of  the  same,  which  shall  be  publ  shed  for  at  least 
one  day  in  at  least  one  daily  paper  of  said  city,  The  Mayor  and 
Controller  are  hereby  authorized  and  directed  to  execute  the  proper 
obligations  of  the  City  of  Indianapolis  for  the  amount  so  borrowed 
and  to  the  payment  of  such  obligations,  the  faith  of  the  City  f  In- 
dianapolis is  hereby  irrevocably  pledged. 

Section  2.  The  Mayor,  City  Controller  and  Corporation  Counsel 
are  hereby  authorized  and  directed  to  publish  notice  of  the  deter- 
mination here;n  made  to  issue  the  bonds  or  other  evidence  of  indebt- 
edness for  such  Temporary  Loan  or  Loans  as  required  by  law. 

Section  3.  That  there  be  and  is  hereby  appropriated  out  of  the 
current  revenues  for  the  fiscal  year  of  1925,  to  the  Department  of 
Finance  the  sum  of  Five  Hundred  Ten  Thousand   ($510,000.00)    Dol- 
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lars  and  the  same  is  hereby  pledged  for  the  purpose  of  the  payment 
of  said  loan  or  loans  at  such  times  as  the  same  shall  become  due. 

Section  4.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  Mr.  Bramblett: 

GENERAL   ORDINANCE   NO.   57,   1925. 

AN  ORDINANCE  regulating  the  parking  of  vehicles  on  Butler 
avenue  in  the  City  of  Indianapolis,  fixing  a  penalty  for  the  vio- 
lation thereof,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 
Section  1.     Tat  it  shall  hereafter  be  unlawful  to  leave  vehicles 

of  any  kind   parked  between   the  hours   of   6   o'clock   a.   m.   and   six 

o'clock  p.  m.  on  the  west  side  of  Butler  avenue  from   Washington 

street  to  the  Pennsylvania  railroad  tracks. 

Section  2.     Anyone  violating  the  provisions -of  Section  1  of  this 

ordinance    shall,   upon   conviction,   be   fined   any    sum   not   less   than 

one  dollar  nor  more  than  fifty  dollars. 

Section  3.     This  ordnance  shall  be  in  full  force  and  effect  from 

and  after  its  passage  and  publication  as  provided  by  law. 

Which  was  read  a  first  time. 

Mr.  Bramblett  moved  that  the  rules  be  suspended  and 

General  Ordinance  No.  57,  1925,  be  placed  upon  its  passage. 
The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bramblett  called  for  General  Ordinance  No.  57,  1925, 
for  second  reading.-    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  57, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 
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General  Ordinance  No.  57,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

By  Mr.  Thompson: 

GENERAL   ORDINANCE   NO.   58,   1925. 

AN  ORDINANCE  regulating  the  parking  of  vehicles  on  Central  ave- 
nue in  the  City  of  Indianapolis,  fixing  a  penalty  for  the  violation 
thereof  and  declaring  a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 
Section  1.     That  it  shall  hereafter  be  unlawful  to  leave  vehicles 

of  any  kind  parked  on  the  east  side  of  Central  avenue  in  the  City  of 

Indianapolis,  Indiana,  from  Fort  Wayne  avenue  to  Thirteenth  street, 

between  the  hours  of  six  o'clock  a.  m.  to  nine  o'clock  p.  m. 

Section  2.    Anyone  found  guilty  of  violating  any  of  the  provisions 

of  Section  1  of  this  ordinance,  shall  be  fined  in  any  sum  not  less  than 

one  dollar  nor  more  than  fifty  dollars. 

Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Buchanan: 

GENERAL  ORDINANCE  NO.  59,  1925. 
AN  ORDINANCE  prohibiting  the  running  or  driving  of  vehicles, 
street  cars  or  interurban  cars  through  funeral  processions  in  the 
City  of  Indianapolis,  also  designating  and  adopting  an  insignia 
identifying  a  funeral  procession  as  such,  providing  a  penalty  for 
the  violation  thereof  and  declaring  a  time  when  the  same  shall 
take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  it  shall  hereafter  be  unlawful  for  any  person 
person  to  drive  any  vehicle,  street  car  or  interurban  car  into  or 
through  any  funeral  procession  within  the  City  of  Indianapolis. 

Section  2.  That  there  be  and  hereby  is  adopted  and  designated 
as  an  insigma  identifying  a  funeral  procession  as  such,  consisting  of 
a  purple  cross  at  least  six  inches  in  length  and  four  inches  in  width, 
displayed  upon  white  paper  or  cardboard  of  equal  dimensions,  which 
insignia  shall  be  placed  in  a  conspicuous  position  upon  each  vehicle 
participating  in  a  funeral  procession. 
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Section  3.  Any  person  violating  any  of  the  provisions  of  Section 
1  of  this  ordinance  shall,  upon  conviction,  be  fined  in  any  sum  not 
less  than  one  dollar  nor  more  than  fifty  dollars. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Public  Works: 

GENERAL   ORDINANCE   NO.   60,   1925. 
AN   ORDINANCE    ordering    the    improvement    of    Nowland    avenue 

from  the  northeast  property  line  of  Newman  street  to  the  south 

property  line  of  Commerce  avenue,  as  ordered  under  Resolution 

No.   12,431,   of  the   Board   of   Public  Works,   and   fixing   a   time 

when  the  same  shall  take  effect. 

WHEREAS,  on  the  6th  day  of  May,  1925,  the  Board  of  Public 
Works  of  the  City  of  Indianapolis,  confirmed  a  resolution  for  the  im- 
provement of  Nowland  avenue  from  the  northeast  property  line  of 
Newman  street  to  the  south  property  line  of  Commerce  avenue,  and 

WHEREAS,  on  the  said  6th  day  of  May,  1925,  a  majority  of  the 
resident  property  owners  remonstrated  against  said  improvement,  and 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  Nowland  avenue  from  he  northeast  property 
line  of  Newman  street  to  the  south  property  line  of  Commerce  ave- 
nu,e  be  specifically  ordered  improved  as  provided  for  in  Resolution 
No.  12,431  of  the  Board  of  Public  Works  of  the  City  of  Indianapolis. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

1    By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  61,  1925. 
AN  ORDINANCE  providing  for  the  installation  and  maintenance  of 
railroad  crossing  danger  signal  devices  at  certain  street  inter- 
sections of  the  New  York5  Chicago  &  St.  Louis  Railroad  Company 
and  Chicago,  Indianapolis  &  Louisville  Railway  Company  tracks 
within  the  City  of  Indianapolis,  providing  a  penalty  for  the  vio- 
lation thereof  and  declaring  a  time  when  the  same  shall  take 
effect. 
Be  it  Ordained  by  the  Common  Council  of  the^City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  New  York,  Chicago  &  St.  Louis  Railroad 
Company  and  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany shall  install,  maintain  and  operate  crossing  danger  signal  de- 
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vices  at  the  crossings  of  the  certain  street  intersections,  with  said 
railroad  tracks  within  the  City  of  Indianapolis  as  are  hereinafter 
in  this  ordinance  provided. 

Section  2.  THIRTEENTH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  13th 
street  in  the  City  of  Indianapolis,  shall  be  installed  three  flashing 
light  warning  signals,  two  one  the  east  side  and  one  on  the  west 
side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  13th  street,  who  shall  be 
on  duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m. 
and  12:00  midnight. 

Section  3.  FIFTEENTH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  15th 
street  in  the  City  of  Indianapolis,  shall  be  installed  three  flashing  light 
warning  signals,  two  on  the  west  side  and  one  on  the  east  side  of 
said  tracks;  said  signals  to  be  manually  operated  by  an  operator  in 
an  elevated  tower  located  at  13th  street,  who  shall  be  on  duty 
eighteen  (18|  hours  every  day  between  the  hours  of  6:00  a.  m.  and 
12:00  midnight. 

Section  4.  SIXTEENTH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  16th 
street  in  the  City  of  Indianapolis  shall  be  installed  three  flashing  light 
warning  signals,  two  on  the  east  side  and  one  on  the  west  side  of 
said  tracks;  said  signals  to  be  manually  operated  by  an  operator  in 
an  elevated  tower  located  at  16th  street,  who  shall  be  on  duty  twenty- 
four   (24)   hours  every  day. 

Section  5.  SEVENTEENTH  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
cross  17th  street  in  the  City  of  Indianapolis  shall  be  installed  two 
flashing  light  warning  signals,  one  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by 
an  operator  in  an  elevated  tower  located  at  16th  street,  who  shall  be 
on  duty  twenty -four  (24)  hours  every  day. 

Section  6.  NINETEENTH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
19th  street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing 
light  warning  signals,  one  on  the  east  side  and  one  on  the  west  side 
of  said  tracks;  said  signals  to  be  manually  operated  by  an  operator 
in  an  elevated  tower  located  at  19th  street,  who  shall  be  on  dtuy 
e'ghteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and 
12:00  midnight. 

Section  7.  TWENTIETH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  20th 
street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing  light 
warning  signals,  one  on  the  east  side  and  one  on  the  west  side  of  said 
tracks;  said  signals  to  manually  operated  by  an  operator  in  an  ele- 
vated tower  located  at  19th  street,  who  shall  be  on  duty  eighteen 
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(18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and  12:00  mid- 
night. 

Section  8.  TWENTY-SECOND  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
22nd  street  in  the  .City  of  Indianapolis  shall  be  installed  two  flashing 
light  warning  signals,  one  on  the  east  side  and  one  on  the  west  side 
of  said  tracks;  said  signals  to  be  manually  operated  by  an  operator 
in  an  elevated  tower  located  at  22nd  street,  who  shall  be  on  duty 
twenty-four  (24)  hours  every  day. 

Section  9.  TWENTY-THIRD  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
23rd  street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing 
light  warning  signals,  one  on  the  east  side  an  done  of  the  west  side 
of  said  tracks;  said  signals  to  be  manually  operated  by  an  optrator  in 
an  elevated  tower  located  at  24th  street,  who  shall  be  on  duty  eighteen 
(18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and  12:00  mid- 
night. 

Section  10.  TWENTY-FOURTH  STRET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
24th  street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing 
light  warning  signals,  one  on  the  east  side  and  one  on  the  west  side 
of  said  stracks;  said  signals  to  be  manually  operated  by  an  operator 
in  an  elevated  tower  located  at  24th  street,  who  shall  be  on  duty 
eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and 
12:00  midnight. 

Section  11.  TWENTY-FIFTH  STREET.  At  the  location  of  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  25th 
street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing 
light  warning  signals,  one  on  the  east  side  and  one  on  the  west  side 
of  said  tracks;  said  signals  to  be  manually  operated  by  an  operator 
in  an  elevated  towner  located  at  25th  street,  who  shall  be  on  duty 
eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and 
12:00  midnight. 

Section  12.  THIRTIETH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  30th 
street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing  light 
warning  signals,  one  on  the  east  side  and  one  on  the  west  side  of  ■ 
staid  tracks;  said  signals  to  be  automatically  operated  twenty-fou(r 
(24)  hours  every  day. 

Section  13.  SUTHERLAND  AVENUE.  .At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  <&  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
Sutherland  avenue  in  the  City  of  Indianapolis  shall  be  installed  four 
flashing  light  warning  signals,  one  on  the  east  side  and  one  on  the 
west  side  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
track,  and  one  on  the  east  side  and  one  on  the  west  side  of  the 
New  York,  Chicago  &  St.  Louis  Railroad  Company  track;  said  signals 
to  be  automatically  operated  twenty-four  (24)  hours  every  day, 
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Section  14.  Between  the  elevated  towers  located  at  13th  street 
and  16th  street,  at  16th  street  and  19th  street,  at  19th  street  and 
22nd  street,  and  at  22nd  street  shall  be  constructed  an  annunciator 
or  signal  system  so  that  the  operators  in  any  of  said  elevated  towers 
can  warn  operators  in  adjacent  elevated  towers  of  the  approach  of 
trains,  cars  or  engines. 

Section  15.  THIRTY-EIGHTH  STREET.  At  the  northeast 
corner  of  the  intersection  of  Thirty-eighth  street  and  the  Chicago, 
Indianapol  s  &  Louisville  Railway,  there  shall  be  installed  an  auto- 
matic electric  bell  and  swinging  disk. 

Section  16.  -FORTY-SECOND  STREET.  At  the  southwest  cor- 
ner of  the  intersection  of  Forty-second  street  and  the  Chicago, 
Indianapolis  &  Louisville  Railway,  there  shall  be  installed  an  auto- 
matic bell  and  swinging  disk. 

Section  17.  FORTY-SIXTH  STREET.  At  the  northeast  corner 
of  the  intersection  of  Forty-sixth  street  and  the  Chicago,  Indianapolis 
&  Louisville  Railway,  there  shall  be  installed  an  automatic  electric 
hell  anl  swinging  disk. 

Section  18.  FORTY-NINTH  STREET.  At  the  southeast  corner 
of  the  intersection  of  Forty-ninth  street  and  the  Chicago,  Indianapolis 
&  Louisville  Railway,  there  shall  be  installed  an  automatic  electric 
bell  and  swinging  disk. 

Section  19.  SIXTY-THIRD  STREET.  At  the  northwest  corner 
of  the  intersection  of  Sixty-third  street  and  the  Chicago,  Indianapolis 
&  Louisville  Railway,  there  shall  be  installed  an  automatic  electric 
bell  and  swinging  disk. 

Section  20.  CORNER  CORNELL  AND  HANCOCK.  At  the 
northwest  corner  of  the  intersection  of  Cornell  avenue  with  Hancock 
street  and  the  Chicago,  Indianapolis  &  Louisville  Railway,  there 
shall  be  installed  an  automatic  electric  bell. 

Section  21.  SIXTY-FOURTH  STREET.  At  the  northwest  cor- 
ner of  the  intersection  of  Sixty-fourth  street  and  the  Chicago,  Indi- 
anapolis &  Louisville  Railway,  there  shall  be  installed  an  automatic 
electric  bell  and  swinging  disk. 

Section  22.  Any  person,  firm  or  corporation  who  shall  fail  to 
comply  with  any  provision  of  this  ordinance  shall,  upon  conviction, 
be  fined  in  any  sum  not  less  than  Ten  ($10.00)  Dollars  nor  more 
than  One  Hundred  ($100.00)  Dollars,  and  each  day's  failure  so  to  do 
shall  constitute  a  separate  offense  after  the  taking  effect  of  this 
ordinance. 

Section  23.  Any  and  all  ordinances  or  parts  of  ordinances  insofar 
as  the  same  may  be  in  conflict  with  the  provisions  of  this  ordinance 
are  hereby  repealed. 

Section  24.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  November  1,  1925,  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety, 
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By  the  Board  of  Public  Works: 

SPECIAL  ORDINANCE  NO.  4,  1925. 
AN  ORDINANCE  annexing  certain  territories  to  the  City  of  Indi- 
anapolis, defin  ng  a  part  of  the  boundary  line  of  said  city,  and 

fixing  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana: 

Section  1.  That  the  City  of  Indianapolis  be  and  the  same  is 
hereby  extended  so  as  to  include  the  following  described  territories, 
both  of  which  are  hereby  annexed  to  and  made  a  part  of  the  terri- 
tory constituting  and  forming  the  City  of  Indianapolis,  in  Marion 
County,  Indiana. 

Section  2.  Beginning  at  a  point  on  the  present  corporation  line, 
said  point  being  at  the  intersection  of  the  center  line  of  Southern 
avenue,  with  the  center  line  of  Brill  street;  thence  south  with  and 
along  the  center  line  of  Brill  street  to  the  center  line  of  Hanna 
street;  thence  east  with  and  along  the  center  line  of  Hanna  street 
to  the  present  corporation  line;  thence  northwest,  east,  north,  west, 
northwest  and  west  with  and  along  the  present  corporation  line  to 
the  point  or  place  of  beginning. 

Section  3.  Beginning  at  a  point  on  the  present  corporation  line, 
said  point  being  on  the  north  property  line  of  Troy  avenue  at  its  in- 
tersection with  the  center  line  of  State  avenue,  extended  north; 
thence  south  with  and  along  the  center  line  of  State  avenue  to  the 
center  line  of  Carson  avenue  (also  known  as  Shelby ville  Road);  thence 
southeast  with  and  along  the  aforesaid  avenue  and  road  to  the  center 
line  of  Mentone  street;  thence  west  with  and  along  the  center  line 
of  Mentone  street  to  the  center  line  of  State  avenue;  thence  south 
with  and  along  the  center  line  of  State  avenue  to  the  present  corpor- 
ation line  and  also  the  center  line  of  Hanna  street;  thence  west, 
north,  east,  northwest,  east,  north  and  east  with  and  along  the 
present  corporation  line  to  the  point  or  place  of  beginning. 

Section  4.  This  ordinance  shall  go  into  full  force  and  effect 
from  and  after  its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works: 

By  the  Board  of  Park  Commissioners: 

SPECIAL  ORDINANCE  NO.  5,  1925. 

AN  ORDINANCE  authorizing  the  sale,  alienation  and  conveyance  of 
real  estate  by  the  Board  of  Park  Commissioners  of  the  Depart- 
ment of  Public  Parks  of  the  City  of  Indianapolis,  and  fixing  a 
time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 
Section  1.     That  the  Board  of  Park  Commissioners  is  hereby 

authorized  to  sell,  alienate  and  convey  for  cash,  at  public  or  private 

sale,  for  not  less  than  the  appraised  value,  to  be  hereinafter  deter- 
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mined  by  appraisers  appointed  by  the  Judge  of  the  Circuit  Court, 
Marion  County,  Indiana,  as  required  by  law,  the  following  described 
real  estate  in  Indianapolis,  Marion  County,  Indiana,  to-wit: 

Certain  parts  of  lots  and  lands  lying  outside  and  adjacent  to  the 
following  described  real  estate,  to-wit: 

Beginning  at  a  point  in  the  east  property  line  of  Shelby  street, 
said  point  being  the  southwest  corner  of  Lot  1  in  Lockwood  and 
McClain's  Southeast  Addition  to  the  City  of  Indianapolis  as  recorded 
in  Plat  Book  4,  Page  253,  in  the  Recorder's  office  of  Marion  County, 
Indiana;  thence  northwestwardly  on  a  straight  line  making  an  angle 
of  54°,  49'  with  the  east  property  line  of  Shelby  street  to  a  point 
in  the  north  line  of  Lot  5  in  Hubbard  et  aFs  Subdivision  of  Hubbard 
et  aFs  Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  23,  said 
point  being  16  feet  east  of  the  northwest  corner  of  the  aforesaid 
Lot  5;  thence  northeastwardly  on  a  curve  to  the  right  having  a 
radius  of  409.32  feet,  a  distance  of  239.30  feet  to  a  point  in  Linden 
street,  said  point  being  37.51  feet  south  of  the  south  property  line 
produced  by  Swift  street  and  12.68  feet  east  of  the  west  property 
line  of  Linden  street;  thence  northeastwardly  on  a  straight  line  to  a 
point,  said  point  being  3.73  feet  west  of  the  west  line  and  0.19  feet 
north  of  the  south  line  produced  of  Lot  15  in  McClain's  Subdivision 
of  Hubbard  et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4, 
Page  201;  thence  northwestwardly  on  a  curve  to  the  left,  having  as  a 
radius  358.17  feet,  a  distance  of  319.6  feet  to  a  point,  said  point 
being  the  northeast  corner  of  Lot  16  in  Cooper's  Subdivision  of  Hub- 
bard et  al's  Southeast  Addition  as  recorded  in  Plat-  Book  6,  Page  163; 
thence  northwestwardly  on  a  straight  line  to  a  point  in  the  south 
property  line  of  Cottage  avenue,  said  point  being  in  the  north  line  of 
Lot  5  in  A.  S.  Barnum's  Subdivision  to  the  City  of  Indianapolis,  as 
recorded  in  Plat  Book  4,  Page  150,  in  the  aforesaid  Recorder's  office 
and  50  feet  east  of  the  northwest  corner  thereof;  thence  northeast- 
wardly on  a  straight  line  to  a  point  in  the  east  property  line  of 
Spruce,  said  point  being  37  feet  north  of  the  north  property  1  ne  of 
Cottage  avenue;  thence  continue  northeastwardly  on  the  same  straight 
line  a  distance  of  128  feet  to  a  point;  thence  continue  northeastwardly 
on  a  curved  line  to  the  left,  having  for  its  radius  573.14  feet  to  a 
point  in  the  north  line  of  Lot  4,  in  Block  11  of  Hubbard  et  al's  South- 
east Addition  as  recorded  in  Plat  Book  3,  Page  112,  in  the  aforesaid 
Recorder's  office,  said  point  being  214.43  feet  east  of  the  east  prop- 
erty line  of  Spruce  street;  thence  continue  northwestwardly  on  a 
straight  line  to  a  point,  said  point  being  the  southwest  corner  of 
Lot  45  in  Hubbard  et  al's  Subdivision  as  recorded  in  Plat  Book  4, 
Page  12,  in  the  aforesaid  Recorder's  office;  thence  northwestwardly 
on  a  curved  line  to  the  right  having  for  its  radius  337.11  feetf  to  a 
point  in  the  south  property  line  of  Terrace  avenue;  thence  east 
along  the  south  property  line  of  State  avenue;  thence  southeastwardly 
on  a  curved  line  to  the  right  having  for  its  radius  716.78  feet  to  a 
point  in  the  east  line  of  Lot  5  in  Lemoine's  Pleasant  View  Addition 
as  recorded  in  Plat  Book  7,  Page  39,  in  the  aforesaid  Recorder's  office, 
said  point  being  10  feet  north  of  the  southeast  corner  of  the  afore- 
said Lot  5;  thence  southeastwardly  on  a  straight  line  to  the  inter- 
section of  the  south  property  line  of  Pleasant  Run  Parkway,  South 
Drive;  thence  southwestwardly  along  the  aforesaid  south  property 
line  of  Pleasant  Run  Parkway,  South  Drive,  to  a  point  in  the  east 
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property  line  of  the  subdivision  of  Hillcrest,  said  point  being  the 
northeast  corner  of  Lot  18,  of  the  aforesaid  subdivision  of  Hillcrest 
as  recorded  in  Plat  Book  16,  Page  115,  in  the  aforesaid  Recorder's 
office;  thence  continuing  on  a  curved  line  to  the  left  having  for  its 
radius  1146  feet  to  a  point  in  the  east  property  line  of  Harlan 
street,  said  point  being  27.7  feet  north  of  the  southwest  corner  of  Lot 
31  in  Stanton,  Pyle  and  Carter  Addition  as  recorded  in  Plat  Book 
6,  Page  33,  in  the  aforesaid  Recorder's  office;  thence  east  parallel 
to  and  37.7  feet  north  of  the  south  property  line  of  Lots  31  and  32 
in  the  aforesaid  Stanton,  Pyle  and  Carter's  Addit  on  to  a  point  in 
the  west  property  line  of  Churchman  avenue,  sad  point  being  the 
northeast  corner  of  Lot  32  of  the  aforesaid  £tanton,  Pyle  and  Carter's 
Addition;  thence  northeastwardly  on  a  straight  line  to  a  point  in  the 
east  property  line  of  Churchman  avenue,  said  point  being  the  north- 
west corner  of  Lot  6,  in  Cooper's  Pleasant  Park  Addtion  as  recorded 
in  Plat  Book  10,  Page  191  in  the  aforesaid  Recorder's  office;  thence 
northeastwardly  on  a  straight  line  to  a  point  in  the  east  property 
line  extended  south  of  C.  M.  Cooper's  Trustee's  Prospect  Addition 
as  recorded  in  Plat  Book  10,  Page  155,  in  the  aforesaid  Recorder's 
office,  said  point  being  623  fefet  south  of  the  northeast  corner  of  the 
aforesaid  Cooper's  Trustee's  Prospect  Addit  on;  thence  northeast- 
wardly on  a  straight  line  to  a  point  in  the  south  right-of-way  of  the 
C.  C.  C.  and  St.  L.  R.  R.  Co.,  said  point  being  115  feet  southeast- 
wardly  from  the  intersection  of  the  aforesaid  right-of-way  line  to 
a  point,  said  point  being  the  intersection  of  the  aforesaid  right-of- 
way  line  with  the  aforesaid  south  property  line  of  Prospect  street; 
thence  west  along  the  aforesaid  south  property  line  of  Prospect 
street  to  a  point,  said  point  being  the  northwest  corner  of  the  afore- 
said C.  M.  Cooper's  Trustee's  Prospect  Street  Addition;  thence 
south  along  the  east  property  line  of  the  aforesaid  C.  M.  Cooper's 
Trustee's  Prospect  Street  Addition,  a  distance  of  140.89  feet  to  a 
point;  thence  southwestwardly  on  a  curve  to  the  right,  having  as  a 
radius  716.34  feet,  whose  tangent  makes  an  angle  of  40  degrees  39 
minutes  with  the  east  poperty  line  of  the  aforesaid  C.  M.  Cooper's 
Trustee's  Prospect  Street  Addition  to  a  point,  said  point  being  18.74 
feet  south  of  the  north  line  and  20.41  feet  west  of  the  east  line  of 
Lot  22  in  the  aforesaid  C.  M.  Cooper's  Trustee's  Prospect  Street 
Addition;  thence  southwestwardly  on  a  straight  line  to  a  point  in 
St.  Paul  street,  said  point  being  71.63  feet  south  of  the  south  line  of 
Lot  34  of  Atkinson's  3rd  Addition  as  recorded  in  Plat  Book  12,  Page 
164,  and  5.33  feet  west  of  the  east  property  line  of  St.  Paul  street; 
thence  southwestwardly  on  a  curve  to  the  right,  having  as  a  radius 
521.07  feet,  a  distance  of  258.57  feet  to  a  point,  said  point  being  131.51 
feet  south  of  the  south  property  line  of  the  aforesaid  Atkinson's  3rd 
Addition  and  45.67  feet  east  of  the  east  property  line  of  Churchman 
avenue;  thence  southwestwardly  on  a  straight  line  to  a  point  in  the 
west  line  of  Churchman  avenue,  said  point  being  the  intersection  of 
the  west  property  line  of  Churchman  avenue,  said  point  being  the 
intersection  of  the  west  property  line  of  Churchman  avenue  with 
the  south  property  line  of  Orange  street;  thence  west  along  the 
south  property  line  of  Orange  street  to  a  point  in  the  west  property 
line  of  Orange  street  to  a  point  in  the  west  property  line  of  Harlan 
street;  thence  south  along  the  west  property  line  of  Harlan  street, 
a  distance  of  135  feet  to  a  point;  thence  southwestwardly  on  a 
straight  line  to   a  point  in  the   south  line   of  Lot  81   in   Long  and 
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Harlan's  Pleasant  Avenue  Addition  as  recorded  in  Plat  Book  9, 
Page  37,  in  the  aforesaid  Recorder's  office,  said  point  being  48  feet 
west  of  the  southeast  corner  of  the  aforesaid  Lot  81,;  thence  south- 
westwardly and  northwestwardly  on  a  curved  line  to  the  right  having 
for  its  radius  287.94  feet  to  a  point  in  the  north  line  of  Lot  42  in 
Cottage  Grove  Addition  as  recorded  in  Plat  Book  10,  Page  148,  in 
the  aforesaid  Recorder's  office,  said  point  being  22  feet  east  of  the 
northwest  corner  of  the  aforesaid  Lot  42;  thence  northwestwardly 
on  a  straight  line  to  a  point,  said  point  being  the  southwest  corner 
of  Lot  46  in  Jose's  2nd  Pleasant  Valley  Addition  as  recorded  in 
Plat  Book  9,  Page  103,  in  the  aforesaid  Recorder's  office;  thence  west 
parallel  to  and  130  feet  distance  from  the  south  property  line  of 
Orange  street,  a  distance  of  90  feet  to  a  point  in  the  east  property 
line  of  Orange  Corrected  Addition  as  recorded  in  Plat  Book  No.  9, 
Page  163^  in  the  aforesaid  Recorder's  office;  thence  south  along  the 
east  line  of  the  aforesaid  Lot  No.  49,  a  distance  of  20  feet  to  the 
southeast  corner  of  the  aforesaid  Lot  49;  thence  west  along  the 
south  line  of  Lots  No.  49,  50,  51,  52  and  15  in  the  aforesaid  Jose's 
Corrected  Addition,  a  distance  of  212  feet  to  the  southwest  corner  of 
the  aforesaid  Lot  No.  15;  thence  north  along  the  west  property 
line  of  the  aforesaid  Lot  No.  15,  a  distance  of  150  feet  to  a  point 
in  the  south  porperty  line  of  Orange  street;  thence  west  along  the 
south  property  line  of  Orange  street  to  a  point,  said  point  being  the 
northwest  corner  of  Lot  16,  in  Hubbard  et  al's  Subdivision  as  re- 
corded in  Plat  Book  4,  Page  12,  in  the  aforesaid  Recorder's  office; 
thense  southwestwardly  on  a  straight  line  to  a  point  in  the  east  prop- 
erty line  of  Laurel  street,  said  point  being  the  southwest  corner  of 
Lot  10  in  Patterson  and  Smith's  Subdivision  of  the  aforesaid  Hubbard 
et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  53; 
thence  southwestwardly  on  a  straight  line  to  a  point  in  the  west 
property  line  of  Laurel  street,  said  point  being  21.09  feet  north  of  the 
southwest  corner  of  Lot  27  in  Hubbard  et  al's  Subdivision '  of  the 
aforesaid  Hubbard  et  al's  Southeast  Addition  as  recorded  in  Plat 
Book  3,  Page  224;  thence  southwestwardly  on  a  straight  line  to  a 
point  in  Laurel  street,  said  point  being  18.41  feet  west  of  the  east 
property  line  of  Laurel  street  and  117.77  feet  south  of  the  south 
property  line  produced  of  Cottage  avenue;  thence  southwestwardly 
on  a  curve  to  the  right  having  as  a  radius  240.48  feet,  a  distance  of 
217.74  feet  to  a  point,  said  point  being  1.95  feet  west  of  the  west 
side  3.42  feet  north  of  the  south  side  produced  of  Lot  16  in  Hubbard 
et  al's  Subdivision  of  the  aforesaid  Hubbard  et  al's  Southeast  Addi- 
tion as  recorded  in  Plat  Book  4,  Page  7;  thence  southwestwardly  on 
a  straight  lnie  to  a  point,  said  point  being  16.58  ffeet  north  of  the 
south  line  and  85.44  feet  west  of  the  east  line  of  Lot  10  in  Manke- 
dick's  Subdivision  of  the  aforesaid  subdivision  of  the  aforesaid  Hub- 
bard et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4,  Page 
1;  thence  southwestwardly  on  a  curve  to  the  left  having  as  a  radius 
358.17  feet,  a  distance  of  161.12  feet  to  a  point,  said  point  being 
1.94  feet  south  of  the  north  side  and  94.06  feet  east  of  the  west  side 
of  Lot  6,  in  the  aforesaid  Mankedick's  Subdivision;  thence  southwest- 
wardly ona  straight  line  to  a  point  in  the  east  property  line  of 
Shelby  street,  said  point  being  63  feet  south  of  the  southwest  corner 
of  Lot  6,  in  the  aforesaid  Mankedick's  Subdivision;  thence  south 
along  the  east  property  line  of  Shelby  street  to  the  land  of  beginning. 
The  real  estate  all  being  outside  of  and  adjacent  to  the  afoiesaid  de- 
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scription  of  the  lots  and  lands  acquired  under  Acquisition  Resolution 
No.  29,  1922,  and  being  part  of  said  acquisition  all  being  parts  of  the 
following  lots  and  lands,  to-wit: 

Part  of  Lots  1,  2,  3,  9,  10  and  11  in  Lockwood  and  McClain's 
Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  253; 

Part  of  Lots  1,  2,  3,  4,  11,  12,  13,  14,  15,  16  in  Hubbard  et  al's 
Subdivision  of  Hubbard  et  al's  Southeast  Addition  as  recorded  in 
Plat  Book  4,  Page  23; 

Part  of  Lot  15  in  McClain's  Subdivision  of  Hubbard  et  al's  South- 
east Addition  as  recorded  in  Plat  Book  4,  Page  201; 

Part  of  Lots  16,  17  in  Cooper's  Subdivision  of  Hubbard  et  al's 
Southeast  Addition  as  recorded  in  Plat  Book  6,  Page  163; 

Part  of  Lots  6,  7  in  A.  S.  Barnum's  Subdivision  of  Hubbard  et  al's 
Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  150; 

Part  of  Lots  7,  8,  9,  10,  11,  12  in  Lemoine's  Pleasant  View  Addi- 
tion as  recorded  in  Plat  Book  7,  Page  39; 

Part  of  Lots  36,  37,  42,  43,  80  in  Cooper's  Pleasant  Park  Addition 
as  recorded  in  Plat  Book  10,  Page  191; 

Part  of  Lots  14,  15,  16,  20,  21,  32,  33,  36,  37  in  C.  M.  Cooper's 
Trustee's  Prospect  Street  Addition  as  recorded  in  Plat  Book  10,  Page 
155; 

Part  of  Lots  13,  14.  20,  21,  32,  33  in  Atkinson's  2nd  Addition  as 
recorded  in  Plat  Book  11,  Page  183; 

A  triangular  piece  of  land  lying  south  of  Atkinson's  3rd  Addi- 
tion and  east  of  St.  Paul  street; 

Part  of  Lots  81,  82  and  83  in  Long  and  Harlan's  Pleasant  Avenue 
Addition,  as  recorded  in  Plat  Book  9,  Page  37; 

Part  of  Lots  39  and  42  in  Cottage  Grove  Addition  as  recorded 
in  Plat  Book  10,  Page  148; 

Part  of  Lot  54  in  Jose's  Corrected  Addition  as  recorded  in  Plat 
Book  9,  Page  163; 

Part  of  Lots  17,  18,  19,  the  east  V2  of  Lot  20,  Lots  78  and  79 
in  Hubbard  et  al's  Subdivision  of  Hubbard  et  al's  Southeast  Addition 
as  recorded  in  Plat  Book  4,  Page  12,  in  the  aforesaid  Recorder's  office; 

Part  of  Lots  9,  10,  11,  12  in  Hubbard,  Martindale  and  McCarty's 
Subdivision  of  Hubbard  et  al's  Southeast  Addition  as  recorded  in 
Plat  Book  2,  Page  210; 

A  trapeziodal  strip  of  land  lying  east  of  Laurel  street  in  the 
southewest  corner  of  Lot  37,  in  Hubbard,  Martindale  and  McCarty's 
Subdivision  of  Hubbar  det  al's  Southeast  Addition  as  recorded  in 
Plat  Book  3,  Page  210; 

Part  of  Lot  10  in  Patterson  &  Smith's  Subdivision  of  Hubbard 
et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4,    Page  53; 

Part  of  Lots  25,  26,  16,  17,  10  and  11  in  Hubbard  et  al's  Subdivi- 
sion of  Hubbar  et  al's  Southeast  Addition  as  recorded  in  Plat  Book 
4,  Page  7; 

Part  of  Lot  32  in  Hubbard  et  al's  Subdivision  of  Hubbard  et  al's 
Southeast  Addition  as  recorded  in  Plat  Book  3,  Page  169; 

Part  of  Lots  23,  24,  25  in  Hubbard  et  al's  Subdivision  of  Hub- 
bard et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  23; 

Part  of  Lots  9.  10,  6  in  Mankedick's  Subdivision  of  Hubbard 
et  al's  Southeast  Addition  as  recorded  in  Plat  Book  4,  Page  1; 

A  triangular  piece  of  land  east  of  Shelby  street  in  the  north- 
west corner  of  Lot  4,  Block  12  of  Hubbard  et  al's  Southeast  Addition 
as  recorded  in  Plat  Book  3,  Page  112; 
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Also  the  following  described  tract:  "Beginning  at  the  intersec- 
tion of  the  south  property  line  of  Prospect  street  and  the  east  line 
of  C.  M.  Cooper's  Trustee's  Prospect  Street  Addition  to  the  City  of 
Indianapolis  as  recorded  in  Plat  Book  10,  Page  155,  in  the  Recorder's 
office  of  Marion  County,  Indiana;  thence  east  along  the  south  prop- 
erty line  of  Prospect  street,  a  distance  of  121  feet  to  a  point;  thence 
southwestwardly  on  a  straight  line  a  distance  of  185.74  feet  to  a  point 
in  the  east  line  of  the  aforesaid  C.  M.  Cooper's  Trustee's  Prospect 
Street  Addition;  thence  north  along  the  east  line  of  the  aforesaid 
Cooper's  Prospect  Addition  a  distance  of  140,89  feet  to  the  place 
of  beginning. 

That  said  real  estate  shall  be  sold  at  public  or  private  sale 
upon  such  notice  as  the  Board  of  Park  Commissioners  may  determine. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OP  MISCELLANEOUS  BUSINESS. 

At  8:00  o'clock  p.  m.  a  public  hearing  was  held  on  Gen- 
eral Ordinances  No.  9  and  51,  1925. 

On  motion  of  Mr.  Buchanan,  the  Common  Council  at 
9:15  o'clock  p.  m.  adjourned. 


Attest:  President. 


J^Llft    ^4^ou^ 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
In  the  Council  Chamber,  Monday  evening,  July  20,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  four  members,  viz.,  Messrs.  Bernd, 
Buchanan,  Clauer  and  Ray. 

Absent:  Messrs.  Bramblett,  Claycombe,  King  and  Wise. 

Mr.  Bernd  moved  that  the  reading  of  the  Journal  be 
dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

July  8,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,   City   Clerk,   the   following   ordinance: 

General  Ordinance  No.  57,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Butler  avenue  in  the  City  of  Indianapolis,  fix- 
ing a  penalty  folr  the  violation  thereof,  and  declaring  a  time  when 
the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

REPORTS  FROM  CITY  OFFICERS. 

From  the  City  Controller: 

July  15,  1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  Ctiy  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  am  handing  you  attached  hereto  copies  of  an  ord'nan?e  calling 
for  the  appropriation  of  $31.50,   w;th   which   to   pay   judgment   ren- 
dered in  Cause  No.  38638,  Marion  Circuit  Court,  July  3,  1925. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.'L.  HOGUE, 

City   Controller. 
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July    15,    1925, 
Mr,  Joseph  L,  Hogue, 
City  Controller,  Indianapolis, 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  hand  to  you  for 
transmission  to  the  Common  Council  an  appropriation  ordinance  call- 
ing for  the  appropriation  of  $31.50  with  which  to  pay  judgment  ren- 
deren  in  Cause  No.  38638,  Marion  Circuit  Court,  National  Investment 
Company  vs.  City  of  Indianapolis,  July  3,  1925. 

Kindly  transmit  this  ordinance  with  recommendation  for  passage 
to  the  Council  at  the  next  regular  meeting  of  that  body,  and  oblige- 

Yours  very  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

From  the  Board  of  Public  Safety: 

July  17,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

The  Board  of  Public  Safety  respectfully  requests  the  passage  of 
an  ordinance  authorizing  the  sale  of  certain  personal  property  as  de- 
scribed and  set  out  in  report  filed  by  the  appraisers,  appointed  by 
the  Judge  of  the  Marion  Circuit  Court,  in  Cause  No.  2586,  copies  of 
an  ordinance  fully  covering  the  same  are  attached  hereto. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 
By  Oscar  0,  Wise,  Executive  Secretary. 

INTRODUCTION  OF  APPROPRIATION  ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  25,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Thirty-one  Dollars  and 
Fifty  Cents  ($31.50)  with  which  to  pay  a  judgment  rendered  in 
Cause  No.  38638,  of  the  Marion  Circuit  Court,  on  July  3,  1925, 
in  favor  of  the  National  Investment  Company  vs.  City  of  Indi- 
anapolis, Indiana,  and  providing  a  time  when  the  same  shall  take 
effect. 

WHEREAS,  on  the  3rd  day  of  July,  1925,  in  Cause  No.  38638  in 
Marion  Circuit  Court  of  Marion  County,  Indiana,  a  judgment  was 
rendered  in  favor  of  the  National  Investment  Company  vs.  City  of 
Indianapolis,  for  the  sum  of  Thirty-one  Dollars  and  Fifty  Cents 
($31.50),  said  judgment  being  for  taxes  on  Lot  Numbered  1,  in  St. 
Catherine's  Garfield  Park  Addition,  which  taxes  were  assumed  by 
said  city  when  it  purchased  said  lot  for  an  engine  house. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  there  is  hereby  appropriated  from  any  unap- 
propriated funds  of  the  City  of  Indianapolis,  the  sum  of  Thirty-one 
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Dollars  and  Fifty  Cents  ($31.50)  to  pay  the  judgment  rendered  in 
Cause  No.  38638  of  the  Marion  Circuit  Court  of  Marlon  County,  Indi- 
ana, on  the  3rd  day  of  July,  1925,  in  favor  of  the  National  Investment 
Company  vs.  City  of  Indianapolis. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF   GENERAL   AND   SPECIAL   ORDINANCES. 

By  Mr.  Clauer: 

GENERAL  ORDINANCE  NO.  62,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  entitled, 
"An  ordinance  divid  ng  the  City  of  Indianapolis  into  districts  for 
the  purpose  of  regulating  and  restricting  the  location  of  trades, 
callings,  industries,  commercial  enterprises  and  the  location  of 
huildings  designed  for  specific  uses;  of  classifying,  regulating 
and  determining  the  area  of  front,  rear  and  side  yards  and  other 
open  spaces  about  buildings;  of  regulating  and  determining  the 
use  and  intensity  of  use  of  land  and  lot  areas  within  such  city; 
creating  a  board  of  zoning  appeals;  defining  certain  terms  used 
in  said  ordinance;  providing  a  penalty  for  its  violation  and 
designating  a  time  when  the  same  shall  take  effect,"  and  fixing 
a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  Ul  or  dwelling  house  district,  the  Al  or 
7500  square  foot  area  district,  and  the  HI  or  50  foot  height  district, 
as  established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
is  hereby  amended,  supplemented  and  changed  so  is  to  include  the 
following  territory: 

Beginning  at  the  intersection  of  the  south  property  line  of  38th 
street  or  Maple  Road  Boulevard  with  the  west  property  line  of 
Washington  Boulevard;  thence  south  with  and  along  the  west  prop- 
erty line  of  Washington  Boulevard,  a  distance  of  one  hundred  (100) 
feet;  thence  west  to  a  point  on  the  west  property  line  of  Delaware 
street,  said  point  being  one  hundred  (100)  feet  south  of  the  south 
property  line  of  38th  street;  thence  north  with  and  along  the  east 
property  line  of  Delaware  street  to  the  south  property  line  of  38th 
street;  thence  east  with  and  along  the  south  property  line  of  38th 
street  to  the  point  or  place  of  beginning. 

Section  2.  This  ordinance  shall  go  into  immediate  effect  upon 
its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  on  Public  Works. 
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By  Mr.  Clauerr 

GENERAL   ORDINANCE   NO.   63,   1925. 

AN  ORDINANCE  regulating  the  parking  of  vehicles  on  Oriental 
street  in  the  City  of  Indianapolis,  fixing  a  penalty  for  the  viola- 
tion thereof  and  declaring  a  time  when  the  same  shall  take  effect.. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis? 
Indiana : 
Section  I.     That  it  shall  hereafter  be  unlawful  to  leave  vehicles 

of  any  kind  parked  between  the  hours  of  7:00  a.  m.  and  5:00  p.  m. 

on  either  side  of  Oriental  street  from  Washington  street  to  the  first 

alley  north  of  Washington  street. 

Section  2.     Anyone  violating  any  of  the  provisions  of  Section 

One  ( 1 )  of  this  ordinance  shall,  upon  conviction,  be  fined  in  any  sum 

of  not  less  than  One   ($1.00)   Dollar,  nor  more  than  Fifty   ($"50.00 > 

Dollars. 

Section  3.     All  ordinances  or  parts  of  ordinances  insofar  as  the 

same  may  be  in  conflict  with  the  provisions  of  this  ordinance   are 

hereby  repealed.  " 

Section  4.     This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage  and  publication  as  provided  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mitee  on  Public  Safety. 

By  the  Board  of  Public  Safety: 

SPECIAL  ORDINANCE  NO.  6,  1925. 
AN  ORDINANCE  authorizing  the  sale  of  certain  personal  property 

of  the  City  of  Indianapolis  by  and  through  its  Board  of  Public 

Safety,  and  declaring  a  time  when  the  same  shall  take  effect. 

THAT  WHEREAS,  on  the  2nd  day  of  June,  1925,  under  and 
pursuant  to  Property  Sale  Resolution  No.  1,  1925,  of  the  Board  of 
Public  Safety,  of  the  City  of  Indianapolis,  Indiana,  sa'd  Board  re- 
solved that  certain  personl  property  belonging  to  the  City  of  Indi- 
anapolis, and  under  the  care  and  custody  of  said  Board,  was  and 
is  no  longer  needed  and  no  longer  fit  for  the  purpose  for  which  it 
was  intended  and  that  a  petition  be  filed  in  the  Mar'on  Circuit  Court, 
for  the  appointment  of  appraisers  to  appraise  the  same,  and  that 
such  other  proceedings  be  had  toward  the  sale  thereof  which  said 
property  is  hereafter  set  out  in  said  appraiser's  report  and, 

WHEREAS,  said  City  of  Indianapolis,  by  and  through  its  Board 
of  Public  Safety,  filed  in  the  Marion  Circuit  Court,  on  the  15th  day 
of  June,  1925,  its  petition  for  the  appointment  of  said  appraisers 
to  appraise  said  property,  and 

WHEREAS,  said  court  on  the  15th  day  of  June,  1925,  appoint- 
ed three  (3)  disinterested  freeholders  of  the  City  of  Indianapolis, 
none  of  whom  is  an  officer  or  employee  of  said  city,  as  appraisers 
to  make  an  appraisement  and  sworn  valuation  of  said  property  and 
make  a  return  thereof  to  the  Mayor  of  the  City  of  Indianapolis,  and 

WHEREAS,  the  Mayor  of  said  city  did  on  the  8th  day  of  July, 
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1925,    approve    in    writing    said    sworn    valuation    and    appraisement 
of  said  appraisers,  and  said  approval  thereof,  by  the  Mayor  of  the 
City  of  Indianapolis,  is  in  words  and  figures  as  follows,  to-wit: 
To  the  Mayor  of  the  City  of 
Indianapolis,  Indiana: 

The  undersigned,  being  duly  sworn  upon  oath  depose  and  say 
that  having  been  on  the  15th  day  of  June,  1925,  duly  appointed  by 
the  Judge  of  the  Marion  Circuit  Court,  and  for  the  County  of  Marion, 
State  of  Indiana,  to  make  appraisement  and  sworn  valuation  of  cer- 
tain personal  property  belonging  to  the  City  of  Indianapolis,  now  in 
the  care  and  custody  of  the  Board  of  Public  Safety  of  said  city,  and 
by  virtue  of  Property  Sale  Resolution  No.  1,  1925,  of  said  Board  for 
the  purpose  of  making  sale  of  the  same  we  now  hereby  honestly  and 
truly  appraise  such  property  as  being  of  the  fair  and  reasonable  value 
herein  indicated  as  follows: 

IN  THE  POLICE  DEPARTMENT  Appraised  at 

One   (1)   Marmon  Model  T,  1921,  seven-passenger  touring  car, 

motor  No.  4160,  serial  7210028,  City  No.  32  $300.00 

One    (1)    Cole   Eight,   Model   T   1921,   seven-passenger   touring 

car,  motor  No.  43684,  serial  65565,  City  Car  No.  33 150.00 

One  (1)  Cole  Eight,  seven-passenger  touring  car,  serial  68811, 

motor  No.  46614,  City  Car  No.  34 300.00 

One    (1)    Dodge,    five-passenger    touring,    serial    No.    555641, 

1921,  motor  No.  2-607700,  City  No.  10 75.00 

One  (1)  Ford  No.  486413,  model  T  1921,  five-passenger  touring 

City  Car  No.  24  40.00 

One  (1)  Indian  Motorcycle,  motor  No.  90V704  50.00 

One  (1)  Indian  Motorcycle,  motor  No.  90V692  30.00 

One  (1)  Indian  Motorcycle,  motor  No.  90V537  10.00,. 

One  (1)  Indian  Motorcycle,  motor  No.  90V764  50.00 

One  (1)  Indian  Motorcycle,  motor  No.  90V438  30.00 

Two  (2)  Indian  Motorcycle  Sidecars  ; each       5.00 

One  (1)  Indian  Motorcycle,  motor  No.  90V537 10.00 

One  (1)  Ind  an  Motorcycle,  motor  No.  90V764  50.00 

Ona  (1)  Indian  Motorcycle,  motor  No.  90V438  30.00 

Two  (2)  Indian  Sidecars each       5.00 

IN  THE  FIRE  DEPARTMENT 

One  lot  of  old  iron  per  ton  $10.00 

One  lot  of  old  tires  (Fire  Station  6);  per  ton  10.00 

One  (1)  Buick  touring  car,  Fire  Station  No.  6 25.00 

One    (1)    Kelley-Springfield   Truck 30.00 

One  lot  of  old  junk  (Weights  and  Measures) 5.00 

Total   $1,045.00 

E.  T.  LAWRENCE, 
JOSEPH  E.  RAUB, 
C.  E.  SMITH, 

Appraisers. 
State  of  Indiana,  County  of  Marion,  ss: 

Subscribed  and  sworn  to  before  me,  a  Notary  Public,  in  and  for 
said  county  and  state  on  the  8th  day  of  July,  1925. 

EMMA  C.  JOHNSTON, 
Notary  Public. 
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My  commission  expires  the  4th  day  of  January,  1928. 

I,  Samuel  Lewis  Shank,  Mayor  of  the  City  of  Indianapolis,  Indi- 
ana, do  hereby  approve  the  foregoing  proceedings  and  contemplated 
sale  of  the  above  described  personal  property  herein  inventoried,  and 
also  approve  the  appraisement  and  sworn  valuation  made  by  said 
appraisers. 

S.   L.   SHANK,   Mayor. 
Now,  Therefore,  Be  it  Ordained  by  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana: 

Section  1,  That  the  City  of  Indianapolis,  by  and  through  its 
Board  of  Public  Safety,  is  hereby  authorized  to  sell  said  property 
hereinbefore  set  out  in  said  appraisers'  sworn  valuation  and  appraise- 
ment for  cas  at  public  or  private  sale,  for  not  less  than  its  full  ap- 
praised value,  such  sale  shall  be  upon  such  notice,  if  any,  as  said 
Board  shall  determine,  or  may  determine,  and  said  property  may  be 
sold  separately  or  in  one  lot. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mitee  on  Public  Safety. 

By  Mr.  Clauer: 

RESOLUTION  NO.  16,  1925. 

WHEREAS,  A  Building  Code  has  been  introduced  into  the  Com- 
mon Council,  and, 

WHEREAS,  The  City  of  Indianapolis  has  no  Building  Code,  but 
a  scattering  of  ordinances,  and, 

WHEREAS,  The  City  of  Indianapolis  needs  a  Building  Code,  up 
to  date,  in  its  entirety. 

THEREFORE,  BE  IT  RESOLVED,  That  the  President  of  the 
Common  Council  appoint  a  committee  to  consider  the  Buildingfi  Code 
and  to  hold  a  public  reading  if  necessary  and  to  report  to  the  Cuncil. 

Which  was  adopted  on  motion  of  Mr.  Kay. 

President  Thompson  appointed  the  following  committee 
to  consider  the  Building  Code: 

Harrison  Walters  of  Latham  &  Walters,  contractors. 

Richard  Dixon  of  Robert  Berner  Co.,  structural  steel. 

Maurice  Thornton,  architect. 

O.  A.  Tislow  of  Tislow  &  Bacon,  engineers. 

Verne  Miller,  building  inspector. 

H.  E.  Huey,  of  Capitol  Lumber  Co. 

Fermer  Cannon,  chairman  State  Building  Council. 

Chairman,  John  E.  King,  City  Councilman.  j 
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ORDINANCES  ON  SECOND  READING. 

Mr.  Buchanan  called  for  Special  Ordinance  No.  4,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Special  Ordinance  No.  4,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

Special  Ordinance  No.  4,  1925,  was  read  a  third  time  and 
failed  to  pass  by  the  following  vote : 

Noes,  5,  viz. :  Messrs.  Bernd,  Buchanan,  Clauer,  Ray  and 
President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  General  Ordinance  No.  58,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  58, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  58,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  5,  viz.:  Messrs.  Bernd,  Buchanan,  Clauer,  Ray 
and  President  Ben  H.  Thompson. 

Mr.  Ray  called  for  General  Ordinance  No.  53,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  53,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  53,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Bernd,  Buchanan,  Clauer,  Ray 
and  President  Ben  H.  Thompson. 
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Mr.  Clauer  called  for  General  Ordinance  No.  59,  1925, 
for  second  reading.    It  was  read  a  second  time, 

Mr.  Clauer  moved  that  General  Ordinance  No.  59,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No  59,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Bernd,  Buchanan,  Clauer,  Ray 
and  President  Ben  H.  Thompson. 

Mr.  Clauer  called  for  General  Ordinance  No.  41,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  41,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  41,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote : 

Ayes,  .4,  viz. :  Messrs.  Buchanan,  Clauer,  Ray  and  Presi- 
dent Ben  H.  Thompson. 

Noes,  1,  viz.:  Mr.  Bernd. 

On  motion  of  Mr.  Ray  the  Common  Council,  at  8:15 
o'clock  p.  m.,  adjourned. 


Attest:  President. 

/y  City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  August  3,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair/ 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  six  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Ray  and  Wise. 

Absent  Messrs.  Claycombe  and  King. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal 
be  dispensed  with.     Carried. 

COMMUNICATIONS    FROM    THE    MAYOR. 


July  24,   1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance  No.  53,  1925,  an  ordinance  authorizing  the 
City  of  Indianapolis  to  make  a  temporary  loan  or  loans,  for  the  use 
of  the  Board  of  Health  of  the  City  of  Indianapolis,  Indiana,  in  an- 
ticipation of  its  current  revenues  and  payable  out  of  the  current 
revenues  of  said  Board  of  Health  for  the  year  1925,  authorizing  the 
rate  of  interest  to  be  charged  therefor,  providing  for  legal  notice 
and  fixing  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  58,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Central  avenue  in  the  City  of  Indianapolis, 
fixing  a  penalty  for  the  violation  thereof,  and  declaring  a  time  when 
the  same  shall  take  effect. 

General  Ordinance  No.  59,  1925,  an  ordinance  prohibiting  the 
running  or  driving  of  vehicles,  street  cars  or  interurban  cars  through 
funeral  processions  in  the  City  of  Indianapolis,  also  designating  and 
adopting  an  insignia  identifying  a  funeral  procession  as  such,  provid- 
ing a  penalty  for  the  violation  thereof,  and  declaring  a  time  when 
the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 
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REPORTS  FROM  CITY  OFFICERS. 
From  the  City  Controller: 


July  20th,  1925. 
To  the  President  and  Member*  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  appropriation  of 
the  sum  of  seventy-five  ($75.00)  Dollars  to  the  Department  of  Public 
Safety  to  be  used  for  the  payment  of  appraisers  for  services  ren- 
dered in  the  appraisement  of  certain  personal  property  under  the 
care  and  custody  of  the  Board  of  Public  Safety,  belonging  to  the 
City  of  Indianapolis,  which  property  is  no  longer  fit  for  the  use  for 
which  it  was  purchased,  said  appraisers  having  been  appointed  by 
the  Judge  of  the  Marion  Circuit  Court  in  petition  filed  in  Cause  No. 
2586  in  said  court. 

I  respectfully  recommend  the  passage  of  said  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

July  18,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  reco- 
mend  to  the  Common  Council,  the  passage  of  an  ordinance  appropriat- 
ing the  sum  of  Seventy-five  ($75.00)  Dollars  to  the  Department  of 
Public  Safety,  to  be  used  to  pay  Twenty-five  ($25.00)  Dollars  each 
to  Edgar  T.  Lawrence,  Joseph  R.  Raub  and  C.  E.  Smith,  the  apprais- 
ers appointed  by  the  Judge  of  the  Marion  Circuit  Court,  in  Cause 
No.  2586,  for  services  rendered  in  appraising  certain  personal  prop- 
erty under  the  care  and  custody  of  the  Board  of  Public  Safety.  Am 
sending  you  herewith  copies  of  an  ordinance  covering  the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC   SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 

July  27,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

At  the  request  of  the  Board  of  Public  Safety,  I  am  sending  you 
herewith  copies  of  an  ordinance  provid  ng  for  the  appropriation  of 
Five  Hundred  ($500.00)  Dollars  to  the  Bertillion  Supplies  and  Main- 
tenance Fund  in  the  Department  of  Public  Safety. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 
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July   17,   1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis. 
Dear   Sir    : 

The  Board  of  Publ:c  Safety  respectfully  requests  that  you  rec- 
ommend to  the  Common  Council  the  passage  of  an  ordinance  appro- 
priating the  sum  of  Five  Hundred  ($503.00)  Dollars  to  the  Bertilhon 
Supplies  and  Maintenance  Fund  in  the  Police  Department  under  the 
Department  of  Public  Safety. 

Yours  very  truly, 
BOARD   OF   PUBLIC   SAFETY, 
By  Oscar  O.  Wise,  Executive  Secretary. 

From  the  Board  of  Public  Works: 

July  31st,  1925. 
Mr.  John  W.  Rhodehamel,  City  Clerk, 
City  of  Indianapolis,  Ind. 
Dear  Sir: 

We  hand  you  herewith  a  certain  contract  granting  Harry  Kauf- 
man the  right  to  lay  and  maintain  a  sidetrack  or  switch  from  a  po'nt 
in  the  west  property  line  of  Senate  avenue  along  and  across  said 
Senate  avenue  to  a  point  in  the  east  line  of  said  Senate  avenue. 

Kindly  transmit  same  to  the  Common  Council  for  their  action 
thereon. 

Very  truly  yours, 
BOARD  OF  PUBLIC  WORKS, 

E.  Williams,  Clerk. 

July   24th,    1925. 
Mr.  John  W.  Rhodehamel,  City  Clerk, 
City. 
Dear  Sir: 

I  hand  you  herewith  switch  contract  granting  the  D-A  Lubricant 
Company,  Inc.,  the  right  to  lay  and  maintain  a  sidetrack  or  switch 
over  and  across  Udell  street. 

Very  truly  yours, 
BOARD  OF  PUBLIC  WORKS, 

E.  Williams,  Clerk. 

INTRODUCTION    OF    APPROPRIATION    ORDINANCES. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  26,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Seventy-five  ($75.00) 
Dollars  for  the  purpose  of  paying  the  appraisers  appointed  by 
the  court  in  Cause  No.  2586,  in  the  Marion  Circuit  Court,  for  the 
sale  of  certain  personal  property  belonging  to  the  City  of  Indi- 
anapolis and  declaring  a  time  when  the  same  shall  take  effect. 
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Be  it  Ordained,  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
Seventy-five  ($75.00)  Dollars,  to  the  Department  of  Public  Safety 
for  the  purpose  of  pay.ng  Twenty-five  ($25.00)  each  to  Edgar  T. 
Lawrence,  Joseph  R.  Raub  and  C.  E.  Smith,  the  appraisers  appointed 
by  the  Circuit  Court  of  Marion  County,  Indiana,  in  Cause  No.  2586, 
in  said  court,  which  said  appraisers  made  an  appraisement  as  such  of 
certain  personal  property  belonging  to  the  City  of  Indianapolis,  in 
the  care  and  custody  of  the  Department  of  Public  Safety  of  said 
city  for  the  purpose  of  sale  of  same.  Said  appraisers  having  reported 
said  appraisement  to  the  Mayor  of  the  City  of  Indianapolis  on  the 
8th  day  of  July,  1925,  which  report  was  on  said  date  approved  by 
the  Mayor,  and  the  Judge  of  the  Marion  Circuit  Court,  having  fixed 
the  compensation  of  said  appraisers  for  their  services  in  the  sum  of 
Twenty-five   ($25.00)   Dollars  each. 

Section  2.  Th  s  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  27,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Five  Hundred  ($500.00) 
Dollars  to  the  Bertillion  Supplies  and  Maintenance  Fund  in  the 
Pol  ce  Department,  under  the  Department  of  Public  Safety, 
and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
Five  Hundred  ($500)  Dollars  out  of  any  unappropriated  funds  of  the 
City  of  Indianapolis,  to  the  Bertillion  Supplies  and  Maintenance  Fund 
in  the  Police  Department,  under  the  Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION   OF   GENERAL   AND    SPECIAL    ORDINANCES. 

By  the  Board  of  Public  Works : 

GENERAL  ORDINANCE  NO.  64,  1925. 
SWITCH  CONTRACT 
AN  ORDINANCE  approving  a  certain  contract  granting  Harry  Kauf- 
man the  right  to  lay  and  maintain  a  sidetrack  or  switch  from 
a  point  in  the  west  line  of  Senate  avenue,  Which  point  is  about 
150  feet  north  of  the  south  line  of  Palmer  street  and  running 
north  from  said  point  and  adjacent  to  the  west  line  of  Senate 
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avenue,  about  350  feet,  thence  to  a  curve  crossing  said   Senate 

avenue  to  a  point  in  the  east  line  of  said  Senate  avenue  about 

625   feet   north   of   the   northeast   corner   of    Senate   avenue    and 

Palmer  street,  according  to  blue  print  attached,  in  the  City   ot 

of  Indianapolis,  Indiana. 

WHEREAS,  heretofore,  to-wit;  on  the  13tn  day  ot  July,  19^o, 
Harry  Kaufman  filed  his  petition  before  the  Board  of  Public  Works 
of  the  City  of  Indianapolis,  as  follows: 

PETITION 
To  Board  of  Public  Works, 
City  of  Indianapolis. 
Gentlemen: 

I,  the  undersigned,  respectfully  show  that  I  am  the  owner  and  m 
possession  of  the  following  real  estate  in  Marion  county,  Indiana, 
to-wit: 

Lot  numbered  Fourteen  (14)  and  One  (1)  acres  off  of  the  west 
side  of  Lot  numbered  Sixteen  (16)  in  the  Peru  and  Indianapol  s  Rail- 
road Company's  South  Addition  to  the  City  of  Indianapolis;  that  said 
premises  are  used  and  occupied  by  me  in  conducing  merantile  busi- 
ness thereon  under  the  name  of  H.  Kaufman  and  Company;  that  the 
same  has  a  frontage  of  about  600  feet  on  the  east  side  of  Senate  ave- 
nue and  that  I  am  desirous  of  having  a  ra'lroad  switch  entering  into 
said  prem'ses  in  and  across  said  Senate  avenue,  approximately  over 
the  following  route,  to-wit:  Entering  at  a  point  in  the  west  line  of 
said  Senate  avenue,  which  point  is  about  150  fest  north  of  the  south 
line  of  Palmer  street  and  running  north  from  sad  point  and  ad- 
jacent to  the  west  line  of  said  Senate  avenue  to  a  point  in  the  east 
line  of  said  Senate  avenue  about  625  feet  north  of  the  northeast  cor- 
ner of  Senate  avenue  and  Palmer  street. 

WHEREFORE,  I  pray  a  right  of  way  for  a  switch  or  sidetrack 
over  and  along  the  route  above  indicated  be  granted. 

Respectfully  submitted, 

HARRY  KAUFMAN. 

NOW,  THEREFORE,  This  agreement  made  and  entered  into  this 

day  of  July,  1925,  by  and  between  Harry  Kaufman  of  the 

City  of  Indianapolis,  County  of  Marion,  State  of  Indiana,  party  of 
the  first  part,  and  the  City  of  Indianapolis,  by  and  through  its  Board 
of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part,  being  desirous 
of  securing  a  right  of  way  for  a  sidetrack  or  switch  from  a  point 
in  the  west  property  line  of  Senate  avenue  along  and  across  said 
Senate  avenue  to  a  po^nt  in  thq  east  l'ne  of  said  Senate  avenue,,  in 
the  City  of  Indianapolis,  which  is  more  specifically  described  as  fol- 
lows: Entering  at  a  point  in  the  west  line  of  said  Senate  avenue, 
which  point  is  about  150  feet  north  of  the  south  line  of  Palmer  street 
and  running  north  from  said  point  and  adjacent  to  the  west  line  of 
said  Senate  avenue  about  625  feet  north  of  the  northeast  corner  of 
Senate  avenue  and  Palmer  street,  hereby  covenants  and  fully  binds 
himself,  his  successors,  legal  representatives  and  assigns,  that,  in 
consideration  of  the  grant  of  the  privileges  and  authority  herein 
given  he  will  lay,  construct  and  maintain  said  track  upon  the  terms 
and  conditions  set  forth,  to-wit: 

(1)  They  shall  be  so  laid,  improved  and  kept  in  repa'r  as  to 
be  safe  for  persons  on  foot,  in  vehicles  or  otherwise,  and  shall,  at  all 
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times,  be  subject  to  the  order  of  the  Board  of  Public  Works  of  the 
City  of  Indianapolis. 

(2)  Said  track  and  switch  shall  be  laid  upon  such  grade  as  shall 
be  established  by  said  Eoard,  and  shall  be  put  down  under  its  super- 
vision and  to  its  satisfaction  and  approval.  Said  track  shall  be  raised 
or  lowered  to  conform  to  any  grade  which  may,  from  time  to  time,  be 
hereafter  established.  Whenever  so  ordered,  in  writing,  by  said 
Beard,  and  shall  be  made  to  conform  in  all  respects  with  any  ordi- 
nance passed  by  the  Common  Council  or  with  any  resolution  or  resolu- 
tions made  by  said  Board,  for  the  elevation  or  depression  of  said 
tracks. 

(3)  The  crossing  where  said  track  intersects  S.  Senate  avenue 
shall,  at  all  times,  be  kept  improved  and  in  repair  and  free  from  ob- 
structions or  defects  of  any  kind.  No  car  or  cars  shall  be  permitted 
to  obstruct  such  crossing  or  to  be  thereon  except  for  such  time  as 
may  bs  absolutely  necessary  in  moving  them  back  and  forth,  and  they 
shall  be  at  no  time  stopped  or  detained  thereon  in  such  manner  as  to 
obstruct  public  travel: 

(4)  Said  party  of  the  first  part  agrees,  upon  the  written  order 
of  said  Board,  made  for  any  good  cause  affecting  the  interest  of  the 
City  or  the  public  welfare,  to  take  up  and  remove  said  track,  and  upon 
said  party's  failure  so  to  do,  upon  such  notification  in  writing,  of  ten 
(10)  days,  to  promptly  pay  the  cost  of  having  the  same  done,  and  the 
party  of  the  first  part  hereby  releases  all  claims  for  damages  what- 
soever that  may  arise  by  reason  of  such  removal;  and  in  removkig 
said  track  or  causing  the  same  to  be  done,  said  Board  shall  in  no 
wise  become  a  trespasser. 

(5)  The  party  of  the  first  part  agrees  to  pave  between  said 
track  to  the  eifcire  satisfaction  of  the  second  party,  and  in  case  said 
tracks  shall  be  or  become  out  of  repair  or  in  need  of  being  recon- 
structed, or  become  in  any  way  defective  (of  which  fact  the  said 
Board  shall  be  the  exclusive  judge),  it  shall  be  the  duty  of  the  said 
party  of  the  first  part  to  promptly  repair  or  remove  same,  failing 
in  wlr'ch,  after  notification  in  writing  of  ten  (10),  days,  said  Board 
shall  do  or  cause  the  same  to  be  done  at  the  expense  of  the  said  party 
of  the  first  part  and  for  which  expense  and  cost  the  said  party  of  the 
first  part  shall  be  liable. 

(6)  The  said  party  of  the  first  part  herein  binds  himself  to 
hold  sa;d  party  of  the  second  part  and  said  city  harmless  from  any 
and  all  claims  for  damages  growing  out  of  the  existence,  maintenance 
or  use  of  said  track,  and  to  pay  any  judgment,  with  costs,  that  may  on 
that  account  be  rendered  against  the  said  party  or  said  city,  and  also 
to  pay  all  necessary  expenses  that  may  be  incurred  by  said  city  in 
defending  against  any  such  claims.  • 

(7)  Any  violation  of  any  of  the  provisions  of  this  instrument 
by  said  party  of  the  first  part,  or  by  any  one  for  it  or  at  its  instance 
or  with  its  permission,  shall  operate  as  an  immediate  and  absolute 
forfeiture  of  the  privileges  and  authority  given  or  granted  by  this 
contract,  provided,  however,  that  the  same  may  be  terminated  by 
said  Board  as  hereinbefore  set  forth  and  upon  the  terms  and  pro- 
visions stipulated,  hereby  fives,  grants  and  duly  vests  said  party  of 
the  first  part  the  right,  privilege  and  authority  to  lay  and  maintain 
an  additional  sidetrack  or  switch  across  S.  Senate  avenue  in  the  City 
of  Indianapolis,  all  as  shown  by  the  drawing  attached  hereto,  filed 
herewith  and  for  greater  certainty  marked  "Exhibit  A." 
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IN  WITNESS  WHEREOF,  We  have  hereunto  set  our  hands  this 
13th  day  of  July,  1925. 

This  contract  to  be  null  if  switch  is  not  built  within  one  year. 

HARRY  KAUFMAN, 
Party  of  the  First  Part. 
CITY  OF  INDIANAPOLIS, 
By  Charles   E.   Coffin,  President. 
W.   H.   Freeman, 

Board  of  PublicW  orks, 
M.  J.  Spencer 

Board  of  Public  Works, 
Party  of  the  Second  Part. 
Approved:  7-31-25. 

F.   C.   LINGENFELTER, 

C'ty  Civil  Engineer. 
AND,    WHEREAS,    Said    contract    has    been    submitted    by    the 
Board  of  Public  Works  to  the  Common  Council  of  the  City  of  Indi- 
anapolis   for  its  considerafn  and  action,  now,  therefore, 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City 
of  Indianapolis.  Indiana,  that  such  contract  above  set  forth  be,  and 
thef  same  is  herebv  in  all  tlr'ngs  confirmed  and  approved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  on  Public  Works. 

By  the  Board  of  Public  Works: 


GENERAL   ORDINANCE    NO.    65,    1925. 
SWITCH  CONTRACT 
AN  ORDINANCE  approving  a  certain  contract  granting  D-A  Lubri- 
cant Company,   Inc.,  the   right  to   lay   and   maintain   a   sidetrack   or 
switch  over  and  across  Udell  street,  according  to  blue  print  attached, 
in  the  City  of  Indianapolis,  Indiana. 

WHEREAS,  heretofore,  to-wit:  on  the  day  of  ,  1925, 

D-A  Lubricant  Company,  Inc.,  filed  his  petition  before  the  Board  of 
Public   Works    of   the    City   of   Indianapolis,    as   follows: 

PETITION 
To  Board  of  Public  Works, 
City  of  Indianapolis. 
Gentlemen: 

The  undersigned  petitions  your  honorable  Board  to  grant  it  the 
right  to  lay,  maintain  and  operate  sidetracks  and  switches  on,  over, 
and  across  Udell  street  and  Canal  in  the  City  of  Indianapolis,  Indi- 
ana, which  said  sidestracks  or  switches  are  more  fully  described  and 
set  out  as  follows: 

Beginning  at  the  proposed  point  of  switch  of  said  track  in  the 
Chicago  Division  old  main  track  of  the  C.  C.  C.  &  St.  L.  Railway  Co., 
as  now  located  and  constructed  in  said  City  of  Indianapolis,  said 
point  of  switch  being  located  32'  southerly  from  the  southerly  prop- 
erty line  of  Udell  street,  where  said  street  crosses  the  said  Chicago 


316  journal  of  common  council      [Regular  Meeting 


Division  old  main,  thence  measure  northeasterly  along  a  12°  curve  to 
the  rigfht  32'  to  the  intersection  of  said  proposed  center  line  with  the 
said  property  line  of  Udell  street,  thence  continuing  the  last  described 
course,  measure  32'  to  the  northerly  property  line  of  Udell  street,  the 
portion  of  the  track  lying  within  Udell  street  being  52'  in  length  and 
shown  in  yellow  on  the  attached  print. 

NOW,  THEREFORE,  This  agreement  made  and  entered  into  this 

day  of  1925,  by  and  between  D-A  Lubricant  Company, 

Inc.,  of  the  City  of  Indianapolis,  County  of  Marion,  State  of  Indi- 
ana,' party  of  the  first  part,  and  the  City  of  Indianapolis,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part,  being  desirous 
of  securing  a  right  of  way  for  a  sidetrack  or  switch  over  and  across 
Udell  street  in  the  City  of  Indianapolis,  which  is  more  specifically 
descr  bed  as  follows: 

Beginning  at  the  proposed  point  of  switch  of  said  track  in  the 
Chicago  Division,  old  main  track  of  the  C.  C.  C.  &  St.  L.  Railway  Co., 
as  now  located  and  constructed  in  said  City  of  Indianapolis,  said  point 
of  switch  being  located  32'  southerly  from  the  southerly  property  line 
of  Udell  street  where  said  street  crosses  the  said  Chicago  Division 
old  main,  thence  measure  northeasterly  along  a  12°  curve  to  the  right 
32'  to  the  intersection  of  said  proposed  center  line  with  the  said 
property  line  of  Udell  street,  thence  continuing  the  last  described 
course,  measure  52'  to  the  northerly  property  line  of  Udell  street, 
the  port  on  of  the  track  lying  within  Udell  street  being  52'  in  length 
and  shown  in  yellow  on  the  attached  print,  hereby  covenants  and  fully 
b*nds  itself,  its  successors,  legal  representatives  and  assigns,  that, 
in  consideration  of  the  grant  of  the  privilege  and  authority  herein 
given,  they  will  lay,  construct  and  maintain  said  track  upon  the  terms 
and  conditions  hereinafter  set  forth,  to-wit: 

(1)  They  shall  be  so  laid,  improved  and  kept  in  repair  as  to 
be  safe  for  persons  on  foot,  in  vehicles  or  otherwise,  and  shall,  at  all 
times,  be  subject  to  the  order  of  the  Board  of  Public  Works  of  the 
City  of  Indianapolis. 

(2)  Said  track  and  switch  shall  be  laid  upon  such  grade  as  shall 
be  established  by  said  Board,  and  shall  be  put  down  under  its  super- 
vision and  to  its  satisfaction  and  approval.  Said  track  shall  be  raised 
or  lowered  to  conform  to  any  grade  which  may,  from  time  to  time,  be 
hereafter  established.  Whenever  so  ordered,  in  writing,  by  said 
Board,  and  shall  be  made  to  conform  in  all  respects  with  any  ordi- 
nance passed  by  the  Common  Council  or  with  any  resolution  or  resolu- 
tions made  by  said  Board,  for  the  elevation  or  depression  of  said 
tracks. 

(3)  The  crossing  where  said  track  intersects  Udell  street 
shall,  at  all  times,  be  kept  improved  and  in  repair  and  free  from  ob- 
structions or  defects  of  any  kind.  No  car  or  cars  shall  be  permitted 
to  obstruct  such  crossing  or  to  be  thereon  except  for  such  time  as 
may  be  absolutely  necessary  in  moving  them  back  and  forth,  and  they 
shall  be  at  no  time  stopped  or  detained  thereon  in  such  manner  as  to 
obstruct  public  travel. 

(4)  Said  party  of  the  first  part  agrees,  upon  the  written  order 
of  said  Board,  made  for  any  good  cause  affecting  the  interest  of  the 
City  or  the  public  welfare,  to  take  up  and  remove  said  track,  and  upon 
said  party's  failure  so  to  do,  upon  such  notification  in  writing,  of  ten 
(10)  days,  to  promptly  pay  the  cost  of  having  the  same  done,  and  the 
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party  of  the  first  part  hereby  releases  all  claims  for  damages  what- 
soever that  may  arse  by  reason  of  such  removal;  and  in  removing 
said  track  or  caus  ng  the  same  to  be  done,  said  Board  shall  in  no 
wise  become  a  trespasser. 

(5)  The  party  of  the  first  part  agrees  to  pave  between  said 
track  to  the  entire  satisfaction  of  the  second  party,  and  in  case  sad 
tracks  shall  be  or  become  out  of  repair  or  in  need  of  being  recon- 
structed, or  become  in  any  way  defective  (of  which  fact  the  said 
Board  shall  be  the  exclusive  judge),  it  shall  be  the  duty  of  the  said 
party  of  the  first  part  to  promptly  repair  or  remove  same,  failing 
in  wh'ch,  after  notification  in  writing  of  ten  (10),  days,  said  Board 
shall  do  or  cause  the  same  to  be  done  at  the  expense  of  the  said  party 
of  the  first  part  and  for  which  expense  and  cost  the  said  party  of  the 
first  part  shall  be  liable. 

(6)  The  said  party  of  the  first  part  herein  binds  himself  to 
hold  said  party  of  the  second  part  and  said  city  harmless  from  any 
and  all  claims  for  damages  growing  out  of  the  existence,  maintenance 
or  use  of  said  track,  and  to  pay  any  judgment,  with  costs,  that  may  on 
that  account  be  rendered  against  the  said  party  or  said  city,  and  also 
to  pay  all  necessary  expenses  that  may  be  incurred  by  said  city  in 
defending  against  any  such  claims. 

(7)  Any  violation  of  any  of  the  provisions  of  this  instrument 
by  said  party  of  the  first  part,  or  by  any  one  for  it  or  at  its  instance 
or  with  its  permission,  shall  operate  as  an  immediate  and  absolute 
forfeiture  of  the  privileges  and  authority  given  or  granted  by  this 
contract,  provided,  however,  that  the  same  may  be  terminated  by 
said  Board  as  hereinbefore  set  forth  and  upon  the  terms  and  pro- 
visions stipulated,  hereby  gives,  grants  and  duly  vests  said  party  of 
the  first  part  the  right,  privilege  and  authority  to  lay  and  maintain 
an  additional  sidetrack  or  switch  across  Udell  street  in  the  City 
of  Indianapolis,  all  as  shown  by  the  drawing  attached  hereto,  filed 
herewith  and  for  greater  certainty  marked  "Exhibit  A." 

IN  WITNESS  WHEREOF,  We  have  hereunto  set  our  hands  this 
23rd  day  of  July,  1925, 

Work  to  start  within  60  days  after  the  passage  of  ordinance. 
D-A  LUBRICANT  COMPANY,  INC. 

Frank  D.  Binford,  President. 

Party  of  the  First  Part. 
Witness:  Louis  C.  Stein,  Secretary. 

CITY  OF  INDIANAPOLIS, 
By  Charles  E.  Coffin,  President. 
W.  H.  Freeman, 
M.J.  Spencer 

Board  of  Public  Works, 
Party  of  the  Second  Part. 
F.  C.  LINGENFELTER, 

City  Civil  Engineer. 
AND,    WHEREAS,    Said    contract    has    been    submitted   by    the 
Board  of  Public  Works  to  the  Common  Council  of  the  City  of  Indi- 
anapolis, for  its  consideratin  and  action,  now,  therefore, 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana,  that  such  contract  above  set  forth  be,  and 
thd  same  is  hereby  in  all  things  confirmed  and  approved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage* 


318  journal  of  common  council      [Regular  Meeting 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  on  Public  Works. 

By  Mr.  Clauer: 


GENERAL  ORDINANCE  NO.  66,  1925. 
AN  ORDINANCE  regulating  the  park'ng  of  vehicles  on  the  north 

side  of  Henry  street  in  the  City  of  Indianapolis,  fixing  a  penalty 

for  the  violation  thareof,  and  declaring  a  time  when  the  same 

shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Szction  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
of  any  kind  parked  on  the  north  side  of  Henry  street  in  the  City  of 
Indianapolis,  Indiana  between  Illinois  street  and  Meridian  street  be- 
tween the  hours  of  six  o'clock  a.  m.  and  nine  o'clock  p.  m. 

Section  2.  Any  cne  found  guilty  of  violating  any  of  the  pro- 
visions of  Section  One  (1)  of  this  ordinance  shall  be  fined  in  a  sum 
rot  less  than  One  ($1.00)  Dollar,  nor  more  than  Fifty  ($50.00)  Dol- 
lars. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Thompson: 

GENERAL  ORDINANCE  NO.  67,  1925. 
AN   ORDINANCE  regulating  the  parking  of  vehicles   on  Kentucky 

avenue  from  Washington  street  to  Georgia  street  in  the  City  of 

Indianapolis,  declaring  a  time  when  the  same  shall  take  effect, 

providing  a  penalty  for  the  violation  thereof,  and  repealing  any 

and  all  ordinances  or  parts  of  ordinances  in  conflict  therewith. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  It  shall  hereafter  be  unlawful  to  park  vehicles  in  the 
center  of  Kentucky  avenue  from  Washington  street  to  Georgia  street. 

Section  2.  Vehicles  shall  be  parked  at  an  angle  of  forty-five 
(45)  degrees  at  the  curbing  only  on  Kentucky  avenue  from  Washing- 
ton street  to  Georgia  street  for  a  period  of  not  to  exceed  one  and  one- 
half   (1V2)  hours. 

Section  3.  Any  one  found  guilty  of  violating  any  of  the  pro- 
visions of  this  ordinance  shall  be  fined  in  any  sum  not  less  than  One 
($1.00)  Dollar  nor  more  than  Fifty  ($50.00)  Dollars. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  may  be  required  by  law. 

Section  5.  Any  and  all  ordinances  or  parts  of  ordinances  insofar 
as  the  same  may  be  in  conflict  herewith,  are  hereby  repealed. 
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Which  was  read  a  first  time. 

Mr.  Buchanan  moved  that  the  rules  be  suspended  and 
General  Ordinance  No.  67,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  General  Ordinance  No.  67,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  67, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  67,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

By  Mr.  Buchanan: 

GENERAL  ORDINANCE  NO.  68,  1925. 
AN   ORDINANCE    amending   General    Ordinance    No.    21,    1925,    and 

fixing  a  time  when  thg  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  Section  1  of  General  Ordinance  No.  21,  1925,  be 
and  the  same  is  hereby  amended  to  read  as  follows: 

Section  1.     That  it  shall  hereafter  me  unlawful  to  leave 

vehicles  of  any  kind  parked  at  any  time  on  the  east  side  of 

Riverside  Drive,  from  18th  street  to  19th  street,  in  the  City  of 

Indianapolis. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  Wise  moved  that  the  rules  be  suspended  and  Gen- 
eral Ordinance  No.  68,  1925,  be  placed  upon  its  passage. 
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The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  6&,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  68,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  6$,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

INTRODUCTION   OF  MISCELLANEOUS  BUSINESS, 

By  Mr.  Bramblett: 

Mr.  President: 

I  move  that  John  E.  Ambuhl  be  employed  as  Secretary  of  Com- 
mittees for,  the  Common  Council.  I.  L.  BRAMBLETT. 

Which  motion  carried  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson, 

On  motion  of  Mr.  Bernd  the  following  ordinances  were 
stricken  from  the  files:  Appropriation  Ordinance  No.  23, 
1925,  General  Ordinances  No.  49,  60  and  61,  1925. 

On  motion  of  Mr.  Bramblett  General  Ordinance  No.  50, 
1925,  was  stricken  from  the  files. 
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ORDINANCES   ON  SECOND  READING. 

Mr.  Bernd  called  for  General  Ordinance  No.  9,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  9,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  9,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan,  Wise 
and  President  Ben  H.  Thompson. 

Noes,  2,  viz. :  Messrs.  Clauer  and  Ray. 

Mr.  Clauer  called  for  General  Ordinance  No.  52,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  52,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried 

General  Ordinance  No.  52,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Bernd  called  for  Generl  Ordinance  No.  41,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  41,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  41,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 
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Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Bernd  called  for  General  Ordinance  No.  43,  1925, 
for  second  readings     It  was  read  a  second  time. 

On  motion  of  Mr.  Buchanan  further  action  on  General 
Ordinance  No.  43,  1925,  ws  postponed  until  August  17,  1925. 

Mr.  Buchanan  called  for  General  Ordinance  No.  48,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  48,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  48,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  54,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  54,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  54,  was  read  a  third  time  and 
failed  to  pass  by  the  following  vote : 

Ayes,  4,  Messrs.  Bramblett,  Buchanan,  Wise  and  Presi- 
dent Ben  H.  Thompson. 

Noes,  3,  viz. :  Messrs.  Bernd,  Clauer  and  Ray. 

Mr.  Wise  called  for  General  Ordinance  No.  56,  1925, 
for  second  reading.    It  was  read  a  second  time. 
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Mr.  Wise  moved  that  General  Ordinance  No.  56,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  56,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  6,  viz. :  Messrs.  Bramblett,  Buchanan,  Clauer,  Ray, 
Wise  and  President  Ben  H.  Thompson. 

Noes,  1,  viz.:  Mr.  Bernd. 

Mr.  Buchanan  called  for  Appropriation  Ordinance  No. 
21,  1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Appropriation  Ordinance  No. 
21,  1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation;  Ordinance  No.  21,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  Appropriation  Ordinance  No. 
25,  1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Appropriation  Ordinance  No. 
25,  1925,  be  ordered  engrossed,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  25,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 
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Mr.  Clauer  called  for  General  Ordinance  No.  63,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  63,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  63,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Buchanan  called  for  Appropriation  Ordinance  No. 
22,  1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Appropriation  Ordinance  No. 
22,  1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried- 

Appropriation  Ordinance  No.  22,  1925,  was  read  a  third 
time  and  failed  to  pass  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Wise  and  President  Ben  H.  Thompson. 

Noes,  2,  viz. :  Messrs.  Clauer  and  Ray. 

Mr.  Wise  called  for  Appropriation  Ordinance  No.  24, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  Wise  moved  that  Appropriation  Ordinance  No-'  24, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  24,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Ray,  Wise  and  President  Ben  H.  Thompson. 
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On  motion  of  Mr.  Clauer,  the  Common  Council  at  9:20 
o'clock  p.  m.,  adjourned. 


President. 


Attest 


ft   #JLnt*huuj£ 


City  Clerk. 
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REGULAR  MEETING. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  Monday  evening,  August  17,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Clauer,  Claycombe,  King  Ray  and  Wise. 

Absent:  Mr.  Buchanan. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal 
be  dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR. 

August  7,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  have  approved,  signed  and  delivered  to  John  Rhodehamel,  City 
Clerk  the  following  Ordinances: 

General  Ordinance  No.  9,  1925,  an  ordinance  for  the  adoption  of 
an  official  thorofare  plan  for  the  City  of  Indianapolis. 

General  Ordinance  No.  41,  1925,  an  ordinance  transferring  the 
sum  of  Twenty-five  Hundred  ($2500.00)  Dollars  from  the  "Oil  Fund" 
in  the  Police  Department  under  the  Department  of  Public  Safety  to 
the  "Gasoline  Fund"  of  the  Police  Department  under  the  same  De- 
partment, and  declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  48,  1925,  an  ordinance  transferring  the 
sum  of  Four  Hundred  ($400.00)  Dollars  from  the  Secret  Service  Fund 
in  the  Police  Department,  under  the  Department  of  Public  Safety, 
and  re-appropriating  the  same  to  the  Motorcycle  Repair,  Tires  and 
Tubes  Fund,  in  the  Police  Department,  under  the  Department  of 
Public  Safety,  and  declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  52,  1925,  an  ordinance  transferring  One 
Hundred  ($100.00)  Dollars  from  the  Office  Department  Expense  Fund, 
Six  Hundred  ($600.00)  Dollars  from  the  Sewer  New  Equipment  Fund 
and  Seven  Hundred  ($700.00)  Dollars  from  the  Unimproved  Street 
Material  and  Supplies  Fund,  in  the  Street  Commissioner's  Depart- 
ment, under  the  Board  of  Public  Works,  and  reappropriating  the 
same  to  a  fund  to  be  created  herein  and  known  as  the  "Emergency 
Red  Light  Fund,"  to  be  used  for  the  purchase  of  a  Red  Light  Truck, 
and  providing  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  56,  1925,  an  ordinance  authorizing  the 
City  Controller  to  make  a  Temporary  Loan  or  Loans  of  Five  Hun- 
dred Thousand  ($500,000)  Dollars,  in  anticipation  of  current  revenues, 
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appropriating  the  sum  of  Five  Hundred  Ten  Thousand  ($510,000) 
Dollars  for  the  payment  of  same,  and  fixing  a  time  when  the  same 
shall  take  effect. 

General  Ordinance  No.  63,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Oriental  street  in  the  City  of  Indianapolis, 
fixing  a  penalty  for  the  violation  thereof  and  declaring  a  time  when 
the  same  shall  take  effect. 

General  Ordinance  No.  67,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Kentucky  Avenue  from  Washington  Street  to 
Georgia  Street  in  the  City  of  Indianapolis,  declaring  a  time  when 
the  same  shall  take  effect,  providing  a  penalty  for  the  violation 
thereof,  and  repealing  any  and  all  ordinances  or  parts  of  ordinances 
in  conflict  therewith. 

General  Ordinance  No.  68,  1925,  an  ordinance  amending  General 
Ordinance  No.  21,  1925,  and  fixing  a  time  when  the  same  shall  take 
effect. 

Appropriation  Ordinance  No.  21,  1925,  an  ordinance  appropriat- 
ing the  su  mof  Five  Hundred  ($500)  Dollars  from  any  unappropriated 
funds  to  pay  a  judgment  obtained  by  Gus  B.  Taylor  and  Mayme  E. 
Taylor  against  the  City  of  Indianapolis  on  the  22nd  day  of  May,  1925, 
and  declaring  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  24,  1925,  an  ordinance  appropriating 
the  sum  of  Five  Thousand  ($5000)  Dollars,  out  of  any  unappropriated 
funds  of  the  City  of  Indianapolis  to  the  Gas  and  Electricity  Fund  in 
the  Police  Department,  under  the  Department  of  Public  Safety,  and 
declaring  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  25,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Thirty-one  Dollars  and  Fifty  cents  ($31.50),  with 
which  to  pay  a  judgment  rendered  in  Cause  No.  38638,  of  the  Marion 
Circuit  Court,  on  July  3,  1925,  in  favor  of  the  National  Investment 
Company  vs.  City  of  Indianapolis,  Indiana  and  providing  a  time 
when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW   SHANK 

REPORTS  FROM  CITY  OFFICERS. 

From  the  City  Clerk: 

August   17,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana; 
Gentlemen: 

I  am  enclosing  herewith  for  your  consideration,  copies  of  a  reso- 
lution fixing  the  compensation  of  the  City  Clerk,  for  making  copies  of 
names  and  other  information,  found  on  the  poll  books  of  the  primary 
election  of  May  5,  1925,  and  certifying  same  to  the  chairmen  of  the 
Republican  and  Democratic  parties  as  required  by  law.  Acts  of  1925, 
pages  339  to  350.  Am  also  enclosing  letters  received  from  Mr. 
Lawrence  F.  Orr,  Chief  Examiner  of  the  State  Board  of  Accounts  and 
Arthur  L.  Gilliom,  Attorney  General  giving  opinions  relative  to  the 
above  named  Acts. 

Very  truly  yours, 

JOHN  W.  RHODEHAMEL, 
City  Clerk. 
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I,  John  W.  Rhodehamel,  Clerk  of  the  City  of  Indianapolis,  Indi- 
ana, hereby  certify  that  I  have  made  and  certified  before  August  1, 
1925  a  complete  copy  of  the  names  and  addresses  on  the  pool  books 
made  at  the  primary  election  held  May  5,  1925. 

I  further  certify  that  the  number  of  names  so  copied  is  100,- 
648,  and  that  the  lists  when  completed  were  delivered  to  the  chair- 
men of  the  Republican  and  Democratic  Committees  as  required  by 
Section  14  of  Chapter  138  of  the  Acts  of  1925,  page  349. 

Witness  my  hand  and  the  seal  of  the  City  of  Indianapolis,  In- 
diana, this  17th  day  of  August,  1925. 

JOHN  W.  RHODEHAMEL, 
City  Clerk. 

May   20,   1925. 
Mr.  John  W.  Rhodehamel, 
City  Clerk, 
City  of  Indianapolis, 
Indiana. 
Dear  Sir: 

Replying  to  your  letter  of  the  14th  inst.,  relative  to  city  registra- 
tion and  compensation  pertaking  to  the  city  clerk  and  clerical  as- 
sistants, we  have  asked  the  attorney  general  for  an  opinion  in 
answer  to  your  inquiries,  and  as  soon  as  we  receive  same,  we  will 
mail  you  copy  of  it,  or  advise  you. 

As  to  the  method  used  in  past  years  in  determining  a  reaonable, 
additional  compensation  for  clerks  and  auditors  in  compiling  regis- 
tration lists  and  other  duties  required  by  the  registration  laws  we 
advise  that  it  has  been  the  practice  in  different  counties  to  allow 
from  2c  to  5c  per  name,  for  such  services. 
Yours  very  truly, 

LAWRENCE  F.  ORR, 
State  Examiner. 

May  26,  1925. 
Mr.  John  T.  Rhodehammel, 
City  Clerk, 
City  of  Indianapolis, 
Indiana. 
Dear  Sir: 

In  answer  to  your  recent  inquiry,  we  beg  to  advise  we  have  re* 
ceived  the  Opinion  of  the  Attorney  General,  copy  of  which  we  en- 
close herewith,  relative  to  expense  of  City  Registration. 
Yours  very  truly, 

Lawrence  F.  Orr, 
State  Examiner. 

May  25,   1925. 
Hon.  Lawrence  F.  Orr, 
State  Examiner, 
Dear  Sir: 

I  have  your  letter  of  the  19th  instant  containing  the  following 
inquiries  in  regard  to  Acts,  1925,  Chapter  138,  Page  338  (Registra- 
tion of  Voters): 

1.  Is  the  city  clerk  entitled  to  compensation  in  addition  to  his 
salary  as  such  city  clerk,  for  services  performed  by  him  similar  to 
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those  performed  by  the  county  auditor,  under  the  provisions  of  this 
act?     (Section  8  of  said  act.) 

2.  Is  each  of  said  clerks  entitled  to  receive  Two  Cents  per  per- 
son in  compiling  said,  records,  or  is  the  Two  Cents  a  total  to  be 
paid  for  copying  the  names  of  each  person  registered  ? 

Taking  these  questions  up  in  their  order,  I  have^this  to  say: 

1.  Section  10  of  the  act  provide  that  it  shall  be  the  duty  of 
city  clerks  in  cities  of  the  first  and  second  classes  to  perform  the 

same  duties  as  are  required  under  this  act  of  county  officers "subr 

ject  to  the  same  penalties  and  provisions  herein  prescribed  as  to  such 
county  officers."  And  provides  further  that  the  duties  of  the  county 
commissioners  shall  be  performed  by  the  city  council  and  that,  the 
city  shall  defray  the  expense  of  such  registration  in  the  same  manner 
as  it  defrays  the  expense  of  a  city  election.  It  is  quite  evident,  from 
the  provisions  of  this  section  (10),  that  the  legislature  intended  that 
all  of  the  provisions  of  the  act  pertaining  to  county  officers  should 
apply  to  city  officers  in  cities  of  the  first  and  second  classes.  This 
would  necessarily  include  additional  compensation  to  the  city  clerk 
for  additional  clerical  help  as  provided  for  in  Section  eight  (8)  of  the 
act. 

2.  Section  8  of  the  above  act  provides  that  the  clerks  employed 
to  assist  in  the  preparation  of  the  registration  books  shall  be  paid 
at  the  rate  of  Two  Cents  per  person  registered.  In  no  way  can  the 
language  here  employed  be  construed  to  mean  anything  other  than 
that  payment  shall  be  at  the  rate  of  Two  Cents  per  person  registered; 
that  is,  the  Two  Cents  for  each  person  registered  should  be  divided 
among  the  clerk  employed  for  the  purposes  designated. 

Rspectfully, 

ARTHUR  L.  GILLIOM  (Signed) 


Attorney  General. 


From  the  City  Controller: 


August   17,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  Ordinance  transferring  the  sum 
of  $6,000.00  Dollars  from  the  Municipal  Garage  Maintenance  and  Re- 
pairs Fund  in  the  Department  of  Public  Works  to  a  fund  known  as 
the  Blank  Books  Printing  and  Advertising  Fund  under  the  same 
department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours  truly 

JOS.  L.  HOGUE, 
City    Controller. 

August   17,   1925. 
Mr.  Jos.  L.  Hogue,    . 
City  Controller, 
City. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval    and   transmission   to    the    Common    Council,    an    ordinance 
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transferring  the  sum  of  $6,000.00  Dollars  from  the  Municipal  Garage 
Maintenance  and  Repairs  Fund  in  the  department  of  Public  Works 
to  a  fund  known  as  the  Blank  Books  Printing  and  Advertising  Fund 
under  the  same  department. 

Yours  truly, 

E.  WILLIAMS, 
Clerk  Board  of  Public  Works. 

August  17,  1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  transferring  the  sum 
of  $6,000.00  from  the  Municipal  Garage  Maintenance  and,  Repairs 
Fund  in  the  Department  of  Public  Works  to  a  fund  known  as  the 
City  Civil  Engineers  Inspectors  Salaries  Fund  in  the  same  depart- 
ment. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours  truly, 

JOS.  L.  HOGUE, 
City  Controller. 

August  17,   1925. 
Mr.  Jos.  L.  Hogue*, 
City  Controller, 
City. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance 
transferring  the  sum  of  $6,000.00  from  the  Municipal  Garage  Main- 
tenance and  Repairs  Fund  in  the  Department  of  Public  Works  to  a 
fund  known  as  the  City  Civil  Engineers  Inspectors  Salary  Fund  in 
the  same  department. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

August   17,   1925. 

To  the  President  and  Members  of  the  Common  Council  of  the  Cv,y  of 

Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  transferring  the  sum 
of  $3000.00  from  the  Municipal  Garage  Maintenance  and  Repairs 
Fund  in  the  Department  of  Public  Works  and  reappropriating  the 
same  amount  to  the  Assessment  Bureau  Salaries  Fund  in  the  same 
department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours  truly, 

JOS.   L.   HOGUE, 
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Gity  Controller., 
August   17,   1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  to  you 
for  your  approval  and  transmission  to  the  Common  Council  an 
ordinance  transferring  the  sum  of  $3,000.00  from  the  Municipal- 
Garage  Maintenance  and  Repairs  Fund  in  the  Department  of  Public 
Works  to  the  Assessment  Bureau  Salaries  Fund  in  the  same  depart- 
ments 

Yours  truly, 

ELMER   WILLIAMS, 

City  Controller., 


REPORTS  OF  SPECIAL  COMMITTEES 

From  the  Sub-Committee  on  Proposed  Building  Coder 

August   14,   1925. 
Hon.   rleyden  W.   Buchanan,   Chairman, 
Safety  Committee  of  the  Common  Council, 
Hon.  Walter  W.  Wise,  Chairman, 
Building  Code  Committee. 
Dear  Sirs: 

The  sub-committee  appointed  by  the  Hon.  President,  Ben  H. 
Thompson,  which  was  appointed  to  hold  an  extended  public  hearing 
on  the  proposed  building  code  beg  leave  to  report. 

First,  the  Committee  met  in  the  Council  Chamber,  Friday,  Aug. 
7th  and  heard  and  approved  amendments  to  the  proposed  code. 

Second,  that  the  Committee  met  again  in  the  Council  Chamber 
Tuesday,  Aug.  11,  and  concluded  the  public  hearing. 

Third,  the  Committee  met  in  executive  session  all  day  Friday, 
Aug.  14th,  to  conclude  the  amendments  and  prepare  the  same  for 
the  Council  Committee. 

Fourth,  the  Committee  have  the  honor  to  submit  to  the  Council 
Committee  two  amended  copies  of  the  proposed  code  as  amended  in 
public  hearing  and  recommend  the  same  to  you  for  your  consideration 
and  passage. 

Yours  truly 

MAURIEL  E.  THORNTON 
VERNE  MILLER 
R.  N.  DICKSON 
O.  A.  TISLOW 
HARRISON  WALTERS 
JOHN  W.  KING 
L.  C.  HUEY 

FERMOR  S.  CANNON 
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INTRODUCTION   OF   GENERAL   AND    SPECIAL    ORDINANCES. 
By  the  City  Controller : 


GENERAL   ORDINANCE   NO.   69,   1925. 

AN  ORDINANCE  transferring  the  sum  of  Six  Thousand  ($6,000.00) 
Dollars  from  the  Municipal  Garage  Maintenance  and  Repairs 
Fund  in  the  Department  of  Public  Works  to  a  fund  known  as 
the  Blank  Books,  Printing  and  Advertising  Fund,  under  the 
same  department,  and  declaring  a  time  when  the  same  shall 
take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 
Section  1.     That  the   sum   of   Six  Thousand    ($6,000.00)   Dollars 

from  the   Municipal   Garage   Maintenance   and   Repairs   Fund  in   the 

Department  of  Public  Works  be,  and  the  same  is  hereby  transferred 

to  and  appropriated  to  the  fund  known  as  the  Blank  Books,  Printing 

and  Advertising  Fund,  under  the  same  department. 

Section  2.     This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com 
mittee  on  Public  Works. 


By  the  City  Controller: 


GENERAL  ORDINANCE  NO.  70,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Six  Thousand  ($6,000.00) 
Dollars  from  the  Municipal  Garage  Maintenance  and  Repair  Fund 
in  the  Department  of  Public  Works  to  a  fund  known  as  the 
City  Civil  Engineers  Inspectors'  Salaries  Fund  in  the  same  de- 
partment, reappropriating  the  same  to  the  latter  fund  and  de- 
claring a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  sum  of  Six  Thousand  ($6,000.00)  Dollars 
from  the  Municipal  Garage  Maintenance  and  Repairs  Fund  in  the 
Department  of  Public  Works  be;  and  the  same  is  hereby  transferred 
to  and  reappropriated  to  the  fund  known  as  City  Civil  Engineers  In- 
spectors'  Salaries  Fund  in  the   Department  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 
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By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  71,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Three  Thousand  ($3,000) 

Dollars   from  the    Municipal    Garage    Maintenance    and    Repairs 

Fund  in   the   Department   of   Public   Works  to   the   Assessment 

Bureau  Salaries  Fund  in  the  same  department,  and  declaring  a 

time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  transferred  the  sum  of 
Three  Thousand  ($3,000)  Dollars  from  the  Municipal  Garage  Main- 
tenance and  Repairs  Fund  under  the  Board  of  Public  Works,  and 
that  the  same  is  hereby  transferred  and  reappropriated  to  the  As- 
sessment Bureau  Salaries  Fund  under  the  same  department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 


INTRODUCTION   OF   MISCELLANEOUS   BUSINESS 
By  Mr.  King: 

RESOLUTION  NO.  17,  1925. 

WHEREAS,  according  to  the  ActSj  of  1925,  pages  339  to  350  of 
the  Legislature  of  the  State  of  Indiana,  it  is  the  duty  of  the  Common 
Council  to  fix  reasonable  compensation  for  the  City  Clerk  for  addi- 
tional clerical  help  required  in  making  lists  of  voters  at  the  last 
preceding  election;  and, 

WHEREAS,  John  W.  Rhodehamel,  Cinty  Clerk,  has  certified  to 
the  Common  Council  that  he  has  copied  100,648  names  and  other  in- 
formation, from  the  primary  election  poll  books  of  May  5,  1925,  onto 
lists  and  has  certified  said  names  to  the  chairmen  of  the  Republican 
and  Democratic  parties  as  required  by  law;  now  therefore, 

BE  IT  RESOLVED,  by  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana,  that  the  compensation  for  the  City  Clerk  for 
making  such  lists,  be  fixed  at  two  cents  ($0.02)  for  each  name 
copied  from  the  primary  election  poll  books  of  May  5,  1925,  to-wit: 
100,648  names;  and  be  it  further, 

RESOLVED,  that  the  City  Controller  is  hereby  authorized  and 
directed  to  pay  to  John  W.  Rhodehamel,  City  Clerk,  the  sum  of 
$2,012.96  out  of  money  appropriated  for  election  purposes. 

Which  was  read  a  first  time. 

Mr.  King  moved  that  the  rules  be  suspended  and  Reso- 
lution No.  17,  1925,  be  placed  upon  its  passage  . 
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The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote : 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Resolution  No.  17,  1925,  for  second 
reading.    It  was  read  a  second  time. 

On  motion  of  Mr.  King,  Resolution  No.  17,  1925,  was 
read  a  third  time  and  adopted  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

At  8:00  o'clock  p.  m.  a  public  hearing  was  held  on  Gen- 
eral Ordinance  No.  62,  1925. 

ORDINANCES   ON   SECOND   READING. 

Mr.  King  called  for  General  Ordinance  No.  54,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  54,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  54,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz. :  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  55,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  55,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
it  passage.     Carried. 
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General  Ordinance  No.  55,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  26, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  26, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon]  its  passage.    Carried. 

Appropriation  Ordinance  No.  26,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  No.  27, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  27, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  27,  1925  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  66,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  66,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 
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General  Ordinance  No.  66,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clayr 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Claycombe  called  for  General  Ordinance  No.  62, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Claycomb  moved  that  General  Ordinance  No.  62, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  62,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz:  Messrs.  Bernd,  Bramblett,  Clauser,  Clay- 
combe, King,  Ray,  Wise  and  President  Ben  H.  Thompson., 

On  motion  of  Mr.  Claycombe,  the  Common  Council  at 
8:30  o'clock  p.  m.  adjourned. 


President. 

Attest : 

/y  City  Clerk. 
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SPECIAL  MEETING 

August  19,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  August  19,  1925,  at  7:30  p.  m.,  in 
special  session,  President  Ben  H.  Thompson  in  the  chair, 
pursuant  to  the  following  call: 

August  19,  1925. 
To  the  Members  of  the  Common  Council, 
Indianapolis,  Indiana. 
Gentlemen : 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of 
the  Common  Council  held  in  the  Council  Chamber  on  August  19, 
1925,  at  7:30  o'clock  p.  m.,  the  purpose  of  such  meeting  being  to  re- 
ceive communications  from  the  Mayor  or  City  Controller  of  said 
city  and  for  the  introduction  of  an  ordinance  appropriating  money 
for  the  purpose  of  defraying  the  current  expenses  of  the  City  Govern- 
ment for  the  use  of  the  several  departments  thereof  for  the  fiscal 
year  beginning  January  1,  1926,  and  ending  December  31,  1926,  and 
for  the  introduction  of  an  ordinance  fixing  the  annual  tax  and  fixing 
the  rate  of  tax  levy  and  levies  of  tax  for  the  City  of  Indianapolis  for 
the  year  1925,  payable  in  1926,  and  for  further  consideration  and 
passage  of  all  ordinances  now  pending  before  the  Common  Council. 

Respectfully, 

BEN  H.  THOMPSON, 

President. 

I,  John  W.   Rhodehamel,  Clerk  of  the   Common   Council  of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 

the  above  and  foregoing  notice  to  each   and   every  member  of   the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.  RHODEHAMEL, 

City  Clerk. 

Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  King,  Ray  and  Wise. 

Absent:  Mr.  Claycombe. 

COMMUNICATIONS  FROM  THE  MAYOR. 

August   17th,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 
Gentlemen : 

I  would  recommend  for  your  approval  General  Ordinance  No. 
72,   1925,  an  ordinance   fixing   and   establishing  the   annual   rate   of 
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taxation  and  tax  levy  for  the  year  1925  for  the  City  of  Indianapolis, 
Indiana,  and  for  such  fund  for  which  a  separate  tax  levy  is  authorized 
by  law,  to  be  collected  and  expended  in  the  year  1926,  and  fixing  a 
time  when  this  ordinance  shall  take  effect.  This  above  mentioned 
tax  levy  is  attached  for  your  inspection. 

Respectfully  submitted, 

S.  L.  SHANK, 

Mayor. 

August   17th,   1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapo lis ,  Indiana : 
Gentlemen : 

I  hereby  send  to  you  Appropriation  Ordinance  No.  28,  1925,  cov- 
ering the  appropriations  asked  for  in  the  Budget  for  year  1926,  also 
copy  of  Budget  as  made  up  by  different  departments  under  this  ad- 
ministration and  finally  approved  bv  me.  I  have  requested  the  Boards 
and  Heads  of  Departments  to  make  their  recommendations  just  as 
low  as  possible  and  still  keep  up  the  progress  of  the  city. 

STATEMENT  OF  TAX  LEVY  FOR  1925,  PAYABLE  IN  1926. 

General  City  Purposes  $  .575 

Citv   Sinking  Fund   05 

Police  Pension 005 

Mremen    Pension   005 

School    Health 01 

Park,  General   08 

Park,  District  Bond  Fund 0575 

Recreation  Fund 015 

Track   Elevation 02 

Tuberculosis   Fund   005 

Sanitation  Bond   Fund   04 

Sanitation  Maintenance 005 

Board  of  Health 09 

World  War  Memorial.  Bond  Fund  015 

Thoroughfare  Plan  Fund  005 

Stre-t  Resurfacing  02 

Flood   Prevention 015 

Total $1.0625 

Also  Fifty  Cents  on  each  Poll  for  General  Purposes. 

I  hav^  gone  over  this  Budget  with  Mr.  Hogue,  City  Controller, 
verv  carefully  and  this  levy  gives  every  department  more  than  they 
bad  last  vear  and  vet  I  have  tried  my  best  to  bring  it  down  still  lower 
but  cannot.  I  want  to  grive  the  in-coming  Mayor  enough  money  to 
transact  the  business  of  Indianapolis  without  trouble. 

The  one  cent  increase  to  the  Park  Board  was  given  to  them  for 
maintenance  of  the  new  plavgrounds  and  two  new  golf  links,  one  in 
Brigbtwood  and  one  below  Garfield  Park.  The  Recreation  Depart- 
ment looks  after  these  playgrounds  after  the  Park  Board  puts  them 
in  proper  shape. 

I  believe  that  the  amount  received  from  the  above  levy  is  suffici- 
ent to  run   Indianapolis  in  just  as  efficient  and   economical  manner 
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as  in  1925,  and  I  hope  you  will  give  this  Budget  favorable  consid- 
eration. 

Very  truly  yours, 

S.  L.  SHANK, 

Mayor. 


August   17th,   1925. 
Honorable  Samuel  Lewis  Shank, 
Mayor, 

City  of  Indianapolis,  Indiana. 
My  Dear  Sir:  j 

I  submit  herewith  for  your  consideration,  estimates  of  the 
amounts  of  money  necessary  for  the  operation  of  the  several  depart- 
ments of  the  City  of  Indianapolis,  Indiana,  for  the  year  1926,  includ- 
ing the  following  separate  taxing  units  of  the  city: 

Department  of  Public  Parks $560,990.88 

Recreation    Department    101,353.00 

Sanitation   Department    i 423,500.00 

Board  Public  Health  and  Charities  625,000.00 

Tuberculosis   Fund    38,477.37 

School  Health  Fund  79,800.00 

The  estimates  submitted  by  the  different  boards  and  departments 
under  them  in  General  Fund  were  carefully  gone  over  at  a  meeting 
with  you,  the  Mayor  and  same  finally  approved  by  you  as  follows : 

Mayor's  Office  $        9,975.00 

City   Clerk 6,540.00 

Common  Council 6,140.00 

Controller's  Office  216,140.00 

Barret  Law  14  000.00 

Legal   Department 27,170.00 

City  Plan   Commission ,. 21,100.00 

Department  of  Public  Purchase 15,970.00 

Board  of  Public  Works  : 1,462,059.90 

Board  of  Public  Safety 2,552,259.72 

Total   for   General   Fund    $4,331,354.62 

Grand  Total,  including  Separate  Units  above 

designated    $6,160,475.87 

I  firmly  believe  that  the  above  designated  amounts  of  money  will 
be  sufficient  for  the  various  departments  to  operate  in  the  same  effici- 
ent manner  they  have  in  1925,  considering  the  fact  that  the  increased 
valuation  over  1925  at  the  same  tax  levy  as  1925  will  bring  the  vari- 
ous departments  more  money.  The  increased  levy  will  amount  to 
approximately  $2,000.00  more  on  the  cent  than  the  levy  brought  in 
1925. 

Attached  you  will  find  a  statement  of  the  tax  levy  for  1926,  as 
made  up  on  an  estimated  valuation  of  $650,000,000.00. 

Respectfully  submitted, 

JOS.   L.   HOGUE, 

.'':.:  City  Controller. 
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Indianapolis,  Indiana, 

July  23rd,  1925. 

Mr.  Joseph  L.  Hogue, 

City  Controller, 

Indianapolis. 

Dear  Sir — This  is  to  certify  that  the  Department  of  Public  Parks 
-     by  its  Board  of  Park  Commissioners  of  the  city  of  Indianapolis,  Indi- 
ana, at  its  regular  meeting  on  July  23,  1925,  adopted  the  following 
Resolution,  to-wit: 

"BE  IT  RESOLVED,  by  the  Board  of  Park  Commissioners, 
Department  of  Public  Parks,  of  the  City  of  Indianapolis,  In- 
diana, at  its  regular  meeting  on  July  23,  1925,  has  this  day 
fixed  and  does  hereby  fix  the  tax  levies,  for  its  General  Fund 
and  for  playground  and  recreation  purposes,  and  for  Special 
tax  levy  for  the  Park  District  Bond  Fund,  for  Sinking  Fund 
purposes"  of  said  department,  upon  all  the  property  both  real 
and  personal,  on  and  located  within  the  territorial  limits  of 
the  park  district  of  the  city  of  Indianapolis,  Indiana,  for  the 
year  1925,  payable  in  1926,  as  follows,  to-wit: 

1st.  For  the  General  Fund  of  said  Department,  a  tax  levy  of  Eight 
(8)  cents  upon  each  One  Hundred  (100.00)  Dollars  of  valuation 
of  such  taxable  property. 

2nd.  For  Playground  and  Recreation  purposes  a  tax  levy  of  Two  (2) 
cents  upon  each  One  Hundred  ($100.00)  Dollars  valuation  of 
such  taxable  property. 

3rd.  A  Special  tax  levy  for  the  "Park  District  Bond  Fund,"  for  Sink- 
ing Fund  purposes,  of  Five  and  Three-Fourth  (5%)  cents  upon 
each  One  Hundred  ($100.00)  of  valuation  of  such  taxable  prop- 
erty. 

Each  of  the  aforesa:d  levies  shall  be  in  addition  to  all  other 
taxes  of  said  city. 

The  Department  of  Public  Parks,  by  its  Board  of  Park  Commission- 
ers claims  that  the  special  tax  levy  is  not  covered  by  the  Budget  Law 
and  not  subject  to  review  by  any  authority  whatsoever,  and  Section  27 
of  Chapter  144  of  the  Acts  of  1919  so  specifies  the  same  as  a  special 
tax  levy  and  authorizes  the  Board  to  certify  the  same  direct  to  the 
County  Auditor,  as  late  as  October  1,  1925,  when  the  Budget  Section 
of  the  tax  law  requ"res  all  appeals  to  the  State  Tax  Board  to  be  filed 
with  the  County  Auditor  not  later  than  the  fourth  Monday  in  Sep- 
tember of  each  year. 

The  "Several  Tax  Levies"  mentioned  in  the  Budget  Section  does  not 
include  special  and  statutory  levies  where  a  different  form  of  pro- 
cedure is  authorized  other  than  the  Budget  form  of  procedure  and 
where  there  is  really  no  reason  for  a  budget  thereon,  the  amount  of 
the  Bond,  interest  and  principal  due  and  the  special  tax  levy  to  raise 
the  same  being  the  simplest  kind  of  a  mathmatical  calculation. 

However  as  a  courtesy  to  the  Council  we  hereby  furnish  a  detailed 
statement  to  the  amount  of  Bond  Principle  and  interest  payments  due 
in  the  year  1926,  and  attach  a  copy  of  the  same  to  this  certificate,  and 
beg  to  state  that  we  have  also  certified  direct  to  the  County  Auditor 
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raid  Special  Tax  Lew  made  by  the  Board  for  the  "Park  District  Bond 
Fund,"  for  Sinking  Fund  purposes. 

Respectfully  submitted, 

DEPARTMENT  OF  PUBLIC  PARKS, 

CITY  OF  INDIANAPOLIS. 
By  Board  of  Park  Commissioners, 

EMSLEY  W.  JOHNSON, 
1  Vice-President. 

A.  M.  M'GUIRF 
FRANK  S.  MANLY, 

Members  of  the  Board. 
Attest: 

Mary  E.  Griffin,  Secretary  of  the  Board. 
Bonds  of — 


Interest" 

Interest 

Principal 

Issue   July  1, 1926  Jan.  1, 1927 

Jan.  1,  1927 

Total  Where  Payable 

1920 
No. 
1,1921 

$  2,520.00 

$  2,520.00 

$  6,000.00 

$  11,040.00  City  Treas, 

551.25 

551.25 

1,000.00 

2,102.50  City  Treas. 

2,1921 

2,580.00 

2,580.00 

5,160.00  Union  Trust 

2,000  Date  of  maturity  Aug.22-26  86,750.00 

86,750.00  Union  Trust 

3,1921 

1,457.50 

1,457.50 

3,000.00 

5,915.00  Union  Trust 

4,1921 

450.00 

450.00 

900.00  Union  Trust 

4,  Date  of  maturity  Dec.  15-26  15  412.50 

15,412.50  Union  Trust 

51921 

1,912.50 

1,912.50 

5,000.00 

8,825.00  City  Treas 

6,1921 

247.50 

247.50 

500.00 

995.00  City  Treas. 

7,1921 

880.00 

880.00 

2,000.00 

3,760.00  Cty  Treas. 

8,1921 

213.75 

213.75 

500.00 

927.50  City  Treas. 

9,1921 

303.75 

303.75 

500.00 

1,107.50  City  Treas. 

10,1921 

783.75 

783.75 

1.500.00 

3,067.50  City  Treas. 

11,1921 

326.25 

326.25 

500.00 

1,152,50  City  Treas. 

1,1922 

1,800.00 

1,800.00 

60,000.00* 

3,600.00  Citv  Treas. 

2,1922 

1,125.00 

1,125.00 

45,000.00*: 

2.250.00  City  Treas. 

3,1922 

2,475.00 

2,475.00 

5,000.00 

9,950.00  City  Treas. 

1,1923 

1,800.00 

1.800.00 

4,000.00 

7,600.00  City  Treas. 

2,1923 

3,450.00 

3,450.00 

6,000.00 

12,900.00  City  Treas. 

3,1923 

5,775.00 

5,775.00 

11,000.00 

22  550.00  City  Treas. 

4,1923 

900.00 

900.00 

1,000.00 

2  800.00  City  Treas. 

5,1923 

725.00 

725.00 

1,000.00 

2,450.00  City  Treas. 

6,1923 

3,100.00 

3,100.00 

4,000.00 

10.200.00  City  Treas. 

7,1923 

475.00 

475.00 

1,000.00 

1,950.00  City  Treas. 

11924 

9.750.00 

9.750.00 

10,000.00 

29.500.00  City  Treas. 

2,1924 

2,550.00 

2  550.00 

3,000.00 

8,100.00  City  Treas. 

3,1924 

13,650.00 

13,650.00 

14,000.00 

41,300.00  City  Treas. 

4,1924 

2,175.00 

2,175  00 

3,000.00 

7,350.00  Cty  Treas. 

5,1924 

21,546.00 

5,985.00 

7,000.00 

34,531.00  City  Treas. 

1,1925 

5,050.40 

1,800.00 

2,000,00 

8,850.00  City  Treas. 

2  1925 

2,954.00 

1,260.00 

2,000.00 

6,214.00  City  Treas. 

3,1925 

1,285.64 

630.00 

1,000.00 

2,865.64  City  Treas. 

$92,762.29 

$71,651.25  $197,662.50 

$362,076.04 

^Matures 

6-1-27 

**Mature* 

>  6-17-27 
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INTRODUCTION    OF   APPROPRIATION    ORDINANCES. 
By  the  Mayor: 

APPROPRIATION  ORDINANCE  NO.  28,  1925. 
AN  ORDINANCE  appropriating  moneys  for  the  purpose  of  defraying 
current  expenses  of  the  City  Government  of  the  City  of  Indian- 
anapolis,  Indiana,  and  for  the  use  of  the  several  executive  de- 
partments thereof,  for  the  fiscal  year,  beginning  January  1st, 
1926,  and  ending  December  31,  1926,  including  all  outstanding 
claims  and  obligations,  and  fixing  a  time  when  the  same  shall 
take  effect.  Repealing  all  General,  Special,  Appropriation  and 
other  ordinances  in  any  manner  in  conflict. 

Be  It  Ordained  by  the  Co?nmon  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  the 
funds  of  the  City  of  Indianapolis,  Indiana,  for  the  purpose  of  de- 
fraying expenses  of  said  city  and  for  the  use  of  the  several  executive 
departments  thereof,  for  the  fiscal  year,  beginning  January  1st,  1926, 
and  ending  December  31st,  1926,  including  all  outstanding  claims  and 
obligations  existing  on  the  first  day  of  said  fiscal  year  for  the  fol- 
lowing sums  of  money  for  the  different  departments  of  said  city  and 
for  the   several   purposes   are   hereinafter   set   forth: 

ORGANIZATION  UNIT— Office  of  Mayor. 
OFFICE  OF  M}AYOR: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

Mayor    $7,500.00 

Secretary  2,000.00 

2.  Services — Contractual. 

21.     Communication   and   Transportation 200.00 

25.     Repairs    25.00 

3.  Supplies. 

36.     Office  . 250.00 

Total:  Office  of  Mayor $9,975.00 

ORGANIZATION  UNIT:  City  Clerk 
CITY  CLERK: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1.     City   Clerk  at  $3,000.00     $3,000.00 

1.     Stenographer  at  1,200.00       1,200.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation $      75.00 

24.  Printing    and    Advertising    2,000.00 

25.  Repairs   65.00 

3.  Supplies. 

36.     Office  200.00 
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ORGANIZATION   UNIT:    Common   Council 
COMMON  COUNCIL: 
1.     Services — Personal. 

11.     Salaries  and  Wages,  regular. 

9     Councilmen    at    $G00.00    $5,400.00 

1     Sergeant-at-arms  400.00 

1     Stenographer 240.00 

3.     Supplies. 

36.     Office 100.00 

Total:  Common  Council  $6,140.00 


DEPARTMENT:  Finance 
ORGANIZATION  UNIT:  City  Controller 
CITY  CONTROLLER'S  OFFICE: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     City    Controller    at $4,000.00     $4,000.00 

1     Deputy  City  Controller  at  2,500.00       2,500.00 

1     Bookkeeper   at   2,000.00       2,000.00 

1     License  Clerk  at  1,800.00       1,800.00 

1     Stenographer    at 1,200.00       1,200.00 

1  Stenographer    at    1,200.00       1,200.00 

2  Sinking  Fund  Com.  at  100.00         200.00 

Asst.  Sec.  Athletic  Com.  at  400.00         400.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  840.00 

24.  Printing  and  Advertising  .- 200.00 

25.  Repairs ., 25.00 

3.  Supplies. 

36.     Office 5,000.00 

5.  Current  Charges. 

51.     Insurance  and   Premiums 1,500.00 

53.     Refunds,  Awards  and  Indemnities 200.00 

55.     Subscriptions  and  Dues 25.00 

6.  Current   Obligations. 

61.  Interest    185,000.00 

62.  Grants  and  Subsidies 10,000.00 

7.  Properties. 

72.     Equipment    50.00 


Total:   City  Controller's  Office  $216,140.00 

DEPARTMENT:  City  Controller 
ORGANIZATION   UNIT:    Barrett  Law  Division 
BARRETT   LAW   DIVISION: 
1.     Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Bookkeeper  at $1,800.00     $1,800.00 

1     Stenographer    at   1,080.00       1,080.00 

1     Clerk  at  1,500.00       1,500.00 

1     Clerk  at  1,320.00       1,320.00 


480  journal  of  common  council      [Special   Meeting 


2     clerks  at 1,500.00  3,000.00 

1     Clerk  at 1,800.00  1,800.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  600.00 

24.  Printing  and  Advertising  300.00 

25.  Repairs    100.00 

3.  Supplies. 

36.     Office  2,000.00 

7.     Properties. 

72.     Equipment   500.00 

Total  Barrett  Law  Division  $14,000.00 

ORGANIZATION  UNIT:  Public  Purchase 
PUBLIC  PURCHASE  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Purchasing  Agent  at  .....$5,000.00  $5,000.00 

1     Asst.  Purchasing  Agent  at  2,000.00  2,000.00 

1     Clerk   at   1,800.00  1,800.00 

1     Inspector  and  Storekeeper  at  l,2oo.00  1,200.00 

1     Bookkeeper  at   1,200.00  1,200.00 

1     Stenographer   at 1,020.00  1,020.00 

1     CierK    at    900.00  900.00 

1     Clerk    at    900.00  900.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  500.00 

24.     Printing  and  Advertising 50.00 

3.  Supplies. 

36.     Office  550.00 

4.  Properties. 

72.     Equipment    250.00 

Total:  Public  Purchase  $15,970.00 


ORGANIZATION  UNIT:  Legal  Department 
LEGAL  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Corporation  Counsel  at  $5,000.00     $5,000.00 

1     City  Attorney  at  4,000.00       4,000.00 

1     Asst.  City  Attorney  at  2,500.00       2,500.00 

1     Asst.  City  Attorney  at  1,200.00       1,200.00 

1     City  Prosecutor  at  1,500.00       1,500.00 

1     Stenographer   at   1,200.00       1,200.00 

1     Stenographer   at   1,320.00       1,320.00 

2.  Services — Contractual. 

21.     Transportation  and   Communication   50.00 

24.  Printing  and  Advertising 65.00 

25.  Repairs    25.00 

3.  Supplies. 

36.     Office  200.00 

5.     Current  Charges. 
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53.     Refunds,  Awards   and   Indemnities   9,800.00 

55.     Subscriptions  and  Dues  10.00 

7.     Properties. 

72.     Equipment 300.00 

Total:   Legal  Department  $27,170.00 

ORGANIZATION  UNIT :  City  Plan  Commission 
CITY  PLAN  COMMISSION: 

1.  Services — Personal. 

11.  Salaries  and  Wages,  regular. 

1     Engineer   at   $3,000.00  $3,000.00 

1     Secretary  at  3,000.00  3,000.00 

1     Asst.   Secretary  at  1,800.00  1,800.00 

4     Draftsmen    at    1,800.00  7,200.00 

1     Draftsman    at    1,620.00  1,620.00 

12.  Temporary  Salaries  and  Wages  200.00 

13.  Other    Compensations    2,400.00 

2.  Services — Contractual. 

24.  Printing  and  Advertising  750.00 

25.  Repairs    30.00 

3.  Supplies. 

33.     Garage  and  Motor  350.00 

Office    650.00 

5.     Current  Charges. 

55.     Subscriptions  and  Dues  50.00 

7.     Properties. 

72.     Equipment    50.00 

Total:   City  Plan  Commission  „ $21,100.00 

DEPARTMENT:   Board  of  Public  Works 
ORGANIZATION  UNIT:   Administration 
ADMINISTRATION: 

1.  Services — Personal. 

11.  Salaries  and  Wages,  regular. 

1  President  at  $3,000.00  $3,000.00 

2  Members  at 2,500.00  5,000.00 

1     Clerk  at  1,500.00  1,500.00 

1     Stenographic   Clerk   at   , 1,800.00  1,800.00 

1     Asst.  Clerk  at  1,200.00  1,200.00 

1     Record   Clerk  at   1,200.00  1,200.00 

1     Bond  Clerk  at  , 1,000.00  1,000.00 

13.     Other  Compensations  1,200.00 

2.  Services — Contractual. 

21.  Communication  and  Transportation  5,000.00 

22.  Heat,  Light,  Power  and  Water  410,000.00 

24.  Printing  and   Advertising   10,000.00 

25.  Repairs 50.00 

26.  Services — Other  Contractual 35,000.00 

3.  Supplies. 

36.     Office    1,000.00 

5.     Current  Charges. 

51.     Insurance   and    Premiums   1,500.00 


482  journal  of  common  council       [Special  Meeting 


53.  Refunds,  Awards  and  Indemities  12,000.00 

54.  Rents 2,000.00 

7.     Properties. 

72.     Equipment .'.... .... ....  100.00 

Total :   Administration  : ....$492,550.00 

DEPARTMENT:  Board  of  Works 
ORGANIZATION   UNIT:    Public   Buildings 
PUBLIC   BUILDINGS: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Custodian  and  Engineer,  City  Hall  at.. ..$1,800.00  $1,800.00 

1     Day  Fireman  at  City  Hall  at  1,200.00  1,200.00 

1  Night  Fireman  at  City  Hall  at 1,200.00  1,200.00 

2  Elevator   Operators  at   City  Hall   at 1,080.00  2,160.00 

1  Night  Watchman,  City  Hall  at  1,080.00  1,080.00 

2  Telephone  Operators  at  960.00  1,920.00 

6     Janitors,  City  Hall  at  1,080.00  6,480.00 

3  Janitors,  Tomlinson  Hall  at  960.00  2,880.00 

2     Attendants,  Comfort   Station  at 840.00  1,680.00 

2     Matrons,   Comfort   Station   at   720.00  1,440.00 

2.  Services — Contractual. 

22.     Heat,  Light,  Power  and-  Water  12,000.00 

25.  Repairs    , 10,000.00 

26.  Other  Contractual  494.00 

Z.     32.     Fuel  and  Ice 2,000.00 

34.     Institutional   and    Medical 1,000.00 

38.     Supplies— General 150.00 

4.     Materials. 

41.     Building    1,000.00 

45.     Repair  Parts 50.00 

7.     Properties. 

72.     Equipment 1,000.00 

Total:    Public   Buildings $49,534.00 

DEPARTMENT:  Board  of  Works 
ORGANIZATION  UNIT:   City  Civil  Engineer 

CITY  CIVIL  ENGINEER: 

1.     Services — Personal. 

11.     Salaries,  Wages,  regular. 

City    Civil    Engineer 1  at  $3,500.00  $3,500.00 

Asst.  Civil  Engineer  1  at    3,600.0.0  3,600.00 

Asst.  Civil  Engineer  2  at    2,400.00  4,800.00 

Jr.  Asst.   Civil   Engineer   2  at    2,160.00  4,320.00 

Sr.  Office  Aid  '. 2  at    1,800.00  3,600.00 

Sr.   Office  Aid  3  at    1,500.00  4,500.00 

Sr.  Field  Aid  4  at    1,800.00  7,200.00 

Jr.    Field    Aid    14  at    1,200.00  7,200.00 

Field    Aid    2  at    1,500.00  3,000.00 

Jr.   Office  Aid   5  at    1,320.00  6,600.00 

Chief    Clerk    1  at    1,800.00  1,800.00 

Clerk  1  at    1,200,00  1,200.00 
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Flood   Prevention   Department : 

Jr.  Asst.  Engineer  2  at    2,160.00  2,160.00 

Sr.   Office  Aid  1  at    1,800.00  1,800.00 

Jr.  Office  Aid   1  at    1,320.00  1,320.00 

Sr.  Field  Aid  1  at    1,800.00  1,800.00 

Jr.  Field  Aid .....3  at    1,200.00  3,600.00 

Inspectors'  Department: 

Chief   Inspector   . 1  at    2,000.00  2,000.00 

Sr.    Inspector    2  at    1,800.00  3,600.00 

Jr.  Inspector 2  at    1,320.00  2,640.00 

Inspectors,   7   months   37  at    1,200.00  19,200.00 

Laboratory  Department : 

Chemical   Engineer 1  at    3,600.00  3,600.00 

Asst.  Chemical  Engineer 1  at    1,800.00  1,800.00 

Sr.   Chemical  Aid 1  at    1,400.00  1,400.00 

Jr.    Chemical   Aid   1  at    1,320.00  1,320.00 

Jr.   Inspector,   6   months   1  at    1,200.00  600.00 

Asphalt  Plant  Department: 

Supt.  of  Plant  lat    1,620.00  1,620.00 

Asphalt  Plant  Repair  Department: 

Foreman    2  at    1,500.00  3,000.00 

Foreman,   6   months   2  at    1,500.00  1,320.00 

Brick   and   Block   Department: 

Foreman    1  at    1,500.00  1,500.00 

Cement  Walk  and  Curb  Department: 

Foreman 1  at    1,320.00  1,320.00 

Street  Lighting  Department: 

Superintendent  lat    1,620.00  1,620.00 

12.     Salaries,  Wages,  temporary 59,691.00 

£.     Services — Contractual. 

21.  Communication   and    Transportation 15,000.00 

22.  Heat,  Light,  Power  and  Water  375,000.00 

24.  Printing    and    Advertising 700.00 

25.  Repairs   1,500.00 

26.  Services  other  than  Contractual 18,000.00 

3.  Supplies. 

32.  Fuel  and  Ice 2,000.00 

33.  Oil 200.00 

35.  Laboratory 300.00 

36.  Office 2,000.00 

38.     Supplies,   General 500.00 

4.  Material. 

41.     Building  Material 50.00 

43.  Street  and  Alley  Material  31.280.00 

44.  General  Material  500.00 

45.  Repair  Parts 50.00 

7.     Properties. 

72.     Equipment    5,000.00 

Grand  Total:  City  Civil  Engineer  $620,311.00 
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DEPARTMENT:  Board  of  Works 
ORGANIZATION  UNIT:   Assessment  Bureau 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

Transfer    Clerk    1  at  $1,020.00     $1,020.00 

Clerk  6  at    1,020.00       7,200.00 

2.  Services— Contractual. 

21.  Communication  and  Transportation 150.00 

24.  Printing  and  Advertising 100.00 

3.  Supplies. 

36.     Office 200.00 

4.  Repair  Parts. 

45.     Parts   and   Equipment 50.00 

7.     Properties. 

72.     Equipment 200.00 

Grand  Total:  Assessement  Bureau  $8,920.00 

DEPARTMENT:  Board  of  Public  Works 
ORGANIZATION  UNIT :  Municipal  Garage 
MUNICIPAL  GARAGE: 

1.  Services — Personal. 

11.  Salaries  and  Wages,  regular. 

1     Garage  Superintendent  at  $2,600.00  $2,600.00 

1     Garage  Foreman  at  2,000.00  2,000.00 

1     Garage  Clerk  and  Stockman  at 1,500.00  1,500.00 

1     Garage  Chauffeur  at  1,320.00  1,320.00 

1     Garage  Washer   at  1,080.00  1,080.00 

12.  Salaries  and   Wages,  temporary 13,000.00 

2.  Services — Other  Contractual. 

21.     Communication  and  Transportation  100.00 

22.  Heat,  Light,  Power  and  Water  1,700.00 

25.  Repairs 4,000.00 

3.  Supplies 

33.     Garage  and  Motor 20,000.00 

36.     Office  25.00 

38.     General 50.00 

4.  Materials. 

45.     Repair    Parts 4,000.00 

5.  Current  Charges. 

52.     Licenses  .... 25.00 

7.     Properties. 

72.     Equipment - 500.00 

Total:  Municipal  Garage  $51,900.00 

DEPARTMENT:   Board  of  Public  Works 
ORGANIZATION  UNIT:  Street  Commissioner 
DEPARTMENT  OF  PUBLIC  SERVICE: 
1.     Service — Personal. 

11.     Superintendent  at  $3,000.00     $3,000.00 

Asst.  Superintendent  at  2,000.00       2,000.00 

Inspectors  4  at  1,500.00       6,000.00 
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Barn  Foreman  at  1,200.00       1,200.00 

Chief  Clerk  at  1,680.00       1,680.00 

Clerk   and    Timekeeper    at    1,500.00       1,500.00 

Typist  at  1,000.00       1,000.00 

Sewer  Department: 

4  Sewer  Foremen,  part  time  at  $110.00  Mo.     5,280.00 

Unimproved  Street  Department: 

Foreman,  3  part  time  3,960.00 

City  Yard  Department: 

Foreman   at   $1,320.00   1,320.00 

12.     Sewer  Department,  Wages,  Salary,  temporary. 

Pumpermen,  2  at  $27.00  week 

Light  Truck,  6  at  55c  hour 

Laborers,  18  at  50c  hour 

Dumpman,  1  at  $4.00  week  20,000.00 

Unimproved   Street : 

Heavy   Truck,   5   at   60c  hour,  part  time 

Light  Truck,  7  at  55c  hour 

Tractors,  7  at  55c  hour 

Graders,  7  at  55c  hour 

Maintainers,  2  at  55c  hour 

Hoisting  Engineer  at  $40.00  week 

Laborers,  20  at  50c  hour  20,000.00 

City  Yards  Department: 

Watchman  at  $21.00  week 

Emergency  Man  at  50c  hour 

Red  Light  Man  at  $21.00  week 

Yard  Laborer  at  50c  hour 

Blacksmith  at  65c  hour 8,900.00 

Carpenter  Department: 

Foreman,  1  at  $1.20  hour 

Carpenters,  2  at  $1.00  hour 

Laborer  at  50c  hour 

Truck  Driver  at  55c  hour 

Painter  at  $1.05  hour  10,000.00 

Weed  Cutting  Department : 

Laborers,  part  time,  15  at  40c  hour 500.00 

Sprinkling  Department: 

Truck   Drivers,  part  time,  at   60c  hour 

Laborers,  3  at  50c  hour  1,000.00 

Street  Cleaning  Department: 

Harness  Maker, "1  at  65c  hour  1,624.40 

Stock  Keeper,  1  at  50c  hour  1,400.0C 

Truck  Foreman,  1  at  65c  hour  1,800. 0G 

Stablemen,  3  at  50c  hour  4,300.00 

Teamsters,    33    at    50c    hour    20,000.00 

Light  Truck  Drivers,  12  at  55c  hour  8,000.00 

Heaw  Truck  Drivers,  12  at  60c  hour  8,000.00 

Panner,  Broomer  and  Laborers,  125  at  45c  hour....     45,000.00 

Helpers  on  Flusher,  6  at  50c  hour  2,500.00 

Helpers  on  Dirt  Trucks,  7  at  45c  hour  3,000.00 

2.     Service — Contractual. 

21.  Communication  and  Transportation  7,550.00 

22.  Heat,  Light,  Power  and   Water   600.00 

24.  Printing   and    Advertising   25.00 

25.  Repairs    2,265.00 
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3.  Supplies. 

32.  Fuel  and  Ice  1,255.50 

33.  Garage  and  Motor  6,160.00 

36.     Office    Supplies    Supt.    Streets    200.00 

38.     Supplies,   General   12,280.00 

4.  Materials. 

41.  Buildings,  Carpenter  Department  2,000.00 

42.  City  Yard  and   Sewer   Department  5,005.00 

43.  Street  and  Alley  Material,  Road  Oil,  Etc 10,300.00 

44.  Material,   General   550.00 

45.  Repairs  to  Parts  2,150.00 

5.  Current  Charges. 

54.     Rental  and  Taxes  950.00 

7.     Properties. 

71.     Buildings,  Structures  Improvement 4,590.00 

Grand  Total:  Department  Public  Safety $238,844.50 


DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT:   Administration 
ADMINISTRATION: 

1.  Service — Personal. 

11.     Salaries  and  Wages,  regular. 

3     Commissioners  at  $1,200.00   $3,600.00 

1     Secretary    at    $2,500.00    2,500.00 

1     Surgeon  at  $1,600.00  1,600.00 

1     Stenographic  Clerk  at  $1,500.00  1,500.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  10,000.00 

25.  Repairs    25.00 

26.  Other  Contractual  200.00 

3.  Supplies. 

34.     Institutional  and  Medical  75.00 

36.     Office 200.00 

Total :   Administrative  $19,700.00 


DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT:   Fire  Department 
FIRE   DEPARTMENT: 
1.     Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1  Chief  at $4,000.00     $4,000.00 

2  First  Asst.  Chiefs  at  3,182.50       6,365.00 

10     Battalion  Chiefs  at  2,582.50     25,825.00 

2     Aides  to   Chief    (Lieut.)    at 2,182.50       4,365.00 

10     Aides  to  Batt.  Chiefs   (Chauffeur)   at  1,982.50     19,825.00 

44     Captains    at    2,382.50  104,830.00 

59     Lieutenants  at       2,182.50  128,767.50 

4     Engineers    at    : 1,982.50       7,930.00 

115     Chauffeurs  at  1,982.50  227,987.50 
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292     First  Grade  Men  at  1,916.25  559,545.00 

60     Substitutes    (1st  Grade)    at  1,916.25  114,975.00 

Total    $1,204,415.00 

Less   $10,000.00    Forfeits    10,000.00 

Net  total  $1,194,415.00 

2.  Services — Contractual. 

21.  Communication  and  Transportation  65.75 

22.  Heat,  Light,  Power  and  Water  4,109.32 

24.  Printing    and    Advertising    315.00 

25.  Repairs    5,699.05 

26.  Services — Other   Contractual   287.45 

3.  Supplies. 

32.  Fuel  and   Ice   7,628.29 

33.  Garage  and  Motor  14,950.86 

34.  Institutional    and    Medical    , 2,195.06 

36.     Office   Supplies   826.23 

38.     General  Supplies  2,996.38 

4.  Materials. 

41.     Building    3,574.76 

44.  General    2,731.01 

45.  Repair   Parts    6,757.02 

5.  Current  Charges. 

55.     Subscription   and   Dues   4.00 

7.     Properties. 

72.     Equipment   8,798.79 

Grand   Total:    Fire   Department   $1,255,353.97 

DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT :  Fire  Prevention 
FIRE  PREVENTION: 

1.  Services — Personal. 

11.     Salaries  and   Wages,  regular. 

1     Second  Asst.  Chief  at $3,062.50  $3,062.50 

1     Chief  Inspector    (Captain)    at  2,382.50  2,382.50 

1     Secretary    (Lieutenant)    at 2,182.50  2,182.50 

7     Inspectors    (1st    Grade)    at    1,916.25  13,413.75 

1     Stenographer    (1st  Grade)    at  1,916.25  1,916.25 

13.     Other  Compensations 60.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  75.00 

24.  Printing    and    Advertising    26.00 

25.  Repairs 12.50 

3.  Supplies. 

32.     Fuel   and   Ice  6.50 

36.     Office  465.93 

38.     General  Supplies  63.44 

4.  Materials. 

44.     General    37.93 

7.     Properties. 

72.     Equipment  266.70 

Grand  Total  $23,971.50 


488  journal  of  COMMON  council      [Snecial    Meeting 


DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT :  Police  Department 
POLICE  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1  Chief  of  Police  at  $4,000.00  $4,000.00 

2  Inspectors    at    3,282.50  6,565.00 

1     Supervisor    at    3,282.50  3,282.50 

5     Captains    at    2,582.50  12,912.50 

10  Lieutenants  at 2,382.50  23,825.00 

25     Sergeants  at 2,182.50  54,562.50 

50     Detectives   at   2,182.50  109,125.00 

70     Traffic  at  1,982.50  138,775.00 

11  Motorcycle  at  1,982.50  21,807.50 

41     Motor    Police   at 1,982.50  81,282.50 

3  Turnkeys  at   1,982.50  5,947.50 

11     Wagonmen    at    1,935.00  21,285.00 

7     First  Year   Patrolmen  at  1,733.50  12,134.50 

255     Second  Year  Patrolmen  at 1,916.25  448,643.50 

1     Court  Bailiff  at  1,782.50  1,782.50 

1     Probation   Officer  at  2,182.50  2,182.50 

1     Woman  Sergeant  at  , 2,182.50  2,182.50 

21     Second  Year  Women  Patrol  at 1,916.25  40,241.25 

1     First  Year  Woman  Patrol  at  1,733.50  1,733.50 

1  Secretary  at  2,582.50  2,582.50 

2  Repairmen    at    1,200.00  2,400.00 

1     Hostler  at  1,080.00  1,080.00 

7     Janitors  at 960.00  6,720.00 

13.     Other    Compensations    200.00 

2.  Services — Contractual. 

21.  Communication  and  Transportation  800.00 

22.  Heat,    Light,    Power    and    Water    10,000.00 

24.  Printing    and    Advertising    800.00 

25.  Repairs 10,000.00 

26.  Other   Contractual 5,500.00 

3.  Supplies. 

31.  Food  20.00 

32.  Fuel  and  Ice  300.00 

33.  Garage  and  Motor  27,000.00 

34.  Institutional  and  Medical  700.00 

36.     Office   Supplies   2,500.00 

38.     General  Supplies  3,000.00 

4.  Materials. 

41.     Building  500.00 

44.  General 1,000.00 

45.  Repair  Parts 750.00 

5.  Current  Charges. 

52.     Licenses  2.00 

54.  Rents    1,208.00 

55.  Subscriptions  and  Dues  20.00 

7.     Properties. 

72.     Equipment   1,000.00 


Total:   Police  Department  $1,110,353.00 
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DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT:  Electrical  Department 
ELECTRICAL  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Electrical    Engineer   at   $3,600.00  $3,600.00 

1     General  Foreman  at  2,582.50  2,582.50 

8     Repairmen  at  1,982.50  15,860.00 

1     Instrument   Repairman   at   1,982.50  1,982.50 

1     Cable   Splicer   at   1,982.50  1,982.50 

1     Asst.  Cable  Splicer  at  1,916.25  1,916.25 

1  Groundman  at  1,320.00  1,320.00 

12     Signal  Operators  at  1,916.25  22,995.00 

2  Relief  Signal  Operators  at  1,916.25  3,832.50 

2.  Services — Contractual. 

21.     Communication  and  Transportation  20.00 

24.  Advertising  and  Printing  100.00 

25.  Repairs    500.00 

3.  Supplies. 

33.     Garage  and  Motor  Supplies  1,000.00 

36.     Office   Supplies   500.00 

38.     General  Supplies  100.00 

4.  Materials. 

44.  General  8,000.00 

4o.     Repair   Parts   2,000.00 

7.     Properties. 

72.     Equipment   5,500.00 

Total:   Electrical  Department $73,791.25 

DEPARTMENT:    Public   Safety 
ORGANIZATION  UNIT :  Weights  and  Measures 
WEIGHTS  AND  MEASURES  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Chief  Inspector  at  $1,800.00     $1,800.00 

5     Deputy  Inspectors  at  1,320.00       6,600.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation  25.00 

24.  Printing  and  Advertising  125.00 

25.  Repairs 110.00 

3.  Supplies. 

33.     Garage  and  Motor 500.00 

36.     Office   Supplies   50.00 

38.     General  Supplies  275.00 

4.  Materials. 

45.  Repair   Parts 100.00 

5.  Current  Charges. 

55.     Subscriptions    and    Dues    5.00 

7.     Properties. 

72.     Equipment 150.00 

Total:  Weights  and  Measures $9,740.00 
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DEPARTMENT:  Board  of  Safety 
ORGANIZATION  UNIT:  City  Dog  Pound 
CITY  DOG  POUND: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Pound   Keeper   at   $1,120.00  $1,120.00 

1     Deputy  Pound  Keeper  at  1,020.00  1,020.00 

2.  Services- — -Contractual. 

21.  Communication    and    Transportation 60.00 

22.  Heat,  Light,  Power  and  Water  50.00 

25.     Repairs .....  20.00 

3.  Supplies. 

32.  Fuel  and  Ice  . ,...,..«.„ „  150.00 

33.  Garage  and   Motors  , . 200.00 

34.  Institutional    and    Medical    . 200.00 

36.     Office   Supplies   ,. 20.00 

38.     General  Supplies  200.00 

4.  Materials. 

41.     Building  ...... 75.00 

45.     Repair   Parts 25.00 

5.  Current   Charges. 

54.     Rents 360.00 

Total:    City  Dog  Pound $3,500.00 

DEPARTMENT:    Public  Safety 
ORGANIZATION  UNIT :  Building  Department 
BUILDING  DEPARTMENT: 

1.  Services — Personal. 

11.     Salaries  and  Wages,  regular. 

1     Building  Commissioner  at $3,600.00  $3,600.00 

1     Asst.  Building  Commissioner  at  3,300.00  3,300.00 

1     Plan   Examiner   at   2,700.00  2,700.00 

1     Chief  Inspector  at 2,500.00  2,500.00 

1     Chief  Clerk  at  2,100.00  2,100.00 

1     Asst.  Clerk  at 1,950.00  1,950.00 

1     Second   Asst.    Clerk   at 1,800.00  1,800.00 

1     Bookkeeper   at  1,800.00  1,800.00 

1     Stenographer   at 1,200.00  1,200.00 

5     Building   Inspectors   at   2,000.00  10,000.00 

1     Chief  Smoke  Inspector  at  3,000.00  3,000.00 

1     Asst.  Chief  Smoke  Inspector  at  2,400.00  2,400.00 

1     Elevator    Inspector    at    2,400.00  2,400.00 

Board  of  Electrical  Examiners. 

1     Chairman  at 60.00  60.00 

3     Members  at  60.00  180.00 

1  t  Secretary  at  240.00  240.00 

2.  Services — Contractual. 

21.     Communication  and  Transportation 50.00 

24.  Printing  and  Advertising 1,025.00 

25.  Repairs  . 75.00 

3.  Supplies. 

36.     Office  800.00 

Total:  Building  Department  , , $41,180.00 
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ORGANIZATION  UNIT:  East  Market 
EAST  MARKET: 

1.  Services — Personal. 

11.     Salaries  and   Wages,  regular— Extra   $    250.00 

1     Market    Master  &  Cus.  Tom.    Hall $2,000.00     $2,000.00 

1  Asst.   Market  Master  1,500.00       1,500.00 

2  Watchmen   900.00       1,800.00 

6     Janitors   980.00       8,760.00 

1     Extra    Janitor    120.00  120.00 

1     Matron 240.00  240.00 

2.  Services — Contractual. 

82.     Heat,  Light,  Power  and  Water  $2,300.00 

25.  Repairs    25.00 

26.  Other  Contractual 30.00 

3.  Supplies. 

32.  Fuel  and  Ice  30.00 

33.  Garage  and  Motor  1 5.00 

34.  Institutional  and  Medical  165.00 

36.     Office  Supplies  75.00 

38.     General  Supplies  235.00 

4.  Materials. 

41.     Building    120.00 

7.     Properties. 

72.     Equipment  15.00 

Total:   East  Market  $14,670.00 

Grand  Total  for  Entire  Budget  as  set  out  above $4,331,354.00 

Section  2.     All  General,   Special,  Appropriation  and  other  ordi- 
nances in  conflict  in  any  manner  are  herewith  repealed.     This  section 
shall  not  be  in  force  and  effect  until  on  and  after  January  1st,  1926. 
Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES. 
By  the  Mayor: 

GENERAL  ORDINANCE  NO.  72,  1925. 
AN  ORDINANC  fixing  and  establishing  the  annual  rates  of  taxation 
and  tax  levies  for  the  year  1925  for  the  City  of  Indianapolis  for 
each  fund  for  which  a  separate  tax  levy  is  authorized  by  law  to 
be  collected  and  expended  in  the  year  1926,  and  fixing  a  time 
when  th's  ordinance  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  is  hereby  levied  and  assessed  upon 
all  real  estate  and  improvements  and  all  personal  property  of  what- 
soever description,  notes,  bonds,  stocks,  choses  in  action  of  every 
kind  and  character  in  the  City  of  Indianapolis,  Indiana,  as  assessed 
and  returned  for  taxation  in  said  city  for  the  year  1925,  and  a  tax 
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of  Ffty-seven  and  one-half  cents  ($.575)  for  General  Purposes  on 
each  Ore  Hundred  ($100)  Dollars  valuat  on  of  such  taxable  prop- 
erty; also  Fifty  Cents  ($.50)  on  each  poll  for  General  Purposes;  also 
a  tax  levy  of  Five  Cents  ($.05)  for  the  City  Sinking  Fund  upon  each 
Cne  Hundred  ($100)  Dollars  valuation  of  such  taxable  property; 
also  a  tax  levy  of  Five  Mills  ($.005)  for  the  Police  Pension  Fund 
upon  each  One  Hundred  ($100)  Dollars  valuation  of  such  taxable 
property;  also  a  tax  levy  of  Five  Mills  ($.005)  for  the  Firemen  Pen- 
sion Fund  upon  each  One  Hundred  ($100)  Dollars  valuation  of  such 
taxable  property;  also  a  tax  levy  of  One  Cent  ($.01)  for  School  Health 
Fund  upon  each  One  Hundred  ($100)  Dollars  valuation  of  such  tax- 
able property;  also  a  tax  levy  of  Eight  Cents  ($.08)  for  Park  Gen- 
eral Fund  upon  each  One  Hundred  ($100)  Dollars  valuation  of  such 
taxable  property;  also  a  tax  levy  of  One  Cent  Five  Mills  ($.015)  for 
Recreation  Fund  upon  each  One  Hundred  ($100)  Dollars  valuation 
of  such  taxable  property;  also  a  tax  levy  of  Two  Cents  ($.02)  for 
Track  Elevation  Fund  upon  each  One  Hundred  ($100)  Dollars  valua- 
t'on  of  such  taxable  property;  also  a  tax  levy  of  Five  Mills  ($.005) 
for  Tuberculosis  Fund  upon  each  One  Hundred  $(100)  Dollars  valua- 
tion of  such  taxable  property;  also  a  tax  levy  of  Five  Cents  Five  Mills 
($.055)  for  Sanitation  Maintenance  Fund  upon  each  One  Hundred 
($100)  Dollars  valuation  of  such  taxable  property;  also  a  tax  levy 
of  Five  Three-quarter  ($.0575).  Cents  for  Park  District  Bond  Fund 
Upon  each  One  Hundred  ($100)  Dollars  valuation  of  such  taxable 
property;  also  a  tax  levy  of  Four  Cents  ($.04)  for  Sanitation  Bond 
Fund  upon  each  One  Hundred  ($100)  Dollars  valuation  of  such  tax- 
able property;  also  a  tax  levy  of  Nine  Cents  ($0.9)  for  the  Board  of 
Health  Fund  upon  each  One  Hundred  ($100)  Dollars  valuation  of  such 
taxable  property;  also  a  tax  levy  of  One  Cent  Five  Mills  ($.015)  for 
the  World  War  Memorial  Bond  Fund  upon  each  One  Hundred  ($100) 
Dollars  valuation  of  such  taxable  property;  also  a  tax  levy  of  Five 
Mills  ($.005)  for  the  Thoroughfare  Plan  Fund  upon  each  One  Hun- 
dred ($100)  Dollars  valuation  of  such  taxable  property;  also  a  tax 
levy  of  Twe  Cents  ($.02),  for  Street  Resurfacing  Fund  upon  each 
One  Hundred  ($100)  Dollars  valuation  of  such  taxable  property; 
also  a  tax  levy  of  One  Cent  Five  Mills  ($.015)  for  the  Flood  Preven- 
ts'on  Fund  upon  each  One  Hundred,  ($100)  Dollars  valuation  of  such 
taxable  property;  all  of  which  levies  are  duly  authorized  by  specified 
laws. 

Sect'on  2.  That  the  Auditor  of  Marion  County,  Indiana,  be  and  is 
hereby  ordered  and  directed  to  place  all  such  tax  levies  upon  the 
property  tax  duplicates  and  the  County  Treasurer  of  such  county  ex- 
officio  City  Treasurer  be  and  is  hereby  ordered  and  directed  to  collect 
same  for  the  City  of  Indianapolis  and  each  of  said  departments  there- 
of, and  make  due  report  thereof,  as  provided  by  law. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 
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INTRODUCTION   OF   MISCELLANEOUS   BUSINESS. 

On  motion  of  Mr.  Ray,  President  Thompson  appointed 
the  following  committee  to  investigate  the  Department  of 
Public  Works:  Messrs.  Ray,  King  and  Bernd. 

President  Thompson  announced  that  a  public  hearing 
would  be  held  on  General  Ordinance  No.  72,  1925,  and  Ap- 
propriation Ordinance  No.  28,  1925,  in  the  Council  Cham- 
ber on  September  7,  1925,  at  7:00  oclock  p.  m. 

ORDINANCES  ON  SECOND  READING. 

Mr.  Wise  called  for  General  Ordinance  No.  46,  1925,  for 
second  reading.    It  was  read  a  second  time. 

By  Mr.  Wise: 

Mr.  President: 

I  move  that  General  Ordinance  No.  46,  1925,  be  amended  to  read 
as  follows: 

INTRODUCTORY 

During  the  early  part  of  1922  our  Hon.  Mayor,  Samuel  Lewis 
Shank,  appointed  a  committee  with  the  Commissioner  of  Bu'ldings 
as  Cha'rman  to  make  recommendations  for  the  codification  of  all  of 
the  Building  Ordinances  of  the  City  of  Indianapolis,  Indiana.  The 
Committee  met  four  or  five  times  and  made  conclusive  reports  to  the 
effect  as  follows: 

First.  That  the  present  building  code  was  so  written  that  it  was 
hard  to  understand,  difficult  to  enforce  and  ambiguous  in  many  of 
its  rules. 

Second.  That  a  rewriting  and  codification  of  the  subject  matter 
of  the  old  code  was  absolutely  necessary. 

Third.  That  all  of  the  latest  engineering  data  on  building  con- 
struct" on  should  be  used  as  near  as  possible  as  submitted  by  the 
Committee. 

Fourth.  That  the  protection  of  human  life  is  foremost  and 
strict  provisions  should  be  provided  for  exits  in  order  that  the  loss 
of  life  due  to  fires  and  panic  would  be  a  minimum. 

Fifth.  That  the  vast  wealth  of  property  is  second  in  importance 
only  to  the  protection  of  human  life  and  that  this  wealth  should  be 
protected  by  engineering  design  and  fire-resisting  construction  within 
reasonable  limits;  that  the  approximate  life  of  a  useful  building  is 
in  the  neighborhood  of  fifty  years;  that  the  construction  should  be 
ample  to  produce  a  building  suffic'ent  in  strength  and  so  protected 
aerainst  the  ravages  of  fire,  temperature  changes  and  water  that  the 
life  of  the  building  would  be  about  fifty  years,  and  would  not  be 
excessive  in  cost.     It  was  realized  by  the  Committee  that  our  floor 
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load  regulations  were  entirely  excessive  except  in  a  few  instances, 
that  the  depth  of  foundations  and  the  thickness  of  walls  was  in  many 
cases  unreasonable  and  that  these  factors  increased  the  cost  of  a 
building  unnecessarily. 

Therefore,  the  Committee  recommended  a  complete  rewriting  of 
the  code  and  codification  in  order  that  an  ordinance  would  be  produced 
which  would  be  sufficient,  workable,  and  easy  to  understand. 

The  task  of  rewriting  such  an  ordinance  and  buiding  code 
consulting  all  of  the  engineering  authority  and  reports  of  other  mu- 
nicipalities, the  Bureau  of  Standards  and  the  Engineering  Societies 
was  almost  an  unlimited  task;  however,  after  three  years  of  reading, 
writing  and  editing,  the  following  Code  is  submitted  with  the  hope 
that  the  same  is  a  step  forward  in  buliding  codes. 

Every  piece  of  data  available  has  been  studied  and  mention  is 
hereby  given  to  the  reports  of  the  Bureau  of  Standards,  The  Ameri- 
can Society  of  Mechanical  Engineers,  The  American  Society  of  Elec- 
trical Engineers,  The  National  Fire  Protection  Association,  The 
American  Society  of  Heating  and  Ventilating  Engineers,  The  Univer- 
sity of  Purdue,  The  University  of  Illinois,  The  Indiana  State  Building 
Council,  The  Indiana  Architects  Association,  The  Portland  Cement 
Association,  The  American  Institute  of  Steel  Construction,  and  the 
Engineering  Staff  of  the  Bureau  of  Buildings  of  Indianapolis. 
GENERAL  ORDINANCE  NO.  46,  1925. 

AN  ORDINANCE  creating  in  the  City  of  Indianapolis,  Indiana, 
the  office  of  the  Commissioner  of  Buildings  under  the  Department 
of  Public  Safety;  creating  certain  positions  under  the  Commissioner 
of  Buildings  sufficient  to  strictly  enforce  the  provisions  of  this  ordi- 
nance; defining  the  qualifications  of  such  positions;  fixing  the  salaries 
thereof;  providing  for  an  examination  of  applicants  for  certain  posi- 
tions; providing  for  an  Examining  Board  to  examine  all  applicants 
for  certain  positions,  defining  their  qualifications  and  duties;  pro- 
viding for  an  oath  of  office;  providing  for  a  building  code  of  construc- 
tion and  use;  consisting  of  divisions,  parts  and  sections  of  parts; 
requiring  permits,  permit  fees  and  reinspection  fees;  providing  for 
an  inspection  of  all  equipment  of  combustion;  providing  fire  preven- 
tion inspection,  providing  for  a  brand  and  date  on  cmcrete  blocks, 
defining  the  quality  of  aU  materials  used  in  building  Ox  structure  con- 
struction; regulating  all  matters  concerning,  affecting  ^r  pertaining 
to  the  location,  construction,  alteration,  covering,  repairs,  or  additions 
to,  remodeling,  removal,  ownership,  use  or  occupation  of  ad  buildings, 
parts  of  buildings  or  appurtenances  thereto  or  therein  and  structures 
of  every  nature  including  a  group  of  definitions;  also  regulating  the 
construction  and  use  of  all  improvements,  machinery,  equipment,  ele- 
vators, equipment  of  combustion,  fixtures,  advertising  displays,  electric 
wiring,  piping  of  all  descriptions,  and  all  appliances  and  appurte- 
nances used  in  connection  with  such  buildings,  parts  of  buildings  or 
structures,  installed  therein  or  thereon;  providing  for  the  closing, 
the  condemning  and  the  stopping  of  the  use  or  construction  thereof, 
the  razing  and  the  wreckage  of  the  same,  and  the  removal  of  the 
wreckage;  providing  for  fire  protection;  providing  for  the  use  of  the 
streets  during  building  construction,  and  the  regulation  of  storage 
of  petroleum  products,  explosives,  inflammable  materials  or  liquids 
used  or  stored  on  any  premises  within  said  City;  providing  for  the 
abatement  of  smoke,  declaring  smoke  a  nuisance  and  a  detriment 
to  public  health;  repealing  all  ordinances  and  parts  of  ordinances  in 
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conflict  herewith;  providing  a  penalty  for  the  violation  of  the  pro- 
visions thereof  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana;  That, 
SECTION  1— DEFINITIONS: 

Certain  words  in  this  ordinance  are  defined  for  the  purpose 
thereof  as  follows:  Words  used  in  the  present  tense  include  the  fu- 
ture:  words  in  the  masculine  gender  include  the  feminine  and  neuter: 
the  singular  number  includes  the  plural  and  the  plural  the  singular; 
the  word  "Person"  includes  a  corporation  or  partnership  as  well  as 
a  natural  person;  the  word  "Building"  includes  the  word  structure, 
article  or  device. 
ACCESSIBLE: 

Not  permanently  closed  in  by  the  structure  or  finish  of  the  build- 
ing.    (See  readily  accessible.) 
ACCESSORY  BUILDING: 

Any  building  or  structure  that  is  an  adjunct  to   or  is  used  vu 
conjunction  with   the   principal   building   on   any   premises    shall   be 
known  as  an  accessory  building;  including  outhouses. 
ADJUSTABLE  SPEED  MOTOR- 

One  in  which  tha  speed  can  be  varied  gradually  over  a  consider- 
able range,  but  when   once   adjusted  remains   practically  unaffected 
by  the  load,  such  as  shunt  motors  designed  for  a  variation  of  field 
strength. 
ADVERTISING  DISPLAY: 

Any  letter,  figure,  character,  mark,  point,  plane,  design,  picture, 
stroke,  stripe,  line  autograph,  trademark,  name  of  illuminating  device, 
which  shall  be  so  placed,  attached,  erected,  fastened,  or  manufactured 
in  any  manner  whatsoever,  so  that  the  same  is  used  for  the  attraction 
of  the  public  to  any  place,  subject,  person,  firm,  corporation,  article, 
mach;ne,  play,  show,  vaudeville,  public  performance  or  merchandise 
whatsoever  for  gain  or  profit. 

ALLEY: 

Any  public  thoroughfare  which  does  not  exceed  fifteen  (15)  feet 
in  width  between  property  lines  shall  be  considered  an  alley. 

ALTERATIONS: 

Any  change,  addition  or  modification  in  construction  or  grade  of 
occupancy. 

AMUSEMENT  HALL: 

Same  as  Public  Assembly. 

APARTMENT: 

One  or  more  rooms  occupied,  or  suitable  to  be  occupied,  oi 
intended  to  be  occupied  as  a  residence  for  one  (1)  family.  A  family 
may  consist  of  two  (2)  or  more  persons. 

APARTMENT  HOUSE: 

Same  as  tenement  house. 

APPENDAGES: 

Dormer  windows,  porches,  cornices,  mouldings,  bay  or  oriel  win- 
dows, balconies,  flagpoles,  cupolas,  domes,  canopies,  towers,  spires, 
monitors,  ventilators,  or  any  other  accessory  projecting  from  a  bald- 
ing and  a  part  thereof. 
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APPROVED: 

A  device,  material  or  construction  which  has  been  approved  by 
the  Commissioner  of  Buildings  as  a  result  of  tests  or  investigations 
made  under  his  direction;  or  approval  issued  by  him  upon  satisfac- 
tory evidence  of  competent  and  impartial  tests  or  investigations  con- 
ducted by  others. 
APPURTENANCES  TO  A  BUILDING: 

Any    appendage,    article,    device,    mechanism,    awning,    elevator, 
partition,  wiring,  piping,  plumbing,  radiator  or   any  other  part  or 
thing  attached  or  constructed  to,  into  or  onto  any  building  or  struc- 
ture and  not  a  structural  part  of  the  building  as  a  whole. 
AREA  OF  A  BUILDING: 

The   area   of  the   horizontal   cross   section   at   the   ground   level 
measured  to  the  center  of  party  walls  or  fire  walls,  and  to  the  outside 
of  other  walls. 
ARE  AW  AY: 

An  open  sub-surface  or  sub-grade  space  adjacent  to  a  building 
for  lighting  or  ventilation  of  cellars  or  basements. 
ARTIFICIAL  LUMBER: 

A  manufactured  product  approved  for  use  as  a  substitute  for  a 
lumber;  may  be  combustible  or  incombustible. 
ASH  PIT: 

That  space  underneath  the  grates  for  the  reception  of  refuse 
from  the  grates. 

ASSEMBLY  HALL: 

Any  hall  or  room  capable  of  seating  one  hundred  (100)  or  more 
persons. 

ATTIC  STORY: 

A  story  situated  wholly  or  partly  in  the  roof. 

AUTOMATIC  FIRE  DOOR: 

(a)  A  door  which  closes  automatically  by  means  of  a  device 
operated  by  heat. 

(b)  A  door  which  closes  automatically  as  the  elevator  leaves 
the  floor  level. 

BASEMENT: 

A  space  designed  to  be  used  under  any  building  the  finished 
ceiling  of  which  is  at  least  nine  (9)  feet  above  the  finished  floor 
thereof  and  is  partly,  but  not  more  than  five  (5)  feet  above  the  level 
of  the  curb  or  established  grade.  No  family  shall  sleep  in  any 
basement  unless  the  ceiling  is  at  least  four  and  one-half  (4%)  feet 
above  the  established  grade. 

BEARING  WALL: 

A  wall  which  supports  any  load  other  than  its  own  weight. 

BAY  WINDOW: 

A  rectangular,  curved  or  polygonal  window  which  projects  from 
the  remainder  of  the  enclosing  wall. 

BILLBOARDS: 

Any  article,  device,  box,  wall,  bridge,  pole,  building,  fence,  shed 
or  structure  which  shall  have  attached  thereto  any  temporary  or 
permanent  advertising  display  of  any  area  whatsoever  which  adver- 
tising display  shall  be  attached  thereto  by  any  pasting  process. 
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BOARDING  HOUSE: 

Any   building   or   structure   within   whose   walls   any    person   or 
persons  sell  or  offer  for  sale  to  the  public,  meals  by  the  day  or  by  the 
week. 
BOILER  FLUE: 

That  passageway,  over    four    (4)     inches  in  internal  diameter, 
which  carries  the  heated  gases  from  the  combustion  chamber  through 
the  boiler  to  the  smoke  flue  in  a  fire  tube  boiler;  or  carries  the  water 
to  b2  heated  in  a  water  tube  boiler. 
BOILER,  LOW  PRESSURE: 

A  boiler  designed  to  carry  not  more  than  fifteen   (15)   pounds 
gauge  pressure. 
BOILER  TUBE: 

That  passageway  not  over  four  (4)  inches  in  internal  diameter, 
which  carries  the  heated  gases  from  the  combustion  chamber  through 
the  bo  ler  to  the  smoke  flue  in  a  fire  tube  boiler;  or  carries  water  to 
be  heated  in  a  water  tube  boiler. 
BRANCH  CIRCUIT: 

That  portion  of  the  wiring  system   extending  beyond  the   final 
set  of  fuses  or  circuit  breakers  protecting  it,  and  at  points  on  which 
current  is  taken  to  supply  fixtures,  lamps,  heaters,  motors  and  current 
consuming  devices  generally. 
BREECHING: 

A  passageway  which  conducts  the  heated  gases  and  products  of 
combustion  from  the  boiler  to  the  flue. 
BULKHEAD  OR  PENTHOUSE: 

A  structure  erected  on  the  roof  of  a  building  for  the  purpose  of 
enclosing  stairways  to  the  roof,  elevator  machinery,  water  tanks,  venti- 
lating apparatus,  exhaust  chambers  or  other  building  equipment 
machinery  or  janitor  quarters.  When  used  only  for  the  above  men- 
tioned purposes,  such  structures  need  not  be  considered  in  deter- 
mining the  height  of  the  building. 

BUILDING: 

Any  structure  erected  by  art  and  fixed  upon  or  in  the  soil,  com- 
posed cf  several  pieces  and  designed  for  use  in  the  position  in 
which   so  fixed. 

BUILDING  LINE: 

A  line  formed  by  the  intersection  of  the  outer  plane  of  the  en- 
closing walls  of  a  building  and  the  surface  of  the  ground. 

CABINET— ELECTRIC : 

An  enclosure  designed  either  for  surface  or  flush  mounting,  and 
provided  with  a  frame,  matt  or  trim,  in  which  swinging  doors  are 
lung.     (See  cutout  box.) 

CABLE— ELECTRIC: 

A  stranded  conductor  (single-conductor  cable)  or  a  combina- 
tion of  conductors  insulated  from  one  another  (Multiple-conducted 
cable). 

CAR   DOOR   OR   GATE— ELEVATOR: 
A  door  or  gate  in  the  elevator  car. 

CAR  GATE  ELECTRIC  CONTACT— ELEVATOR: 

An  electrical  device  the  purpose  of  which  isi  to  prevent  the  nor- 
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mal  operations  of  the  car,  except  by  the  use  of  a  car  leveling  device, 
or  master  emergency  switch,  unless  the  car  is  in  the  closed  position. 
CAR    LEVELING    DEVICE,    AUTOMATIC— ELEVATOR: 

An  apparatus  the  purpose  of  which  is  to  move  the  car  automat- 
ically toward  the  landing  level  from  either  direction  and  to  maintain 
the  car  platform  at  the  landing  during  loading  or  unloading. 
CAR  LEVELING  DEVICE,  NON-AUTOMATIC— ELEVATOR: 

An  apparatus  the  purpose  of  which  is  to  adjust  the  car  toward 
the  landing  level  from  either  direction  during  loading  or  unloading. 
A   leveling   device,   however,   may   also   be   used   for   the   emergency 
operation  of  the  car. 
CAR  SLING— ELEVATOR:- 

The  supporting  frame  to  which  the  car  platform,  upper  and 
lower  sets  of  guide  shoes  and  the  hoisting  cables  are  usually  attached. 
CELLAR: 

A    space   designed   to   be   used   under   any   building   the   ceiling 
of  which   is   not  over  five    (5)    feet   above   the   curb  or  established 
grade  or  the  ceiling  of  which  is  less  than  nine    (9)   feet  above  the 
floor  thereof.     No  family  shall  sleep  in  any  cellar. 
CEMENT   MORTAR: 

See   Mortar. 
CEMENT  PLASTER: 

A  plaster  composed  of  one  (1)  part  Portland  Cement,  not  more 
than  three  (3)  parts  sand,  and  tempered  when  necessary  by  not 
more  than  twenty-five  (25)  per  cent  by  volume  of  hydrated  lime 
and  combined  with  hair  or  other  binder  when  necessary. 

CEMENT-TEMPERED  PLASTER: 

A  lime  plaster  tempered  with  not  less  than  twenty  (20)  per 
cent  of  Portland   Cement. 

CHIMNEY  MOUTH: 

That  opening  of  a  chimney  into  the  atmosphere  the  greatest 
distance   above   the   grade   line. 

CHURCH: 

Any  building  or  structure  or  part  thereof  designed  and  used 
and  dedicated  for  religious  services  and  the  worship  of  God.  A 
community  house  is  not  a  church. 

CLEARANCE— ELEVATOR : 

The  vertical  distance  which  an  elevator  car  and  sling  can  travel 
above  the  limits  of  the  top  overtravel  without  striking  any  part 
of  the  overhead  structure.  Clearance  at  the  bottom  of  the  hoistway 
is  the  vertical  distance  between  any  obstruction  in  the  hoistway 
extension  below  the  bottom  terminal  landing  and  the  lowest  point 
on  the  understructure  of  the  car  sling,  exclusive  of  the  safeties,  guide 
brackets  or  shoes  when  the  car  is  resting  on  the  bumpers  or  buffers 
when  fully  compressed.  Clearance  on  the  sides  of  the  hoistway  is 
the  horizontal  distance  between  any  point  of  the  elevator  car  ex- 
clusive of  the  car  sling  or  suspension  frame,  and  the  hoistway  en- 
closure or  any  projection  into  the  hoistway. 

COMMISSIONER  OF  BUILDINGS: 

Where  the  phrase  Commissioner  of  Buildings  is  used  in  this 
Code  it  shall  also  include  any  of  the  authorized  assistants  of  the 
Commissioner    of    Buildings,    except    the    authorized    assistant    shall 
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not   be    permitted    to    exercise    discretionary    power    vested    by    this 
ordinance  in  the  Commissioner  of  Buildings. 
COMMUNITY    HOUSE: 

An    assembly    hall    used    for    bazaars,    athletics    and    various 
meetings,  the  purpose  of  which  is  to  serve  the  general  community 
interest.     Such  an  assembly  hall  may  or  may  not  have  fixed  seats. 
Such  building  may  be  used  at  times  for  religious  services. 
COMPLETE   COMBUSTION: 

That  combustion  in  which  all  carbon  and  hydrogen  entering  into 
the  process  are  burned  to  carbon  dioxide  and  water. 
CONCEALED: 

Rendered    permanently    inaccessible    by   the    structure    or    finish 
of  the  building. 
CONCRETE— DRY: 

"Dry  concrete"  is  concrete  that  contains  a  minimum  percentage 
of  water  and  must  be  tamped  or  rammed  into  a  form  in  order  to 
produce  the  proper  shape. 
CONCRETE  BLOCK: 

Any  mixture  of  Portland  cement,  water,  grit  and  broken  stone 
or  sand  and  gravel  or  combination  thereof  or  other  approved  mate- 
rials formed  or  cast  into   a  definite  shape  with  hollow  spaces  and 
designed  to  be  laid  in  mortar  in  any  structure  or  building. 
CONCRETE   BLOCK— DRY: 

Any  concrete  block  made  by  hand  or  machine  which  will  hold 
its  physical  shape  upon  removal  of  the  forms,  which  forms  are  re- 
moved within  a  few  minutes  after  the  tamping  or  ramming  is  com- 
pleted. 
CONCRETE  BLOCK— WET: 

Any  concrete  block  made  by  hand   or  machine  which  will   not 
hold  its  physical  shape  upon  removal  of  the  forms,  if  the  forms  are 
removed  within  a  few  minutes  after  the  forming  is  completed. 
CONDUCTOR— ELECTRIC : 

A  wire  or  cable  suitable  for  carrying  an  electric  current. 
COURT: 

An  open  unoccupied  space,  other  than  a  yard,  on  the  same  lot 
with  a  building.  A  court  not  extending  to  the  street  or  yard  is  an 
inner  court.  A  court  extending  to  the  street  or  yard  is  an  outer 
court.  The  bottom  of  a  court  in  all  buildings  except  an  apartment 
house  may  be  above  the  grade  line. 
CURB: 

The  curb  level  or  established  grade  at  the  center  of  the  prin- 
cipal front  of  the  building,  fronting  on  one  (1)  street,  or  in  the 
case  of  a  building  fronting  on  two  (2)  or  more  streets,  the  curb  level 
at  the  center  of  the  front  facing  on  the  highest  curb  shall  be  taken, 
unless  the  highest  curb  is  more  than  ten  (10)  feet  higher  than  the 
lowest  curb,  in  which  case  the  average  level  of  the  two  (2)  curbs 
shall  be  taken. 
CURTAIN  WALL: 

Non-bearing  wall  between  columns  or  piers,  which  is  not  sup- 
ported by  beams  or  girders  at  each  story. 
CUTOUT  BOXES— ELECTRIC: 

An  enclosure  designed  for  surface  mounting  and  having  swing- 
ing doors  or  covers  secured  directly  to  and  telescoping  with  the  walls 
of  the  box  proper.      (See  Cabinet.) 
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DANCE    HALL: 

A  public  assembly  hall  without  fixed  seats. 

DEFLECTING  ARCH: 

An  arrangement  or  parts  within  the  furnace  or  combustion 
chamber  designed  for  the  purpose  of  preventing  the  gases  from  the 
fire  box  from  striking  the  boiler  before  combustion  is  complete, 

DEPTH  OF  A  LOT: 

The  distance  from  the  property  line  of  the  street,  back  and  to 
the  property  line  of  the  alley,  corporation  or  utility  right  of  way, 
or  the  distance  back  from  the  property  line  of  the  street  to  the  next 
inside  property  line.  The  depth  of  a  lot  for  corner  lots  shall  be 
taken  as  the  distance  measured  from  the  property  line  of  the  street 
on  the  short  dimension  of  the  lot  to  the  next  inside  property  line, 
alley  or  utility  right  of  way. 

DISCONNECTING    SWITCH— ELECTRIC: 

A  switch  which  is  intended  to  open  a  circuit  only  after  the 
load  has  been  thrown  off  by  some  other  means. 

niVISION    WALL: 

Any  interior  load  bearing  wall  in  a  building. 

DOUBLE  DUPLEX  DWELLING: 

Any  building  designed  and  used  as  the  home  or  residence  of 
four  (4)  families  living  separately  from  each  other,  with  no  halls, 
porches  or  stairways  in  common.  Two  duplexes  separated  with  a 
party  wall  which  may  not  extend  through  the  roof. 

DOUBLE    DWELLING: 

Two  (2)  dwellings  placed  under  one  (1)  roof  and  divided  from 
each  other  by  a  party  wall  which  may  or  may  not  extend  through  the 
roof,  and  occupied  as  the  home  or  residence  of  two  (2)  families  living 
separately  from  each  other  with  no  parts  of  the  building  or  porches 
in  common.     Each  family  may  live  in  one   (1)   or  more  stories. 

DOUBLE   HOUSES: 

Same  as  double  dwelling. 

DRAFT: 

That  unbalanced  pressure  which  causes  the  movement  of  gases. 

DRY   CLEANING: 

Any  building  structure  or  part  thereof  used  for  the  cleaning' 
of  materials  where  inflammable  liquids  are  employed  in  the  cleansing 
process. 

DUMB  WAITER: 

Hoisting  and  lowering  mechanism  equipped  with  a  car,  the 
floor  area  of  which  does  not  exceed  nine  (9)  square  feet,  whose  com- 
partment height  does  not  exceed  four  (4)  feet,  the  capacity  of  which 
does  not  exceed  five  hundred  (500)  pounds  and  which  is  used  ex- 
clusively for  carrying  small  packages  and  freight.  May  be  either 
a  power  or  hand  machine. 

DUPLEX  DWELLING: 

Any  building  designed  as  and  used  for  the  home  of  two  (2) 
families  living  separate  from  each  other  with  no  porches,  halls  or 
entrances  in  common,  with  one  (1)  family  living  within  the  first 
story  and  the  other  family  living  within  the  second  story. 
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DUSTPROOF: 

So  constructed  or  protected  that  an  accummulation  of  dust  will 
not  interfere  with  its  successful  operation. 
DUST  TIGHT: 

So  constructed  that  dust  will  not  enter. 
DWELLING: 

(a)  A  residence  building  designed  for  or  used  as  the  home  or 
residence  of  not  more  than  one    (1)    family. 

(b)  Any  building  which  houses  one    (1),  two    (2),  three    (3) 
or   four    (4)    families    living   separately   from   each    other    with    no 
yard,  halls  or  porches  in  common  shall  be  considered  a  dwelling. 
ELEVATOR: 

A  hoisting  and  lowering  mechanism  equipped  with  a  car  or  plat- 
form which  moves  in  guides  in  a  substantially  vertical  direction. 
This  includes  dumb  waiters,  escalators  and  all  other  such  devices. 

ELEVATOR,    AUTOMATIC    BUTTON-CONTROL: 

An  elevator  the  operation  of  which  is  controlled  by  buttons  in 
such  a  manner  that  all  landing  stops  are  automatic. 

ELEVATOR— CAR  OR  PLATFORM: 

The  load  carrying  unit  including  its  supporting  and  guiding 
frame  and  enclosure. 

ELEVATOR,  DOUBLE  BELTED: 

An  elevator  in  which  the  machine  is  connected  to  a  separate 
source  of  power,  such  as  shafting,  by  two  (2)  belts  or  similar  means 
and  in  which  the  directions  of  motion  is  changed  without  reversal 
of  the  prime  mover. 

ELEVATOR— ELECTRIC : 

An  elevator  in  which  the  motion  of  the  car  is  obtained  by 
power  from  an  electric  motor  directly  applied  to  the  elevator  ma- 
chinery. 

ELEVATOR— FREIGHT : 

An  elevator  used  for  carrying  freight,  on  which  the  operator  and 
the  persons  necessary  only  for  loading  and  unloading  are  permitted 
to  ride. 

ELEVATOR— GRAVITY : 

An  elevator  which  is  operated  by  hand  or  gravity  and  which 
is  used  for  the  lowering  of  freight  by  gravity. 

ELEVATOR— HAND: 

An  elevator  which  is  operated  by  hand  or  gravity  and  which 
has  no  other  power   attached. 

ELEVATOR— HYDRAULIC  ELEVATOR: 

An  elevator  in  which  the  motion  of  the  car  is  obtained  by  liquid 
under  pressure. 

ELEVATOR— MACHINE : 

The  machinery  and  its  equipment  used  in  lowering  and  raising 
the  elevator  car  or  platform. 

ELEVATOR— PASSENGER : 

An  elevator  on  which  passengers  including  employees  other  than 
those  specified  in  the  definition  of  freight  elevator,  are  permitted  to 
ride. 
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ELEVATOR— PLATFORM : 

An  elevator  the  platform  of  which  is  suspended  or  supported  at 
one  (1)  or  more  points  at  or  below  the  platform  level. 
ELEVATOR— POWER : 

An  elevator  in  which  the  motion  of  the  car  is  obtained  by  ap- 
plying energy  other  than  hand  or  gravity. 
ELEVATOR— SIDEWALK : 

A  freight  elevator  of  the  platform  type  the  hatch  opening  of 
which  is  located  either  partially  or  wholly  outside  the  building. 
ELEVATOR— SINGLE  BELTED: 

An  elevator  in  which  the  machine  is  connected  to  a  reversible 
motor,  engine  or  turbine  by  a  belt  or  other  similar  means. 
ELEVATOR— STEAM : 

An  elevator  in  which  the  motion  of  the  car  is  obtained  by  a 
steam  engine  directly  applied  to  the   elevator  machinery. 
EMERGENCY  RELEASE: 

A  device  the  purpose  of  which  is  to  make  inoperative  electric 
contacts  or  hoistway-door  interlocks  in  case  of  emergency.    A  Master 
Switch. 
ENCLOSED— ELECTRIC : 

Surrounded  by  a  case  which  will  prevent  accidental  contact  of  a 
person  with   live   parts. 
ENCLOSURE— INCLOSURE : 

Confined  with  four    (4)    fire  walls  or  other  approved  walls. 
ENCLOSURE  WALL: 

See  panel  wall,  curtain  wall. 

ESCALATOR: 

A    moving   inclined    continuous    stairway    or    runway    used    for 
raising  or  lowering  of  passengers. 
EXISTING  BUILDING: 

A  completed  building  or  structure  or  one   (1)   for  which  a  per- 
mit has  been  issued  previous  to  the  date  on  which  this  Code  goes 
into  effect. 
EXTERIOR  WALL: 

Any  outside  wall  or  vertical  enclosure  of  a  building  other 
than  a  party  or  division  wall. 

NOTE — Sidewalk  elevators  having  a  travel  exceeding  thirty 
(30)  feet  shall  conform  to  the  requirements  of  power  freight  ele- 
vators. 

FACTORY: 

A  building  or  portion  thereof,  designed  or  used  to  manufacture 
or  assemble  goods,  wares  or  merchandise,  the  work  being  performed 
wholly,  or  principally  by  machinery. 

FACTORY  YARD: 

A  plot  containing  an  assemblage  of  buildings  served  by  an 
isolated  plant,  or  by  a  sub-station,  or  by  a  master  service  and  per- 
mitting access  from  building  to  building  within  the  yard. 

FAMILY: 

Two  or  more  persons  living  together  shall  be  defined  as  a  family. 

FILMS: 

See  Moving  Picture  Films. 
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FILM— HIGHLY   INFLAMMABLE: 

Any  Nitro-Cellulose  compound  of  cotton  dissolved  in  nitric  acid, 
or  any  highly  inflammable  motion  picture  film. 
FILM— SLOW  BURNING: 

Any  Acetate-Cellulose   compound   consisting  of   cotton   dissolved 
in  acetic  acid  or  any  film  with  slow  burning  qualities. 
FIRE   BOX: 

A   vessel   which   contains   the   fire. 
FIRE  DOOR: 

A  door,  frame  and  sill  which  will  successfully  resist  a  fire  one 
(1)   hour  and  has  been  approved. 
FIRE  EXIT  PARTITION: 

A  sub-dividing  partition  built  for  the  purpose  of  protecting  life 
by  providing  an  area  of  refuge. 
FIRE   PLACE: 

An  opening  in   a  chimney  of   sufficient   size  to  receive  heating 
devices  or  to  permit  the  combustion  of  fuel. 
FIRE   PROOF— FIRE-RESISTIVE: 

As  used  in  this  Code,  except  as  elsewhere  prescribed  by  tests 
for  particular  types  of  construction,  refers  to  materials  or  construc- 
tion not  combustible  in  the  temperatures  of  ordinary  fires  and  which 
will  withstand  such  fires  without  serious  impairment  of  their  use- 
fulness for  at  least  one  (1)  hour. 
FIRE  RESISTING: 

Same  as  fire  proof. 
FIRE  SHUTTER: 

A  shutter  which  will  successfully  resist  a  fire  for  one   (1)   hour 
and  has  been  approved. 
FIRE   TUBE  BOILER: 

A  device  for  transferring  heat  through  a  vessel  the  outside  of 
which  is  in  contact  with  water  or  its  products. 
FIRE  WALL: 

A  wall  built  for  the  purpose  of  restricting  the  area  subject  to 
the   spread  of  fire. 
FIRE  WINDOW: 

A  window  frame  sash,  and  glazing  which  will  successfully  resist 
a  fire  for  one  (1)  hour  and  has  been  approved.  No  single  pane  in  a 
fire  window  shall  exceed  seven  hundred  and  twenty  (720)  sq.  inches. 
FIXED  SEATS: 

Seats  permanently  fastened  to  the  floor. 
FLUE: 

That  passageway  which  conducts  the  heated  gases  from  the 
breeching  through  the  structural  parts  of  a  building  and  the  chim- 
ney or  stack.  In  cases  where  a  large  chimney  or  stack  is  an  integral 
structure,  the  breeching  may  be  continued  from  the  boiler  through 
the  walls  of  the  building  housing  the  boiler  td  the  chimney  or  stack. 
FOOTING: 

The  part  of  a  foundation  adjacent  to  the  earth  which  transmits 
the   structural   loads  to  the   same. 
FOUNDATION: 

That  portion  of  a  wall  below  the  level  of  the  street  curb,  or 
established   grade.     That  portion  of  a  wall  below  the  level  of  the 
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bottom  of  the  first  tier  of  floor  beams  or  joists.    That  portion  below 
a  column  or  columns  which  transfers  the   structural   loads  to   the 
footing  or  footings. 
FOUNDATION  WALL  OF  PIER: 

Any  wall  or  pier  built  below  the  curb  level  or  below  the  tier  of 
joists  or  beams  nearest  to  that  level. 
FULL-AUTOMATIC   DOOR   OR   GATE— ELEVATOR: 

A  door  or  gate  which  is  opened  and  closed   automatically,  di- 
rectly or  indirectly,  by  the  motion  of  the  elevator  car. 
FULL  EXTENSION  FURNACE: 

Is  a  furnace  built  entirely  in  front  of  the  boiler  setting. 
FURNACE  SPACE: 

That  space  between  the  grates  and  the  boiler  shell  or  the  fur- 
nace arch. 

FURNACE,  WARM  AIR  FURNACE  OR  HEATING  PLANT: 

Warm  air  furnace  heating  plants,  to  which  this  Code  refers,  shall 
consist  of  one  or  more  warm  air  furnaces,  enclosed  within  casings, 
together  with  the  necessary  appurtenances  thereto,  consisting  of 
warm  air  pipes  and  fittings,  cold  air  or  circulating  pipes,  boxes  and 
fittings,  smoke  pipes  and  fittings,  registers,  borders  and  face  plates; 
the  same  being  intended  for  heating  buildings  in  which  they  may 
be  installed. 

GARAGE: 

(a)  That  portion  of  a  structure  in  which  a  motor  vehicle  con- 
taining volatile  inflammable  liquid  in  its  fuel  storage  tank  is  stored, 
housed  or  kept. 

(b)  All  that  portion  of  such  structure  that  is  on,  above  or 
below  the  space  mentioned  in  (a),  which  is  not  separated  therefrom 
by  tight  unpierced  fire-walls  and  fire  proof  floors,  or  other  approved 
fire  retardents. 

GARAGE— PRIVATE : 

Any  building  or  structure  intended  to  be  occupied  between  fire 
or  division  walls  in  whole  or  in  part  as  a  shelter  for  one  (1),  two 
(2),  three  (3)  or  four  (4)  motor  vehicles  whose  tanks  contain  in- 
flammable liquid. 

GARAGE— PUBLIC: 

(a)  A  building  or  structure  in  which  are  housed  for  rent,  care, 
demonstration,  storage,  sales  and  repairing  for  profit,  motor  vehicles 
or  other  wheeled  machines  which  contain  inflammable  liquid  tanks  for 
fuel  or  power;  also  any  building  or  room  used  for  the  dismantling 
of  motor  vehicles  for  profit  where  inflammable  liquid  is  used  for 
cleaning  of  parts  of  such  motor  vehicles;  also  all  parts  of  such  build- 
ings and  all  adjoining  structures,  or  buildings  not  cut  off  from  the 
part  used  for  aforesaid  purposes  by  an  unpierced  fire  wall. 

(b)  Any  building  or  structure  divided  into  more  than  four  (4) 
compartments  or  housing  more  than  four  (4)  automobiles  between 
firewalls  for  the  purpose  of  renting  or  using  such  compartment  for 
the  shelter  of  motor  vehicles,  which  vehicles  contain  inflammable 
liquid   tanks. 

(c)  Any  building  or  structure  or  part  thereof  used  for  the  pur- 
pose of  storing,  care  or  repairing  of  more  than  four  (4)  motor 
vehicles  which  contain  inflammable  liquid  tanks. 

(d)  Cars  shall  not  be  stored  on  combustible  floors. 
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GAS  CONSUMING  DEVICE: 

Any  stove,  water  heater,  iron,  garage  heater,  hot  plate,  lighting 
fixture  or  unit,  furnace,  blow-pipe,  radiant  heater,  artificial  logs,  or 
any  other  article  that  uses  gas  either  within  the  article  or  by  means 
of   the    article. 

This    includes    devices    using    gas    generated    from    inflammable 
liquids. 
GRADE: 

(a)  The  average  level  of  any  square  foot  of  ground  space  above 
the  level  of  the  sea. 

(b)  The  division  between  the  general  plane  of  any  lot  or  tract 
of  ground  and  the  atmosphere  above. 

GRADE  OF  BUILDING: 

The  use  for  which  any  building  is  designed  or  occupied  shall  in 
this  code  be  termed  grade  for  the  purpose  of  construction  only. 
GRADE— ESTABLISHED : 

The  grade  of  a  lot  or  terrain  established  pursuant  to  this  Build- 
ing Code. 

GRATES: 

That  arrangement  of  parts  which  support  the  fuel. 

GUARDED: 

Covered,  shielded,  fenced,  enclosed  or  otherwise  protected,  by 
means  of  suitable  covers  or  casings,  barriers,  walls  or  screens,  mats 
or  platform,  to  remove  the  liability  of  dangerous  contact  or  ap- 
proach by  persons  or  objects  to  a  point  of  danger. 

GYPSUM   BLOCK: 

Tile  or  blocks,  composed  of  gypsum  and  not  to  exceed  five  (5) 
per  cent  by  weight  of  combustible  fibre  binding  material;  or  a  mix- 
ture of  crushed  cinders  and  gypsum,  commonly  called  "cinder  plaster 
blocks." 

HEIGHT  OF  A  BUILDING: 

The  vertical  distance  from  the  curb  level  to  the  top  of  the 
highest  point  of  the  roof  beams  in  the  case  of  flat  roofs,  or  to  the 
average  height  of  the  gable  in  the  case  of  roofs  having  a  pitch  of 
more  than  twenty  (20)  degrees  with  the  horizontal  plane.  When  a 
building  faces  two  (2)  or  more  streets  having  different  grades,  the 
measurement  shall  be  taken  at  the  middle  of  a  facade  on  the  street 
having  the  greatest  grade.  When  a  building  does  not  adjoin  a  street 
the  measurement  shall  be  taken  from  the  average  level  of  the 
ground  adjoining  such  building.  In  measuring  the  height  of  a  wall, 
the  height  of  the  parapet  above  the  top  of  the  roof  beams  shall  not 
be  included. 

HIGH  PRESSURE  BOILER: 

One  designed  to  carry  over  fifteen  (15)   pounds  gauge  pressure. 

HOISTWAY-DOOR  ELECTRIC  CONTACT— ELEVATOR: 

An  electrical  device  the  purpose  of  which  is  to  prevent  the 
normal  operations  of  the  car; 

(a)  Unless  only  that  hoistway  door  opposite  which  the  car  is 
standing  is  within  two  (2)  inches  of  the  fully  closed  position  (Door 
Unit  System) ;  or 

(b)  Unless  all  hoistway  doors  are  within  two  (2)  inches  of 
the  fully  closed  position. 
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(c)      The  contact  shall   not  prevent  the  movement  of  the  car 
when  the  emergency  master  release  switch  hereinafter  described  is 
in  temporary  use  or  when  the  car  is  being  moved  by  a  car-leveling 
device. 
HOISTWAY  DOOR  OR  GATE— ELEVATOR: 

The  door  or  gate  in  the  enclosure  of  the  elevator  at  any  landing. 
HOISTWAY  DOOR  INTERLOCK— ELEVATOR: 

A  device  the  purpose  of  which  is: 

First,  to  prevent  the  movement  of  the  car; 

(a)  Unless  only  the  hoistway  door  opposite  to  which  the  car 
is  standing,  is  closed  and  locked    (Door  Unit  System) ;   or 

(b)  Unless  all  hoistway  doors  are  closed  and  locked  (Hoistway 
Unit   System)  ;    and 

Second,  to  prevent  the  opening  of  a  hoistway  door  from  the 
landing  side. 

(a)  Unless  the  car  is  standing  at  rest  at  that  landing,  or, 

(b)  Unless  the  car  is  coasting  past  the  landing  with  its  car 
control  mechanism  in  the  stop  position. 

The  interlock  shall  not  prevent  the  movement  of  the  car  when 
the  emergency  release  herein  described  is  in  temporary  use  or  when 
the  car  is  being  moved  by  a  car  leveling  device.  A  hoistway  door  or 
gate  shall  be  considered  closed  and  locked  when  within  four  (4) 
inches  of  full  closure,  if  at  this  position  and  any  other  up  to  full 
closure  the  door  or  gate  cannot  be  opened  from  the  landing  side 
more  than  four  (4)  inches.  Interlocks  may  permit  the  starting  of 
the  elevator  when  the  door  is  within  four  (4)  inches  or  less  of  full 
closure,  provided  that  the  door  can  again  be  opened  up  to  four  (4) 
inches  from  full  closure  from  any  position  within  this  range  except 
that  of  full  closure. 
HOISTWAY    ENCLOSURE— ELEVATOR: 

Any  substantially  vertical  structure  which  separates  the  hoist- 
way, either  wholly  or  in  part,  from  the  floors  or  landings  through 
which  the  hoistway  extends. 
HOOPED    COLUMNS: 

Reinforced   concrete   columns   in  which   the   vertical  reinforcing 
is  secured  by  means  of  continuous  spiral  hooping  reinforcement. 
HOT  AIR  FURNACE: 

An  arrangement  of  parts  designed  with  an  ash  pit,  grates,  com- 
bustion chamber  and  flue  to  heat  air  instead  of  water. 
HOTEL: 

Any  building  or  structure  or  part  thereof,  which  is  used  in 
whole  or  in  part  for  the  accommodation  of  transient  lodgers;  and 
which  has  a  public  register  and  office  where  an  attendant  is  present 
at  all  times.  No  cooking  or  serving  of  meals  shall  be  permitted  in  a 
hotel  except  in  the  public  dining  halls  or  appurtenances  thereto. 
HOUSE: 

See  Dwelling. 
HYBRID   BUILDING: 

Any  building  the  construction  of  which  comes  under  more  than 
one   classification   in   this   Code. 
INCLINED  HOISTWAY. 

A  hoistway  used  for  raising  or  lowering  materials  or  passengers 
whose  angle  with  the  horizontal  is  less  than  ninety  degrees  (90°). 
Includes  roller  coasters  or  similar  devices. 
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INCOMBUSTIBLE: 

Materials  or  construction  which  will  not  ignite  and  burn  when 
subjected  to  fire  of  temperatures  usually  found  in  burning  buildings. 
IDEPENDENTLY   OPERATED   DOOR   OR   GATE— ELEVATOR: 

A  door  or  gate  which    is    opened    and    closed  manually  or  by 
power   from   a   source   in   no   way   derived   from   the   motion   of   the 
elevator  car. 
INFLECTION— POINT   OF: 

The  point  on  a  structural  member  where  the  moment  is  zero  in 
changing  from  positive  to  negative  moment. 
ISOLATED: 

(a)  Having  no  lateral  support.  (Used  in  reference  to  the 
structural  part  of  a  building.) 

(b)  Located  at  a  greater  distance  than  eight  (8)  feet  from 
any  property  which  can  be  built  upon.  (Used  in  reference  to  any 
building  or  structure.) 

(c)  Not  readily  accessible  to  persons  unless  special  means  of 
access  are  used. 

ISOLATED   PLANT: 

A  private  electrical  installation  deriving  energy  from  its  own 
generator  driven  by  a  prime  mover. 
LANDING— ELEVATOR: 

That    portion    of    a    floor,  balcony  or    platform  used  to  receive 
and  discharge  passengers  or  freight. 
LEGAL  DEPTH  OF  FOUNDATION: 

The  depth  below  the  established  grade  that  the  owner  of  any 
building  or  structure  shall  be  responsible  for  the  safety  of  his  build- 
in^   during   the    construction   of    any   building   or    structure    or    any 
adjacent  premises. 
LENGTH  OF  A  BUILDING  OR  LOT: 

Its  greatest  horizontal  dimensions. 
LIVE    LOAD: 

All  loads  other  than  dead  loads.  All  partitions,  which  are  subject 
to  removal  or  rearrangement  shall  be  considered  as  live  loads. 

LODGING  HOUSE: 

Same  as  Tenement  House. 

LOT— CORNER: 

A  lot  situated  at  the  junction  of  two  (2)  streets,  or  of  a  street 
and  public  alley  not  less  than  ten  (10)  feet  in  width. 

LOT— FRONT  OF: 

In  a  gore  or  triangular  lot,  the  rear  is  opposite  the  front. 

The  front  of  a  lot  is  that  boundary  line  which  borders  on  the 
street.  In  the  case  of  a  corner  lot,  the  front  shall  be  taken  as  that 
property  line  bordering  on  a  street  which  is  at  right  angles,  or  as 
near  as  possible,  to  the  long  dimension  of  the  lot. 

LOT— INTERIOR: 

A  lot  other  than  a  corner  lot  is  an  interior  lot. 

LOT— REAR  OF: 

The  rear  of  a  lot  is  the  side  opposite  to  the  front.  In  the  case 
of  a  triangular  or  gore  lot  the  rear  shall  be  the  boundary  line  not 
bordering  on  a  street. 
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LUMBER  DIMENSIONS: 

Where  dimensions  of  lumber  are  used  in  this  Code  they  re^er 
to  market  lumber  dimensions  unless  otherwise  specified. 
MASONRY: 

Materials    of    Building  Construction  that  are  fixed  into  position 
by  the  use  of  mortar  placed  by  hand  with  a  trowel  or  other  device. 
MASONRY  BOND: 

A  bond  used  in  masonry  construction  which  bond  is  of  the  same 
structural  material  as  the  construction  itself  and  has  equal  strength 
with  the  strongest  material  used  in  the  said  construction  and  used 
to  distribute  forces. 
MEZZANINE: 

A  partly  low  story  or  subordinate  story,  introduced  between  the 
floor  and  ceiling  of  a  story. 
MILL   CONSTRUCTION— WOOD: 

Slow  burning  timber  construction. 
MINOR  STAGE: 

A  stage  of  not  over  one  thousand  (1,000)  square  feet  in  area 
and  equipped  with  not  over  one  (1)  set  of  fire-proofed  stage  scen- 
ery, footlights,  fire-proofed  drop  curtain.  The  sum  of  the  area  of 
•scenery  and  drop  curtain  shall  not  exceed  eight  hundred  (800) 
square  feet. 
MORTAR: 

(1)  Portland  cement  mortar  used  to  lay  up  masonry  work  shall 
be  mixed  in  the  proportion: 

Pure  water;  1 -cement:  3-sand;  mixed,  by  volume,  hydrated  lime 
or  lime  putty  may  be  added  to  an  amount  not  exceeding  ten  (10) 
per  cent,  by  volume,  of  the  Portland  cement. 

(2)  Cement  and  lime  mortar  shall  be  mixed  in  the  proportion 
as  follows: 

Pure  water;  1-cement;  1-lime;  6-sand;  mixed,  by  volume. 

(3)  Lime  mortar  shall  be  mixed  in  the  proportions  as  follows: 
Pure   water;    1-lime;    3-sand;    mixed,   by   volume. 

(4)  Clear  pure  water  shall  be  used  in  all  mortars  sufficient  to 
permit  the  mortar  to  be  workable.  All  water  shall  be  free  from 
acids,  oils  and   alkalies. 

MOVING  PICTURE  FILMS: 

Any  film  or  strip  of  thin  celluloid  on  which  is  photographed  or 
reproduced  a  series  of  pictures  or  photographs  differing  slightly 
from  one  another  and  designed  to  be  used  in  a  machine  that  pro- 
jects the  difference  in  density  of  the  photographs  onto  a  place  sur- 
face of  reflecting  medium  by  the  use  of  an  intense  light. 
MOVING  PICTURE   PERFORMANCE: 

A  gathering  of  one  hundred    (100)    or  more  persons  who  have 
assembled  to  witness  the  reproduction  of  a  moving  picture. 
MOVING    PICTURE    SHOW: 

A  public  assembly  room  or  hall  which  will  not  hold  more  than 
eight  hundred  (800)  persons  assembled  for  a  moving  picture  per- 
formance. 

MOVING  PICTURE   THEATER: 

Any  public  assembly  hall  which  will  hold  more  than  eight  hun- 
dred (800)  persons,  and  is  equipped  with  apparatus  for  the  repro- 
duction of  moving  pictures. 
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NON-ACCESSORY  DWELLING: 

The  principal  dwelling,  or  the  dwelling  on  the  front  of  any  lot. 
NON-ACCESSORY  BUILDING: 

The  principal  building  on  any  premises. 
OCCUPIED: 

Occupied,  to  be  occupied,  or  intended,  arranged  or  designed  to 
be  occupied. 
OFFICE  BUILDING: 

One  used  for  professional  or  clerical  purposes,  but  not  for  manu- 
facturing, storage  or  sale  of  goods,  except  by  sample;  also  excepting 
the  first  story  which  may  be  used  for  mercantile  purposes.  No  part 
of  such  building  shall  be  used  for  living  purposes  except  by  the 
janitor's  family. 
OIL  BURNING  FURNACE: 

An  arrangement  of  parts  designed  to  burn  oil  and  which  may 
be  used  in  a  hot  air  furnace  or  under  a  water  tube  or  fire  tube  boiler. 
OPEN  PORCH: 

Any  open  space  attached  to  a  building  or  structure  over  which 
a  roof  is  arranged  and  which  has  one  or  more  permanently  open  side 
walls.     See  Sun  Porch. 
OUTHOUSES: 

All  structures  not  exceeding  eight   (8)   feet  in  height,  nor  more 
than  two  hundred  and  fifty   (250)   square  feet  in  area,  inclusive  of 
sheds. 
OUTLET— ELECTRIC : 

A  point  on  the  wiring  system  at  which  current  is  taken  to  supply 
fixtures,  lamps,  heaters,  motors  and  current  consuming  devices  gen- 
erally. 
OVERTRAVEL— ELEVATOR : 

Overtravel  of  elevators  at  the  top  of  the  hoistway  is  the  dis- 
tance which  the  empty  car  or  platform  will  travel  above  the  top 
terminal  landing  under  normal  running  conditions,  until  stopped 
by  automatic  means  independent  of  the  manual  car  control. 

Overtravel  at  the  bottom  of  the  hoistway  is  the  distance  avail- 
able for  the  car  platform  to  travel  below  the  lower  terminal  landing 
without  any  part  of  the  car  construction  being  obstructed,  except  by 
the  bumpers  or  buffers  installed  in  the  pit.  The  movement  of  the 
car  necessary  to  fully  compress  the  bumpers  or  buffers  may  be  in- 
cluded in  the  overtravel  at  the  bottom. 

OWNER: 

Any  person,  firm  or  corporation  owning  or  controlling  real 
property;  this  includes  a  duly  authorized  agent  or  attorney,  guard- 
ians, conservators  or  trustees. 

PANEL  OF  FLAT  SLAB: 

The  area  of  the  floor  slab  included  by  four   (4)   columns. 

PANELBOARD— ELECTRIC : 

A  panel  containing  busses  and  fuses  with  or  without  switches 
for  the  control  of  light,  heat  or  power  circuits  of  small  individual 
as  well  as  aggregate  capacity  and  usually  placed  in  or  against  a  wall 
or  partition  and  accessible  only  from  the  front. 

PANEL  OR  ENCLOSURE   WALL: 

An  exterior  non-bearing  wall  in  skeleton  structures  built  be- 
tween columns  or  piers  and  supported  at  each  story. 
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PARAPET  WALL: 

That  portion  of  any  wall  which    extends    above    the    roof    line 
and  bears  no  load  except  as  it  may  serve  to  support  a  tank. 
PARTY  WALL: 

A  wall  used  or  adapted  for  joint  service  between  two  (2)  build- 
ings. 
PARTITION  WALL: 

A  non-bearing  wall  within  a  building. 
PLASTER   BOARD—FIBRE: 

A  board  consisting  of  an  intimate  mixture  of  gypsum  plaster 
composition  and  a  fibrous  binding  material. 
PLUMBING: 

Is  the  science  of  installing  in  buildings  the  pipes,  fixtures  and 
other  apparatus  for  bringing  in  the  water  supply  and  removing  liquid 
and  water  carried  wastes. 
PLUMBING  SYSTEM  OF  A  BUILDING: 

Includes  the  water  supply  distributing  pipes;  the  fixtures  and 
fixture  traps;  the  soil,  waste  and  vent  pipes;  the  building  drain 
and  building  sewer;  the  storm  water  drainage,  with  their  devices, 
appurtenances  and  connections,  all  within  or  adjacent  to  the  building. 

PLUMBING  WATER  SERVICE  PIPE: 

The  pipe  from  the  water  main  to  the  building  served. 

PLUMBING  WATER  DISTRIBUTION  PIPES: 

Those  which  convey  water  from  the  service  pipe  to  the  plumbing 
fixtures  pipes. 

PLUMBING  FIXTURES: 

Receptacles  intended  to  receive  and  discharge  water,  liquid  or 
water  carried  wastes  into  a  drainage  system  with  which  they  are 
connected. 

PLUMBING  TRAP: 

Is  a  fitting  or  device  so  constructed  as  to  prevent  the  passage 
of  air  or  gas  through  a  pipe  without  materially  affecting  the  flo^ 
of  sewage  or  waste  water  through  it. 

PLUMBING  TRAP  SEAL: 

The  vertical  distance  between  the  crown  weir  and  the  dip  of 
the  trap. 

PLUMBING  VENT  PIPE: 

Any  pipe  provided  to  ventilate  a  building  drainage  system  and 
to  prevent  trap  siphonage  and  back  pressure  by  equalizing  air  pres- 
sure., 

PLUMBING  LOCAL  VENTILATING  PIPE: 

A  pipe  through  which  foul  air  is  removed  from  a  room  or  fixture. 

PLUMBING  SOIL  PIPE: 

A  pipe  which  conveys  the  discharge  of  water  closets,  with  or 
without  the  discharge  from  other  fixtures,  to  the  building  drain. 

PLUMBING  WASTE  PIPE  AND   SPECIAL  WASTE: 

Any  pipe  which  receives  the  discharge  of  any  fixture,  except 
water  closets,  and  conveys  the  same  to  the  building  drain,  soil  or  waste 
stacks.  When  such  pipe  does  not  connect  directly  with  a  building 
drain  or  soil  stack,  it  is  termed  a  special  waste. 
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PLUMBING  MAINS  OF  ANY  SYSTEM  OR  HORIZONTAL,  VER- 
TICAL OR  CONTINUOUS  PIPING: 

That  part  of  such  systems  which  receives  the  wastes,  vent  or 
back  vents,  from  fixture  outlets  or  traps,  direct  or  through  branch 
pipes. 
PLUMBING  BRANCHES: 

That  part  of  the  system  which  extends  horizontally  at  a  slight 
grade,    with    or    without    lateral    or    vertical    extensions    or    vertical 
arms  from  the  main,  to  receive  fixture  outlets  not  directly  connected 
to  the  main. 
PLUMBING  STACK: 

A  general  term  for  any  vertical  line  of  soil,  waste  or  vent  piping. 
PLUMBING  BUILDING  DRAIN: 

That  part  of  the  lowest  horizontal  piping  of  a  building  drainage 
system  which  receives  tho  discharge  from  soil,  waste  and  other  drain- 
age pipes  inside  the  walls  of  any  building  and  conveys  the  same  to 
the  building  sewer. 
PLUMBING  BUILDING  SEWER: 

That  part  of  the  horizontal  piping  of  a  building  drainage  system 
extending  from  the  building  drain  to  its  connection  with  the  main 
sewer  or  Septic  system,  and  which  conveys  the  drainage  of  one 
building  site  and  which  shall  be  one  size  larger  than  the  building 
drain  and  which  shall  not  be  less  than  six  inches  in  diameter  except 
that  the  building  sewer  may  be  continued  the  same  size  as  the 
building  drain  if  cast  iron  soil  pipe  with  caulked  lead  joints  is  used. 
PLUMBING  SIZES  AND  LENGTHS: 

The  given  caliber  or  size  of  pipe  is  for  a  nominal  internal  diam- 
eter, except  that  brass  pipe  other  than  iron  pipe  size,  is  measured  by 
its  outside  diameter.  The  developed  length  of  a  pipe  is  its  length 
along  the  center  line  of  pipe  and  fittings. 

PLUMBING  DEAD  ENDS: 

An  unvented  branch  leading  from  a  soil,  waste,  vent,  building 
drain,  or  building  sewer,  which  is  terminated  at  a  developed  distance 
of  two  (2)  feet  or  more  by  means  of  a  cap,  plug  or  other  fitting  not 
used  for  admitting  water  to  the  pipe. 

PORCH: 

A  floor  space  attached  to  a  residence  building  which  is  arranged 
with  or  without  a  roof,  including  a  terrace. 
PROPERTY  LINE: 

(a)  The  border  line  between  two  plats  of  land. 

(b)  The  border  line  between  a  plat  of  land  and  a  public 
thoroughfare. 

PUBLIC  ASSEMBLY: 

More  than  one  hundred  (100)  people  grouped  in  any  building 
or  part  of  a  building  for  educational,  ritualistic,  political,  dining, 
entertainment  or  any  other  purpose  whatsoever. 

PUBLIC   ASSEMBLY— CAPACITY   OF: 

(a)  The  capacity  of  any  assembly  hall  with  fixed  seats  shall 
be  computed  by  calculating  six  (6)  square  feet  of  floor  area  per 
person. 

(b)  The  capacity  of  any  assembly  with  movable  seats  shall  be 
computed  by  calculating  eight  (8)  square  ft.  of  floor  area  per  person. 
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PUBLIC  ASSEMBLY  HALL: 

Any  building*  or  part  of  any  building  designed  to  be  used  or 
occupied  or  which  is  now  occupied  or  used  as  a  place  of  public  as- 
sembly. 
PUBLIC   HALL: 

A  hall,  corridor  or  passageway  not  within  an  apartment. 
PUBLIC  HALLWAY: 

A  hall,  corridor  or  passageway  used  in  common  by  the  occupants 
of  a  building  which  serves  as  a  means  of  communication  for  the 
public  between  an  entrance  to  any  story  of  a  building  and  the  vari- 
ous rooms,  apartments  or  spaces  in  that  story.     A  public  hall. 
PUBLIC  HIGHWAY— PUBLIC  THOROFARE: 

Any  street,  alley  or   any  place   designated  for  the  use  of  the 
public  for  either  pedestrian  or  vehicular  traffic. 
QUALIFIED  PERSON: 

One  familiar  with  the  construction  and  operation  of  the  appa- 
ratus and  the  hazards  involved. 
READILY  ACCESSIBLE: 

Able  to  be  reached  quickly  without  climbing  over  or  removing 
obstructions  or  resorting  to  chair,  box  or  portable  ladder. 
REFRACTORY  LINING: 

Lining  for  stacks,  chimneys,  fire  places,  furnaces  or  combustion 
chambers,  made  either  of  brick  or  tile  manufactured  from  high  tem- 
perature resisting  refractories. 
RAMP: 

A  continuous  runway  between  floors  or  levels  of  any  building  or 
structure   and   constructed   on   an   angle   with   the   horizontal. 
RAMP   RISE: 

The   inches   of   rise   of   the   surface   or   face   of   the   ramp   per 
foot   of   horizontal   run. 
RETAINING  WALL. 

Any  wall  constructed  to  support  a  body  of  earth  or  to  resist 
lateral  thrust. 
SEATS— MOVABLE: 

Seats   which    are   connected   together   in   groups    not   to   exceed 
thirteen    (13)    seats   per   group   and   are   not   permanently   fastened 
to  the  floor. 
SEATS— FIXED: 

Seats  permanently  fastened  to  the  floor. 

SERVICE— ELECTRIC : 

That  portion  of  the  supply  conductors  which  extends  from  the 
street  main  to  the  service  switch  of  the  building  supplied. 

SHED: 

A  roofed  structure  open  on  one  or  more  sides. 

SIGNS— STREET: 

Any  advertising  display  of  any  area  whatsoever  which  shall 
have  any  of  its  parts  suspended  or  extended  over  the  public  highway 
six   (6)    inches  beyond  the  property  line. 

SIGNBOARDS: 

Any  article,  device,  box,  wall  bridge,  pole,  building,  fence,  shed 
or   structure   which   shall  have   attached   thereto   any  temporary  or 
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permanent  advertising  display  which  display  shall  be  attached  there- 
to by  any  method  except  pasting. 
SKYLIGHT: 

Any  cover  or  enclosure  placed  above  roof  openings  for  the  ad- 
mission of  light. 
SKELETON  CONSTRUCTION: 

A  form  of  building  construction  where  all  external  and  internal 
loads  and   stresses  are  transmitted  to  the  foundations  by  a  rigidly 
connected  framework  of  metal  or  reinforced   concrete,  and  the  en- 
closing walls  are  supported  by  girders  at  each  story. 
SLOW  BURNING  CONSTRUCTION: 

Heavy  timber  construction  with  masonry  walls. 
SMOKE   DENSITY   SCALE: 

That  for  the  purpose  of  regulating  the  emission  of  smoke  from 
smoke  producing  equipment  or  any  appurtenances  thereto  within  the 
City  of  Indianapolis,  and  to  determine  by  comparison  the  degree  of 
darkness  of  smoke  so  emitted,  a  color  scale  of  measurement  shall 
be  and  the  same  is  hereby  adopted  as  follows:  One  thickness  of  gray 
fdass  of  sufficient  capacity  to  cut  off  sixty  (60)  per  cent  of  the 
light  from  a  flame  having  the  lighting  power  of  sixteen  (16)  candles, 
shall  be  taken  as  the  basis  of  the  said  scale,  and  four  thicknesses  of 
said  glass  shall  be  known  and  designated  as  No.  one  (1)  scale. 
SOFFIT: 

The   lower    horizontal   face   of   anything,    as,   for   example,   the 
under  side  of  a  finished  stairs  or  the  under  face  of  an  arch  where 
its  thickness  is  seen.     The  under  side  or  supports  of  a  cornice. 
SMOKE   HOUSE: 

A  fireproof  room  or  structure  designed  to  smoke  foods. 
SPANDREL  BEAM: 

The  outside  beam  of  a  building  in  skeleton  construction  support- 
ing part  of  the  floor  load  in  addition  to  the  panel  wall  above  it. 
SPECIAL  PERMISSION: 

The  written  consent  of  the   Commissioner  of  Buildings. 
STACK   OR   CHIMNEY: 

That   structure   or   part   of   a   structure   partly   exposed   to   the 
atmosphere  which  contains  a  flue,  duct  or  passageway  for  the  gases 
and  products  of  combustion  from  the  combustion  equipment. 
STAGE: 

Any  raised  portion  used  as  an  adjunct  to  a  public  assembly 
hall  for  the  purpose  of  directing  the  attention  of  the  occupants  of 
the  hall  to  any  person,  thing,  picture,  animal,  apparatus,  produc- 
tion, music,  or  any  object  whatsoever. 

STAGE   FLOOR: 

That  part  of  the  stage  which  is  immediately  behind  the  foot- 
lights and  of  equal  width  to  the  stage  opening  back  to  the  wall  of 
the  building. 

STAGE— MAJOR: 

Any  stage  that  has  fly  drops;  actors;  paraphernalia  or  unfire- 
proofed  wooden  stage  floor,  or  more  than  one  set  of  stage  scenery 
either  fireproofed  or  otherwise. 

STAGE— MINOR: 

See  Minor  Stage. 
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STAGE   OPENING: 

The    clear    unobstructed    space    between    the    supports    for    the 
proscenium  arch  in  theaters  or  that  space  between  the  side  walls  or 
pests  of  the  stage  in  other  public  assembly  halls. 
STAIR: 

All  the  flights  of  steps  and  landings  between  two  or  more  suc- 
cessive floor  levels. 
STAIRWAY— CONTINUOUS : 

One  extending  unbrokenly  from  the  exit  level  to  the  most  remote 
story  or  roof  served  thereby. 
STAIR— DOUBLE   WIDTH   FLIGHT: 

One  wide  enough  for  two   (2)   persons  to  travel  side  by  side  or 
in  double  file,  usually  six  feet  or  over  in  width. 
STAIR  FLIGHT: 

An  unbroken   succession   of   steps  between   landings. 
STAIR  FLOOR  LANDING: 

That  part  of  any  floor  within  the  stairway  enclosures  which  is 
used  in  passing  from  one  flight  to  another. 
STAIR— HALF  SPACE  LANDING: 

A  landing  where  the  flight  changes  direction  approximately  one 
hundred   and   eighty    (180)    degrees. 
STAIR  HALL: 

Any  part  of  a  floor  space  through  which  it  is  nect^sary  to  pass 
in  order  to  ascend  or  descend  any  stairway,  and  which  is  separated 
from  any  floor  space  by  an  approved  wall. 
STAIR  LANDING: 

A  level  space  larger  than  a  tread  between  two   (2)   flights  of  a 
stair. 
STAIR— QUARTER-SPACE   LANDING: 

A    landing    where    the    flight    changes    direction    approximately 
ninety    (90)    degrees. 
STAIR— MULTIPLE  WIDTH  FLIGHT: 

A  combination  of  two    (2)    or  more  flights. 
STAIR— RISE : 

The  vertical  distance  between  the  tops  of  the  adjacent  treads, 
or  between  the  top  of  the  tread  and  the  adjacent  landing. 
STAIR  RISER: 

The  vertical  part  of  a  stair  step. 
STAIR   RUN: 

The  shortest  horizontal  distance  between  like  points  of  risers, 
or  between  corresponding  points  of  adjacent  treads. 
STAIR    STEP: 

One  tread  and  one  riser. 
STAIR  TREAD: 

The  horizontal  part  of  a  stair  step. 
STAIRWAY: 

All  the  flights  and  landings  together  with  the  enclosing  walls 
or  partitions  and  the  doors  leading  thereto  and  therefrom,  extending 
from  the  exit  level  to  and  including  all  stories  served  by  such  stairs. 
STAIR  WELL: 

The  space  within  which  the  stairs  are  built  and  closed  off  from 
the  open  floors. 
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STAIR  WINDER: 

A  tread  that  is  wider  at  one  end  than  at  the  other. 

STAYED   COLUMNS:  . 

Reinforced  concrete  columns  in  which  the  vertical  remforce- 
quarter  inch   ( hi )   or  larger  stays. 

STORY: 

That  part  of  any  building  comprised  between  any  floor  and  the 
floor  or  roof  next  above.  In  case  any  floor  or  the  combined  area  of 
floors  or  mezzanines  at  any  one  level  extends  over  forty  (40)  per 
cent  of  the  horizontal  area,  included  within  the  outside  party,  fire 
or  division  wall  at  that  level  the  same  shall  be  considered  as  a  floor 
for  the  purpose  of  determining  story  heights.  Any  basement  or 
cellar  the  ceiling  of  which  is  more  than  five  (5)  feet  above  the 
established  grade  is  the  first  story. 

STRUCTURE: 

Includes  the  term  building,  appurtenance,  wall,  platform,  stag- 
ing or  floor  used  for  standing  or  seating  purposes;  a  shed,  fence, 
outhouse,  advertising  display  or  billboard  on  public  or  private  prop- 
erty or  space,  constructed  by  art  on,  above  or  below  the  grade  of  a 
public  highway. 

SUN   PORCH: 

Any  room  or  porch  attached  to  a  building  or  structure  which 
has  two  or  more  side  walls  composed  of  fifty  per  cent  glass  area  be- 
tween the  floor  line  and  ceiling  line.  If  said  fifty  per  cent  glass  area 
is  placed  in  removable  sash  which  are  removed  during  the  three 
summer  months  the  said  sun  porch  shall  also  be  classed  as  an  open 
porch  during  these  three  months. 

SWITCHBOARD— ELECTRIC : 

A.  large,  single  panel,  frame  or  assembly  of  panels,  on  which  are 
mounted,  on  the  face  or  back  of  both,  switches,  fuses  or  other  auto- 
naat  c  \ rotective  devices,  busses  and  usually  instruments.  Switch- 
boards are  generally  used  in  generating  stations,  substations  or  iso- 
lated plants  for  the  direct  control  of  energy  derived  from  generators 
or  transforming  apparatus. 

TENEMENT   HOUSE: 

Any  house  or  building  or  portion  thereof,  which  is  rented,  leased, 
let  or  hired  out,  to  be  occupied,  or  is  occupied  or  is  intended,  ar- 
ranged or  designed  to  be  occupied  as  the  home  or  residence  of  two 
(2)  or  more  families  living  independently  of  each  other  (which 
family  may  consist  cf  one  (1)  or  more  persons)  and  having  a  com- 
mon right  in  the  halls,  stairways,  yard,  cellar,  water  closets,  lodging 
houses  and  flat  houses,  but  does  not  include  hotels  unless  cooking 
is  done  in  the  suite  of  rooms  or  rooms  occupied  by  the  lodgers,  and 
including  dwelling  houses  occupied  or  intended  to  be  occupied  as  the 
home  or  residence  of  a  family,  if  built  in  continuous  rows  of  more 
than  two  (2)  houses,  if  the  hallc,  stairways,  yard,  cellar,  water  sup- 
ply wells  and  cistern,  water  closets  or  privies,  or  any  of  them  are 
used  in  common,  shall  be  deemed  to  be  tenement  houses  and  shall  be 
subject  to  all  the  provisions  of  this  Code. 

TEMPORARY  ADVERTISING  DISPLAY: 

Any  advertising  display  of  combustible  material;  or  any  ad- 
vertising display  erected  with  the  understanding  that  the  same  is  to 
be  removed  within  sixty    (60)   days  from  the  day  of  erection. 
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TEMPORARY  CONSTRUCTION  : 

Any  construction  lighter  or  d  ^signed  with  stresses  in  excess  of 
those  named  in  this  Code  shall  be  known  as  temporary  construction. 
TEMPORARY  BUILDING: 

Any  building  which  is  built  with  the  view  of  razing  within  one 
year  from  the  date  of  completion.     Such  a  building  shall  be  designed 
with  the  same  stresses  as  for  a  permanent  structure. 
TENEMENT   HOUSE— FIREPROOF: 

A  tenement  house  the  walls  of  which  are  constructed  of  brick, 
stone,  cement,  iron  or  other  hard  incombustible  material,  and  in 
which  there  are  no  wood  beams  or  lintels,  and  in  which  the  floors, 
roofs,  stair  halls  and  public  halls  ai  e  built  entirely  of  brick,  stone, 
cement,  iron  or  other  hard  incombustible  material,  and  in  which  no 
woodwork  or  other  inflammable  material  is  used  in  any  of 
the  partitions,  furrings  or  ceilings.  But,  this  definition  shall  not 
be  construed  as  excluding  elsewhere  than  in  the  stair  halls  or  en- 
trance halls,  the  use  of  wooden  floorings  on  top  of  the  fireproof 
floors  or  the  use  of  wooden  sleepers,  nor  as  prohibiting  wooden  hand- 
rails or  treads  of  hardwood  not  less  than  two  (2)  inches  thick,  nor 
wooden  doors  and  trim. 
THEATER: 

All  buildings  which  contain  a  mrjor  stage  or  part  of  any  build- 
ing hereafter  erected,  altered  or  used  for  theatrical,  moving  picture 
or  operatic  purposes  or  for  public  entertainment  of  any  kind,  where 
a  stage  or  platform  with  stage  scene  ry,  footlights  or  appurtenances 
or  any  part  of  either  or  any  of  them  are  employed.  Exception: 
Where  minor  stages  are  permitted. 
TILE   AND   JOIST   CONSTRUCTION: 

A  system  of  floor  construction  which  consists  of  concrete  joists 
four    (4)    inches   or   more   in   width,   with   fillers   between   of   terra 
cotta  tile,  metal,  gypsum  or  like  materials. 
TOTALLY    ENCLOSED    MOTOR— ELECTRIC: 

A  motor  which  is  so  completely  enclosed  by  integral  or  auxiliary 
covers  as  to  practically  prevent  the  circulation  of  air  through  the 
interior.     Such   a  motor   is   not  necessarily   air  tight. 

TRACTION  MACHINE— ELEVATOR: 

An  elevator  machine  in  which  the  motion  of  the  car  is  obtained 
by  means  of  traction  between  the  driving  drum,  sheave  or  sheaves 
and  the  hoisting  cables. 

TRAVEL— ELEVATOR : 

The  vertical  distance  from  the  lowest  to  the  highest  landing 
of  an  elevator  or  dumb  waiter. 

USED  GOODS  OR  MATERIALS: 

All  used  or  second  hand  lumber,  parts  of  machinery,  building 
materials,  manufactured  materials,  old  iron,  old  rags,  old  paper, 
automobile  parts;  refuse  from  any  manufacturing  process  whatso- 
ever, boxes,  barrels  or  any  combustible  substance  or  fiber. 

ULTIMATE   STRENGTH: 

The    stress   in   material    at   the    breaking   point. 

VENTILATED: 

Provided  with  a  means  to  permit  circulation  of  the  air,  suffi- 
ciently to  remove  an  excess  of  heat,  fumes,  vapors  or  foul  air. 
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WALL  SIGNS— ELECTRIC: 

Any  advertising  display  of  any  area  whatsoever,  with  electric 
lamp   outline   or   exposed   glass  backed   up   by   electric   lamps   which 
has  all  its  parts  maintained  within  six  (6)  inches  of  the  property  line 
and  on  the  wall  of  any  structure. 
WALL  SIGN  OR  SIGNBOARD: 

Anv  wall  which  shall  have  attached  to  it  a  flat  advertising  dis- 
play,  shall   be   classed   as   a   "wall   signboard"   if   the   area   is   over 
twelve   (12)    square  feet  and  a  "wall  sign"  if  the  area  is  less  than 
twelve   (12)    square  feet. 
WAREHOUSE: 

A  building  or  portion  thereof,  designed  or  used  for  the  storage 
of  merchandise  or  materials. 
WATERPROOF: 

(a)  So  constructed  or  protected  that  moisture  will  not  inter- 
fere with  its  successful  operation. 

(b)  So  constructed  or  treated  as  to  be  impervious  to  moisture. 
WATERTIGHT: 

So  constructed  that  moisture  will  not  enter. 
WATER  TUBE  BOILER: 

A  device  for  transferring  heat  through  a  vessel  the  inside  of 
which  contains  water  or  its  product. 
W^IDTH  OF  BUILDING  OR  LOT: 

The  horizontal  dimensions  next  in  value  to  the  length. 
WINDING  DRUM  MACHINE— ELEVATOR: 

An  elevator  machine  in  which  the  cables  are  fastened  to,  and 
wound  on  a  drum. 
WIRE    GLASS: 

Glass  not  less  than  one-fourth  (1/4)  inch  thick  enclosing  a  layer 
of  wire  fabric  reinforcement  having  a  mesh  not  larger  than  a  seven- 
eighths   (%)   inch,  and  the  size  of  wire  not  smaller  than  No.  24  B. 
&  S.  Gauge. 
WOODEN  BUILDINGS: 

A    building   of   which   the   exterior   walls   or   a   portion   thereof 
are  of  wood. 
WORKSHOP: 

A  building  or  room  in  which  articles  or  merchandise  are  manu- 
factured or  repaired  wholly  or  principally  by  hand. 
YARD: 

r>  onen  soace  on  th«  samp  lot  wit1-*  a  building.  A  "Yard"  be- 
tween the  extreme  rear  line  of  the  building  and  the  extreme  rear 
line  of  the  lot  is  a  "rear  yard."  A  "Yard"  between  the  front  line  of 
the  building  and  the  front  line  of  the  lot  is  a  "front  yard."  A  "side 
yard"  shall  be  deemed  an  open  unobstructed  space  the  full  length  of 
the  building  and  adjacent  to  or  parallel  to  the  side  property  line. 
ZONING   LINE: 

Any  building  line  determined  by  the  zoning  ordinance  or  by  the 
authority  given  in  the  zoning  ordinance  or  ordinances. 

INDIANAPOLIS  BUILDING  CODE 
DIVISION  A— PART  ONE. 
Sec.  A-101— DIVISION  OF  THE  BUREAU  OF  BUILDINGS. 

'ihere  is  hereby  created  in  the   City  of  Indianapolis  under  the 
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Department  of  Public  Safety  the  office  of  the  Commissioner  of  Build- 
ings with  inspectors,  engineers  and  clerical  help  under  his  direction 
and  control  as  follows,  to-wit: 

ASSISTANTS   TO   THE    COMMISSIONER   OF   BUILDINGS. 

Assistant  C<  mmissioner  of  Buildings. 
Structural  Engineer. 
Assistant  Structural  Engineer. 
Combustion  Engineer. 

Assistant   Combustion  Engineer.  '. 

Electrical  Engineer. 
Assistant  Electrical  Engineer. 
Chief   Elevator   Inspector. 
Chief   Plumbing   Inspector. 
Chief   Sign   Inspector. 
Chief   Inspector  of   Construction. 

Chief  Inspector  of  Reinforced  Concrete  Construction. 
Cruel  Inspector  of  Reinspection. 
Chief   Clerk. 
Zoning   Clerk. 

Statistician  and  Bookkeeper. 
At  leaLt  one  ai.d  not  over  four  assistant  clerks. 
At  least  one  and  not  over  four  plumbing  inspectors. 
At  least  six  and  not  over  fifteen  building  inspectors. 
At  least  one  and  not  over  five  reinspection  inspectors. 
At  least  one  and  not  over  four  smoke  inspectors. 
At  least  three  and  not  over  six  electrical  inspectors. 
Filing    Clerk. 
Two  Stenographers. 

Sec.  A-102— QUALIFICATIONS   FOR  OFFICE: 

(a)  Registered   Professional   Engineers. 

The  Commissioner  of  Buildings;  Assistant  Commissioner  of 
Buildings;  Structural  and  Assistant  Structural  Engineer;  Combus- 
tion and  Assistant  Combustion  Engineer;  Electrical  and  Assistant 
Electrical  Engineer;  shall  all  be  regularly  registered  professional 
engineers  of  the  State  of  Indiana. 

(b)  Experience. 

(1)  The  Commissioner  of  Buildings  and  Assistant  Commissioner 
of  Buildings  and  Structural  Engineer  shall  have  at  least  five  (5) 
years  of  practical  experience  in  their  profession  as  shown  by  the 
state  certificate  of  registration  as  professional  engineers  of  the  State 
of  Indiana;  or  practical  builders  who  have  been  engaged  in  the 
active  duties   of  building  construction  for   at  least  four    (4)    years. 

(3)  The  Chief  Elevator  Inspector  shall  have  practical  experi- 
ence in  elevator  construction  and  shall  have  been  engaged  in  the 
active  duties  of  the  machinist  trade  for  at  least  four    (4)    years. 

(4)  The  Chief  Plumbing  Inspector  and  all  assistant  inspectors 
shall  have  had  at  least  four  (4)  years  of  practical  experience  as 
plumbers. 

(5)  The  Chief  Electrical  Inspector  and  all  electrical  inspectors 
shall  be  practical  electricians  who  have  been  active  in  the  duties 
of  an  electrician  for  at  least  four    (4)    years. 

(6)  The  Smoke  Inspectors  shall  be  practical  firemen  or  sta- 
tionary engineers  who  have  had  at  least  four  (4)  years'  experience 
as  such. 
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(7)  The  Zoning  Clerk  shall  have  had  at  least  six  (6)  months' 
experience  in  zoning  work  in  the   City  of   Indianapolis. 

(8)  The  Chief  Clerk  shall  be  either  a  practical  builder,  building 
inspector  or  qualified   as  such. 

(9)  The  Chief  Inspector  of  Reinspection  shall  have  had  at  least 
two  (2)  years'  experience  in  building  inspection  work  and  shall 
be  familiar  with  all  provisions  of  this  Code  regarding  reinspection. 

(10)  The  Chief  Inspector  of  Reinforced  Concrete  Construction 
shall  have  had  at  least  three  (3)  years'  practical  experience  in  the 
construction  of  reinforced  concrete  buildings  in  addition  to  the  qual- 
ifications required  for  a  building  inspector. 

Sec.  A-103— EXAMINATIONS:   PASSING  GRADE. 

(a)  Requirements. 

The  Commissioner  and  Assistant  Commissioner  of  Buildings, 
Structural  and  Assistant  Structural  Engineer,  shall  be  each  required 
to  pass  an  examination  dealing  with  the  following: 

(1)  Stress  diagrams  of  trusses. 

(2)  Strength    of    materials    of    construction. 

(3)  Design  of   simple  and  restrained  beams. 

(4)  Design  of  reinforced  concrete  beams,  columns  and  floors. 

(5)  Design  of  steel  columns,  beams  and  wind  bracing. 

(6)  Wood   and   masonry   construction. 

(7)  State  housing  law,  Zoning   Ordinance. 

(8)  Principle  provisions  of  this   Code. 

(b)  The  Chief  Inspector  of  Construction  and  all  building  in- 
spectors shall  be  examined  on  the  provisions  of  this  Code  pertaining 
to  building  construction  sufficient  to  satisfy  the  examining  board. 

(c)  The  Electrical  and  Assistant  Electrical  Engneer  and  all 
electrical  inspectors  shall  be  examined  on  the  provisions  of  this  Code 
regarding  electrical  wiring  sufficient  to  satisfy  the  examining  board. 

(d)  The  Combustion  and  Assistant  Combustion  Engineer  and 
all  smoke  inspectors  shall  each  be  examined  on  the  provisions  of  this 
Code  regarding  smoke  abatement  and  the  construction  and  installa- 
tion of  all  apparatus  of  combustion  and  the  housing  thereof. 

(e)  The  Chief  Elevator  Inspector  shall  be  examined  on  the 
provisions  of  this  Code  regarding  elevator  installation,  elevator  en- 
closures and  the  construction  of  the  same. 

(f)  The  Chief  Sign  Inspector  shall  be  examined  on  the  hang- 
ing, construction  and  inspection  of  signs  as  outlined  by  this  Code. 

(g)  The  Chief  Inspector  of  Reinspection  and  all  assistant  re- 
inspection inspectors  shall  pass  an  examination  covering  the  rein- 
soect  on  of  moving  picture  theaters,  houses  and  airdomes,  the  re- 
inspection of  public  assembly  halls;  the  reinspection  of  all  storage 
?n<i  warehouses,  in  addition  to  other  parts  of  the  Building  Code  per- 
taining to  fire  prevention. 

(h)  The  Chief  Plumbing  Inspector  and  all  assistant  inspectors 
shall  pass  an  examination  covering  all  matter  pertaining  to  the  in- 
stallation of  plumbing  and  other  piping  as  determined  by  this  Code; 
and  shall  as  part  of  the  examination  wipe  two  lead  pipe  joints  before 
the  examining  board  and  in  their  presence,  as  follows: 

(a)  One   lead   joint   fastening  three   straight   pieces   of   lead 
pipe  making  a   (T)  joint. 

(b)  One  lead  joint  fastening  four  pieces  of  lead  pipe  making 
a  double  (T)  or  cross  joint  as  the  board  may  determine. 

(i)     The  Chief  Clerk  shall  be  examined  on  the  provisions  of  this 
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Code  regarding  the  issuing  of  permits  and  the  fees  to  be  charged 
therefor. 

(j)  The  Chief  Inspector  of  Reinforced  Concrete  Construction 
shall  pass  an  examination  as  a  building  inspector,  special  attention 
being  given  to  reinforced  concrete. 

(k)  All  employees  and  appointees  of  the  Board  of  Safety  to  the 
office  of  the  Commissioner  of  Buildings  who  are  required  by  this  Code 
to  pass  an  examination  shall  have  a  grade  of  at  least  seventy  (70) 
per  cent  which  shall  be  determined  by  the  Examining  Board  in  the 
following    manner : 

(1)  At  least  forty  (40)  separate  questions  shall  be  asked  and 
the  answers  shall  be  written  by  the  applicant. 

(2)  Seventy  (70)  per  cent  of  the  matter  asked  on  the  exami- 
nation shall  be  answered  correctly  or  the  examining  board  shall  not 
in  any  case  recommend  the  applicant  to  the  Board  of  Public  Safety 
for   appointment. 

The  Board  of  Public  Safety  shall  not  appoint,  in  any  case,  any 
applicant  to  any  position  where  an  examination  is  required  unless 
the  examining  board  shall  recommend  that  applicant.  The  applicant 
must  have  a  passing  grade  on  the  examination. 

Sec.   A-104— EXAMINING  BOARD. 

(a)  The  examining  board  shall  be  composed  of  nine  (9)  mem- 
bers appointed  by  the  Mayor  to  serve  as  a  Board  of  Examiners  to 
examine  all  applicants  as  outlined  in  this  ordinance.  Such  Board 
of  Examiners  shall  be  composed  of  one  (1)  structural  engineer;  one 
(1)  electrical  engineer;  one  (1)  mechanical  engineer;  one  (1)  com- 
bustion engineer;  one  (1)  master  builder  familiar  with  fire  resisting 
building  construction;  one  (1)  architect;  one  (1)  master  plumber; 
the  City  Civil  Engineer;  and  the  Secretary  of  the  City  Board  of 
Health  and  Charity.  All  members  of  said  board  except  the  master 
plumber,  master  builder,  and  the  Secretary  of  the  Board  of  Health 
shall  be  regularly  registered  professional  engineers  registered  under 
the  laws  of  the  State  of  Indiana. 

(b)  The  City  Civil  Engineer  shall  be  chairman  of  the  board. 

(c)  The  members  of  the  examining  board  with  the  exception  of 
the  City  Civil  Engineer  and  the  Secretary  of  the  City  Board  of 
Health  and  Charity  shall  each  receive  ten  (10)  dollars  for  each  day's 
work  of  examining  applicants.  Such  money  is  to  be  paid  out  of  the 
general  fund  after  appropriation  by  the  Common  Council. 

(d)  Such  examining  board  shall  serve  as  such  until  another 
board  is  appointed  by  the  Mayor. 

Sec.  A-105— TIME  AND   PLACE   OF   EXAMINATION. 

It  shall  be  the  duty  of  the  Board  of  Public  Safety  to  designate 
a  time  and  place  and  give  public  notice  thereof  by  the  publication  at 
least  three  (3)  times  in  the  official  paper  of  the  said  city  when  such 
examining  board  shall  convene  to  hold  examinations. 

(b)  Such  examinations  shall  be  open  to  any  person  who  is  a 
resident  of  the  City  of  Indianapolis,  Indiana,  and  who  complies  with 
the  required  qualifications  for  the  office  as  set  forth  above  and  who 
makes  an  affidavit  to  the  same. 

Sec.  A-106— EXAMINING  BOARD  TO  REPORT  TO  THE 
BOARD  OF  PUBLIC  SAFETY. 

After  the  examination  of  applicants  by  the  examining  board  the 
results  of  such  examination  shall  be  reported  in  writing  to  the  Board 
of  Public  Safety  with  recommendations  as  to  the  personal  qualifica- 
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tions  and  character  of  each  applicant  passing  the  examination.  The 
Board  of  Public  Safety  shall  appoint  such  officer  and  such  assistants 
as  may  be  deemed  necessary  to  carry  out  the  provisions  of  this  ordi- 
nance from  those  who  have  properly  satisfied  the  examining  board 
and  have  properly  answered  seventy  (70)  per  cent  of  the  subject 
matter  asked  on  the  examinations.  After  the  selection  of  the  mem- 
bers of  the  examining  board  by  the  Mayor  said  members  may  be 
called  at  any  time  by  the  Board  of  Public  Safety  to  hold  examina- 
tions. 

Sec.  A-107— OATH  OF  OFFICE. 

The  Commissioner  of  Buildings  and  all  assistants  before  he  or 
they  enter  upon  the  duties  of  his  or  their  official  capacity  shall  take 
and  subscribe  an  oath  before  the  City  Clerk  to  faithfully  and  impar- 
tially execute  the  duties  of  his  or  their  office  and  to  support  the  Con- 
stitution of  the  State  of  Indiana  and  the  United  States. 

Sec.  A-108— SHALL  KEEP  A  RECORD  OF  ALL  APPLI- 
CANTS FOR  PERMITS. 

It  shall  be  the  duty  of  said  Commissioner  of  Buildings  to  cause 
to  be  kept  a  record  of  all  applicants  for  permits  which  shall  be  regu- 
larly numbered  in  the  order  of  their  issue;  also  a  record  showing 
the  number,  description  and  size  of  all  buildings  erected  in  the  City 
during  his  term  of  office;  of  what  material  constructed,  the  aggre- 
a  (  i  t  o  number,  knd  and  c^st  of  all  buildings,  the  inspection, 
removal  and  condemnation  of  buildings  and  all  other  matters  proper 
to  be  recorded. 

Sec.  A-109— SHALL  INSPECT  WHEN  NOTIFIED. 

It  shall  be  the  duty  of  the  Commissioner  of  Buildings  upon  be- 
ing served  with  a  written  notice  requiring  him  to  visit  and  inspect 
any  building  upon  or  in  which  work  is  being  done,  under  any  of  the 
•-  v';  nnf  r  t  s  Cod-3,  to  do  go  within  forty-eight  (48)  hours  from 
the  time  of  receiving  such  notice. 

Sec.  A-110— DUTIES   OF  COMMISSIONER   OF   BUILDINGS. 

It  shall  be  the  duty  of  the  Commissioner  of  Buildings  to  sign  all 
certificates  and  notices  required  to  be  issued  under  this  Code  except  as 
otherwise  provided  herein,  to  make  complaint  of  all  violations  thereof 
to  the  Board  of  Public  Safety;  to  cause  to  be  kept  in  proper  books 
for  the  purpose  of  a  register  of  all  transactions  of  the  office  and 
to  submit  to  the  Board  of  Public  Safety  a  quarterly  statement  of 
all  such  transactions  and  to  enforce  all  of  the  conditions  of  this  Code. 

Sec.  A-lll— POWER  OF  COMMISSIONER. 

(a)  The  Commissioner  of  Buildings  shall  have  full  discretionary 
power  to  pass  upon  any  question  arising  under  the  provisions  of  this 
Code,  relative  to  the  matter  of  construction  or  materials  to  be  used 
in  the  erection,  alteration  or  repair  of  any  building;  provided, 
however,  that  should  any  question  arise  between  the  Commissioner 
of  Buildings  and  the  owner  or  architect  of  any  building,  or  should 
the  owner  or  architect  object  to  any  order  or  decision  of  said  Com- 
missioner, the  matter  shall  be  referred  to  the  Board  of  Public  Safety 
and  its  decision  shall  be  final  and  conclusive,  unless  any  interested 
person,  firm  or  corporation  tiles  a  written  appeal  for  arbitration 
written  ten  days  from  the  decision  of  the  Commissioner  of  Buildings. 

(b)  The  Commissioner  of  Buildings  and  his  authorized  assist- 
ants are  hereby  given  authority  to  enter  any  bmlding  or  premises 
in  the   City  of   Indianapolis,   Indiana,   in   the   performance   of  their 
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duties,  and  to  order  and  compel  the  immediate  suspension  of  any 
work  done  in  the  violation  of  the  provisions  of  this  Code,  and  to 
prohibit  the  use  of  any  materials  and  remove  samples  thereof  for 
testing  purposes  and  to  prohibit  the  maintenance  or  operation 
of  any  machinery  in  violation  of  the  provisions  of  this  Code,  or  any 
ordinance  of  the  City  of  Indianapolis. 

(c)  No  person  shall  continue  the  construction  of  any  building, 
or  use  any  machinery  in,  on  or  about  any  building  or  on  any  prem- 
ises after  the  Commissioner  of  Buildings  or  his  regularly  authorized 
assistants,  have  directed  the  suspension  thereof. 

(d)  The  Commissioner  of  Buildings  and  his  regularly  author- 
ized assistants  are  hereby  given  authority  to  make  such  tests  as  may 
be  necessary  to  determine  the  safety  of  the  conditions  of  any  build- 
ing, material  or  machinery  which  it  becomes  their  duty  under  the 
provisions  of  this  Code  to  inspect,  the  cost  of  such  test  to  be  borne 
by  the  owner  or  agent,  or  the  Commissioner  of  Buildings  may  require 
the  owner  or  agents  to  make  such  tests  as  required,  and  a  written 
statement  furnished  to  the  Bureau  of  Buildings  of  the  same. 

(e)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
shall  procure  materials  from  any  building  or  repair  job  for  test  at 
any  time  they  are  in  doubt  of  the  strength  of  such  materials.  Such 
materials  shall  be  considered  condemned  and   shall  be  destroyed  by 

e  inspector  if  he,  the  inspector,  finds  that  the  materials  do  not  meet 
the  standards   set  forth  in  this  ordinance. 

(f )  Standards  of  any  character  set  forth  in  this  ordinance  may 
be  varied  from  time  to  time  by  the  Board  of  Public  Safety  if  en- 
gineering practice  develops  to  such  an  extent  that  the  standards  set 
forth  in  this  ordinance  become  inadequate  in  any  way.  If  any  such 
standards  are  to  be  varied  they  shall  be  approved  by  the  Board  of 
Public  Safety  and  b<,  posted  as  a  RULING  OF  THE  COMMIS- 
SIONER OF  BUILDINGS. 

Sec.  A-112— SHALL  EXAMINE  ALL  DANGEROUS  BUILD- 
INGS. 

It  shall  be  the  du«y  of  the  Commissioner  of  Buildings  to  examine 
or  cause  to  be  examined  all  buildings  reported  to  be  dangerous  or 
damaged  by  fire  or  accident,  and  to  make  a  record  of  such  examina- 
tion, including  the  nature  of  the  damage,  with  the  name  of  the  street 
and  the  number  of  the  building,  with  the  name  of  the  owner,  and 
to  examine  all  buildings  under  application  to  be  removed,  raised, 
enlarged,  altered  or  built  upon,  and  if  considered  necessary  to  make 
a  record  of  the  conditions  of  the  same. 

Sec.  A-113— NOT  TO  BE  ENGAGED  IN  ANY  BUILDING 
BUSINESS— SPECIAL   APPOINTMENT. 

(a)  The  Commissioner  of  Buildings  or  his  authorized  assist- 
ants shall  not,  during  their  term  of  office,  be  employed  or  engaged, 
directly  or  indirectly,  in  any  building  business  or  enter  into  any 
building  for  others  or  for  the  furnishing  of  materials  or  construc- 
tion,   specifications    or    plans    for    buildings    for    others. 

(b)  The  Commissioner  of  Buildings  upon  appointment  of  the 
Board  of  Public  Safety  may  act  as  Electrical  Engineer. 

Sec.  A-114— DUTIES  OF  ASSISTANTS  TO  THE  COMMIS- 
SIONER OF  BUILDINGS. 

(a)  All  of  the  assistants  appointed  by  the  Board  of  Public 
Safety  under  the  Commissioner  of  Buildings  and  in  the  Bureau  of 
Buildings   shall   enforce   the  regulations  of  this   Code,  and   perform 
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their  duties  as  set  forth  by  the  Commissioner  who  has  charge  of  the 
affairs  of  the  office  and  shall  be  the  head  of  the  office  and  the  director 
of  all  the  work  therein. 

(b)  The  title  which  any  employee  under  the  Commissioner  may 
hold  shall  not  rrevent  him  from  doing  other  work  as  the  Commissioner 
may  direct.  Each  person  shall  be  fully  responsible  for  the  enforce- 
ment of  this  Code  within  their  knowledge. 

(c)  Each  inspector  shall  keep  a  complete  record  of  his  inspec- 
tion work  and  make  a  weekly  report  to  the  Commissioner.  In  case 
that  the  Commissioner  shall  appoint  an  inspector  over  any  certain 
territory  said  inspector  shall  perform  his  duty  properly  and  be  re- 
sponsible  for  the   inspection  work   under   his   direction,   and   within 

-  Rrvip-..  Each  inspector  shall  receive  inspection  slips  and  shall 
thereon  keep  a  complete  record  of  all  inspections  made  and  shall  at- 
tach the  final  inspection  tag  on  the  building  license  as  described  in 
this   Code. 

(d)  The  Structural  Engineer  shall  inspect  and  check  all  plans 
submitted  to  the  office  for  any  buildings  or  structures  to  see  that 
they  are  in  conformity  with  this  Code  and  the  best  engineering 
practice  of  the  day. 

(e)  The  Board  of  Public  Safety  shall  see  that  at  least  one 
structural  engineer  is  appointed  to  the  office  of  the  Commissioner 
of  Buildings. 

Sec.  A-115— SALARIES. 

That  the  salaries  of  the  appointees  of  the  Board  of  Public 
Safety  to  the  office  of  the  Commissioner  of  Buildings  shall  be  to-wit 
as  follows: 

Position  of  Appointee.  Yearly  Salary 

Commissioner  of  Buildings  $4000.00 

Assistant  Commissioner  of  Buildings  3600.00 

Structural    Engineer 3300.00 

Assistant  Structural  Engineer  2500.00 

Combustion   Engineer   3300.00 

Assistant  Combustion  Engineer  2500.00 

Electrical    Engineer    3000.00 

Assistant    Electrical    Engineer    2500.00 

Chief  Elevator  Inspector 2500.00 

Chief  Plumbing  Inspector  2500.00 

Chief   Sign   Inspector   2500.00 

Chief   Inspector  of   Construction    2500.00 

Chief  Inspector  of   Reinforced   Concrete   Construction 2500.00 

Chief  Inspector  of  Reinspection  2500.00 

Chief    Clerk    2400.00 

Zoning  Clerk 2400.00 

Assistant  Clerks,  each  2100.00 

Bookkeeper  and  Statistician  2100.00 

Building    Inspectors,    each    2400.00 

Reinspection  Inspectors,  each  2400.00 

."tyioVp    Inqr»oCtors.   each 2400.00 

Plumbing  Inspectors,  each   2400.00 

Electrical  Inspectors,  each   2400.00 

Elevator  Inspectors,  each  2400.00 

Filing   Clerk   1200.00 

Stenographers,   each    1200.00 

Members  of  Electrical  Board,  each  > 60.00 
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Members  of  Plumbing  Board,  each 60.00 

Secretary  to  Electrical  Board  240.00 

Secretary  to  Plumbing  Board. 240.00 

Sec.  A-116— BONDS  FOR  ALL  EMPLOYEES  IN  BUREAU 
OF  BUILDINGS. 

(a)  No  person  shall  be  appointed  to  any  position  of  any 
character  in  the  Bureau  of  Buildings  under  the  Department  of  Public 
Safety  without  a  surety  bond  to  the  City  of  Indianapolis  to  protect 
the  cit.v  from  malfeasance  in  office  of  any  apnointee. 

(b)  The  minimum  bond  furnished  to  the  city  by  the  appointee 
shall  be  one  thousand  (1,000)  dollars  in  every  case  except  as  follows: 

Commissioner   of    Buildings $5000.00 

Assistant  Commissioner  of  Buildings 3000.00' 

Structural    Engineer    3000.00 

Assistant   Structural   Engineer   2000.00 

Combustion    Engineer    3000.00 

Assistant   Combustion   Engineer   2000.00 

Electrical    Engineer    3000.00 

Assistant  Electrical   Engineer   2000.00 

All  Chief  Inspectors  and  Assistant  Inspectors  of  all  kinds....  2000.00 

DIVISION  A— PART  TWO 
ADMINISTRATION 
Sec.  A-201— GENERAL  PERMITS. 

(a)  Before  any  excavation  shall  be  commenced  for  any  build- 
ing or  structure,  or  the  construction,  erection,  alteration  or  repairs 
started,  of  or  to,  any  wall,  foundation,  fence,  building,  structure, 
tank,  advertising  display,  flue,  stack,  fire  escape,  platform,  staging, 
shute,  ramp,  electrical  wiring,  plumbing,  steam  fitting  or  other 
piping,  elevator,  escalator,  elevator  shaft,  hoistway,  dumb  waiter 
shaft,  amusement  device,  stairs,  stair  well,  partitions  or  any  of  the 
appurtenances  to  any  of  the  above  a  permit  and  license  shall  be 
obtained  from  the  City  Controller  so  to  do,  after  application  to  the 
Commissioner  of  Buildings. 

(b)  Each  division  and  part  of  this  Code  may  have  sections  re- 
quiring permits  to  do  specific  things  in  fuller  explanation  than  the 
above. 

(c)  No  application  for  a  permit  shall  be  issued  by  the  Com- 
missioner of  Buildings  unless  the  person  or  persons,  firm  or  corpor- 
ation agree  to  do  all  the  work  for  which  a  permit  is  granted  accord- 
ing to  the  provisions  of  this  Code  and  the  approval  issued  there- 
under either  on  said  application  or  according  to  plans  and  specifica- 
tions approved  by  the  Commissioner  of  Buildings  and  kept  on  file 
with  him.  The  Commissioner  of  Buildings  may  require  affidavits  to 
this  effect  in  any  case. 

(d)  All  provisions  of  this  Code  shall  apply  with  equal  force 
to  both  municipal   and   private  buildings,   structures   or   premises. 

Sec.  A-202— PLANS  AND  SPECIFICATIONS. 

(a)  Before  the  erection,  construction  or  alteration  of  any 
building  or  part  of  any  building  or  any  part  of  any  structure  or 
wall  and  before  the  erection  of  any  platform  staging  or  flooring  to 
be  used  for  standing  or  seating  purposes,  and  before  the  construction 
or  alteration  of  any  advertising  display,  boiler,  oil  burner,  stack, 
flue,  furnace,  apparatus  of  combustion,  commercial  gas  stoves,  flag 
poles,  canopy,  amusement  device,  any  appurtenance  to"  any  building 
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or  structure,  or  any  elevator,  elevator  shaft,  or  appurtenance  to 
either,  the  owner  or  owners,  lessee  or  agent  or  either  or  any  of  them, 
or  the  architect  or  builder  or  contractor  employed  by  any  of  the 
above  persons,  firm  or  corporation,  shall  submit  to  the  Commissioner 
of  Buildings  a  detailed  statement  and  a  copy  of  the  specifications, 
also  two  (2)  full  and  complete  copies  of  the  plans,  certified  plat  sur- 
vey and  lot  plan  of  such  proposed  work,  and  also,  two  (2)  complete 
sets  of  structural  drawings,  wind  pressure  and  snow  load  stress 
diagrams  of  trusses,  moment  diagrams  of  arches,  stress  diagrams  of 
retaining  walls  and  all  other  necessary  data  of  said  proposed  work 
as  the  Commissioner  of  Buildings  may  require  before  any  permit  is 
issued. 

(b)  Blue  prints  in  duplicate  for  all  buildings  or  structures 
both  new  or  old,  both  public  or  private  shall  be  provided  the  Bureau 
of  Buildings  before  application  for  a  building  license  and  permit. 
Such  blue  prints  shall  show  in  complete  detail  the  following: 

(1)  All  construction   and  details. 

(2)  Exact    location    of   the    proposed    building   or    structure 
on  the  lot  or  premises. 

(3)  All    adjacent    properties   both    city   and    private. 

(4)  All  property  lines  both  city  and  private. 

(5)  rihe  widths  of  all  streets  and  alleys. 

(6)  The  size  of  adjacent  acreage  or  tract  of  ground. 

(7)  Distance  from  lot  or  premises  to  next  street  intersections. 
Exception — 

(a)  Pencil  drawings  may  be  substituted  for  the  blue  prints 
for    non-residence    accessory    buildings. 

(b)  Repairs  not  in  excess  of  one  hundred    (100)    dollars  in 
value. 

Sec.  A-204— NUMBERING  OF  BLUE  PRINTS. 

After  such  blue  prints  are  read  by  the  Bureau  of  Buildings 
anv  corrections  to  cue  same  snail  be  made  in  acid  by  the  applicant 
before  such  blue  prints  shall  be  submitted  for  a  permit  or  building 
license. 

Sec.  A-204— NUMBERING  BLUE  PRINTS. 

All  blue  prints  in  sets  shall  be  numbered  and  an  index  furnished 
on  the  first  blue  print  setting  forth  each  sheet  and  the  character 
thereof.  A  complete  survey  and  affidavit  before  a  notary  public  of  all 
property  lines  and  size  of  a  lot  or  lots  shall  accompany  each  set 
of  blue  prints  except  when  in  the  opinion  of  the  Commissioner  of 
Buildings  such  survey  or  affidavit  shall  not  be  necessary.  Such  sur- 
vey shall  be  made  by  a  regularly  registered  land  surveyor. 

Sec.   A-205— COLUMN   AND   STRUCTURAL    STRESSES. 

All  column  loads  shall  be  shown  at  the  footing  of  each  column 
foundation.  All  floor  loads  and  structural  material  stresses  shall 
be  shown  at  each  point  or  connection  unless  a  standard  throughout 
the  whole   structure  is  maintained 

Sec.  A-206— ERRORS  IN  BLUE  PRINTS  AFTER  PERMIT 
IS  ISSUED  NOT  LEGAL. 

After  the  blue  prints  are  stamped  as  follows:  "APPROVED 
SUBJECT  TO  ALL  BUILDING  AND  ZONING  ORDINANCES," 
such  approval  shall  not  be  considered  as  evidence  to  allow  any  per- 
son or  persons  to  violate  any  law  or  ordinance  of  this  Code.  Such 
above  approval  shall  not  guarantee  any  person  or  persons  that  the 
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approved  plans  are  in  exact  accordance  with  all  building  and  zoning 
laws  or  ordinances,  and  any  errors  found  later  either  by  the  appli- 
cant or  by  the  Bureau  of  Buildings  shall  not  be  binding  to  permit  any 
person  or  persons  to  violate  any  law  or  ordinance.  Such  errors 
shall  be  immediately  rectified  and  the  construction  or  location  of 
the  building  or  structure  changed  to  conform  to  the  law  and  ordi- 
nances and   this   Code. 

Sec.  A-207— BLUE  PRINTS  REMAIN  AT  BUREAU  OP 
BUILDINGS. 

(a)  One  set  of  approved  blue  prints  shall  remain  the  property 
of  the  Bureau  of  Buildings  until  the  final  inspection  of  the  building 
or  structure;  whereupon  such  blue  prints  and  specifications  are  left 
at  tre  Bureau  of  Buildings  at  the  owner's  risk  except  in  cases  where 
blue  prints  are  required  to  be  filed  permanently  at  the  Bureau  of 
Buildings. 

(b)  The  blue  prints  for  all  first  class  buildings  and  all  tene- 
ment houses  shall  remain  the  property  of  the  Bureau  of  Buildings. 

Sec.  A-208— SCALES  OF  PLANS. 

Ail  plans  shall  be  drawn  to  a  scale  of  one-nuarter  ( % )  of  an 
inch  to  one  (1)  foot  of  actual  structure  or  building  measurement; 
except  by  special  permission  in  writing  from  the  Commissioner  of 
Buildings  one-eighth  (%)  inch  to  one  (1)  foot  scale  may  be  used  in 
large  buildings. 

Sec.  A-209— REGISTERED  ENGINEER. 

The  Commissioner  of  Buildings  shall  require  plans  and  speci- 
fications of  any  building  or  structure  to  be  approved  by  a  registered 
professional  engineer  registered  in  the  State  of  Indiana  as  such; 
except  third  and  fourth  class  buildings  which  do  not  contain  trusses, 
reinforced   concrete   or    steel   framing. 

Sec.  A-210— CHANGES  NOT  TO  BE  MADE  IN  PLANS 
AFTER   PERMIT    IS    ISSUED. 

No  changes  are  to  be  made  in  any  plan  or  specifications  of  con- 
struction after  a  building  license  has  been  issued  except  by  special 
permission,  in  writing,  from  the  Commissioner  of  Buildings. 

Sec.  A-211— APPROVAL  OF  PART  OF  BUILDING. 

Nothing  in  this  part  shall  be  construed  to  prevent  the  Com- 
missioner of  Buildings  from  granting  his  approval  for  the  erection 
f  anv  nart  of  a  bui'din^  or  structure,  where  approved  plans  of  the 
same  are  on  file  at  the  Bureau  of  Buildings. 

Sec.  A-212— REVOCATION  OF  BUILDING  LICENSE. 

Should  the  Commissioner  of  Buildings  become  convinced  that 
the  work  under  the  building  license  is  not  proceeding  according  to  the 
plans  and  specifications  upon  which  such  building  license  was  issued, 
but  is  proceeding  in  violation  of  the  law  or  ordinance  or  this  Code, 
it  shall  be  his  duty  to  notify,  by  parole  or  otherwise,  the  owner  or 
owners,  or  his  agents,  that  the  work  is  being  done  in  violation  of 
the  approval,  permit  and  ordinance  and  that  such  work  shall  im- 
mediately be  stopped  and  changed  to  conform  to  the  Building  Code, 
zoning  laws  or  other  laws  or  ordinances  in  effect  in  Indianapolis  or 
such  building  license  will  be  revoked. 

Sec.  A-213— AUTHORITY  OF  PAROLE: 

The  Commissioner  of  Buildings  or  his  authorized  assistants  shall 
order  all  work  stopped  by  parole  or  otherwise  when  they  find  work 
proceeding  on  drawings  or  blue  prints  not  approved  by  the  Bureau 
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of  Buildings  or  in  violation  of  this  Code  or  any  law  or  odinance,  or 
in  any  case  when  the  approved  blue  prints  or  drawings  are  found  in 
error. 

Sec.  A-214— REVOCATION  OF  BUILDING  LICENSE- 
STICKER,  TAG,  NOTICE: 

Such  building  license  shall  be  revoked  by  parole  or  otherwise 
by  the  Commissioner  ot  Buildings  or  his  authorized  assistants  when 
it  is  believed  any  building  or  zoning  law  or  ordinance  is  being  vio- 
lated. Such  revocation  ci  a  building  license  snail  be  by  letter  to 
the  applicant  at  the  address  shown  on  the  building  license  applica- 
tion or  in  lieu  thereof  the  Commissioner  of  Buildings  or  his  author- 
ized assistants  may  cause  a  tag,  sticker  or  notice  of  such  revocation 
of  the  license  to  be  written  on  or  attached  to  the  building  license, 
which  is  required  by  the  law  to  be  posted  in  a  conspicuous  place  on 
the  construction  job. 

Sec.  A-215— BUILDING  LICENSE  TO  BE  POSTED  ON 
THE  JOB: 

It  shall  hereafter  be  unlawful  for  any  person,  persons,  firm  or 
corporation  to  do  any  construction  work  on  any  new  or  old  structure, 
including  repairs,  in  Indianapolis,  unless  said  person  or  persons, 
firm  or  corporation,  including  the  contractor,  foreman  or  workman 
doing  sucn  work,  shall  maintain  in  full  view  and  in  a  conspicuous 
place  during  the  construction  or  repair  work  called  for  by  a  permit 
and  until  the  said  work  shall  be  finished  and  finally  inspected,  a  build- 
ing license  for  such  work  on  such  building  or  structure. 

Sec.  A-216— REMOVAL  OR  LICENSE— FINAL  INSPECTION: 
Such  license  shall  not  be  removed  until  the  permission  so  to  do  is 
granted  by  the  Commissioner  of  Buildings  or  his  authorized  assist- 
ants, either  by  letter  or  parole.  Such  parole  notice  when  final  in- 
spection is  made  shall  be  in  the  form  of  a  sticker  which  shall  be 
attached  to  the  license  by  the  inspector  and  signed  by  him. 

Sec.  A-217— PLANS  AND  SPECIFICATIONS  ON  JOB: 
It  shall  further  be  unlawful  for  any  person  or  persons,  firm  or 
memoer  ot  a  corporation  to  do  any  construction  work  on  any  new 
or  old  building  or  structure  or  premises  in  Indianapolis  unless  there 
is  maintained  on  such  construction  or  repair  job  at  all  times  during 
working  hours  a  complete  set  of  plans  and  specifications  stamped — 

"APPROVED  SUBJECT  TO  ALL  BUILDING  AND  ZONING  OR- 
DINANCES." 

Sec.  A-218— LEGAL  EXPIRATION  OF  ANY  BUILDING 
LICENSE: 

Every  permit  and  license  shall  expire  by  limitation  if  active 
work  has  not  been  commenced  within  two  (2)  months  of  the  date  of 
issue.  Digging  or  arranging  the  terrain  shall  not  legalize  the  license. 
If  no  construction  has  been  done  above  the  foundation  of  the  pro- 
posed building  or  structure  within  one  (1)  year  of  the  date  of  issue 
the  building  license  shall  expire  by  limitation. 

Sec.  A-219— REJECTION  OF  PLANS: 

It  shall  be  the  duty  of  the  Commissioner  of  Buildings  to  accept 
or  reject  any  plan  or  set  of  plans  within  a  reasonable  time  from  the 
date  of  filing  same  in  his  office  pursuant  to  the  provisions  of  this 
Building  Code  and  all  zoning  laws  and  ordinances  or  other  laws  and 
ordinances  in  effect  in  the  City  of  Indianapolis. 
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Sec.  A-220— ORDINARY  REPAIRS: 

Ordinary  repairs  to  a  building  or  structure  or  any  of  the  ap- 
purtenances thereto,  the  value  of  which  shall  not  exceed  fifty  (50) 
dollars,  may  be  made  without  notice  to  the  Commissioner  of  Build- 
ings, but  such  repairs  shall  not  be  construed  to  include  the  cutting 
away  of  any  stone  or  brick  wall,  or  any  portion  thereof,  the  removal 
or  cutting  of  any  beams,  supports  or  structural  parts  of  any  building 
or  structure  or  the  removal,  change  or  closing  of  any  staircase  or 
fire  escape  or  the  rebuilding  or  repairs  of  any  flue  or  chimney.  Any 
electrical  or  plumbing  system.  Exception — Painting,  cleaning,  deco- 
rating and  papering,  electrical,  plumbing  or  other  fixtures. 

Sec.   A-221— DEMOLISHED   BUILDINGS: 

(a)  When  plans  and  a  detailed  statement  are  filed  with  the 
Commissioner  of  Buildings  for  an  existing  building  or  part  of  an 
existing  building  to  be  demolished,  such  facts  shall  be  stated  in  the 
statement  so  filed. 

(b)  In  demolishing  any  building,  it  shall  be  demolished  story 
after  story,  commencing  with  the  top  story,  and  each  story  shall 
be  completely  removed  before  the  next  story  below.  No  material 
shall  be  placed  upon  the  floor  of  any  such  building  in  the  course  of 
demolition,  but  the  bricks,  timbers  and  other  structural  parts  of  each 
story  shall  be  lowered  to  the  ground  immediately  upon  displacement. 

(c)  The  material  to  be  removed  shall  be  properly  wet  down  to 
lay  dust  incident  to  its  removal.  The  Commissioner  of  Buildings 
may  require  dust  proof  shutes  to  be  used. 

(d)  The  owner,  architect,  builder  or  contractor  for  any  build- 
ing, structure,  premises,  wall,  platforms,  staging  or  flooring  to  be 
demolished  shall  give  no  less  than  twenty-four  (24)  hours'  notice 
to  the  Commissioner  of  Buildings  of  such  intended  demolition. 

(e)  A  bond  will  not  be  required  for  the  wrecking  of  a  fourth 
class,  one  (1)  story  building  providing  a  permit  is  issued  for  the 
same  and  all  material  removed  from  the  building  to  be  wrecked 
shall  be  stored  on  private  property;  however,  a  bond  is  required  for 
all  other  wrecking  of  building.      (Section  239.) 

Sec.  A-222— IF  RAISED  OR  BUILT  UPON— CHANGE  OP 
OCCUPANCY: 

No  building  already  erected  or  hereafter  built,  shall  be  raised 
or  built  upon  or  have  its  occupancy  changed,  in  such  a  manner  that 
were  such  building  wholly  built  or  constructed  after  the  passage  of 
this  ordinance  it  would  be  a  violation  of  any  of  the  provisions  of 
this  Code  or  any  other  law  or  ordinance. 

Sec.  A-223— FEES  FOR  GENERAL  PERMITS: 

(a)  Any  division  of  the  building  Code  may  have  specific  fees 
for  its  parts  or  sections. 

(b)  For  new  buildings,  hollow  sidewalks  or  additions  to  old 
buildings,  for  the  wrecking  of  old  buildings  or  structures  the  permit 
fee  shall  be  two  (2)  cents  for  Grade  D  and  three  (3)  cents  for  all 
other  buildings;  for  every  one  hundred  (100)  cubic  feet  of  contents 
or  fraction  thereof.  The  cubical  contents  shall  be  measured  to  in- 
clude every  part  of  the  building,  hollow  sidewalk  or  addition  from 
the  bottom  of  the  foundations  to  one-half  (V2)  of  the  highest  part 
of  a  pitched  roof  and  to  the  top  of  flat  roofs;  provided,  however, 
that  no  permit  fee  shall  be  less  than  two  (2)  dollars  and  a  permit 
to  erect  any  new  building  or  structure  shall  not  be  issued  for  any 
location  or  premises  where  there  are  existing  buildings  until  a  per- 
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mit  to  remove  or  wreck  such  existing  building  has  been  issued  at 
the  above  rate. 

(c)  Moving  buildings  on  the  street  from  one  (1)  location  to 
another  location  the  permit  fee  shall  be  five    (5)    dollars,  from  one 

(1)  location  to  another  on  any  lot  two    (2)    dollars. 

(d)  Permits  for  interior  alterations  to  any  building  or  struc- 
tures or  appurtenances  thereto  to  which  the  one  hundred  (100)  cubic 
foot  rate,  above  mentioned,  cannot  be  properly  applied  shall  be  two 

(2)  dollars  for  every  one  thousand  (1000)  dollars  in  value  or  frac- 
tion thereof  of  such  alterations;  providing,  however,  that  no  fee  shall 
be  less  than  two    (2)   dollars. 

(e)  The  fee  to  be  charged  for  the  installation  of  new  equip- 
ment of  combustion  or  the  alteration  or  reinspection  of  old  equip- 
ment of  combuscion  shall  be  as  follows,  to-wit: 

All  high  pressure  boilers  with  a  capacity  up  to 

One  hundred    (100)    H.   P $2.00  each 

101   to   300    H.    P 2.50  each 

301   to   500   H.   P 3.00  each 

All  over  500  H.  P 3.50  each 

(f )  The  fee  to  be  charged  for  the  installation,  alteration  or  re- 
inspection  of,  (1)  a  hot  air  furnace,  (2)  oil  burning  furnace,  (3)  oil 
burning  equipment  for  any  purpose  whatsoever,  (4)  inflammable 
liquid  combustion  apparatus  and  (5)  all  heating  boilers  of  the  low 
pressure  type  up  to  and  including  three  thousand  (3000)  square 
feet  of  radiating  surface;  shall  be  two  (2)  dollars  for  each  instal- 
lation or  parts  thereof.  Where  liquid  tanks  are  installed  at  the 
i  ame  t  me  .    e  above  permit  shall  include  the  tanks. 

(g)  The  fee  to  be  charged  for  the  installation,  alteration  or 
reinspection  of  any  heating  boiler  capable  to  handling  more  than 
three  (3000)  thousand  square  feet  of  radiating  surface  shall  be  three 

(3)  dollars. 

(h)  Permits  will  not  be  required  for  the  installation  of  gas 
cooking  stoves  for  single  family  units.  A  permit  for  all  other  gas 
stoves  or  appliances  and  all  water  heaters  shall  be  one  (1)  dollar 
for   each   and   every   installation. 

(i)  The  fee  to  be  charged  for  a  permit  for  the  erection  or  al- 
teration of  a  steel  stack  or  brick  stack  or  flue  up  to  and  including 
two  hundred  and  fifty-six  (256)  square  inches  shall  be  two  (2)  dol- 
lars and  for  any  such  over  two  hundred  and  fifty-six  (256)  square 
inches  in  area  shall  be  three  (3)  dollars.  This  fee  shall  not  apply  to 
Grade  D  buildings,  but  shall  apply  to  all  other  buildings  or  struc- 
tures and  shall  be  in  addition  to  any  other  building  permit. 

(j)  The  fee  to  be  charged  for  a  permit  issued  for  the  erection, 
attaching  or  construction  of  any  street  banner,  or  billboard  except 
as  hereinafter  provided  shall  be  two  (2)  dollars  for  the  first  two 
hundred  (200)  square  feet  or  fraction  thereof  of  the  total  surface 
of  the  said  billboard  or  street  banner  exposed  on  the  display  side 
and  an  additional  one  (1)  dollar  for  each  and  every  additional  two 
hundred    (200)    square  feet  of  the  total  surface  or  fraction  thereof. 

The  fee  to  be  charged  for  a  permit  issued  for  the  erection,  at- 
taching or  construction  of  any  signboard  under  twenty-five  (25) 
square  feet  in  area,  except  as  hereinafter  provided,  shall  be  one  (1) 
dollar  each  and  for  a>  '  sienboard  ovQr  twenty-five  (25)  square  feet 
in  area  shall  be  two  (2)  dollars  each  for  the  first  two  hundred  square 
feet  (200)  or  fraction  thereof  of  the  total  surface  of  the  said  sign- 
board, and   an   additional  one    (1)    dollar  for  each  and  every  addi- 
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tional  two  hundred  (200)  square  feet  of  the  total  surface  or  fraction 
thereof.      (See  B-Part  Four.) 

(k)  The  fee  to  be  charged  for  a  permit  issued  for  the  erection, 
attaching  or  hanging  of  a  street  sign  or  electric  wall  sign  shall  be 
three  (3)  dollars  for  the  first  fifty  (50)  square  feet  of  the  total 
single  or  double  faced  surface  thereof  and  an  additional  two  (2) 
dollars  for  each  and  every  fifty  (50)  square  feet  of  the  total  said 
surface  or  fraction  thereof. 

(1)  The  fee  to  be  charged  for  a  permit  issued  for  the  erection 
or  construction  of  any  roof  sign  whatsoever,  shall  be  three  (3)  dollars 
for  the  first  two  hundred  and  fifty  (250)  square  feet  or  fraction 
thereof  of  the  total  surface  of  said  roof  sign  calculated  from  the 
overall  dimensions  on  the  display  side  and  an  additional  two  (2) 
dollars  for  each  and  every  additional  two  hundred  and  fifty  (250) 
square  feet  of  the  total  surface  of  said  roof  sign. 

(m)  Repairs  may  be  made  to  any  legal  advertising  display  at 
the  rate  of  one  (1)  dollar  for  each  five  hundred  (500)  dollars  in 
value  of  the  repairs  both  labor  and  material  with  a  minimum  fee 
of  one  (1)  dollar  for  any  permit  less  than  five  hundred  (500)  dol- 
Jars  nrovidmg:,  however,  that  repairs  may  be  made  to  any  legal  ad- 
vertising display  without  a  permit,  which  repairs  do  not  exceed 
twenty-five  (25)  dollars  in  value.  No  illegal  advertising  display 
may  be  repaired.  Repairs  to  any  legal  advertising  display  shall  be 
limited  to  fifty  (50)  per  cent  of  the  total  structure. 

(n)  The  area  of  two  (2)  or  more  advertising  displays  when 
their  combined  area  is  less  than  the  minimum  for  their  cmss  sua  . 
rot  be  added  and  included  under  one  (1)  permit,  but  a  separate  per- 
mit shall  be  taken  out  for  each  advertising  disnlay. 

(o)  In  calculating  the  facial  area  of  a  double-faced  advertising 
display  only  one  (1)  lace  shall  be  used,  when  the  whole  display  is  a 
structural  unit;  otherwise  both  faces  shall  be  taken  or  the  advertising 
display  considered  two   (2)   separate  displays. 

(p)  The  minimum  fee  to  be  charged  for  a  permit  to  install  elec- 
tric lighting  circuits  shall  be  two  (2)  dollars  minimum  for  one  (1) 
circuit  and  fifty  (50)  cents  additional  for  each  additional  cirtu 
up  to  and  including  ten  (10)  circuits,  and  twenty-five  (25)  cents 
for  each  and  every  circuit  in  addition  to  ten  (10)  circuits  of 
lights  or  small  motors  permissible  on  lighting  circuits  or  ot^er 
device,  mechanism,  or  appliance  permitted  on  such  lighting  circuits. 

(q)  The  minimum  fee  to  be  charged  for  a  permit  to  install 
electrical  motors,  devices  or  machines  on  power  circuits  shall  be  two 
(2)  dollars  for  the  first  machine  or  circuit  and  one  (1)  dollar  for 
each  addit'onal  circuit,  machine,  motor  or  device  required  by  th.s 
Code  to  be  on  power  circuits. 

(r)  The  fee  to  be  charged  for  a  permit  to  install  elevators, 
elevator  doors,  elevator  shafts,  elevator  machinery,  cables  and  any 
other  elevator  appurtenances  shall  be  two  (2)  dollars  minimum  for 
a  permit  for  one  (1)  or  two  (2)  story  elevators  and  fifty  (50)  cents 
additional  for  each  floor  over  two  (2)  floors  such  elevator  or  appur- 
tenance  extends. 

(s)  The  fee  to  be  charged  for  a  permit  to  erect  a  tent  for  a 
period  of  one  (1)  day  and  not  over  six  (6)  months  in  any  one  (1) 
year  shall  be  to-wit,  as  follows: 

Up  to  four  hundred  (400)  square  feet  in  area  $1.00 

Four  hundred   (400)   square  feet  to  one  thousand   (1000)   sq.  ft  2.00 
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One  thousand    (1000)    sq.  feet  to  four  thousand    (4000)    sq.  ft.  3.50 
All  tents  over  four  thousand   (4000)  square  feet  5.00 

The  above  permit  fee  shall  be  one  (1)  day  to  six  (6)  months  and 
shall  not  permit  the  owner  to  repair  such  tent.  No  permit  shall  be 
granted  without  the  agreement  of  the  owner  that  he  will  remove 
such  tent  after  the  expiration  of  six  (6)  months. 

(t)  The  permit  fee  to  be  charged  for  the  installation  of  oil 
storage  tanks  or  tanks  for  inflammable  liquids  or  other  liquids  shall 
be  as  follows: 

Up  to  three  hundred    (300)    gallons $1.00  each 

Three  hundred  (300)  gallons  to  eleven  hundred  (1100) 

gallons    2.00  each 

Eleven  hundred    (1100)    gallons  to  twenty-five  thousand 

(25000)     gallons    3.00  each 

Over   twenty-five  thousand    (25000)    gallons 4.00  each 

Exception — Portable  tanks. 

(u)  The  permit  fee  to  be  charged  for  the  inspection  and  in- 
stallation of  each  gasoline  or  other  inflammable  liquid  pump  shall 
be  one    (1)    dollar  for  each  pump. 

Exception — Portable  pumps. 

(v)  Whenever  any  building  is  rented  or  leased  for  a  different 
cccupancv  than  that  which  it  has  been  built,  the  owner  or  lessee  shall 
first  obtain  a  permit  from  the  City  Controller  after  application  and 
inspection  bv  aie  Bur  au  of  Buildings.  Such  change  of  occupancy 
permit  shall  be  one  (1)  dollar  unless  alterations  are  to  be  made 
whereupon  the  permit  for  alterations  shall  only  be  paid. 

(w)      The   permit   fees   for   the   installation   or   reinspection   of 
plumbing  shall  be  as  follows,  to-wit: 
Each  stack,  building  sewer  or  building  drain  including  not  over 

ten  (10)   fixtures  or  openings  for  fixtures  or  other  openings 

a  minimum  fee  of $3.00 

Each  additional  fixture  or  opening  for  a  fixture  additional 25 

For  repairs  or  reinspection  of  old  installations  the  minimum  fee 

for  each  stack,  building  sewer  or  building  drain  up  to  and 

including  ten    (10)    fixtures  or  openings  for  fixtures 1.00 

Each    addrh'or>al   fixture   or   opening   for    a    fixture 10 

It  shall  be  the  duty  of  the  plumber  to  notify  the  Bureau  of 
Buildings  and  also  the  owner,  or  his  authorized  agent,  verbally,  by 
telephone,  or  in  writing,  not  less  than  eight  (8)  working  hours  be- 
tween the  hours  of  8  A.  M.  and  4  P.  M.  before  the  work  is  to  be  in- 
spected or  tested. 

It  shall  be  the  duty  of  the  plumber  to  make  sure  that  the  work 
will  stand  the  test  prescribed  before  giving  the  above  notification. 

If  the  Commissioner  of  Buildings  finds  that  the  work  will  not 
stand  the  test,  the  plumber  shall  be  required  to  renotify  in  writing 
and  to  pay  the  sum  of  one  (1)  dollar  for  each  renotification  or  rein- 
spection. 

(x)  Permits  for  repairs  to  any  building  or  structure,  or  to  any 
of  the  appurtenances  thereto  shall  be  as  follows,  to-wit: 

Rate  of  fee 

for  each  $1000 

Exemp-         Minimum     in  value 

Repairs  to  tion  fee       of  repairs 

Buildings    $50.00  $1.00  $2.00 

Steam  fitting  50.00  1.00  2.00 
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Apparatus  of  Combustion  50.00  1.00  2.00 

(Low  pressure  types) 
Apparatus  of  Combustion  50.00  2.00  2.00 

(High  pressure  types) 
Stack  and  Flues 

(up  to  256  sq.  in.  in  area) 50.00  1.00  2.00 

Stack  and  Flues 

(over  256  sq.  in.  in  area) 50.00  2.00  2.00 

Advertising   Displays   25.00  1.00  2.00 

Electrical   Work  50.00*  1.00  2.00 

Elevator   Equipment   50.00  1.00  2.00 

Storage  tanks  and  appurtenances 50.00  1.00  2.00 

Plumbing  50.00  1.00 

The  above  exemption  shall  be  construed  to  allow  such  repairs 
over  a  period  or  not  less  than  one  (1)  year.  If  such  repairs  over  a 
period  of  one  (1)  year  exceed  the  above  values  a  permit  shall  be 
taken  out. 

♦See  Section  D-116. 

(y)  Such  fees  shall  be  paid  the  City  Controller  after  application 
to  the  Commissioner  of  Buildings. 

Sec.  A-224— REINSPECTION  OF  EQUIPMENT  OF  COM- 
BUSTION: 

Whenever  any  flue  or  stack  shall  issue  smoke  in  violation  of  this 
ordinance,  the  Combustion  Engineer  may  cause  the  whole  equipment 
of  combustion  to  be  reinspected  and  corrections  made.  Upon  re- 
inspection  of  any  equipment  of  combustion,  the  owner  or  owners  or 
persons  in  (harge  or  control  of  the  same  shall  pay  to  the  City 
Controller  the  reinspection  fee  as  herein  described  within  thirty 
(30)  days  from  the  date  of  inspection  notice. 

Sec.  A-225— REINSPECTION  FEES  FOR  STREET  SIGNS: 
(a)  The  owner,  person  or  persons,  firm  or  corporation  in  charge 
or  control  of  the  maintenance  of  any  street  sign  shall  pay  an  annual 
inspection  fee  payable  January  first  after  a  permit  is  taken  out  for 
erection,  and  that  the  same  inspection  fee  shall  be  paid  once  each 
year  thereafter,  to-wit.  as  follows : 

(1)  Street  signs  having  a  total  single  or  double  faced  area 
measured  f^om  the  outer  edges  of  the  sign  or  fifty  (50)  sq.  feet  or 
less,  one  dollar  and  fifty  cents   ($1.50)  per  year. 

(2)  Street  signs  having  a  total  single  or  double  faced  area 
measured  from  the  outer  ede:es  of  the  sign  of  over  fifty  (50)  sq.  feet 
and  less  than  one  hundred  (100)  sq.  feet  two  (2)  dollars  per  year. 

(3)  Street  signs  having  a  total  single  or  double  faced  area 
measured  from  the  outer  edges  of  the  sign  of  one  hundred  (100)  sq. 
feet  and  less  than  one  hundred  and  fifty  (150)  sq.  feet,  two  (2) 
dollars  and  fifty   (50)  cents  per  year. 

(4)  Street  signs  having  a  total  single  or  double  faced  area 
measured  from  the  outer  edges  of  the  sign  of  over  one  hundred  and 
fifty    (150)    sq.  feet,  three    (3)    dollars  per  year. 

(5)  Such  inspection  fees  must  be  paid  yearly  and  are  due  on 
the  first  day  of  January  and  are  delinquent  after  the  first  day  of 
July  of  the  same  year.  Such  inspection  fees  are  payable  to  the  City 
Controller  after  application  to  the  Commissioner  of  Buildings  and 
in  no  case  shall  an  inspection  fee  be  less  than  one  (1)  dollar  and 
fifty   (50)   cents. 
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Sec.  A-226— REINSPECTION  FEES  FOR  ANNUAL  INSPEC- 
TION OF  ADVERTISING  DISPLAYS  OTHER  THAN  STREET 
SIGNS: 

(a)  An  annual  inspection  fee  shall  be  paid  the  City  Controller 
by  every  person,  firm  or  corporation,  in  possession,  charge  or  control 
of  any  advertising  display  other  than  (a)  street  sign,  (b)  sign  less 
than  twelve  (12)  sq.  feet  in  area,  (c)  billboard  or  signboard  less 
than  twenty-eight  (28)  sq.  feet  in  area,  (d)  painted  wall  sign  or 
painted  wall  signboard,  (e)  billboards  or  signboards  over  twenty- 
eight  (28)  sq.  feet  in  area  located  upon  any  wall,  within  six  (6) 
inches  of  the  property  line,  maintained  as  an  adjunct  to  any  busi- 
ness within  the  building  of  which  the  wall  is  a  part  thereof  or  any 
other  billboard  or  signboard  over  twenty-eight  (28)  so.  feet  in  area 
equal  to  the  sum  of  one-half  (%)  of  a  cent  multiplied  by  the  num- 
ber of  so.  feet  of  the  total  display  surface  of  the  said  display  in- 
cluding all  borders  and  measured  to  the  outer  edges  of  the  display 
or  supports  on  the  display  side.  This  fee  shall  be  for  a  period  of 
one  (1)  year,  shall  not  be  pro-rated  and  shall  be  due  the  first  day 
of  January  and  delinquent  the  first  day  of  July  of  each  year,  and 
in  no  case  shall  a  fee  be  less  than  one  (1)  dollar. 

(b)  Such  fees  shall  be  paid  to  the  City  Controller  after  appli- 
cation to  the  Commissioner  of  Buildings  upon  such  blanks  as  he 
shall  use  therefor. 

(c)  A  separate  application  shall  be  made  and  a  separate  fee 
paid  for  such  advertising  display,  provided,  however,  that  any  group 
of  advertising  display  maintained  as  a  continuous  structure  may 
be  grouped  as  one  (1)  structure  with  one  (1)  inspection  tag  and 
one   (1)   fee  paid  for  the  total  area  of  the  group. 

Sec.  A-227— REINSPECTION  OF  ALL  BUILDINGS  IN 
GENERAL  USE— PRECAUTIONS  IN  BEHALF  OF  PUBLIC 
SAFETY— MAY  REQUIRE  REPAIR  OR  ALTERATIONS  IN 
SUCH  CASES— AMUSEMENT  DEVICES: 

(a)  The  Commissioner  of  Buildings  may  cause  to  be  inspected 
all  public  school  buildings,  public  assembly  halls,  churches,  theaters, 
buildings  used  either  for  manufacturing  or  commercial  purposes, 
hotels,  apartment  houses  and  other  buildings,  amusement  devices  or 
structures  occupied  or  frequented  by  large  numbers  of  people,  for 
the  purpose  of  determining  the  safety  of  such  buildings  or  any  part 
of  appliances  or  equipment  thereof;  the  sufficiency  of  their  doors, 
passageways,  aisles,  stairways,  corridors,  exits  or  fire  escapes,  and 
generally  their  facilities  for  egress  in  case  of  fire  or  other  accident, 
and  the  strength  of  their  floors,  and  he  shall  make  return  of  all  vio- 
lations of  the  several  provisions  of  this  Code  or  other  laws  or  ordi- 
nances to  the  Board  of  Public  Safety. 

(b)  It  shall  be  the  duty  of  the  Commissioner  of  Buildings, 
when  any  citizen  represents  that  combustible  materials  are  kept  in 
any  place  in  the  city  in  an  insecure  manner,  or  that  the  doors,  stair- 
wavs,  corridors,  exits  or  fire  escapes  of  anv  factory  or  workshoo  or 
other  place  of  employment  are  insufficient  for  the  escapes  of  employes 
in  case  of  fire,  panic  or  accident,  or  do  not  comply  with  the  provis- 
ions of  this  Code;  or  that  the  flues,  fire  boxes,  or  heating  apparatus 
and  apparatus  of  combustion,  in  any  building  in  the  city  is  in  unsafe 
or  dangerous  condition  or  in  any  wise  in  contravention  of  this  Code, 
to  cause  examination  to  be  made  of  such  place  or  building;  and  if 
such   representation   is   found   to   be   true,   said    Commissioner   shall 
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give  notice  in  writing  or  parole  to  the  owner,  occupant,  lessee  or 
person  in  possession,  charge  or  control  of  such  place  or  building,  to 
make  such  changes,  alteration  or  repairs  as  the  ordinances  of  the 
city  may  require.  Upon  failure  of  parties  so  notified  to  comply 
with  the  said  notice,  the  matter  shall  be  placed  in  the  Board  of 
Public  Safety  or  the  Commissioner  of  Buildings  may  prohibit  the 
use  of  the  building,  device  or  premises. 

(c)  It  shall  be  unlawful  to  continue  the  use  of  such  buildings 
until  the  changes,  alterations  or  repairs  found  necessary  by  the  Com- 
missioner of  Buildings  to  make  such  building  or  part  thereof  safe, 
or  to  bring  it  into  compliance  with  this  Code,  shall  have  been  made. 

Sec.  A-228— REINSPECTION  OF  ELECTRICAL  EQUIP- 
MENT: 

(a)  The  minimum  fee  to  be  charged  for  a  permit  to  reinspect 
electrical  work  shall  be  one  (1)  dollar  minimum  for  one  (1)  circuit 
and  twenty-five  (25)  cents  additional  for  each  additional  circuit  up 
to  and  including  (10)  circuits,  and  fifteen  (15)  cents  additional 
for  each  and  every  circuit  over  ten  (10)  circuits  of  lights  or  small 
motors  permissible  on  lighting  circuits,  or  other  device,  mechanism 
or  appliance  permitted  by  this  Code  on  such  lighting  circuits. 

(b)  The  minimum  fee  to  be  charged  for  the  reinspection  of 
electrical  motors,  devices,  appliances,  or  mechanisms,  on  power  cir- 
cuits shall  be  two  (2)  dollars  for  the  first  machine  or  circuit  and 
one  (1)  dollar  for  each  additional  machine,  motor  or  device  required 
by  this  Code  to  be  on  power  circuits. 

Sec.  A-229— REINSPECTION  OF  ELEVATORS  AND  APPUR- 
TENANCES: 

The  fee  to  be  charged  for  the  reinspection  of  elevators,  elevator 
doors,  elevator  shafts,  elevator  machinery  (except  electrical  equip- 
ment), cables  and  any  other  elevator  appurtenances  shall  be  two  (2) 
dollars  minimum  for  such  appurtenance  or  elevator  extending  two 
(2)  stories  and  fifty  (50)  cents  additional  for  each  story  in  excess 
of  two  (2)  stories  such  elevator  extends. 

Sec.  A-230— POWER  OF  COMMISSIONER  OF  BUILDINGS 
IN  ORDERING  REINSPECTION: 

The  Commissioner  of  Buildings  shall  order  reinspection  of  build- 
ings, signs,  electrical  work,  elevators,  equipment  of  combustion  and 
any  other  appurtenance  of  any  building  whenever  he  may  deem 
necessary  so  to  do,  but  in  no  case  more  than  once  in  any  one  (1) 
vear  unless  an  emergency  arises,  then  he  shall  order  reinspection  as 
he  may  see  fit.  If  any  owner,  person  or  persons,  firm  or  corporation 
think  the  reinspection  of  their  building  or  premises  is  not  necessary 
they  shall  have  the  right  at  all  times  to  appeal  their  individual  case 
of  reinspection  to  the  Board  of  Public  Safety  when  such  reinspection 
occurs  more  than  once  each  year  in  order  to  have  the  reinspection 
fee   waived. 

Sec.    A-231— REINSPECTION    FEES    FOR    BUILDINGS    IN 

GENERAL   USE— AMUSEMENT   DEVICES: 

(a)  Whenever  it  shall  become  the  duty  of  the  Commissioner  of 
Buildings  to  order  his  authorized  assistants  to  reinspect  any  premises 
from  any  cause  whatsoever  a  reinspection  fee  of  two  (2)  dollars 
shall  be  paid  the  City  Controller  upon  presentation  of  a  certificate 
of  reinspection  to  the  owner,  lessor,  or  person  or  persons  in  charge 
or  control  of  such  building,  structure  or  device  that  such  building 
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has  been  reinspected.  This  fee  shall  cover  all  other  reinspection  not 
specifically  covered. 

(b)  Such  reinspection  fee  shall  be  paid  to  the  City  Controller 
within  thirty   (30)   days  of  the  date  of  the  reinspection  notice. 

Sec.  A-232— BUILDINGS  FOUND  IN  UNSAFE  CONDI- 
TIONS—NOTICE TO  OWNER— AUTHORITY  OF  COMMIS- 
SIONER: 

(a)  Whenever  the  Commissioner  of  Buildings  shall  find  any 
building  or  structure  or  part  thereof  in  the  city  in  such  unsafe  condi- 
tion as  to  endanger  life,  but  in  such  condition  that  by  the  immediate 
application  of  precautionary  measures  such  danger  may  be  averted, 
he  shall  have  authority  and  it  shall  be  his  duty  to  forthwith  notify 
in  writing,  the  owner,  agent  or  person  in  possession,  charge  or  con- 
trol of  such  building  or  structure  or  part  thereof,  to  adopt  and  put 
'nto  effect  such  precautionary  measures  as  may  be  necessary  or  ad- 
visable in  order  to  place  such  building  or  structure  or  part  thereof 
in  a  safe  condition;  such  notice  shall  state  briefly  the  nature  of  the 
work  required  to  be  done  and  the  time  within  which  the  work 
required  to  be  done  shall  be  fixed  by  said  Commissioner  of  Buildings, 
upon  taking  into  consideration  the  condition  of  such  building  or 
structure  or  part  thereof,  and  the  danger  of  life  and  property  which 
may  result  from  its  unsafe  condition. 

(b)  Whenever  the  Commissioner  of  Buildings  shall  be  unable 
to  find  the  owner  of  such  building,  structure  or  part  thereof,  upon 
whom  such  notice  may  be  served,  he  shall  address,  stamp  and  mail 
such  notice  to  such  owner  at  their  last  known  address,  and  in  addi- 
tion thereto  shall  place  or  cause  to  be  placed  the  notice  herein  pro- 
vided for,  upon  such  building  at  or  near  its  principal  entrance,  in 
large  letters  as  follows: 

NOTICE. 

"THIS    BUILDING    IS    IN  A  DANGEROUS    CONDITION  AND 

HAS  BEEN  CONDEMNED  BY  THE  COMMISSIONER 

OF  BUILDINGS." 

(c)  It  shall  be  unlawful  for  any  person,  firm  or  corporation 
to  remove  said  notice  or  notices  without  written  permission  from  the 
Commissioner  of  Buildings. 

(d)  If  the  owner  of  such  building,  premises  or  structure,  or 
part  thereof,  when  so  notified,  shall  fail,  neglect  or  refuse  to  imme- 
diately place  such  building  or  structure,  or  part  thereof,  in  a  safe 
condition,  or  to  adopt  such  precautionary  measures  as  shall  have 
been  specified  by  said  Commissioner  within  the  time  specified  in  such 
notice,  in  such  case,  at  the  expiration  of  such  time  it  shall  be  un- 
lawful for  any  person,  firm  or  corporation  to  occupy  or  use  said 
building,  premises  or  structure,  or  part  thereof,  until  the  same  is 
placed  in  a  safe  condition  and  in  compliance  with  this  Code.  In  any 
case  where  a  building  or  structure  or  part  thereof,  is  in  a  dangerous 
or  unsafe  condition  and  has  not  been  placed  in  a  safe  condition  within 
the  time  specified  in  the  notice  of  the  Commissioner  of  Buildings, 
such  building  or  structure  or  such  part  thereof,  shall  be  forthwith 
vacated,  and  it  shall  be  unlawful  for  any  person  or  persons  to  enter 
same  except  for  the  purpose  of  making  repairs  required  by  the  Com- 
missioner of  Buildings  and  the  Ordinances  of  the  City  of  Indianapolis, 
Indiana. 

(e)  If,  at  the  expiration  of  the  time  specified  in  such  notice  for 
the  completion  of  the  work  in  order  to  render  the  building  or  struc- 
ture safe,  said  notice  shall  not  have  been  complied  with,  the  Com- 
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missioner  of  Buildings  shall  refer  the  matter  to  the  Board  of  Public 
Safety,  together  with  such  recommendations  as  he  shall  desire  to 
make  to  the  said  Board  of  Public  Safety.  Whereupon  it  shall  be  the 
duty  of  the  Board  of  Public  Safety  to  cause  a  notice  to  be  served 
upon  the  owner  of  such  building,  structure,  or  premises  to  appear 
before  it  upon  a  day  named  in  such  notice,  to  show  cause  why  such 
building  or  other  structure  or  parts  thereof  should  not  be  condemned 
and  the  same  removed.  And  the  said  Board  of  Public  Safety  shall 
thereupon  hear  and  consider  the  recommendation  of  the  said  Com- 
missioner of  Buildings,  and  the  objection  thereto,  if  any,  of  such 
owners  and  after  having  satisfied  themselves  upon  the  matter  repre- 
sented, shall  make  final  orders  therein.  If  the  report  and  recommen- 
dations of  the  Commissioner  of  Buildings  shall  be  found  correct  and 
shall  be  approved,  it  shall  be  the  duty  of  the  Commissioner  of  Build- 
ings to  proceed  forthwith  to  tear  down  or  destroy  that  part  of  said 
building  or  structure  that  is  in  such  unsafe  condition  as  to  endanger 
life  and  property.  The  expense  of  tearing  down  any  part  of  such 
building  or  structure  shall  be  charged  to  the  owner  of  such  building, 
structure  or  part  thereof,  and  the  Commissioner  of  Buildings  shall 
recover  or  cause  to  be  recovered  from  such  owner  in  control  thereof, 
the  cost  of  doing  such  work,  by  legal  proceedings,  prosecuted  by  the 
Law  Department. 

(f )  If  such  agent,  owner,  or  person  fails  to  appear  before  the 
Board  of  Public  Safety  at  their  request,  said  agent,  owner  or  person 
shall  be  guilty  of  a  misdemeanor. 

Sec.  A-233— MAY  DIRECT  FIRE  DEPARTMENT  TO  RE- 
MOVE: 

The  Commissioner  of  Buildings  shall  have  the  authority  to  direct 
the  Chief  of  the  Fire  Force  or  the  Chief  of  the  Fire  Force  shall  have 
the  authority  to  tear  down  or  remove  any  defective  or  dangerous 
wall,  flue  or  structure  or  any  building  or  structure  or  part  thereof, 
which  may  be  or  has  been  damaged  by  the  cause  of  fire  or  otherwise 
wnen  sucn  dangerous  wall,  flue  or  structure  endangers  life  or 
property. 

Sec.  A-234— MAY  STOP  CONSTRUCTION  AND  WRECKING 
OF  BUILDING. 

(a)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
shall  have  the  power  to  stop  the  construction  of  any  building  or  the 
making  of  any  alterations  or  repairs  of  any  building  within  said 
city  when  the  same  is  being  done  in  a  reckless  or  careless  manner, 
or  in  violation  of  any  ordinance  or  this  building  Code  and  to  order, 
in  writing  or  by  parole  or  by  posted  notice  any  and  all  persons  in 
any  way  or  manner  whatever  engaged  in  so  constructing,  altering  or 
repairing  any  such  building  to  stop  and  desist  therefrom  until  fur- 
ther notice.     The  following  notice  shall  be  posted: 

"THIS  BUILDING  IS  BEING  CONSTRUCTED,  OCCUPIED, 
ARRANGED  OR  DESIGNED  IN  VIOLATION  OF  THE  BUILD- 
ING CODE  AND  THE  ORDINANCES  OF  THE  CITY  OF  IN- 
DIANAPOLIS, INDIANA.  NO  PERSON  OR  PERSONS  EXCEPT 
THOSE  AUTHORIZED  SO  TO  DO  ARE  TO  OCCUPY,  TRESPASS, 
OR  OTHERWISE  USE  THESE  PREMISES. 

"IT  SHALL  BE  UNLAWFUL  FOR  ANY  PERSON,  FIRM,  OR 
CORPORATION  TO  REMOVE  THIS  NOTICE  WITHOUT  THE 
WRITTEN  PERMISSION  OF  THE  COMMISSIONER  OF  BUILD- 
INGS." 
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(b)  When  such  work  has  been  stopped  as  specified  above  by- 
order  of  said  Commissioner  or  his  assistants,  such  work  shall  not 
be  resumed  until  said  Commissioner  of  Buildings  shall  be  satisfied 
that  adequate  precautions  will  be  taken  for  the  protection  of  life  and 
property,  and  that  said  work  will  be  proceeded  carefully  and  in 
conformity  with  the  ordinances  of  the  City  of  Indianapolis,  Indiana, 
and  this  Code. 

(c)  Whenever  any  building  or  structure  is  found  to  be  in  vio- 
lation of  the  Zoning  or  Building  Ordinances  of  the  City  of  Indian- 
apolis, the  owner  or  owners  or  person  or  persons  constructing  such 
building  or  structure  shall  immediately  stop  such  construction  even 
though  said  building  or  structure  is  being  built  according  to  plans 
approved  by  the  Bureau  of  Buildings  and  stamped:  "APPROVED 
SUBJECT  TO  ALL  BUILDING  AND  ZONING  ORDINANCES." 

The  Commissioner  of  Buildings  or  his  authorized  assistants  may- 
stop  such  work  by  posted  notice,  parole,  or  letter  whenever  any 
violations  of  the  Building  and  Zoning  laws  or  ordinances  occur. 

Sec.  A-235— ARBITRATION— APPEAL  FROM  DECISION. 

(a)  In  all  cases  where  discretionary  power  is  used  by  the  Com- 
missioner of  Buildings  in  questions  relating  to  the  erection  or  loca- 
tion of  any  building  or  buildings  or  structures  or  part  thereof,  any 
party  or  parties  believing  themselves  injured  or  wronged  by  the 
decision  of  the  Commissioner  of  Buildings,  may  before  instituting 
any  suit,  make  an  appeal  for  arbitration  as  follows,  to-wit: 

(b)  Any  person  wishing  to  make  an  appeal  shall  do  so  within 
five  (5)  days  after  written  notice  of  the  decision  or  order  of  the  Com- 
missioner of  Buildings  has  been  given.  An  appeal  made  later  than 
five  (5)  days  after  the  serving  of  the  notice  of  the  Commissioner  of 
BuiMings  sha1'  not  entitle  the  appellant  to  any  arbitration.  The 
request  for  arbitration  shall  be  in  writing  and  shall  state  the  object 
of  the  proposed  arbitration  and  the  name  of  the  person  who  is  to 
represent  the  appellant  as  arbitrator. 

(c)  The  Commissioner  of  Buildings  shall  thereupon  inform  the 
appellant  of  the  cost  of  such  arbitration  and  such  appellant  shall 
within  twpnty-four  (24)  hours  from  the  receipt  of  such  information 
deposit  with  the  Commissioner  of  Buildings,  the  sum  of  money  re- 
quested for  defraying  the  expenses  of  the  same,  which  sum  shall  be 
Lxed  in  each  case  by  said  Commissioner,  in  proportion  to  the  time 
i*.  will  take  and  the  difficulty  and  imoortance  of  the  case,  but  shall 
in  no  case  be  more  than  the  cost  of  similar  service  in  the  course  of 
ordinary  business  of  private  individuals  or  corporations.  As  soon  as 
such  sum  of  money  shall  have  been  deposited  with  him,  the  Commis- 
sioner of  Buildings  shall  appoint  an  arbitrator  to  represent  the  city 
and  the  two  (2)  arbitrators  thus  chosen  shall,  if  they  cannot  agree, 
select  a  third  arbitrator:  and  in  event  said  two  arbitrators 
fail  to  agree  on  a  third  arbitrator  within  five  (5)  days  after  their 
disagreement,  the  Mayor  shall  select  the  third  arbitrator,  after  which 
the  decision  of  any  two  (2)  of  these  arbitrators  shall,  after  investi- 
gation and  consideration  of  the  matter  in  question,  be  final  and  bind- 
ing upon  the  appellant  as  well  as  the  city,  unless  the  appeal  is  taken 
therefrom,  as  provided  in  case  of  an  appeal  under  a  statutory  arbi- 
tration, within  five  (5)  days  thereafter. 
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Sec.  A-236— ARBITRATORS  TO  TAKE  OATH— POWER  TO 
EXAMINE  WITNESSES: 

(a)  The  arbitrators  shall  themselves,  before  entering  upon  the 
discharge  of  their  duties,  be  placed  under  oath  by  the  City  Clerk  or 
a  Notary  Public,  to  the  effect  that  they  are  unprejudiced  as  to  the 
matter  in  question  and  that  they  will  faithfully  discharge  the  duties 
of  their  position.  They  shall  have  the  power  to  call  witnesses  and 
place  them  under  oath,  and  their  decisions  or  award  shall  be  ren- 
dered in  writing,  both  to  the  Commissioner  of  Buildings  and  the 
appellant. 

(b)  The  fee  deposited  by  the  appellant  with  the  Commissioner 
of  Buildings  shall  be  paid  by  the  Commissioner  of  Buildings  to  the 
arbitrators  upon  the  rendering  of  their  report  and  shall  be  in  full 
of  all  costs  incident  to  the  arbitration. 

Sec.  A-237— IN  URGENT  CASES— COMMISSIONER'S  POWER 
FINAL: 

Whenever  the  decision  of  the  Commissioner  of  Buildings,  regard- 
ing the  safety  of  any  building  or  any  part  thereof,  is  made  in  a  case 
which  is  so  urgent  that  failure  to  properly  ( arry  out  his  orders  to 
demolish  or  strengthen  such  building  or  part  thereof  may  endanger 
life  and  limb,  the  decision  and  order  of  the  Commissioner  of  Build- 
ings shall  be  absolute  and  final. 

Sec.  A-238— DUTY  OF  POLICE  TO  ASSIST  COMMISSIONER 
IN  ENFORCING— PROVISIONS  OF  THIS  CODE  AND  ZONING 
ORDINANCES: 

(a)  The  police  shall  assist  the  Commissioner  of  Buildings  in 
enforcing  any  provisions  of  the  Building  and  Zoning  Ordinances. 
The  Commissioner  of  Buildings  or  any  of  his  authorized  assistants  in^ 
urgent  cases  may  ask  the  police  to  accompany  him  or  them  to  any* 
premises  to  help  enforce  the  law  and  make  arrests  where  necessary. 

(b)  The  police  on  regular  patrol  duty  shall  investigate  all 
premises  to  see  if  a  building  license  is  posted,  wherever  it  is  apparent 
any  construction,  repair,  or  excavation  work  is  being  done.  If  no 
building  license  is  posted  on  such  premises  the  said  police  shall  order 
all  work  and  operations  to  stop  immediately  and  until  such  a  time 
as  a  building  license  is  posted  as  required  by  this  Ordinance. 

(c)  Whenever  it  shall  be  deemed  necessary  by  the  Commis- 
sioner of  Buildings  upon  orders  of  the  Board  of  Public  Safety  the 
police  department  shall  have  its  men  report  in  writing  to  the  Com- 
missioner of  Buildings,  on  appropriate  blanks,  all  locations  where 
repairs  to  buildings  or  structures  are  being  made  and  all  locations 
of  new  construction  of  any  character,  to  or  of,  any  building  or  struc- 
ture, or  on  any  lot  or  premises  in  the  city. 

Sec.  A-239— WRECKING  BOND. 

Any  person,  firm  or  corporation  engaged  in  the  wrecking  of  any 
building  or  structure  for  which  a  permit  or  license  is  required,  before 
such  a  permit  is  issued  shall  execute  and  deliver  to  the  City  Con- 
troller a  good  and  sufficient  surety  bond  in  the  sum  of  ten  thousand 
dollars   ($10,000)  payable  to  the  City  of  Indianapolis,  such  bond: 

(1)  First,  to  indemnify  the  City  against  any  lawsuit  brought 
or  judgments  obtained  against  the  City  by  reason  of  the  wrecking  or 
tearing  down  any  such  building. 

(2)  Second,  to  be  made  for  the  use  and  benefit  of  any  citizen 
of  the  city  who  has  obtained  a  judgment  against  the  person,  firm 
or  corporation   executing  the   wrecking  of  the  owner  .or   person   in 


August  19, 1925]  city  of  indianapol.s,  IM)  b39 


charge  or  control  of  the  premises;    by  reason  of  accidents  to  persons 
or  property  during  the  wrecking  operations. 

Sec.  A-240— RULINGS  OF  THE  COMMISSIONER  OF  BUILD- 
INGS: 

(a)  Whenever  it  becomes  necessary  to  add  to  or  substract  from 
the  requirements  set  forth  in  this  Code,  the  Commissioner  of  Buildings 
shall  issue  a  ruling  in  regular  numerical  order  which  ruling  after 
being  passed  by  the  Board  of  Public  Safety  and  published  twice  each 
week  for  two  (2)  consecutive  weeks  in  the  official  paper  of  the  City 
of  Indianapolis,  shall  become  a  part  of  this  Ordinance  and  be  sub- 
ject to  the  provisions  and  penalties  herein  provided. 

(b)  Whenever  new  construction  or  new  materials  of  construc- 
tion pass  such  tests  as  outlined  in  this  Ordinance  they  shall  be 
adopted  by  the  Commissioner  of  Buildings  as  a  ruling  as  above  out- 
lined. 

Sec.  A-241— PAYING  OF  PERMIT  FEES: 

When  an  application  for  a  permit  has  been  issued  by  the  Bureau 
of  Buildings  the  fees  for  the  Building  License  called  for  by  said 
application  shall  be  paid  on  the  same  day  or  the  next  business  day 
following.  Anyone  withholding  an  application  for  a  permit  and  not 
paying  the  fees  within  the  time  above  specified  shall  be  deemed 
guilty  of  a  misdemeanor  and  shall  be  subject  to  a  fine  upon  convic- 
tion as  hereinafter  provided. 

Sec.  A-242— CONNECTING  PASSAGEWAYS: 

(a)  Fireproof  passageways  may  be  placed  between  buildings 
or  structures  within  the  City  of  Indianapolis  and  above  a  street  or 
alley  which  does  not  exceed  forty  (40)  feet  in  width  of  property 
line  to  property  line. 

(b)  All  passageways  shall  be  constructed  so  as  to  safely  sus- 
tain a  load  of  two  hundred  (200)  pounds  per  square  foot  on  the  floor 
thereof  and  a  roof  load  as  determined  elsewhere  in  this  Ordinance. 

(c)  All  such  passageways  shall  have  automatic  approved  fire 
doors  at  each   end. 

(d)  All  such  passageways  shall  be  constructed  entirely  of  in- 
combustible material  and  shall  be  at  all  points  at  least  fourteen  feet 
above  the  highest  point  of  the  roadway  of  the  street  or  alley. 

Sec.  A-243— VALIDITY  OF  THIS  CODE: 

If  any  part,  section  or  part  of  any  section  of  this  Code  shall  in 
any  manner  be  declared  invalid,  such  invalidity  shall  not  be  con- 
strued to  make  any  other  part  thereof  invalid  or  any  section  of  any 
part  or  any  paragraph  or  sentence  of  any  paragraph. 

DIVISION  A. 
PART  THREE 
MISCELLANEOUS  PROVISIONS. 
Sec.  A-301— THE  FIRE  LIMITS  OF  THE  CITY  OF  INDIAN- 
APOLIS. 

(a)  Commencing  at  the  center  line  of  the  intersection  of  St. 
Clair  Street  and  West  Street;  thence  south  with  the  center  line  of 
West  Street  to  the  center  line  of  North  Street;  thence  west  with  the 
center  line  of  North  Street  to  the  center  line  of  Blake  Street;  thence 
South  on  Blake  Street  to  the  center  line  of  Washington  Avenue; 
thence  west  to  the  east  bank  of  White  River;  thence  south  and  along 
the  east  bank  of  White  River  to  a  point  in  line  with  the  center  line 
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of  McCarty  Street;  thence  east  to  and  on  the  center  line  of  McCarty 
Street  to  a  point  in  a  line  parallel  with  the  southwest  property  line 
of  Virginia  Avenue  and  one  hundred  and  fifty  (150)  feet  from  the 
southwest  of  said  property  line;  thence  to  the  center  line  of  Prospect 
Street;  thence  east  on  the  center  line  of  Prospect  Street  to  the  center 
line  of  Shelby  Street;  thence  north  on  the  center  line  of  Shelby 
Street  to  the  center  line  of  Hosbrook  Street;  thence  northwest  on  the 
center  line  of  Hosbrook  street  to  the  center  line  of  Cedar  street: 
thence  northeast  on  the  center  line  of  Cedar  Street  to  the  center  line 
of  Elm  Street;  thence  northwest  on  the  center  line  of  Elm  Street 
to  the  center  line  of  Pine  Street;  thence  northeast  and  thence  north 
on  the  center  line  of  Pine  Street  to  the  center  line  of  Davidson 
Street;  thence  on  the  center  line  of  Davidson  Street  to  the  center 
line  of  Massachusetts  Avenue;  thence  north  to  a  point  in  a  line  par- 
allel with  the  northwest  property  line  of  Massachusetts  Avenue  and 
one  hundred  and  fifty  (150)  feet  northwest  from  the  said  property 
line;  thence  southwest  on  said  line,  parallel  with  the  northwest  prop- 
erty line  of  Massachusetts  Avenue  and  one  hundred  and  fifty  (150) 
feet  from  the  northwest  of  said  property  line,  to  the  center  line  of 
St.  Clair  Street;  thence  west  on  the  center  line  of  St.  Clair  Street 
to  the  place  of  beginning. 

(b)  That  part  of  the  fire  limit  as  described  in  paragraph  (a) 
commencing  at  the  intersection  of  the  center  line  of  North  Street  and 
West  Street;  thence  south  on  the  center  line  of  West  Street  to  the 
center  line  of  Merrill  Street;  thence  east  on  the  center  line  of  Mer- 
rill Street  to  the1  center  line  of  East  Street;  thence  north  on  the 
center  line  of  East  Street  to  North  Street;  thence  west  on  the  cen- 
ter line  of  North  Street  to  West  street,  the  place  of  beginning,  shall 
be  known  as  the  first  or  inner  fire  district  or  zone. 

That  part  of  the  fire  limits  outside  of  the  District  as  described 
in  paragraph  (b)  shall  be  known  as  the  outer  or  second  district  or 
zone. 

Sec.  A-302— CLASSIFICATION  OF  BUILDINGS  ACCORD- 
ING TO  CONSTRUCTION. 

(a)  All  buildings  as  hereafter  described,  now  existing  or  here- 
after erected,  altered  or  enlarged,  shall  be  classified  into  four  (4) 
classes  of  construction  as  follows: 

(b)  Buildings  of  the  first  class  shall  be  taken  to  mean  a  build- 
in<r  of  fireproof  construction  throughout,  the  structural  parts  of 
which  are  wholly  of  brick,  stone,  tile,  concrete,  iron,  steel  or  other 
equally  substantial  non-combustible  materials. 

(c)  Buildings  of  the  second  class  shall  be  taken  to  mean  a 
building  of  metal  or  slow  burning  construction,  wherein  any  floors 
and  roofs  are  constructed  of  heavy  dressed  timbers,  exposed  wooden 
beams,  girders  and  planking  and  supported  upon  heavy  masonry 
walls  or  on  wooden  or  fireproofed  iron  or  steel  columns. 

(d)  Buildings  of  the  third  class  shall  be  taken  to  mean  any 
building  not  of  the  first  or  second  class,  the  external  and  division 
walls  of  which  are  wholly  of  brick,  stone,  concrete  or  other  incombus- 
tible materials. 

(e)  Buildings  of  the  fourth  class  shall  be  taken  to  mean  any 
building  not  of  the  first,  second  or  third  class. 

Sec.  A-303— CLASSIFICATION  OF  BUILDINGS  ACCORDING 
TO  USE: 

All  buildings  shall  be  classified  according  to  their  occupancy  or 
use  under  one  of  the  six  (6)  following  grades: 
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(a)  Public  buildings  or  structures  accessible  to  the  public,  and 
in  which  people  may  congregate  for  civic,  political,  educational,  relig- 
ious, amusement  or  transportation  purposes;  or  in  which  they  may 
be  vommar.iy  or  forcibly  detained  or  housed  for  safety,  punish- 
ment, observation,  or  care,  shall  be  classified  under  Grade  A  and  B. 

(1)  The  following  buildings  shall  be  grouped  under  Grade  A 
of  Public  Buildings: 

Armories,  bach  houses  (with  sleeping  accommodations  other  than 
those  required  for  janitor),  city  halls,  hospitals,  colleges,  court 
houses,  detention  buildings,  police  stations,  libraries,  museums,  nur- 
series, railway  passenger  stations,  schools  or  places  of  instruction, 
theaters,  art  buildings,  gymnasiums  and  swimming  pools  and 
churches. 

(2)  The  following  buildings  shall  be  grouped  under  Grade  B  of 
Public  Buildings: 

Amusement  and  dance  halls,  exhibition  buildings,  community 
center  halls  and  all  other  public  assembly  halls. 

(b)  Residence  Buildings  shall  be  construed  to  mean  all  build- 
ings where  sleeping  accommodations  (other  than  janitor,  chauffeur 
or  watchman)  are  provided,  including  accessory  buildings,  shall  be 
classified  under  Grade  C  and  D. 

(1)  The  following  buildings  shall  be  grouped  under  Grade  C 
of  Residence  Buildings: 

Bachelor  apartments,  club  houses  and  studies  with  more  than 
fifteen  (15)  sleeping  rooms,  hotels,  rooming  houses,  lodging  houses, 
boarding  houses,  tenement  nouses,  and  garages  accessory  to  any  of 
the  above  housing  not  over  four  (4)  cars  between  fire  walls. 

(2)  The  following  buildings  shall  be  grouped  under  Grade  D 
of  Residence  Buildings: 

Single  family  dwellings,  doubles,  duplexes  and  three  (3)  or  four 
(4)  apartment  dwellings  designed  with  separate  entrances,  porches, 
halls,  toilets  and  rooms. 

(c)  Business  buildings  shall  be  construed  to  mean  and  include 
all  structures  used  or  adapted  to  the  transaction  of  business,  the 
operation  of  machinery,  the  manufacture  or  storage  of  machinery  or 
materials,  the  housing  of  live  stock,  or  buildings  or  structures  for 
any  other  industrial  purpose  and  shall  be  classified  under  Grade  E 
and  F. 

(1)  The  following  buildings  shall  be  grouped  under  Grade  E 
of  Business  Buildings: 

Factories,  lofts,  office  buildings,  telephone  exchanges,  printing 
houses,  restaurants,  stables,  stores,  warehouses,  workshops  and  gar- 
ages housing  over  four  (4)  cars  between  fire  walls. 

(2)  The  following  buildings  shall  be  grouped  under  Grade  F  of 
Business  Buildings: 

Car  barns,  foundries,  light  and  power  plants,  railroad  freight 
stations,  ice  houses,  also  special  industry  buildings,  constructed  and 
occupied  exclusively  for  a  special  purpose  or  industry  and  not  other- 
wise classified,  such  as  coffee  roasters,  cooperage  shops,  dry  clean- 
ing establishments,  ice-making  plants,  laboratories,  malt  houses,  oil 
houses,  oil  refineries,  refrigerating  plants,  rendering  plants,  soap 
factories,  sugar  refineries,  smoke  houses,  slaughter  houses,  also  gar- 
ages accommodating  more  than  four  (4)  cars  between  fire,  division 
or  partv  walls  or  in  which  cars  are  stored  or  parked  on  more  than 
one  (1)  floor, 
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Sec.  A-304— CLASS  OR  GRADE  OF  BUILDING  CHANGED— 
PERMIT: 

(a)  When  buildings,  the  use  of  which  bring  them  within  any 
of  the  classes  or  grades  mentioned,  are  to  be  applied^  to  the  uses  of 
any  other  classes  or  grades  of  which  a  better  system  of  construction 
is  required,  the  construction  and  equipment  of  such  buildings  shall 
first  be  made  to  conform  to  the  requirements  of  this  Code  as  specified 
for  their  intended  use. 

(b)  It  shall  be  unlawful  to  use  any  such  building  for  a  new  or 
different  purpose  other  than  that  for  which  its  structure  or  purpose 
adapts  it,  unless  the  requirements  of  this  Code  to  such  new  and  dif- 
ferent use,  have  been  complied  with,  with  a  permit  for  such  altera- 
tions, which  has  been  first  obtained  from  the  Commissioner  of  Build- 
ings. 

Sec.  A-305— BUILDINGS  WITHIN  THE  FIRE  LIMITS: 

(a)  All  buildings  hereafter  erected  or  enlarged  within  the 
inner  fire  zone  as  described  in,  section  three  hundred  and  one  (301) 
above  shall  be  erected  or  enlarged,  except  as  hereinafter  provided, 
as  first  or  second  class  buildings.  Only  buildings  built  entirely  of 
non-combustible  materials  may  be  erected  over  a  railroad  track  or 
switch.  An  all  metal  isolated  one  (1)  story  shelter  shed,  witnout 
side  walls,  may  be  erected  when  the  area  of  the  same  is  not  over 
four  thousand,  (4,000)  square  feet.  This  shed  may  be  used  for  the 
shelter  of  automobiles. 

(b)  All  buildings  hereafter  erected,  altered  or  enlarged  within 
the  outer  fire  zone  as  described  in  section  three  hundred  and  one 
(301)  above  shall  be  erected,  altered  or  enlarged,  except  as  herein- 
after provided,  as  first  or  second  class  buildings. 

(c)  It  shall  be  unlawful  to  repair  or  alter  any  building  within 
either  fire  zone,  if  in  the  opinion  of  the  Commissioner  of  Buildings 
such  building  has  been  altered  or  damaged  from  any  cause  +o  the 
extent  of  fifty  (50)  per  cent  of  its  original  cost  as  a  new  building. 
The  Commissioner  of  Buildings  shall  have  authority  to  order  such 
building  wrecked  and  removed. 

Exception:     A  First  or  Second  Class  Building. 

(d)  Repairs  on  every  existing  frame  dwelling  which  is  rented, 
leased,  let  or  hired  out,  to  be  occupied,  or  which  is  occupied  as  the 
home  or  residence  of  not  more  than  four  (4)  families  living  inde- 
pendently; with  no  halls,  toilets  or  entrances  in  common  may  be 
made  involving  the  substitution  of  material  or  work  made  necessary 
by  ordinary  wear  and  tear. 

(e)  Any  dwelling  house  which  is  to  be  occupied  as  the  home  or 
residence  of  not  more  than  four  (4)  families  living  independently 
from  each  other*  with  no  halls,  toilets,  or  entrances  in  common,  may 
be  constructed  and  erected  within  the  outer  fire  zone  as  fourth  class 
buildings  veneered  with  brick  or  other  non-combustible  material,  in- 
cluding approved  metal  lath  and  plaster. 

(f)  Additions  or  alterations  may  be  made  to  any  frame  con- 
structed dwelling  now  existing  and  located  within  the  outer  fire  zone 
as  fourth  class  buildings  not  veneered  as  described  above,  and  which 
is  occupied  as  the  home  or  residence  of  not  more  than  two  (2)  fami- 
lies living  independently  from  each  other,  with  no  halls,  toilets  or 
entrances  in  common;  provided  no  such  additions  or  alterations  are 
greater  than  forty  (40)  per  cent  of  the  superficial  area  of  the  outer 
dimensions  of  the  original  existing  foundation  walls. 
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(g)  Fourth  class  one  (1)  story  two  (2)  car  garages  may  be 
erected  as  an  accessory  to  a  dwelling  on  the  rear  half  of  any  lot  in 
the  second  fire  zone,  providing  no  part  of  such  building  or  structure 
is  built  within  four  (4)  feet  of  any  other  building  or  structure. 
Class  C  roofing  shall  be  used  on  such  garages.  Such  garages  shall 
be  limited  to  five  hundred  (500)  square  feet  in  area  of  outside  of 
building  walls.  Nothing  in  this  section  shall  prevent  one  (1),  two  (2) 
car  garage  for  each  familv  of  such  dwelling  when  the  same  are  con- 
structed as  above  described. 

(h)  Contractors'  tool  and  construction  houses  may  be  erected 
in  either  fire  zone. 

Sec.  A-306— MEZZANINE  FLOORS: 

Mezzanine  Floor  Area  shall  in  no  case  exceed  seventy-five  (75) 
per  cent  of  the  area  of  the  floor  below. 

(b)  All  canopies  shall  be  of  fireproof  construction. 

(c)  All  canopies  shall  have  a  clear  unobstructed  vertical  dis- 

Sec.  A-307— CANOPIES  OVER  PUBLIC  HIGHWAY: 

(a)     No  canopy  shall  extend  within  eighteen   (18)   inches  of  a 

line  drawn  perpendicular  and  projecting  from  the  curb. 

tance  of  twelve   (12)  feet  below  the  canopy  to  the  curb  grade. 

(d)  No  canopy  shall  extend  within  three  (3)  feet  of  the  side 
propertv  line  when  such  side  property  line  is  extended  to  the  curb; 
within  three  (3)  feet  of  the  side  walls  or  walls  built  at  an  angle 
with  the  wall  from  which  the  canony  is  susnended. 

(e)  All  canopies  shall  be  hung  or  supported  from  the  building. 
No  posts  or  supports  shall  obstruct  the  public  highway. 

Sec.  A-308— HEIGHT  OF  STORIES: 

In  all  buildings  of  all  classes  of  construction  the  height  of  stories 
shall  not  exceed  the  following,  without  adequate  provision  being  made 
to  safelv  sustain  the  increased  stresses: 

First    Story 16  Ft.  in  the  Clear 

Second   Story  14     "     "     " 

Third   Storv   12     "     "     " 

Fourth  and  Upper  Stories 11     "     "     "         " 

Exception — Special  permission. 

Sec.  A-309— SKYLIGHTS— MONITORS: 

The  term  skylight  shall  include  all  monitors,  saw-toothed  roofs 
>r  other  openings  in  any  roof  construction  for  ventilation  or  light- 
ing purposes. 

All  skylights  shall  be  of  metal  sash  and  wire  glass  with  metal 
supporting  members. 

All  skylights  shall  have  the  under  side  protected  with  heavy 
mesh  wire  screens  not  less  than  number  twelve  (12)  wire  mesh. 

Exception — Other  approved  construction. 

Note — It  is  recommended  that  all  skylights  have  condensation 
troughs  run  to  the  sump.     Theater  Stages.     Sec.  A-521. 

S°c.  A-310— GLASS  IN  FLOORS  OR  SIDEWALKS: 
Glass  used  in  sidewalks  or  floors  for  the  transmission  of  light 
shall  be  set  in  steel  frames.     Each  opening  shall  be  limited  to  sixteen 
(16)  square  inches  of  glass  area. 

Exception — Glass  protected  openings  in  floors  guarded  by  a  rail- 
ing or  well. 
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Sec.  A-311— METALLIC  LEADERS  FROM  ROOFS : 

All  roofs  of  buildings  of  all  classes  shall  have  sufficient  metallic 
leaders  and  troughs  that  will  conduct  the  water  from  the  roof  to  a 
sewer  or  dry  well  and  in  such  a  manner  that  no  water  will  run  into 
and  damage  the  walls  and  footings. 

Exception — Two  (2)  car  frame  garages  accessory  to  a  dwelling. 
(See  Section  A-344.) 

Sec.  A-312— CORNICES: 

In  all  buildings  which  have  a  cornice  of  incombustible  material 
sixty-five  (65)  per  cent  of  the  weight  of  such  material  shall  be  within 
and  back  of  the  outer  face  of  the  wall  upon  which  the  cornice  rests. 

Such  cornices  shall  be  thoroughly  anchored  into  the  wall. 

The  placing  of  heavy  materials  above  the  cornice  will  not  suffice 
to  hold  the  cornice  in  place  but  the  cornice  must  be  a  structural  and 
safe  unit. 

No  wooden  cornice  will  be  permitted. 

Exception — Wooden  frame  construction,  of  fourth  class  or 
class  three  residences  or  fireproofed  wooden  roof  timbers  in  class  two. 

Sec.  A-313— BUILDINGS  TO  BE  ON  OWN  PROPERTY: 

No  part  of  any  building  shall  project  beyond  the  building  line 
and  into  the  public  highway. 

Exception — 

(a)  Appendages  may  project  three  (3)  feet  beyond  the  build- 
ing line  into  the  street,  but  in  all  cases  shall  be  twelve  '(12)  feet 
above  the  grade. 

(b)  Street  signs  or  flag  poles  may  project  one-third  of  the  dis- 
tance from  the  property  line  to  the  curb  line  and  need  to  be  only 
nine  (9)  feet  above  the  established  curb  grade. 

(c)  A  fireproof  canopy. 

Sec.  A-314— SCUTTLES  TO  FLAT  ROOFS— STAIRS  TO 
FLAT  ROOFS: 

In  buildings  of  all  classes  that  have  a  flat  roof  at  least  one  (1) 
large  scuttle  door  shall  be  provided  with  easy  access  to  the  roof.  A 
pass^g-ewav  shall  l°ad  to  all  such  scuttles. 

In  buildings  of  the  first  class  all  stairs  shall  extend  to  the  roof 
so  that  egress  may  be  taken  to  the  roof  in  case  of  fire. 

Note:  It  is  recommended  that  a  stairs  be  run  to  all  scuttles 
in  order  to  facilitate  fire  fighting  of  adjacent  premises. 

Sec.  A-315— BUILDING  MATERIALS  IN  THE  STREET. 

(a)  Persons  engaged  in  the  erection,  reconstruction,  wrecking 
or  repair  of  any  building,  may  occupy  the  public  space  with  build- 
ing materials  for  such  reasonable  period  aa  the  Commissioner  of 
Buildings  shall  decide. 

(b)  The  occupying  of  sidewalks  or  streets  by  articles  not  in- 
tended for  immediate  use  from  day  to  day  in  connection  with  the 
operations  for  which  the  permit  has  been  issued  will  not  be  allowed 
except  that  old  brick  or  building  materials  taken  from  the  building 
and  to  be  used  in  the  new  construction  may  be  stacked  in  front  of 
the  site  of  said  building  for  a  time  to  be  limited  by  the  Commissioner 
of  Buildings. 

(c)  The  maximum  area  permitted  to  be  occupied  in  any 
street  or  alley  must  be  approved  and  shall  not  extend  beyond  one- 
third  (%)  of  the  width  of  the  street,  from  curb  line  to  curb  line, 
where  there  are  no  railway  tracks.     On  streets  containing  railway 
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tracks  the  space  to  be  occupied  by  building  materials  outside  of  the 
curb  shall  depend  on  the  width  of  the  streets  in  front  of  the  build- 
ing under  construction  or  repair. 

(d)  Where  the  street  between  the  curb  and  the  nearest  rail  of 
the  track  is  twenty  (20)  feet  or  more,  the  building  material  shall  be 
completely  stacked  or  arranged  at  all  times  to  occupy  not  more  than 
three-fourths  (24)  the  distance  from  curb  to  the  nearest  rail  there- 
from and  to  leave  at  least  ten  (10)  feet  clear  in  all  cases  between 
materials  and  the  nearest  rail,  and  no  teams,  wagons,  carts,  barrows, 
hods,  buckets,  or  other  appliance,  delivering  or  removing  materials 
to  or  from  the  building  shall  obstruct  any  part  of  the  spacG  so 
reserved. 

(e)  The  gutfer  or  waterway  of  any  street,  avenue  or  alley  shall 
not  at  any  time  be  obstructed  by  any  building  materials  or  by  any 
earth,  sand,  or  gravel,  but  such  gutters  or  alleyways  must  be  at  all 
times  kept  clear  to  allow  the  free  passage  of  water  in  and  along  the 
same. 

(f )  Any  person  having  the  use  of  any  portion  of  the  street  or 
sidewalk  shall  cause  red  lights  to  be  placed  in  a  conspicuous  place 
in  front  of  all  obstructions  from  dark  until  sunrise  each  night,  dur- 
ing the  time  such  obstruction  remains. 

Sec.  A-316— SIDEWALKS  TO  BE  COVERED. 

(a)  Whenever  any  new  building  is  to  be  erected  or  any  build- 
ing is  to  be  remodeled  or  wrecked  and  where  such  building  is  more 
than  one  (1)  story  in  height  and  is  located  adjacent  to  the  city  prop- 
erty line  of  the  street,  the  owner,  agent  or  contractor  for  such  new 
building,  remodeling  or  wrecking,  shall,  before  proceeding  with  such 
work,  first  erect  a  safe  and  convenient  inclosed  passageway  for  the 
use  of  pedestrians,  between  the  property  line  and  the  curb  adjacent 
to  such  buildings  or  structures. 

Exception — Special  permission  from  the  Commissioner  of  Build- 
ings. ^ 

(b)  Such  inclosed  passageway  shall  be  so  constructed  as  to 
give  a  free  and  unobstructed  passage  for  pedestrians  not  less  than 
seve^  '7)  feet  in  w;dA  and  not  less  than  eight  (8)  feet  in  height, 
provided,  however,  that  in  no  case  shall  such  passageway  be  required 
to  be  of  a  greater  width  than  the  established  and  existing  sidewalk 
upon  any  street  where  such  enclosed  passageways  shall  be  required. 

Lxception — Special  permission. 

(c)  The  sides  and  roof  of  the  same  shall  be  constructed  of  ma- 
terial of  sufficient  strength  to  afford  full  and  complete  covering. 
Such  inclosed  passageway  shall  be  water-tight  and  the  inside  walls 
and  ceilings  thereof  shall  be  painted  or  calcimined  white  throughout 
the  entire  length  thereof. 

(d)  Such  inclosed  passageway  shall  be  equipped  with  suitable 
lights  of  sufficient  number  and  power  to  illuminate  the  same  at  all 
times. 

(e)  Such  inclosed  passageway  shall  at  all  times  be  maintained 
in  a  clean  and  sanitary  condition  and  be  kept  free  from  rubbish,  litter 
and  all  advertising  display,  and  shall  be  provided  with  suitable  solid 
approaches  to  the  wa'kway. 

(f)  Post-No-Bill  signs  shall  be  painted  on  the  passageway  in 
conspicuous  places. 

(g)  Sidewalks  shall  be  kept  clean  at  all  times. 
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Sec.  A-317— CURB  OR  PAVING— HOW  TO  REMOVE. 

When,  in  the  construction,  alteration, -repair,  or  removal  of  a 
building,  it  shall  be  necessary  to  remove  any  of  the  paving  or  curb 
in  the  street  in  front  of  said  building  or  in  the  alley  adjacent  thereto, 
either  for  the  purpose  of  making  excavation  or  for  setting  derrick 
posts,  the  Commissioner  of  Buildings  shall  not  issue  a  permit  for 
said  proposed  work  until  the  applicant  for  such  permit  presents  to 
the  Commissioner  of  Buildings  a  permit  from  the  City  Engineer  for 
removing  said  paving  or  curb,  together  with  an  approved  bond  from 
the  Board  of  Public  Works  for  the  amount  of  money  necessary, 
according  to  the  estimate  of  the  City  Engineer,  to  defray  the  expenses 
of  relaying  after  the  completion  of  said  building.  (See  Section 
F-130.) 

Sec.  A-318— TEMPORARY  SHEDS  AND  CONTRACTOR'S 
TOOL  HOUSES. 

Temporary,  one  (1)  story,  frame  sheds  and  contractor's  tool 
houses  may  be  erected  within  the  fire  limits  for;  the  use  of  builders, 
adjacent  to  buildings  in  course  of  erection,  but  shall  be  demolished 
or  removed  upon  the  completion  of  said  building. 

Sec.  A-319— SCAFFOLDING. 

All  scaffolds  erected,  for  use  in  construction,  repair,  alteration 
or  removal  of  buildings  shall  be  safely  supported  and  of  sufficient 
width  and  properly  secured  to  insure  the  safety  of  persons  working 
thereon,  or  passing  under  or  by  the  same  and  to  prevent  the  falling 
thereof  or  of  any  materials  therefrom  and  any  workman  or  mechanic 
whose  duties  require  him  to  use  a  scaffold,  may  notify  the  Commis- 
sioner of  BuiMino-s,  in  writing,  calling  attention  to  anv  defect  cr 
conditions  which  in  the  employe's  opinon  renders  the  scaffold  dan- 
p-^voUq  an(j  the  Commissioner  of  Buildings  shall  inspect  the  scaffold 
and  take  such  action  as  is  necessary. 

Sec.  A-320— LIGHTS  IN  HOTELS,  FLATS  AND  APART- 
MENT HOUSES. 

It  shall  be  the  duty  of  each  lessee,  manager  or  custodian  of  any 
hotel,  flat  or  apartment  house  to  keep,  during  all  hours  of  the  night, 
such  number  of  lights  burning  in  the  basement  and  halls  thereof  as 
to  make  all  public  parts  of  such  basement  and  hallways  visible  to 
persons  of  ordinary  eyesight  coming  into  the  same. 

Sec.  A-321— FIREPROOF  SHAVING  VAULTS: 
No  building  shall  be  used  or  occupied  in  whole  or  part  for  any 
of  the  trades  or  occupations  hereinafter  mentioned,  to-wit: 

Planing  mills,  sash,  door  and  blind  factories,  carpenter  or  cooper 
shops,  wagon  or  carriage  manufactories,  cabinet  and  furniture  fac- 
tories, wood  turning  and  veneer  manufactories,  box  or  shingle  manu- 
factories or  any  other  woodwork  factory  or  shop,  unless  such  build- 
ing, so  occupied,  shall  have  in  connection  with  it  a  brick  or  other 
approved  vault  with  fireproof  doors  of  sufficient  capacity  to  contain 
all  the  shavings,  saw  dust,  chips  or  other  light  combustible  refuse 
connected  therewith  and  shavings  and  other  light  combustible  refuse 
shall  be  removed  each  day  from  such  premises  to  such  vault  and  in 
no  event  shall  the  proprietors,  owners  or  lessees  of  the  above  named 
manufactories  or  shops  allow  combustible  refuse  to  accumulate  on 
any  lot  or  in  any  buildings  unless  stored  in  such  a  brick  or  other 
approved  vault. 
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Exception— Such  combustible  materials  may  be  stored  in  all 
metal  containers. 

Sec.  A-322— AWNINGS. 

(a)  The  erection  of  awnings,  coverings  and  canopies  that  pro- 
ject over  any  street,  alley  or  other  public  place  is  permitted.  A  struc- 
ture of  the  kind  mentioned  is  one  of  which  either  the  frame  or  cov- 
ering is  made  to  be  r'aised,  folded  or  rolled  up. 

(b)  No  structure  mentioned  in  this  section  shall  be  erected 
that  is  supported  by  other  means  than  the  attachment  of  the  same 
to  the  building. 

(c)  Such  structure  when  lowered,  unfolded  or  unrolled  may 
project  beyond  the  property  line  of  the  street,  alley  or  other  public 
place  not  to  exceed  eight  (8)  feet,  provided  that  it  shall  not  project 
in  any  case  nearer  than  eighteen  (18)  inches  to  the  outer  edge 
of  the  curb. 

(d)  No  structure  mentioned  in  this  section  at  its  lowest  point 
shall  be  less  than  eight  (8)  feet  above  the  surface  of  the  sidewalk 
or  public  lawn  space  over  which  it  is  erected. 

Sec.   A-323— FENCE. 

(a)  All  partition  or  party  fences  shall  be  made  and  kept  in 
good  condition  and  sufficient  repair  by  the  owners  of  the  ground  on 
each  side,  at  their  joint  expense,  provided  that  the  ground  on  each 
side  shall  be  inclosed,  used  or  occupied. 

(b)  If  any  person,  whose  duty  it  shall  be  to  make  or  keep  in 
good  repair  any  fence  or  part  of  the  fence,  shall  neglect  or  refuse  to 
do  so  for  five  (5)  days  after  the  written  request  being  made  by  the 
other  parties  interested,  or  his  agent,  then  ;t  shall  be  lawful  for  the 
party  so  making  the  request  of  the  aforesaid  to  make  or  repair  the 
whole  fence  or  part  of  the  fence  and  recover  one-half  (V2)  of  the 
expenses  thereof  from  the  person   so   refusing  or   neglecting. 

(d)  No  f^nce  erected  under  the  authoritv  of  these  regulations 
shall  be  less  than  five  (5)  or  more  than  seven  (7)  feet  in  height, 
excepting  by  consent  of  the  parties  interested  on  both  sides  of  such 
fence  and  the  permission  of  the   Commissioner  of  Buildings. 

(d)  If  any  person  shall  enclose  ground  adjoining  that  already 
inclosed  and  shall  thereby  be  benefited  by  any  fence  before  erected, 
the  person  so  benefited  shall  pay  therefor  a  just  and  reasonable  com- 
pensation in  conformity  to  the  conditions  of  the  fence  at  the  time. 

Sec.  A-324— STORM  DOORS. 

(a)  Temporary  storm  doors  may  be  erected  in  front  of  any 
entrance  to  any  building,  provided  that  the  construction  does  not 
project  more  than  three  and  one-half  (3%)  feet  from  the  building 
line.  Storm  doors  or  any  part  thereof  shall  be  erected  or  maintained 
only  during  the  winter  months  of  each  year,  and  must  be  removed 
at  any  time  on  written  orders  of  the  Commissioner  of  Buildings,  and 
in  no  case  shall  storm  doors  or  inclosures  be  used  as  signs  or  for  the 
display  of  goods  or  advertising. 

(b)  Revolving  doors  shall  not  be  used  as  storm  doors  or  for 
any  other  purpose,  unless  the  revolving  wings  of  such  revolving  doors 
are  so  arranged  that  by  the  application  of  a  force,  slightly  more  than 
is  necessary  to  revolve  said  doors,  and  which  any  person  of  ordinary 
strength  is  capable  of  exercising,  .all  the  wings  of  said  doors  fold  flat 
on  each  other  and  in  an  outward  direction  or  unless  the  revolving 
wings  of  said  revolving  doors  are  so  arranged  that  they  will  readily 
collapse  or  remove  by   pressure  or   simple  mechanical  means  to  be 
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approved  by  the  Commissioner  of  Buildings  'and  leave  sufficient  open- 
ing for  two  (2)  or  more  persons  to  pass  through,  with  a  minimum 
width  of  not  less  than  twenty-two  (22)  inches  on  each  side  of  said 
collapsed  door. 

(c)  Where  revolving  doors  are  used  as  exits,  they  shall  be  cred- 
ited as  exits  only  to  the  extent  of  the  clear  space  remaining  when 
the  doers  are  oo^'apsed  and  all  deficiency  of  required  exits  must  be 
made  up  by  additional  doors. 

(d)  Such  revolving  doors  shall  not  be  used  in  exits  from  public 
assembly  halls. 

Sec.  A-325— MOVING  BUILDINGS: 

(a)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
move  any  brick,  frame  or  other  building  from  one  location  to  another 
unless  the  same  shall  be  altered  or  reconstructed  so  as  to  conform  to 
the  class  of  construction  required  by  this  Code  in  its  new  location. 

(b)  No  building  shall  be  moved  to  a  new  location  over  any 
street  within  the  city  limits  without  a  permit  to  be  first  issued  there- 
for by  authority  of  the  Board  of  Public  Works. 

(c)  The  person  desiring  such  removal  sh#ll  file  with  the  Com- 
missioner of  Buildings  his  written  application  therefor,  setting  forth 
the  kind  of  building  to  be  removed,  its  estimated  original  cost,  its 
dimensions  in  extreme  length,  height  and  width,  its  present  location 
and  the  particular  lot  or  site  to  which  it  is  proposed  to  be  moved. 
Th°  Commissioner  of  Buildings  shall  thereupon  thoroughly  examine 
said  building  and  refer  the  papers  aforesaid,  relating  to  its  removal, 
to  the  Board  of  Public  Works,  together  with  his  original  opinion 
endorsed  in  writing  upon  said  application  as  to  the  present  value 
of  such  building  compared  with  the  original  cost  and  whether  the 
proposed  removal  can  be  made  without  serious  injury  to  person  or 
property,  provided,  however,  that  no  such  building  shall  be  moved  if 
it  has  been  damaged  by  wear  and  tear  or  other  cause  to  an  extent 
exceeding  fifty  (50)  per  cent  of  its  first  cost.  The  Board  of  Public 
Works  mav  thereupon  approve  the  issuing  of  a  permit  for  such 
removal,  designating  therein  the  particular  street  or  alleys  along 
which  the  removal  shall  be  made  and  that  such  removal  can,  in  the 
opinion  of  the  Board  of  Public  Works  and  the  Board  of  Park  Com- 
missioners, be  made  without  serious  injury  to  pavement,  curb,  shade 
trees  or  other  public  improvements. 

(d)  The  Board  of  Public  Works  shall  require  a  bond  to  be  exe- 
cuted by  the  person,  firm  or  corporation,  describing  such  removal 
with  surety  to  the  satisfaction  of  such  Board,  which  bond  shall  be 
in  terms  for  such  amount  as  said'  Board  may  prescribe,  conditioned 
upon  the  strict  compliance  with  the  terms  of  the  said  permit  as  to 
route  to  be  taken  and  limit  of  time  in  which  to  effect  such  removal, 
and  to  repair  or  compensate  for  the  repair,  and  to  pay  all  damages 
whatsoever  occasiored  by  or  incident  to  such  removal  and  to  pav 
to  s^id  City  of  Indianapolis  as  liquidated  damages  an  amount  not 
exceeding  fifty  (50)  dollars,  to  be  prescribed  by  said  Board  for  each 
and  every  day's  delay  in  completing  such  removal  or  any  repair  in 
damages  to  property  or  public  improvement  or  in  clearing  public 
highways  of  all  debris  occasioned  thereby. 

(e)  With  the  issuance  of  said  permit,  the  said  Board  of  Public 
Works  shall  cause  written  notice  thereof  to  be  given  to  the  Superin- 
tendent of  the  Fire  Alarm  and  the  owners  of  telephone,  telegraph, 


August  19, 1925]  city  of  Indianapolis,  ind.  549 


electric  light  companies  and  others  whose  property  may  be  affected 
by  such  removal. 

(f)  It  shall  be  unlawful  to  remove  any  building  across  any 
bridge  or  over  any  wiaterway  in  the  City  of  Indianapolis. 

Sec.  A-326— EXCAVATED  SPACES. 

Open  excavated  spaces  that  are  within  ten  (10)  feet  of  any 
property  line  of  the  street  or  public  highway  shall  have  retaining 
walls  built  in  such  an  approved  manner  that  danger  to  the  public 
will  be  eliminated.  If,  in  the  opinion  of  the  Commissioner  of  Build- 
ings, a  solid  fence  is  necessary  such  a  fence  shall  be  provided  by  the 
owner  of  the  said  premises,  whether  a  retaining  wall  is  necessary 
or  not. 

Sec.  A-327— TEMPORARY  BUILDINGS. 

No  temporary  building  shall  be  erected  in  the  City  of  Indian- 
apolis. 

Exceptions : 

(a)  As  an  adjunct  to  the  erection  of  a  building,  known  as  con- 
tractor's sheds  or  tool  houses. 

(b)  Upon  satisfactory  evidence  that  such  building  is  temporary. 
No  permit  will  be  required  for  contractor's  houses  and  the  same  must 
be  demolished  or  moved  away  immediately  after  the  final  inspection 
of  such  building. 

A  solid  loundation  is  required  under  a  temporary  building. 

Sec.  A-328— TENTS,  ERECTION  OF. 

No  tent  shall  be  erected  in  the  City  unless  a  permit  so  to  do  is 
granted  by  the  City  Controller  after  application  to  the  Commissioner 
of  Buildings  upon  written  approval  of  the  Board  of  Public  Safety. 

Sec.  A-329— TEMPORARY  CONSTRUCTION— (See  Section 
A-362). 

(a)  Before  the  erection  of  temporary  construction  in  any  pub- 
lic hall,  for  the  use  of  fairs,  bazaars,  luncheons  and  other  forms  of 
public  entertainment,  comprising  booths,  stands  or  scenic  represen- 
tation, the  plans  of  such  proposed  work  shall  be  filed  with  the  Com- 
missioner of  Buildings  and  his  approval  and  a  permit  obtained  be- 
fore such  work  is  contemplated. 

(b)  All  such  construction  shall  be  so  located  in  the  hall  as  not 
to  obstruct  perfectly  free  access  to  all  exits. 

(c)  .All  scenic  dranfry,  woodwork  or  other  inflammable  mate- 
rials shall  be  treated  with  fireproof  paint  or  compounds  which  may 
be  approved  by  the  Commissioner  of  Buildings. 

Sec.  A-330— SCENERY  IN  CLUB  OR  LODGE  HALLS. 

Nothing  herein  shall  prevent  the  use  of  a  limited  amount  of 
permanent  scenery,  curtains,  and  appliances,  to  be  used  in  a  club 
or  lodge  hall,  when  the  same  is  treated  with  fireproof  paint  or  com- 
pounds approved  by  the   Commissioner  of   Buildings. 

Sec.  A-331— TEMPORARY  BOOTHS  AND   STANDS. 

Temporary  one  (1)  story  wooden  or  canvas-covered  booths,  sales 
stands  or  lunch  counters,  for  fair  and  exhibition  purposes  and  struc- 
tures for  similar  use  may  be  constructed  in  such  a  manner  and  under 
such  conditions  as  the  Commissioner  of  Buildings  may  prescribe. 

Sec.  A-332— SPRINKLERS.      (See   Section   A-504.) 

(a)  In  all  new  or  existing  buildings  of  all  classes  an  approved 
automatic  sprinkler  system,  so  constructed  as  to  protect  every  square 
foot  of  floor  area,  shall  be  provided  as  follows: 
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(1)  Throughout  all  Grade  E  and  Grade  F  buildings  of  all 
classes  in  the  cellar,  basement  or  sub-basement  thereof,  including 
spaces  under  sidewalks;  and  used  for  the  manufacture,  sale  or  stor- 
age of  combustible  goods  or  merchandise. 

Exception: — Basement  less  than  twenty-five  hundred  (2,500) 
square  feet  in  area. 

(2)  Throughout  all  buildings  of  all  classes  having  a  maximum 
area  between  fire  or  division  walls  in  excess  of  those  permitted  by 
this  Code. 

(3)  Throughout  first  and  second  class  buildings  of  Grade  E 
and  Grade  F,  where  the  height  exceeds  five  (5)  stories;  except  in 
office  buildings  such  a  system  shall  be  required  only  in  sample,  ship- 
ping, storage  or  stock  rooms  which  exceed  one  thousand  (1,000) 
square  feet  in  area  and  contain  combustible  goods  or  supplies  not 
stored  in  enclosed  fire-resisting  shelving. 

(4)  Throughout  all  second  class  buildings  of  Grade  E  and 
Grade  F  over  two  (2)  stories  high,  used  for  the  manufacture,  sale 
or  storage  of  combustible  goods  or  merchandise. 

(5)  Over  all  heating  furnaces  or  boilers,  in  Grade  A,  Grade  B, 
and  Grade  C  buildings  unless  in  approved  fireproofed  rooms. 

(b)  Sprinkler  heads  shall  be  a  kind  approved  by  the  Chief 
of  the  Fire  Department. 

(c)  Sprinkler  heads  shall  be  so  placed  >as  to  thoroughly  protect 
all  parts  of  the  area  in  which  they  are  installed,  including  spaces 
under  stairs,  inside  elevator  wells,  in  belt,  cable,  pipe,  gear  and  pul- 
ley boxes,  inside  small  inclosures,  such  as  drying  and  heating  boxes, 
tenter  and  dry  room  inclosures,  chutes,  conveyor  trunks,  and 
all  cupboards  and  closets  unless  they  have  tops  entirely  open 
and  are  so  located  that  sprinklers  can  properly  spray  therein.  Each 
sprinkler  head  shall  protect  not  in  excess  of  one  hundred  (100) 
square  feet  area. 

(d)  The  size  of  the  riser  serving  any  one  floor  of  one  fire  area 
shall  not  be  less  than  the  following,  and  the  number  of  sprinklers  on 
a  given  size  pipe  on  one  floor  of  one  fire  area  shall  not  exceed  the 
following : 

Maximum  No.  of 
Size  of  Pipe.                                                                   Sprinklers  Allowed 
24   inch   1  Sprinkler 

1  "        2 

1%     "        3 

1%     " 5 

2  "        10 

2V2     " 20 

3  "        36 

SV2     "        55 

4  "        • 80 

5  "        140 

6  "        200 

(e)  Each  system  shall  be  provided  with  an  outside  screw  and 
yoke  gate  valve  so  located  as  to  be  readily  accessible  and  to  control 
all  sources  of  water  supply,  except  that  from  steamer  connections. 
Drain  pipes  shall  be  provided,  and  the  system  so  installed  as  to  drain 
all  parts. 
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(f)  A  dry  pipe  system  shall  be  used  only  when  a  wet  pipe 
system  is  impracticable,  as  in  buildings  which  have  no  heating  fa- 
cilities. 

(g)  Two  (2)  independent  water  supplies  shall  be  provided, 
at  least  one  of  which  shall  be  automatic.  Provided  that,  where 
sprinklers  are  required  only  in  cellars,  basements,  and  first  stories, 
a  connection  to  a  street  main  will  be  deemed  sufficient. 

Supply  from  street  mains  is  not  sufficient  for  automatic  supply 
unless  giving,  in  the  highest  line  of  sprinklers,  at  least  twenty-five 
(25)  pounds  static  pressure,  and  the  supply  shall  be  able  to  main- 
tain ten  (10)  pounds  pressure  with  the  water  flowing  through  the 
number  of  sprinklers  judged  liable  to  be  opened  by  fire  at  any  one 
time. 

(h)  Pressure  tanks,,  if  used,  shall  have  a  total  capacity  of  not 
less  than  forty-five  hundred  (4,500)  gallons  (3,000  gallons  of  water), 
and  in  any  event  the  tank  or  tanks  shall  contain  sufficient  water  to 
supply  twelve  and  one-half  (12V2)  per  cent  of  the  greatest  number 
of  sprinklers  within  a  fire  area  on  any  one  floor  for  twenty  (20) 
minutes  with  an  average  discharge  of  twenty  (20)  gallons  per  min- 
ute per  sprinkler. 

(i)  Gravity  tanks,  if  used,  shall  contain  an  available  quantity 
of  water  sufficient  to  supply  twenty-five  (25)  per  cent  of  the  greatest 
number  of  sprinklers  in  a  fire  area  on  any  floor  to  which  it  gives  pro- 
tection, for  twenty  (20)  minutes  with  an  average  discharge  per 
sprinkler  of  twenty  (20)  gallons  per  minute,  but  the  tank  shall  be  not 
less  than  five  thousand  (5,000)  gallons  available  capacity. 

The  elevation  of  the  bottom  of  the  tank  above  the  highest  line 
of  sprinklers  on  the  system  which  it  supplies  shall  be  not  less  than 
twenty   (20)   feet. 

(j)  Fire  pumps,  if  used,  shall  be  of  not  less  than  five  hundred 
(500)  gallons  capacity  per  minute,  and  sufficient  to  supply  fifty  (50) 
per  cent  of  the  number  of  sprinklers  within  a  fire  area  on  any  floor 
with  an  average  discharge  per  sprinkler  of  twenty  (20)  gallons  a 
]  linute.  Pumps  shall  have  an  adequate  source  of  power  and  shall  be 
sunnlied  from  street  main  or  from  well  or  cistern  containing  one  hour's 
full  supply  for  the  number  of  sprinklers  judged  liable  to  be  open 
by  fire  at  any  one  time;  suction  piping  shall  be  installed  in  an  ap- 
proved manner. 

(k)  The  system  shall  be  connected  to  a  Siamese  steamer  con- 
nection outside  of  the  building  by  a  pipe  of  a  diameter  equal  to  that 
of  the  largest  standpipe  supplied.  Such  connection  shall  be  made 
on  each  street  front,  except  that  corner  buildings  having  one  street 
frontage  of  less  than  fifty  (50)  feet  may  have  only  one  connection. 
Siamese  connections  shall  be  about  one  (1)  foot  above  the  curb  level, 
and  shall  be  provided  with  check  valves,  and  substantial  caps  to 
protect  the  threads  on  the  connection;  the  threads  shall  be  uniform 
with  that  used  by  the  fire  department.  A  suitable  iron  p$ate  with 
raised  letters  shall  be  provided,  reading  "To  Basement  Sprinkler"  or 
"To  Cellar  Sprinkler,"  where  only  these  are  installed,  or  "To  Auto- 
matic Sprinkler"  where  entire  building  is  equipped. 

(1)  Just  inside  of  the  building,  in  a  horizontal  section,  shall  be 
placed  a  straightway  check  valve.  A  drip  pipe,  with  valve  to  same, 
shall  be  placed  between  said  check  valve  and  Siamese  connection  to 
properly  drain  this  section  to  prevent  freezing. 
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(m)  Piping  shall  be  wrought  iron  or  steel,  galvanized,  and, 
together  with  fittings  and  connections,  shall  be  of  such  strength  as 
to  safely  withstand  at  least  one  hundred  and  fifty  (150)  pounds 
watei-  pressure  to  the  square  inch  for  two  (2)  hours  when  ready  for 
service,  without  leaking  at  joints,  valves,  or  fittings;,  such  test  shall 
be  made  by  the  Chief  of  the  Fire  Department. 

(n)  All  such  sprinkler  equipments  shall  be  in  accordance  with 
the  regulations  of,  and  plans  shall  meet  the  approval  of  the  Chief 
of  the  Fire  Department. 

Note:  It  is  generally  recognized  among  fire-protection  engineers 
that  the  introduction  of  an  approved  system  of  automatic  sprinklers 
in  a  factory  where  the  conditions  of  manufacture  constitute  .a  fire 
hazard,  not  only  furnishes  excellent  security  against  loss  by  fire,  but 
that  it  soon  pays  for  itself  by  the  reduction  in  insurance  premiums. 
The  period  necessary  for  this  reimbursement  usually  varies  from  four 
(4)  to  seven  (7)  years  depending  upon  the  condition  surrounding  the 
risk.  The  automatic  sprinkler  installation  is  therefore  an  excellent 
financial  investment  aside  from  the  protection  it  affords  to  life  and 
property  against  fire. 

Sec.  A-333— METALLIC  STAND  PIPES: 

All  factories,  warehouses,  mercantile  business,  hotels,  flats,  apart- 
ment buildings  and  office  buildings  sixty  (60)  feet  and  over  in  height 
shall  be  provided  with  one  (1)  or  more  two  and  one-half  (2M$)  inch 
or  larger  metallic  stand  pipes  provided  with  hose  connections  at 
each  story  on  the  outside  wall  thereof,  or  on  the  inside  of  such  build- 
ing extending  to  and  above  the  roof  and  so  arranged  that  a  fire 
hose  may  be  attached  from  the  street  to  the  same.  All  such  stand- 
pipes  shall  be  provided  with  Siamese  connections,  provided  and 
arranged  subject  to  the  .approval  of  the  Chief  of  the  Fire  Depart- 
ment. 

Exception — Other  approved  methods. 

Sec.  A-334— PROTECTION  OF  FIRE  DOORS: 
All  fire  doors  shall  be  so  installed  that  they  will  close  under  ad- 
verse conditions.  If  counterweights  are  used  to  close  any  fire  door 
the  counterweights  shall  be  placed  in  protected  metal  boxes  or  chan- 
nels so  that  materials  placed  in  close  proximity  to  the  door  will  not 
interfere  with  the  operation  of  the  door. 

Sec.  A-335— REINSPECTION  OF  FIRE  DOORS— SPRINK- 
LERS—OTHER  FIRE  PROTECTIONS: 

The  Commissioner  of  Buildings  may  annually  have  all  fire  doors 
or  other  fire  protection  apparatus  inspected  by  a  competent  inspector 
to  see  that  the  same  is  in  first-class  working  condition,  including  the 
sprinkler  systems  -and  chemical  extinguishers. 

Sec.  A-336— CHEMICAL  FIRE  EXTINGUISHERS: 

In  all  buildings  of  Grade  E  and  Grade  E,  where  combustible 
materials  of  any  kind  are  stored  approved  chemical  extinguishers 
shall  be  installed. 

Approved  extinguishers  shall  be  installed  in  readily  accessible 
places  to  the  extent  that  one  (1)  extinguisher  is  installed  to  each 
and  every  two  thousand  (2,000)  square  feet  of  floor  area  of  the 
building  or  structure. 

These  extinguishers  shall  be  marked  with  explicit  directions  as 
to  the  operation  of  the  same  in  order  to  extinguish  va  fire. 
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Sec.  A-337— HEATING  AND  VENTILATION  IN  SCHOOL 
HOUSES. 

All  school  houses  hereafter  constructed  or  remodeled  shall  be 
supplied  with  heating  and  ventilating  systems.  Fresh  air  shall 
be  taken  from  outside  the  building  and  properly  diffused  without 
draughts/  through  each  school-room  during  the  school  session.  Each 
school-room  shall  be  supplied  with  foul  air  flues  of  ample  size  to 
withdraw  the  foul  air  therefrom  at  a  minimum  rate  of  eighteen 
hundred  (1800)  cubic  feet  per  hour  for  each  two  hundred  and 
twenty-five  (225)  cubic  feet  of  said  schoolroom  space,  regardless  of 
outside  atmospheric  conditions;  and  heaters  of  all  kinds  shall  be 
capable  of  maintaining  a  temperature  of  seventy  (70)  degrees 
Fahrenheit  in  all  schoolrooms,  halls,  office  rooms,  laboratories  and 
manual  training  rooms,  in  all  kinds  of  weather  and  maintaining  in 
each  schoolroom  relative  humidity  of  not  less  than  forty  (40)  per 
cent;  provided,  that  when  artificial  ventilation,  by  use  of  fan  or 
t  lower,  is  adonted.  the  provisions  as  to  entrance  of  fresh  air  shall 
be  from  outside  of  the  building. 

Exception — Other  approved  methods. 

Sec.  A-338— SANITARY  CONDITIONS  OF  PREMISES  DUR- 
ING  BUILDING   CONSTRUCTION: 

(a)  Every  contractor  or  builder  shall  keep  the  premises  where 
buildings  are  being  wrecked  or  constructed,  in  a  sanitary  condition 
and  shall  furnish  suitable  toilets  or  privies  for  the  employees  during 
working  hours. 

(b)  Such  toilets  or  privies  shall  be  approved  and  erected  under 
the  rules  and  regulations  of  the  Board  of  Health. 

(c)  Sanitary  drinking  water  shall  be  furnished  the  working 
men  during  working  hours. 

(d)  All  scrap  paper,  garbage,  kindling  or  refuse  wood  or  any 
other  deleterious  matter  of  a  combustible  nature  shall  be  disposed  of 
and  the  premises  kept  free  from  fire  hazards. 

Sec.  A-339— ROLLER  COASTERS— AERIAL  AND  OTHER 
AMUSEMENT  DEVICES: 

(a)  No  amusement  device  of  any  character  on  which  passen- 
gers ride  shall  be  installed  in  any  building  or  on  any  lot  or  premises 
without  a  permit  to  do  so. 

(b)  Duplicate  sets  of  plans  shall  be  filed  in  the  Bureau  of 
Buildings  before  a  permit  is  issued.  Such  plans  shall  be  in  con* 
formity  with  the  provisions  of  this  Code. 

(c)  All  such  amusement  devices  shall  be  tested  before  the  same 
.are  used.  Such  tests  shall  be  under  the  supervision  of  the  Commis- 
sioner of  Buildings. 

Test: 

A  test  shall  be  conducted  by  loading  the  amusement  device  with 
twice  the  working  live  load  figuring  one  hundred  and  fifty  (150) 
pounds  per  person,  that  is,  the  device  shall  be  loaded  to  twice  the 
capacity  of  the  maximum  number  of  people  that  can  ride  thereon  or 
therein. 

(d)  Once  each  year  before  such  amusement  device  shall  be 
used  they  shall  be  reinspected  and  tested  and  the  reinspection  fee 
named  in  this  Code  shall  be  paid  for  such  reinspection.  The  reinspec- 
tion test  shall  be  the  same  as  if  the  device  were  new. 
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Sec.  A-340— HYBRID  BUILDINGS: 

(a)  No  hybrid  building  shall  be  permitted  unless  by  special 
permission  of  the  Commissioner.  However,  in  no  case  shall  a  third- 
class  provision  be  waived  for  a  fourth-class  provision,  nor  a  second- 
class  for  a  third-class,  nor  a  first-class  for  a  second-class. 

(b)  Hybrid  buildings  will  be  permitted  whenever  the  provision 
that  makes  the  building  hybrid,  is  of  a  better  classification,  i.  e., 
third-class  construction  may  be  substituted  for  fourth-class  and 
second-class  for  third  and  first  for  second. 

Sec.  A-341— WINDOW  WASHERS  AND  PAINTERS  SAFETY 
HOOKS: 

In  every  building  four  (4)  stories  or  over  in  height  there  shall 
be  provided  in  each  window  an  approved  set  of  Safety  supports  fas- 
tened in  a  safe  and  thorough  manner.  Such  safety  hooks  are  to  be 
provided  for  window  washers  and  painters. 

Sec.  A-342— PROVISIONS  OF  THIS  CODE. 

This  Code  is  divided  into  parts  for  convenience  of  use  only  and 
any  provision  in  one  part  shall  be  applicable  to  any  other  part.  Any 
provision  for  one  class  or  grade  of  building  shall  be  deemed  to  apply 
to  any  other  class  or  grade  unless  specifically  so  stated  in  the  sec- 
tion. This  is  provided  in  order  to  avoid  considerable  repetition, 
special  permission. 

Sec.  A-343— NO  EXCAVATION  BELOW  FOOTINGS. 

Basements  or  cellars  or  parts  thereof  shall  not  extend  to  a  depth 
lower  than  the  bottom  of  the  footings  in    any    building    except  by 

Sec.  A-344— SIZE  OF  BUILDING  DRAINS— AND  SEWERS 
FOR  STORM  WATER  ONLY: 

The  required   sizes  in  inches  of  circular  storm  water  building 

drains     and    building     sewers     and     other  lateral     storm     drains 

shall  be  determined  on  the  basis  of  the  total  drained  area  in  hori- 
zontal projection  in  accordance  with  the  following  table: 

No.  of  Sq.  Ft.                                         Fall  Fall  Fall 

Drained  Area.                                    %"  to  V  V4"  to  V         V2"  to  1' 

Up  to  90 i-y2  1-i/a  I-Y2 

91  to  400         3  2  2 

401  to  660         3  3  2 

661  to  1200       4  3  3 

1201  to  1800  4  4  8 

1801  to  2500     5  4  4 

2501  to  4100 5  5  4 

4101  to  4600 6  5  5 

4601  to  5300 6  6  5 

5301  to  7500       8  6  6 

7501  to  11100 8  8  6 

11101  to  15700     10  8  8 

15701  to  19500     10  10  8 

19501  to  24800     12  10  8 

24801  to  31000     12  12  10 

31001  to  44000     14  12  10 

44001  to  60000    14  14  12 

See  Part  ten,  Division  F. 
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Sec.  A-345— COMBINED  STORM  AND  SANITARY  SEWER 
SYSTEMS:  ,         ...  , 

Whenever  a  combined  sewer  system  is  employed,  the  required 
site  of  the  building  sewer  shall  be  determined  by  adding  to  the 
drained  area  in  square  feet  one  hundred  eighty  (180)  square  feet 
for  each  "Fixture  unit."  (See  table,  Section  A-346,  on  the  sanitary 
system),  and  then  applying  the  total  to  the  preceding  table  for 
storm  sewers;  except  that  no  combined  sanitary  and  storm  sewer 
shall  be  less  than  four  (4)  inches  in  diameter.  The  required  sizes 
of  the  sanitary  building  and  the  storm  building  drain  up 
to  their  point  of  junction  outside  of  the  building  may  be  independ- 
ently determined  from  the  table. 

Sec.  A-346— FIXTURE  UNIT. 

The  following  table  based  on  the  rate  of  discharge  from  a  lava- 
tory as  the  unit  shall  be  employed  to  determine  fixture  equivalents: 

See  Sec.  F-902. 

One   (1)   lavatory  or  washbasin  1  fixture  unit 

One   (1)   kitchen   sink l1/^ 

One   (1)   bath  tub  2 

One   (1)   laundry    tray    3 

One     combination  fixture  3 

One   (1)   urinal 3 

One   (1)    shower  bath 3 

One   (1)   floor  drain 3 

One    (1)    Slop    sink 4 

One   (1)    \«ater  closet   6 

Sec.  A-347— DRAINAGE  OF  YARDS,  AREAS,  AREAWAYS 
AND  ROOFS. 

All  roofs  and  paved  areas,  areaways,  yards,  courts  and  court- 
yards shall  be  drained  into  the  storm  water  sewerage  system  or  the 
combined  sewerage  systems,  but  not  into  sewers  intended  for  sewage 
only.  When  drains  used  for  this  purpose  are  connected  with  the 
combined  sewerage  systems,  they  shall  be  effectually  trapped  except 
roof  leaders  and  conductors,  where  the  roof  or  gutter  opening  is 
located  not  less  than  twelve  (12)  feet  from  a  door,  window,  scuttle, 
or  air  shaft.  One  (1)  trap  may  serve  for  all  such  connections,  but 
traps  must  be  set  below  the  frost  line  or  on  the  inside  of  the  build- 
ing. 

Sec.  A-348— SIZE  OF  GUTTERS  AND  LEADERS. 
No  gutter  or  inside  leader  shall  be  of  less  size  than  the  follow- 
ing: 

Roof    Containing  Gutter  Leader 

Up  to       90  square  feet 3  inches  2V2  inchea 

91  to     270  square  feet  4  inches  3       inches 

271  to     810  square  feet  4  inches  3V2  inches 

811  to  1800  square  feet  5  inches  4       inches 

1801  to  3600  square  feet  6  inches  5       inches 

3601  to  5500  square  feet  8  inches  6       inches 

5501  to  9600  square  feet 10  inches  7       inches 

Gutters,  on  new  buildings,  eight  (8)  inches  or  over  in  width 
shall  be  hung  with  wrought  iron  hangers  of  approved  type. 

The  above  sizes  of  rain  leaders  are  based  on  diameter  or  circular 
rain  leaders,  and  gutters  based  on  semi-circular  sheet  metal  gutters 
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with  the  top  dimension  given  and  other  shapes  shjall  have  the  same 
sectional  area. 

Sec.  A-349— INSIDE   CONDUCTORS: 

When  placed  within  the  walls  of  any  building  or  run  in  an 
inner  or  interior  court,  or  ventilating  pipe  shaft,  all  conductors  or 
roof  leaders  shall  be  constructed  of  extra  heavy  cast  iron  or  of 
galvanized   wrought   iron   or    steel   pipe. 

Sec.  A-350— OUTSIDE  CONDUCTORS: 

When  outside  conductors  or  downspouts  of  sheet  metal  are 
connected  with  the  building  drain,  they  shall  be  so  connected  by 
means  of  not  less  than  one  (1)  length  of  cast  iron  pipe  extending 
vertically   at   least  one    (1)    foot   above  the   grade  line. 

Along  public  highways  without  sidewalks,  they  shall  be  placed 
in  niches  in  the  walls,  protected  by  wheel  guards  or  enter  the  build- 
ing through  the  wall  at  a  forty-five  (45)  degree  slope  at  least  twelve 
feet  above  the  grade. 

Sec.  A-351— DEFECTIVE  CONDUCTOR  PIPES: 

When  an  existing  sheet  metal  conductor  pipe  within  the  walls 
of  any  building  becomes  defective  such  conductor  shall  be  replaced 
by  one  which  conforms  to  these  rules  and  regulations. 

Sec.  A-352— VENT  CONNECTIONS  WITH  CONDUCTORS 
PROHIBITED: 

Conductor  pipes  shall  not  be  used  as  soil,  waste  or  vent  pipes, 
nor  shall  any  soil,  waste  or  vent  pipes  be  used  as  conductors. 

Sec.  A-353— OVERFLOWS: 

Overflow  pipes  from  cisterns,  supply  tanks,  expansion  tanks 
and  drip  pans,  shall  connect  only  indirectly  with  any  building  sewer, 
building  drain,  soil,  waste  or  vent  pipe. 

Sec.  A-354— SUBSOIL,  FOUNDATION,  CLEAR  WATER  AND 
ABSORPTION  TILE  DRAINS: 

Where  subsoil  drains  are  placed  under  the  cellar  floor  or  used 
to  encircle  the  outer  walls  of  a\  building,  the  same  shall  be  made  of 
open  jointed  drain  tile  not  less  than  four  (4)  inches  or  earthenware 
pipe,  and  shall  be  properly  trapped  and  protected  against  back 
pressure  by  an  automatic  back  pressure  valve  accessibly  located  be- 
fore entering  the  building  sewer  or  drain.  They  may  discharge 
through  a  cellar  drain. 

Sec.  A-355— SUBSOIL  DRAINS  BELOW  THE  MAIN  SEWER 
LEVEL: 

Subsoil  drains  below  the  main  sewer  level  shall  discharge  into 
a  sump  or  receiving  tank,  the  contents  of  which  shall  be  automatically 
lifted  and  discharged  into  the  drainage  system  above  the  cellar 
through  some  properly  trapped  fixture  drain. 

Sec.  A-356— BASEMENT  AND  CELLAR  DRAINS: 

All  buildings  which  contain  a  basement  or  cellar,  shall  have 
approved  floor  drains  to  conduct  water  therefrom.  Such  floor  drains 
shall  be  connected  to  a  public  sewer  except  in  cases  where  no  public 
sewer  is  available. 

Sec.  A-357— PIPE  CHASES  FOR  SOIL  AND  WASTE  AND 
OTHER  PIPING: 

All  waste  and  supply  piping  or  any  toilet,  bathroom,  sink,  wash 
stand  or  other  water  consuming  fixture  shall  be  enclosed  in  an 
accessible  vertical  chase  whose  inside  dimensions  are  not  less  than 
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fourteen  (14)  inches  by  five  and  one-half  (5^)  inches,  which 
chase  shall  run  the  full  height  of  the  enclosing  walls  or  partitions. 

If  the  chase  is  in  a  stud  wall  the  studs  shall  be  not  less  than 
two  (2)  inch  by  six  (6)  inch  lumber. 

Sec.  A-358— FALSE  CEILING  BELOW  SOIL  AND  WASTE 
AND   OTHER   PIPING: 

In  every  case  in  any  frame  constructed  floor,  a  false  ceiling  or 
other  approved  method  shall  be  arranged  below  the  floor  joists  in 
such  a  manner  that  all  the  soil  and  waste  piping  and  all  water  or 
other  piping  can  be  placed  in  position  without  sawing,  cutting  or 
notching  of  any  floor  joists  except  as  provided  in  Section  359. 

Sec.  A-359— STRUCTURAL  PARTS  OF  WOOD  SHALL  NOT 
BE  CUT  INTO  FOR  PIPING  OR  SEWER  PIPING: 

(a)  No  wooden  joist  and  wooden  beams  or  girder  shall  be 
notched  or  sawed  into  for  any  purpose  whatsoever,  however,  holes 
may  be  bored  midway  between  the  top  and  bottom  of  any  such 
structural  member  when  the  said  hole  is  not  over  one  and  one-half 
(1%)  inches  in  diameter  and  is  not  over  two  (2)  feet  •from  the  end 
of  the  joist  or  beam.  No  holes  of  over  three-quarters  (24)  of  an 
inch  may  be  bored  in  any  joist  or  beam  in  any  location  nearer  the 
middle  of  the  span  of  the  joist  or  beam  for  any  purpose  whatsoever. 

(b)  The  strength  of  structural  members  depends  upon  the 
depth  of  the  joist  and  any  cutting  or  notching  that  cuts  away  ma- 
terial nearer  the  edges  or  near  the  middle  of  the  span  of  the  timber 
will  generally  so  weaken  the  timber  that  they  have  to  be  replaced. 
If  it  becomes  necessary  to  notch  timbers  the  timbers  shall  be  in- 
creased in  depth  sufficient  to  take  care  of  the  decreased  strength  of 
the  timber  shall  be  doubled.  Such  procedure  shall  not  be  practiced 
without  the  complete  sanction  of  the  Commissioner  of  Buildings. 

See.  A-360— EXPOSURE  OF  FAUCETS  AND  WATER 
VALVES: 

No  faucet,  water  valve,  gas  valve  or  other  shutoff  in  any  water 
or  gas  piping  shall  be  located  in  any  building  in  such  a  manner  that 
the  same  is  concealed  and  is  not  in  a  readily  accessible  location.  In 
cases  where  water  faucets  or  valves  are  located  in  a  plastered  or 
tile  wall  or  partition  there  shall  be  a  readily^  accessible  chase  within 
the  wall  or  partition  so  such  valves  may  be  removed  for  repairs 
without  disturbing  any  plastering  or  any  structural  or  built  in  parts 
of  the  building  except  the  cover  for  the  pipe  chase. 

Sec.  A-361— USED  GOODS  OR  MATERIALS— PROTECTION 
THEREOF: 

All  used  goods  or  materials  as  defined  by  this  Code  when  not 
stored  in  an  approved  building  or  structure  shall  not  be  stored  on 
public  property  except  as  provided  by  this  Code  and  shall  not  be 
stored  on  any  open  lot  or  piece  of  ground  unless  the  same  is  in- 
closed on  all  sides  by  an  eight  (8)  inch  brick  wall,  eight  (8)  feet 
high,  built  in  an  approved  manner. 

Sec.  A-362— BLEACHERS— GRANDSTANDS : 
(a)  All  bleachers  or  grandstands  erected  either  within  build- 
ings or  upon  any  lot  or  premises  within  the  city  limits  of  Indi- 
anapolis shall  be  constructed  according  to  the  provisions  of  this 
Code  and  shall  not  be  open  to  the  public  until  an  inspection  has 
been  made  by  the  Bureau  of  Buildings  and  a  certificate  of  inspec- 
tion issued  therefor. 
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(b)  Before  the  erection  of  any  such  bleachers  or  grandstands 
blue  prints  in  duplicate  shall  be  submitted  to  the  Bureau  of  Build- 
ings showing  all  construction,  all  exits,  aisles  and  seat  construction. 

(c)  The  seats  shall  be  so  constructed  that  the  space  ^Hotted 
for  each  person  shall  in  no  case  be  less  than  twenty-seven  (27) 
inches  back  to  back  of  seats  and  twenty  (20)  inches  in  width  of 
each  seat.  There  shall  be  no  open  space  in  a  vertical  line  in  such 
bleachers  or  grandstand.  Cleats  shall  be  fastened  in  an  approved 
manner  on  the  seat  boards.  These  se&t  cleats  shall  be  at  least  one 
(1)  inch  high  and  shall  be  fastened  twenty  (20)  inches  center  to 
center  on  the  seat  board  to  indicate  the  seat  space. 

(d)  No  aisle  shall  be  less  than  three  (3)  feet  in  width.  Aisles 
shall  be  arranged  in  a  manner  approved  by  the  Commissioner  of 
Buildings.  Exits  shall  be  arranged  in  accordance  with  the  theater 
exit  requirements  of  this  Code  if  such  bleachers  or  grandstands 
are  within  an  inclosure  or  a  building. 

(e)  All  such  grandstands  or  bleachers  erected  within  the  fire 
district  shall  be  of  first  class  construction  except  the  seat  and 
seat  cleats  may  be  of  wood,  and  the  structural  steel  work  may  be 
unprotected.  When  portions  of  such  structures  are  inclosed  they 
shall  be  inclosed  with  first  Hass  construction. 

Sec.  A-363— MASONRY  CONSTRUCTION: 

(a)  All  mortar  joints  shall  be  filled  solid  with  Portland  cement 
mortar  or  cement-lime  mortar   in  any  masonry  work. 

(b)  All  masonry  work  shall  be  run  up  true  and  plumb.  The 
Commissioner  of  Buildings  shall  have  the  right  to  judge  the  work- 
manship of  any  masonry  construction. 

Sec.   A-364— WORKMANSHIP: 

(a)  The  Commissioner  of  Buildings  shall  have  the  power  to 
pass  upon  the  workmanship  and  to  judge  the  quality  and  safety 
thereof  of  any  construction  work  below  or  above  the  grade  of  any 
lot  or  on  or  within  any  premises  or  building  in  the  City  of  Indian- 
apolis. 

Sec.    A-365— VENTILATING    WINDOWS: 

Steel  or  other  sash  which  are  arranged  on  hinges  or  pivots;  and 
when  open  are  not  in  the  same  plane  as  the  frames  which  contain 
them  shall  not  be  used  in  any  location  within  fourteen  (14)  feet 
of  any  public  sidewalk  or  surface  of  any  street  or  alley,  unless  such 
sash  when  fully  opened  are  entirely  within  the  outer  plane  of  the 
wtalls  of  the  building  in  which  they  are  located. 

Sec.  A-366— RAMPS: 

(a)  Vehicle  ramps  or  other  commercial  ramps  shall  not  exceed 
two  (2)  inches  of  rise  per  foot  of  horizontal  run. 

(b)  Ramps  used  for  people  shall  not  exceed  one  (1)  inch  rise 
for  each  ten   (10)  inches  of  horizontal  run. 

(c)  No  ramp  shall  be  used  as  an  exit  from  a  building  unless 
approved  construction  is  used. 

No  ramp  whose  rise  is  greater  than  one  (1)  inch  of  rise  for 
each  ten   (10)   inches  of  horizontal  run  shall  be  used  for  people. 

DIVISION    A— PART    FOUR 
PROVISIONS  FOR  FIRST  CLASS  BUILDINGS 
Sec.  A-401— WHAT  BUILDINGS  SHALL  BE  FIRST  CLASS: 
(a)     All  buildings  or  structures  shall  be  of  first  class  construc- 
tion in  the  city  that: 
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(1)  Are  hereafter  erected,  altered  or  enlarged,  in  whole  or 
in  part  and  that  are  more  than  two  (2)  stories  in  height  above  the 
basement  or  are  more  than  thirty-three  (33)  feet  in  height  above 
the  established  grade,  to  be  used  as:  (a)  a  school  building;  (b)  a 
place  of  instruction;  (c)  a  public  assembly  hall  with  occupancy  in 
excess  of  eight  hundred  (800)  people;  (d)  a  church;  (e)  a  hos- 
pital building;  (f)  an  asylum;  (g)  a  sanitarium;  (h)  a  hotel; 
and   (i)   all  other  buildings  of  Grade  A. 

(2)  Are  hereafter  erected,  altered  or  enlarged  in  whole  or  in 
part  and  are  more  than  three  (3)  stories  in  height  above  the  base- 
ment; or  that  are  more  than  forty-seven  (47)  feet  in  height  above 
the  established  grade,  to  be  used  as:  (a)  a  public  assembly  hall 
with  occupancy  less  than  eight  hundred  and  one  (801)  people;  (b) 
an  association  or  club  building;  (c)  a  lodging,  apartment  or  tene- 
ment house;  (d)  an  office  building;  (e)  retail  mercantile  building; 
(f)  all  other  buildings  of  Grade  B  that  have  fifty  (50)  or  more 
rooms  above   the   first  floor. 

(3)  Are  hereinafter  erected,  altered  or  enlarged  in  whole  or 
in  p<art,  to  be  used  as  a  theater  or  public  assembly  hall  with  a 
major  stage;  which  will  seat  fifty  (50)  or  more  persons  in  seats  for 
spectators  on  the  main  floor  or  floors  or  balconies  above  the  main 
floor. 

(b)  Every  building  hereafter  erected,  altered  or  enlarged  to 
a  height  greater  than  seventy-five  (75)  feet  above  the  curb,  shall  be 
,a  building  of  the  first  class  and  shall  comply  in  its  construction 
with  all  the  provisions  of  this  Code  regulating  buildings  of  the 
first  class. 

(c)  All  buildings  or  structures  of  Grade  B  shall  have  the  floor 
construction  over  the  cellar  or  basement  of  fire  proof  construction. 

(d)  All  buildings  or  structures  in  the  city  designed  or  used  in 
whole  or  in  part  as  oil  houses,  high  pressure  boiler  houses  or  rooms, 
drying  rooms,  film  storage  rooms,  oil  refineries,  rendering  plants, 
smoke  houses,  shaving  vaults,  varnish  works  and  all  buildings  used 
for  the  storage  of  large  quantities  of  combustible  fibers  in  the  fire 
district  and  all  public  garage  buildings  in  the  city  over  one  (1) 
story  in  height  shall  be  buildings  of  the  first  class.  See  part  five 
(5)    Division  A. 

Exception : 

(a)  The  roof  structure  of  one  story  public  garages  outside 
the  fire  limits  may  be  third  class. 

(b)  The  roof  structure  of  high  pressure  boiler  houses. 

(e)  Every  permanent  structure  intended  for  the  seating  or  ac- 
commodation of  the  public,  commonly  known  as  grandstands  or 
bleachers,  erected  within  the  fire  district  shall  be  of  first  class  con- 
struction except  the  seats  and  seat  cleats  may  be  of  wood,  and  the 
structural  steel  work  may  be  unprotected.  When  portions  of  such 
structures  are  enclosed  they  shall  be  enclosed  with  first  class  con- 
struction. 

(f)  Every  building  hereafter  erected,  altered,  or  enlarged  in 
whole  or  in  part;  to  be  used  for  the  exhibition  of  moving  pictures 
seating  more  than  eight  hundred  (800)  spectators,  shall  be  a  build- 
ing of  the  first  class. 

Sec.  A-402— WALL  THICKNESS  IN  FIRST  CLASS  BUILD- 
INGS: 

(a)  Buildings  of  the  first  class  shall  be  constructed  with  walls 
of  masonry  or  concrete  of  a  thickness  required  as  follows: 
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THICKNESS  IN  INCHES  OF  MASONRY  BEARING  WALLS 
FOR  FIRST  CLASS  BUILDINGS  WITH  A  LIVE  LOAD  IN  EX- 
CESS OF  TWO  HUNDRED  POUNDS  PER  SQUARE  FOOT  FOR 
ANY  OR  ALL  FLOORS  SHALL  BE  AS  FOLLOWS: 
Stories  B123456789     10 

1  12  12 

2  12  12  12 

3  16  16  12  12 

4  20  16  16  12  12 

5  24  20  16  16  12  12 

6  24  20  20  16  16  12  12 

7  28  24  20  20  16  16  12  12 

8 28  24  24  20  20  16  16  12  12 

9  32  28  24  24  20  20  16  16  12  12 

10  32  28  28  24  24  20  20  16  16  12  12 

THICKNESS  IN  INCHES  OF  MASONRY  BEARING  WALLS 
FOR  FIRST  CLASS  BUILDINGS  WITH  A  LIVE  LOAD  LESS 
THAN  ONE  HUNDRED  AND  NINETY-NINE  POUNDS  PER 
SQUARE  FOOT  FOR  ANY  OR  ALL  FLOORS  SHALL  BE  AS 
FOLLOWS: 
Stories  B123456789     10 

1    12     12 

2   12     12     12 

3    16     12     12     12 

4    16     16     12     12     12 

5    16     16     16     12     12     12     12 

6    20     16     16     16     12     12     12 

7   : 20     20     20     16     16     16     12     12     12 

8   20     20     20     16     16     16     12     12     12 

9    24     20     20     20     16     16     16     12     12     12 

10   24     24     20     20     20     16     16     16     12     12     12 

Exception:  Skeleton  constructed  first  or  second  class  buildings. 

(b)  The  legal  depth  of  excavations  for  first  class  buildings 
measured  from  the  established  grade  to  the  bottom  of  footings  shall 
be  ten   (10)   feet. 

(c)  All  first  class  buildings  or  structures  shall  have  solid  in- 
combustible water  resisting  foundations  completely  and  continuously 
around  the  building  or  structure;  constructed  no  less  than  twelve 
(12)  inches  in  thickness  for  panel  or  curtain  walls  and  as  per  above 
schedule  for  load  bearing  walls.  Such  foundations  shall  be  placed 
to  a  depth  below  the  established  grade  of  no  less  than  four  (4)  feet. 

(d)  No  wooden  or  combustible  lintel,  rafter  or  girder  shall  be 
used  in  any  first  class  building  to  support  brick,  concrete,  tile  or 
any  masonry  construction  whatsoever. 

(e)  All  first  class  buildings  of  masonry  bearing  wall  construc- 
tion shall  have  the  roof  framing  and  all  beams  and  girders  thor- 
oughly anchored  into  the  wall  by  ;any  method  approved  by  the  Com- 
missioner of  Buildings. 

(f)  No  building  of  the  first  class  with  masonry  bearing  wall 
construction  shall  be  built  over  one  hundred  and  twenty-five  (125) 
feet  or  ten  (10)  stories  in  height  above  the  established  grade. 

(g)  When  the  openings  in  any  wall  or  section  of  any  wall 
become  forty  (40)  per  cent  or  over  the  wall  shall  be  considered  as 
piers.    • 
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Sec.  A-403— CONSTRUCTION  OF  FIRST  CLASS  BUILDINGS: 

(a)  A  building  of  the  first  class  shall  be  constructed  wholly 
of  non-combustible  materials,  except  as  hereinafter  provided,  with 
walls,  floors  and  roof  construction  of  masonry,  concrete,  reinforced 
concrete,  or  of  iron  or  steel  frame  work,  filled  between  and  around 
with  masonry,  tile,  concrete,  terra  cotta  or  other  durable,  non-com- 
bustible and  fire-resisting  materials. 

(b)  All  columns,  girders,  beams,  struts  and  all  structural  mem- 
bers shall  be  protected  with  fire  proof  materials,  so  put  on  and  held 
in  place  as  effectually  to  protect  such  members  fron  the  effects  of 
fire,  corrosion  or  abrasion,  except  that  steel  roof  trur  ses  and  beams 
supporting  only  roof  and  ceiling  loads  will  be  considered  properly 
protected  when  an  approved  incombustible  ceiling,  sue  i  as  metal  lath 
and  plaster  is  suspended  under  the  same  in  such  a  manner  as  will 
prevent  the  passage  of  fire.  All  exterior  columns  and  ».all  girders  or 
other  framing  of  structural  steel  supporting  masonryv  shall  be  pro- 
tected by  a  thickness  at  the  exterior  points  with  at  ieast  four  (4) 
inches  of  fire  proof  material,  except  one  inside  face  of  columns  may 
be  covered  with  less  when  authorized  by  the  Commissicner  of  Build- 
ings. # 

(c)  All  structural  members  of  buildings  of  this  ctoss,  which 
may  be  subjected  to  unusual  responsibility  shall  be  e, specially  pro- 
tected and  fire  proofed  in  such  a  manner  as  to  effecutally  protect 
such  members  and  their  loads  from  risk  of  accident  by  fire  or  other- 
wise. 

(d)  For  the  purpose  of  fire  protection  structural  steel  shall 
be  protected  by  the  following  minimum  thicknesses  of  approved  in- 
combustible material : 

One  and  one-half   (l1/^)   inches  for  inside  columns. 
One   and   one-quarter    (l1^)    inches   for  beams   and   girders. 
One  inch    (1)   for  joists. 

Sec.  A-404— FIRE  PROOFING  OF  STRUCTURAL  PARTS- 
METAL  LATH: 

(a)  Floor  or  roof  beams  and  other  framing  shall  be  protected 
by  fire  proofing  not  less  than  two  (2)  inches  in  thickness,  except 
as  provided  above.  Nothing  in  this  section  shall  be  construed  to 
prohibit  the  use  of  steel  floor  or  roof  joists  for  floor  or  roof  panels 
for  buildings  when  the  same  are  protected  by  not  less  than  one  (1) 
inch  of  cement  plaster  applied  on  metal  lath  on  the  under  side  of 
metal  joists  or  suspended  therefrom,  and  two  (2)  inches  of  concrete 
or  metal  lath  and  plaster  on  top  of  same.  Approved  wooden  screeds 
will  be  permitted  above  joists.  All  formed  steel  joists  shall  be  thor- 
oughly bridged. 

(b)  Metal  lath  for  any  construction  shall  weigh  not  less  thjan 
three  (3)  pounds  per  square  yard  and  shall  be  fastened  in  an  ap- 
proved manner. 

Sec.  A-405— WOOD  IN  FIRST  CLASS  BUILDING: 
In  all  buildings  of  the  first  class,  wood  may  be  used  for  the 
wearing  surface  of  the  floors  and  necessary  sleepers  for  their  at- 
tachment; and  also  for  window  and  door  frames,  sash,  doors  and 
finish  around  them,  except  in  elevator  shafts,  stair  wells  or  exposed 
positions  where  approved  fire  doors,  metal  sash  and  wired  glass  are 
required  by  the  Building  Code  and  also  for  solid  partitions  or 
wood  studs  with  approved   metal   lath   and   cement  plaster  on   each 
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side  thereof  and  for  hand  rails  for  stairs,  but  not  for  balustrades  or 
newel  posts. 

Sec.  A-406— HOLLOW  SPACES: 

There  shall  be  no  air  spaces  between  the  top  of  any  floor  con- 
struction and  the  floor  boarding  or  behind  any  woodwork,  but  all 
such  places  shall  be  solidly  filled  with  concrete  or  plaster  or  other 
fire-resisting  materials. 

Sec.  A-407— CURTAIN  WALLS  AND  PANEL  WALLS  IN 
FIRST  CLASS  BUILDINGS: 

(a)  Non-bearing  masonry  curtain  walls  built  between  piers  or 
pilasters  shall  be  not  less  than  twelve  (12)  inches  thick  for  the 
uppermost  fifty  (50)  feet  of  height  increasing  four  (4)  inches  in 
thickness  for  each  next  lower  section  of  fifty   (50)   feet. 

(b)  Non-bearing  masonry  panel  walls  supported  at  each  story 
shall  not  be  less  than  eight  (8)  inches  thick  or1  four  (4)  inch  heavy 
duty  tile  bonded  to  four  (4)  inches  of  brickwork,  bonded  with  mas- 
onry bonds,  eight  (8)  inches  thick  for  solid  masonry;  and  six  (6) 
inches  thick  for  reinforced  concrete  designed  for  a  side  pressure  of 
thirty    (30)    pounds  per  square  foot  each  direction. 

Sec.  A-408— WIRE  GLASS  AND  STEEL  SASH: 

Wire  glass  and  steel  sash  shall  be  required  in  all  first  class 
buildings  built  in  hazardous  locations  as  determined  by  the  Commis- 
sioner of  Buildings  in  all  windows  that  are  seventy-five  (75)  feet 
above  the  grade,  and  also  all  windows  that  have  an  exposure  of  less 
than  fifty  (50)  feet  from  any  other  building  or  structure.  When 
such  exposure  requires  wired  glass  and  steel  sash  all  windows  not 
over  fifty  (50)  feet  above  the  established  grade  may  have  the  lower 
half  thereof  of  plain  glass. 

Exception :  Wire  glass  and  metal  sash  shall  be  used  in  all  ele- 
vator hatchway   and   stair   wells. 

Sec.  A-409— HEIGHT  OF  STORIES  IN  FIRST  CLASS 
BUILDINGS: 

The  height  of  stories  for  load  bearing  wall  constructed  first 
class  buildings  shall  not  exceed  first  story,  sixteen  (16)  feet  in  the 
clear;  second  story,  fourteen  (14)  feet  in  the  clear;  third  and  upper 
stories,  twelve  (12)  feet  in  the  clear.  In  load  bearing  wall  con- 
structed buildings  if  any  story  exceeds  the  foregoing  height,  the 
walls  of  any  such  story  and  all  walls  below  that  story  shall  be  in- 
creased four   (4)    inches  in  thickness. 

Sec.  A-410— DIVISION  AND  PARTY  WALLS: 

Division  or  fire  and  party  walls  in  first  class  buildings  may  be 
stopped  against  the  under  side  of  the  fire  proof  roof  slab  or  beams. 
Where  parapet  walls  are  used  they  shall  not  be  less  than  twelve  (12) 
inches  in  thickness. 

Sec.  A-411— AREA  BETWEEN  FIRE  WALLS  IN  FIRST 
CLASS    BUILDINGS: 

See  Section  A-332  for  Sprinklers. 

The  area  between  fire  or  division  walls  in  first  class  buildings 
shall  be  as  follows: 

(a)     All  buildings  of  Grade 

A,  B,  C  and  D No  restrictions  as  to  area 

Light  and  power  stations No  restrictions  as  to  area 

Office  buildings  No  restrictions  as  to  area 

Exception —  See  Rule  D  below. 
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(b)  All  buildings  of  Grade  E   and  F  not  exceeding  sixty-five 

(65)  feet  in  height.  „r.  ,    «     .  , , 

v  With  Sprinklers 

increase  of 

Fronting   On  Without  Sprinklers  66%  percent 

One  street 10,000  sq.  feet  16,666  sq.  feet 

Two  streets  12,000  sq.  feet  20,000  sq.  feet 

Three   or   more    streets    15,000  sq.  feet  25,000  sq.  feet 

Exception : 

(1)  One  (1)  story  first  class  buildings  located  on  four  streets 
or  isolated  and  used  for  manufacturing  of  incombustible  materials 
may  be  unlimited   in   area. 

(2)  First  class  buildings  not  over  three  (3)  stories  in  height 
located  on  four  (4)  streets  or  isolated  and  used  for  manufacturing 
purposes  may  have  the  area  increased  between  fire  walls  of  fifty  (50) 
per  cent  of  that  stated  above  in  the  fire  district  or  unlimited  in 
area  outside  the  fire  district  when  approved  two  source  automatic 
sprinklers  are  installed. 

(c)  All  buildings  of  Grade  E  and  F  exceeding  sixty-five  (65) 
feet  in  height  and  not  exceeding  two  hundred   (200)   feet  in  height. 

With  Sprinklers 
Fronting  on  Without  Sprinklers     increase  of  50% 

One  Street  7,500  sq.  feet  11,250  sq.  feet 

Two    Streets    10,000  sq.  feet  15,000  sq.  feet 

Three    or   more    Streets 12,500  sq.  feet  18,750  sq.  feet 

(d)  The  first  floor  only  of  any  fire  proof  building  occupied  as  <a 
store  may  have  an  area  of  twenty  thousand  (20,000)  square  feet, 
and  if  fully  protected  by  approved  automatic  sprinklers  may  be  in- 
creased fifty  per  cent  or  have  a  maximum  area  of  thirty  thousand 
(30,000)   square  feet. 

Sec.  A-412— LIGHT  SHAFTS: 

Walls  of  light  shafts  or  vent  shafts  shall  be  classed  as  curtain 
walls  or  panel  walls. 

Sec.  A-413— PARTITION   WALLS: 

(a)  No  hollow  wood  partitions  will  be  permitted  in  first  class 
buildings. 

(b)  Three  (3)  inch  and  six  (6)  inch  hollow  tile  partition  w|alls 
of  hard  burnt  clay,  porous  terra  cotta  or  other  suitable  fire  proofing, 
set  in  cement\  lime  mortar,  may  be  built  not  exceeding  in  their  ver- 
tical measurements  eleven  (11)  and  twenty  (20)  feet  respectively, 
or  one  (1)  story  in  height  and  in  their  horizontal  measurements  a 
length  not  exceeding  twenty-five  (25)  feet  for  both  unless  strength- 
ened by  a  steel  frame,  cross  walls,  piers,  columns  or  buttresses. 

(c)  All  such  walls  shall  be  carried  on  incomubstible  founda- 
tions, or  on  iron  girders  and  columns. 

(d)  In  no  case,  however,  are  such  partition  walls  to  be  used 
as  bearing  walls  or  to  support  any  load  except  their  own  weight. 

(e)  Two  (2)  inches  of  approved  metal  lath  and  cement-plaster 
on  steel  studs  will  be  permitted  in  first  class  buildings  for  parti- 
tion walls. 

Sec.  A-414— HEIGHT  OF  FIRST  CLASS  BUILDINGS: 

No  building  or  structure  hereafter  erected,  shall  be  of  a  height 

exceeding  two  hundred    (200)   feet  and  if  such  building  fronts  on  a 

street  less  than  one  hundred    (100)    feet  in  width  such  building  or 

structure   shall   not   exceed   one   hundred   and   eighty    (180)    feet   in 
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height  above  the  established  grade  and  one  hundred  and  eight  (108) 
feet  on  Monument  Place,  provided  further  that  a  building  may  be 
measured  one  (1)  foot  for  each  three  (3)  feet  in  height  above  the 
one  hundred  and  eighty  (180)  feet  height.  See  Zoning  Regulations 
on  heights. 

Exception:   Spire,  stack,  chimney  or  pent  house. 

Sec.  A-415— CONSTRUCTION  OF  ELEVATOR  SHAFT, 
HOISTWAY,  RAMP  AND  STAIRWAY  ENCLOSURES  IN  FIRST 
CLASS  BILDINGS: 

(a)  In  all  first  class  buildings  all  stairs  shall  be  enclosed  in 
fire  proof  wells  from  the  top  of  the  building  to  the  bottom  (except 
as  hereafter  provided).  Such  wells  shall  contain  a  passageway  at 
each  floor  level  equal  in  width  to  the  width  of  the  stairs  so  that  a 
continual  run  can  be  made  from  the  roof  to  the  first  floor  exit 
without  passing  onto  any  open  floor  area.  At  the  street  floor  of  all 
such  stair  wells  the  stairs  and  railings  shall  be  so  arranged,  in 
any  manner  approved  by  the  Commissioner  of  Buildings,  that  people 
will  not  get  into  the  basement  in  case  of  a  panic.  All  such  stair  wells 
which  include  a  basement  stairs  shall  have  a  heavy  door  at  the 
street  floor  where  stairs  lead  to  the  basement.  Such  door  shall  open 
into  the  stair  well  so  that  travel  up  from  the  basement  will  open 
the  door,  and  travel  into  the  basement  will  cause  the  door  to  close. 
A.11  other  doors  in  stairs  shall  open  with  the  direction  of  egress  to  the 
street  floor  and  be  marked  with  approved  exit  lights. 

(b)  All  passenger  or  freight  elevator  shafts  extending  more 
ihg  l  two  (2)  stories  in  height  above  the  basement  or  any  vehicle 
ramp,  hereafter  placed  in  any  first  class  building  designed,  used  or 
^uilt  for  any  purpose  whatsoever  shall  be  entirely  enclosed  for  the 
full  height  in  suitable  walls  of  brick,  tile,  concrete  or  other  ap- 
proved material. 

(c)  Any  such  elevator  shafts,  ramps  or  stair  wells  may  be  en- 
closed with  two  (2)  inches  of  solid  cement  plaster  applied  to  approved 
steel  Istth  on  metal  studs  anchored  at  each  floor  and  ceiling  in?  an 
approved  manner,  providing  the  door  frames  of  any  openings  in  said 
shafts  or  wells  shall  be  constructed  of  heavy  steel  jams  which  ex- 
tend for  the  full  height  of  each  story  and  are  anchored  at  the  floor 
and  ceiling. 

(d)  Any  plaster  exposed  to  an  open  floor  in  storage,  mercantile 
or  warehouse  buildings  shall  be  cased  to  a  height  of  thirty-six  (36) 
inches  above  each  floor  with  an  abrasive  resisting  wainscoting  on 
the  open  floor  space  side. 

(e)  If  the  enclosing  walls  are  of  brick  or  load  bearing  tile  laid 
in  cement  mortar  or  of  concrete,  and  not  used  as  bearing  walls; 
they  must  be  eight  (8)  inches  in  thickness  for  not  more  than  fifty 
(50)  feet  of  their  uppermost  height  and  increased  in  thickness  four 
(4)    inches  for  the  remaining  lower  portions  or  parts  thereof. 

(f)  Where  each  story  is  carried  on  iron  or  reinforced  concrete 
frame  work,  and  burnt  clay,  tile  or  other  approved  materials  are 
used  the  walls  shall  not  be  less  than  six  (6)  inches  except  as  above 
provided  for  approved  steel  lath  and  plaster. 

(g)  In  all  cases  wherever  the  elevator  goes  to  the  top  floor 
the  enclosing  walls  of  the  elevator  shaft  must  be  continued  so  as  to 
entirely  close  off  the  attic  space.  Suitable  windows  or  skylights  of 
plain  glass  shall  be  provided  for  light  and  ventilation  in  all  pent 
houses. 
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(a)  When  stairs  shall  return  directly  on  themselves  a  half- 
space  landing  shall  be  provided  whose  major  dimensions  shall  be 
twice  the  width  of  the  stairs  in  the  direction  of  the  run  of  the 
stairs  and  shall  not  be  less  than  the  width  of  the  stairs  in  the  lesser 
dimension. 

NOTE — It  is  recommended  that  hand  rails  be  placed  thirty  (30) 
inches  above  the  treads. 

Sec.  A-418— REQUIREMENTS  FOR  STAIRS  IN  HOTELS, 
FLATS,  APARTMENTS,  LODGING   OR  TENEMENT   HOUSES: 

(a)  In  all  first  class  buildings  designed  or  occupied  as  hotels, 
flats,  apartment,  lodging  or  tenement  houses,  the  amount  of  stairs 
shall  be  as  follows,  to-wit: 

Area  Between  Fire  or  No.  of  Rooms  be-  Lineal  Feet  or 

Division  Walls  tween  sai'd  Walls  Stair  Treads 

1,000—  2,500  Sq.  Feet  or     60  Rooms  7       Ft. 

2,500—  5,000  Sq.  Feet  or  120  Rooms   8       Ft. 

5,000—10,000  Sq.  Feet  or  200  Rooms 10V2   Ft. 

10,000—15,000  Sq.  Feet  or  350  Rooms   14       Ft. 

(b)  The  risers  shall  not  exceed  seven  and  one-half  CIV2)  inches 
in  height  and  the  treads  shall  not  be  less  than  ten  (10)  inches  in 
width  exclusive  of   any   nosings. 

Exception:  In  apartment  houses  no  apartment  entrance  door 
shall  be  more  than  eighty  (80)  feet  from  an  egress  door  of  a  stair- 
way. 

Sec.  A-419— REQUIREMENTS  FOR  STAIRS  IN  ROOF  GAR- 
DENS, CLUBS,  LODGE  HALLS,  SCHOOLS,  CHURCHES,  AUDI- 
TORIUMS, THEATERS,  MOVING  PICTURE  HOUSES  AND 
ALL  OTHER  PUBLIC  ASSEMBLY  HALLS: 

In  every  building  hereafter  erected  or  altered  to  be  used  in 
part  or  as  a  whole  as  a  public  assembly  hall,  roof  garden,  club  or 
lodge  hall,  the  width  of  the  stairs  shall  be  twenty  (20)  inches  for 
every  hundred  (100)  persons  of  aggregate  seating  capacity  of  all 
rooms.  The  risers  shall  not  exceed  seven  (7)  inches  in  height  and 
the  treads  shall  not  be  less  than  eleven  (11)  inches  in  width  exclusive 
of  any  nosings.  In  any  oase  where  the  seats  are  not  fastened  to  the 
floor  and  the  calculation  of  stair  width  not  readily  made,  the  width 
of  exits  and  stairs  shall  be  calculated  on  a  basis  of  eight  (8)  square 
feet  per  person,  figuring  the  total  area  of  all  floors  between  fire, 
party  or  division  walls,  including  aisles,  rostrum  rooms,  stages  or 
platforms. 

Sec.  A-420— LOCATION  OF  ASSEMBLY  HALLS  IN  FIRST 
CLASS  BUILDINGS: 

(a)  On  the  second  floor  of  any  first  class  building  a  public 
assembly  hall  with  a  major  stage  may  be  provided  when  the  oc- 
cupancy of  the  hall  does  not  exceed  eight  hundred   (800)   people. 

(b)  A  public  assembly  hall  with  a  minor  stage  and  an  occu- 
pancy not  in  excess  of  fifteen  hundred  (1,500)  may  be  placed  on  any 
floor  of  a  first  class  building. 

(c)  Exit  requirements  for  the  above  shall  be  twenty  (20)  inches 
of  exit  width  for  each  and  every  one  hundred  (100)  people  of  oc- 
cuptancy  of  such  public  assembly  hall. 

(d)  The  area  requirements  for  occupancy  shall  be  determined 
either  by  the  actual  seating  capacity  of  the  hall  or  based  upon  six 
(6)  square  feet  of  floor  area  per  person  for  fixed  seats  or  eight  (8) 
square  feet  for  removable  seats. 
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(e)  There  shall  be  a  stair  landing  at  each  story  height  or  in- 
termediate story  height  on  an  exact  level  with  the  same. 

(f)  At  each  story  height  there  shall  be  provided  an  approved 
metal  or  reinforced  concrete  runway  three  (3)  feet  in  width  provided 
with  approved  railings  of  metal  located  at  the  exjuct  level  of  each 
story  or  intermediate  story  and  fastened  on  the  outside  of  the 
building  with  approved  metal  brackets. 

(g)  At  each  story  height  there  shall  be  provided  two  (2)  ap- 
proved doors  not  less  than  two  (2)  feet  eight  (8)  inches  in  width, 
said  doors  to  open  directly  onto  the  metal  runway  in  an  approved 
manner  and  with  the  egress.  One  door  shall  open  from  the  main 
floor  area  of  the  building  onto  the  metal  or  reinforced  concrete  run- 
way. One  door  shall  provide  egress  from  the  runway  to  the  smoke 
tower,  one  of  the  said  doors  shall  be/  at  each  end  of  the  runway. 
All  doors  shall  be  equipped  with  approved  panic  hardware  and  shall 
be  marked  with  approved  exit  light. 

Sec.  A-417— STAIRWAYS  IN  FIRST  CLASS  BUILDINGS  OF 
GRADE  A,  B,  C  AND  D: 

(a)  In  every  first  class  building  of  Grade  A,  B,  C  and  D  three 
(3)  stories  or  over  in  height  hereafter  erected  or  altered  of  any 
character,  with  area,  number  of  rooms  or  seating  capacity  between 
fire,  division  or  party  walls  as  described  in  the  following  sections; 
there  must  be  provided  as  a  minimum,  one  (1)  enclosed  fire  proof 
stairway  and  one  (1)  smoke  tower  fire  escape  neither  one  less  than 
three  (3)  feet  six  (6)  inches  in  width  in  the  clear,  placed  as  far 
remote  from  each  other  as  possible  with  exits  from  the  building 
opening  immediately  onto  a  public  highway,  or  court  and  fire  proof 
passage  way  to  a  public  highway;  with  exit  doors  opening  out- 
wardly and  properly  equipped  with  pressure  releasing  panic  locks. 

Exception : 

(1)  Dwellings,  duplexes,  doubles  and  double  duplex  dwellings 
not  over  three   (3)   stories  in  height. 

(2)  Open  stairs  may  be  permitted  in  first  class  school  buildings 
that  .are  not  over  three  (3)  stories  in  height  above  the  grade  line. 
Such  stairs  must  have  stair  enclosures  but  the  fire  doors  may  be 
omitted. 

(3)  In  armories,  court  houses,  police  stations,  city  halls,  pris- 
ons, railway  stations  and  similar  first  class  buildings  the  stairs  shall 
not  be  required  to  be  enclosed  unless  the  buildings  are  over  four  (4) 
stories  in  height,  then  >at  least  one  (1)  enclosed  stairs  or  smoke 
tower  fire  escape  leading  directly  to  a  a  public  highway  shall  be 
provided  for  fire  egress  as  approved  by  the  Commissioner  of  Build- 
ings. 

(4)  Buildings  used  entirely  by  clubs  or  ritualistic  organizations, 
with  no  sleeping  rooms,  may  have  one  (1)  stairs  open  from  the  first 
to  the  third  floor  providing  one  (1)  enclosed  stairs  or  smoke  tower 
fire  escape  is  provided.  In  such  buildings  where  sleeping  rooms 
are  provided  at  lesast  one  (1)  completely  enclosed  stairway  and  one 
(1)   smoke  tower  fire  escape  shall  be  provided. 

(b)  All  such  stairs  shall  be  built  with  uniform  treads  and 
risers  throughout  each  flight. 

(c)  There  shall  be  no  winders  in  any  such  stairs  and  no  such 
flight  of  any  such  stairs  shall  rise  to  a  vertical  height  in  excess 
of  eight  (8)  feet  without  a  proper  landing  equal  in  width  to  the 
width  of  the  stairs. 
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Exception:  When  the  elevator  engine  is  placed  overhead  on  a 
solid  slab  of  incombustible  material. 

(h)  In  all  cases  a  small  opening  of  sufficient  size  must  be 
provided  to  permit  easy  access  to  any  elevator  machinery  that  is  in 
the  top  of  the  shaft.  Such  opening  shall  be  equipped  with  a  fire 
door.      (Section  C-104.) 

(i)  All  openings  in  fire  proof  elevator  shafts  or  stair  well  en- 
closures shall  be  protected  by  fire  doors  approved  by  the  Commis- 
sioner of  Buildings  for  the  purpose. 

(j)      In  factories  and  warehouses: 

(a)  Where  elevator  shafts  open  directly  into  a  storage 
room  no  openings  will  be  permitted  in  the  elevator  fire  doors ; 

(b)  No   openings   will  be   permitted   in  the   stair   fire 
doors. 

(k)  All  fire  doors  shall  be  constructed  and  hung  on  incombust- 
ible supports  and  frames  in  a  manner  approved  by  the  Commissioner 
of  Buildings. 

(1)  A  stairway  shall  not  be  permitted  within  the  same  en- 
closure with  an  elevator,  elevators  or  ramp. 

(m)  Whenever  any  inclined  bundle,  box  or  material  chute  is 
placed  in  a  first  class  building  or  structure  the  same  shall  be  of  ap- 
proved construction  with  fire  doors  arranged  so  as  to  close  off  each 
story  from  any  or  all  other  stories. 

(n)  Vehicle  ramps  extending  up  and  through  an  alternate  or 
intermediate  floor  system  shall  be  arranged  with  fire  doors  and  ap- 
proved steel  lath  and  plaster,  partitions  throughout  one  (1)  set  of 
alternate  floors  so  fire  cannot  pass  up  from  the  basement  or  first 
floor  towards  any  of  the  floors  above  or  from  any  of  the  floors  above 
to  the  top  floor.     Approved  rolling  fire  doors  may  be  used  in  ramps. 

Sec.  A-416— REQUIREMENTS  FOR  STAIRS  AND  SMOKE 
TOWER  FIRE   ESCAPES  IN  ALL  FIRST  CLASS  BUILDINGS: 

(a)  In  all  first  class  buidings  of  all  grades  except  as  hereinafter 
provided,  that  have  a  floor  area  between  fire,  party  or  division  walls 
of  six  thousand  (6,000)  square  feet  and  not  exceeding  fifteen  thou- 
sand (15,000)  square  feet  shall  be  provided  with  two  (2)  smoke 
tower  fire  esofipes  in  addition  to  one  (1)  enclosed  fire  proof  stairs; 
placed  as  far  remote  from  each  other  as  possible. 

(b)  For  buildings  that  have  a  floor  area  between  fire  walls 
in  excess  of  fifteen  thousand  (15,000)  square  feet  shall  be  provided 
with  two  (2)  smoke  tower  firei  escapes  in  addition  to  two  (2)  en- 
closed fire  proof  stairs;  placed  as  far  remote  from  each  other  as 
possible. 

(c)  A  smoke  tower  fire  escape  shall  be  constructed  entirely  of 
incombustible  material  with  the  stairs  located  within  the  main 
walls  of  the  building  and  entirely  closed  off  from  the  building  by 
unpierced  walls  at  least  eight  (8)  inches  in  thickness.  The  en- 
closure shall  be  known  as  the  smoke  tower. 

(d)  No  flight  of  stairs  in  the  smoke  tower  shall  rise  to  a 
greater  height  than  eight  (8)  feet  without  a  landing  equal  in  width 
to  the  width  of  the  stairs.  The  minimum  width  of  such  stairs  or 
landing  shall  be  three  (3)  feet  six  (6)  inches.  The  lesser  dimen- 
sion of  any  landing  shall  always  be  equal  or  greliter  than  the  width 
of  the  stairs.  Such  stairs  shall  be  continuous  from  the  roof  to  the 
street  level  and  shall  have  hand  rails  on  both  sides  thereof.  No 
winders  shall  be  permitted. 
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Sec.  A-421— REQUIREMENTS  FOR  STAIRWAYS  IN  FIRST 
CLASS  BUILDINGS  OF  GRADE  E  AND  F: 

(a)  In  every  first  class  building  of  Grade  E  and  F  three  (3) 
stories  or  over  in  height  above  the  basement,  hereafter  erected  or 
altered  in  whole  or  in  part  with  area  between  fire,  party  or  division 
walls  as  described  below;  there  must  be  provided  at  lefcst  one  (1) 
enclosed  fire  proof  stairway  and  one  (1)  smoke  tower  fire  escape 
neither  one  less  than  three  (3)  feet  six  (6)  inches  minimum  width 
of  stairs  in  the  clear,  placed  as  far  remote  from  each  other  as 
possible  with  exits  from  the  building  opening  immediately  onto  a 
public  highway,  or  court  and  fire  proof  passageway  to  a  public  high- 
way, with  exit  doors  opening  outwardly  and  properly  provided  with 
pressure  releasing  panic  locks. 

Exception:  Office  buildings  that  have  no  mercantile  or  sales 
room  on  the  second  floor  may  have  one  (1)  open  stairs  from  the 
first  floor  to  the  second  floor  when  one  (1)  enclosed  stairs  or  smoke 
tower  fire  escape  is  provided. 

Exception:  Office  buildings  less  than  seventy-five  (75)  feet  in 
height  and  not  exceeding  six  thousand    (6,000)   square  feet  in  area. 

Note — See  special  provisions  for  office  buildings,  Sec.  A-421. 

(b)  All  such  stairs  shall  be  built  with  uniform  treads  and  risers 
throughout  each  flight  and  no  flight  shall  be  built  to  rise  to  a  ver- 
tical height  in  excess  of  eight  (8)  feet  without  a  proper  landing 
equal  in  width  to  the  width  of  the  stairs. 

(c)  When  such  stairs  shall  return  directly  on  themselves,  a 
half-space  landing  shall  be  provided  whose  major  dimensions  shall 
be  twice  the  width  of  the  stairs  in  the  direction  of  the  run  of  the 
stairs  and  shall  not  be  less  than  the  width  of  the  stairs  in  the  lesser 
dimension.  All  such  stairways  shall  have  failings  on  each  side 
thereof. 

(d)  Stairways  which  are  six  (6)  feet  or  over  in  width  shall  be 
provided  with  intermediate  hand  rails  and  newel  posts. 

(e)  No  such  building  of  the  first  class  of  Grade  E  and  Grade  F 
shall  have  any  stair  risers  that  exceeds  eight  (8)  inches  in  height  nor 
any  stair  tread  that  is  less  than;  eleven  (11)  inches  in  width  exclu- 
sive of  any  nosing. 

(f)  The  ruling  factor  for  the  location  of  stairs  in  all  buildings 
of  Grade  E  and  Grade  F  shall  be  as  follows:  There  shall  be  no  floor 
space  which  is  over  one  hundred  (100)  feet  from  any  stair  or  fire 
tower  egress  door. 

Exception:   Storage  buildings  and  warehouses. 

(g)  The  total  width  of  stairs  for  first  class  buildings  shall  be 
according  to  the  following: 

GRADE  E  AND  GRADE  F 
Area  Between  Fire,  Party  Lineal  Feet  of 

or  Division  Walls  Width  of  Stairs 

Up  to  6,000  Square  Feet 7       Feet 

6,000  to  10,000  Square  Feet SV2   Feet 

10,000  to  15,000  Square  Feet  10 %  Feet 

15,000  to  25,000  Square  Feet  14       Feet 

Sec.  A-422— OFFICE  BUILDINGS: 

(a)  In  all  buildings  erected  or  altered  which  are  not  over  sev- 
enty-five (75)  feet  in  height  and  are  to  be  used  as  office  buildings 
above  the  second  floor  only  one  (1)   stairs  and  a  fire  escape  need  be 
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provided;  when  the  area;  is  less  than  six  thousand  (6,000)  square 
feet  between  fire,  party  or  division  walls;  providing  the  fire  escape 
and  stairs  are  placed  as  far  remote  from  each  other  as  possible  and 
no  floor  space  is  over  one  hundred  (100)  feet  from  any  egress  door. 
Such  fire  escapes  shall  be  of  an  approved  type  with  the  lowest  flight 
a  counterbalanced  stairs.  In  such  office  buildings  in  excess  of  six 
thousand  (6,000)  square  feet  in  area  between  fire,  party  or  division 
walls  one-third  (%)  of  the  calculated  stair  width  may  be  placed  in 
an  approved  counterbalanced  fire  escape;  provided,  however,  the  same 
shall  be  in  addition  to  two  (2)  enclosed  three  (3)  foot  six  (6)  inch 
stairs.  All  stairs  in  office  buildings  shall  conform  to  all  other  re- 
quirements. 

(b)  The  total  width  of  stairs  for  first  class  office  buildings  shall 
be  according  to  the  following: 

Area  between  Party  Lineal  Feet  of 

or  Division  Walls  Width  of  Stairfc 

Up  to  6,000  Square  Feet 7       Feet 

6,000  to  10,000  Square  Feet 8V2   Feet 

10,000  to  15,000  Square  Feet  IOV2  Feet 

15,000  to  25,000  Square  Feet  14       Feet 

Sec.  A-423— STAIRS  IN  FIRST  CLASS  MERCANTILE 
BUILDINGS: 

(a)  No  stairs  in  any  first  class  mercantile  building  shall  have 
any  stair  riser  that  exceeds  seven  (7)  inches  in  height  nor  any 
stair  tread  that  is  less  than  eleven  (11)  inches  in  width  exclusive 
of  any  nosing. 

(b)  All  such  stairs  shall  be  clearly  designated  with  exit  lights 
designed  and  installed  the  same  as  for  theaters. 

(c)  The  total  width  of  stairs  shall  be  the  same  as  for  all  other 
buildings  of  Guide  E  and  F.     See  table  Section  421. 

Sec.  A-424— BASEMENT  STAIRS: 

In  every  first  class  building  hereafter  erected  or  altered  in 
whole  or  in  part  in  which  the  basement  is  used  for  mercantile  pur- 
poses where  combustible  goods  are  displayed  and  sold,  there  shall  be 
at  least  one  (1)  enclosed  stairway  three  (3)  feet  six  (6)  inches  in 
width  constructed  entirely  of  incombustible  material  and  laading  di- 
rectly from  the  basement  to  a  public  highway  or  a  court  and  fitre 
proof  passageway  to  a  public  highway.  Such  basement  stairs  shall 
be  provided  with  a  door  open'ng  outwardly  and  equipped  with  a 
pressure  releasing  panic  lock. 

Sec.  A-425— INDICATOR  BARS  FOR  WINDOWS  IN  STAIR- 
WELLS AND   ELEVATOR  SHAFTS: 

In  all  stairwell  or  elevator  hoistway  windows  that  are  located 
on  the  outside  property  lines  or  that  are  located  in  courts  that  have 
an  immediate  /access  to  the  public  highway  there  shall  be  placed  in 
frames  of  such  windows  steel  or  other  metal  rods  at  least  five-eighths 
(%)  of  an  inch  in  diameter  located  not  to  exceed  ten  (10)  inches 
on  centers.  These  rods  are  to  indicate  the  location  to  firemen  of 
such  stairwells  or  elevator  hatchways. 

Sec.  A-426— STAIRS  TO  ROOF: 

In  all  first  class  buildings  that  are  constructed  with  a  flat  roof 
all  stairways  shall  run  to  the  roof  in  order  to  give  egress  to  such 
roof  in  case  of  fire. 
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Sec.  A-427— WATER  OUTLETS  AND  SCUPPERS: 

(a)  There  shall  be  provided  in  all  factories,  warehouses  and 
mercantile  buildings  of  the  first  class,  approved  water  outlets  for  all 
floors  so  distributed  as  to  provide  one  (1)  outlet  for  every  two  thou- 
sand (2,000)  square  feet  of  floor  area.  These  outlets  to  be  set  below 
the  floor  level  andi  arranged  to  convey  water  to  the  outside  of  such 
buildings  or  structures. 

(b)  All  basement  or  cellar  rooms  of  such  buildings  or  struc- 
tures shall  be  provided  with  floor  outlets  or  drains  connected  with 
the  city  sewer  where  the  same  is  practical. 

Sec.  A-428— SPACE  UNDER  SIDEWALK: 

In  buildings  where  the  space  under  the  sidewalk  is  used  ja  rein- 
forced wall  shall  be  provided  to  contain  the  roadway  of  the  street. 
Such  wall  shall  be  designed  for  three  hundred  (300)  pounds  per 
square  foot  surcharge  in  addition  to  the  earth  pressure.  In  all 
buildings  which  are  within  ten  (10)  feet  of  the  curb  of  any  public 
highway  the  walls  along  that  side  shall  be  designed  to  carry  three 
hundred  (300)  pounds  per  square  foot  as  a  minimum  side  pressure, 
except  in  cases  where  the  space  below  the  grade  line  under  the  build- 
ing and  next  to  the  street  curb  is  not  excavated. 

Sec.  A-429— EXIT  LIGHTS: 

In  all  first  class  buildings  exit  lights  shall  be  placed  above  the 
entrance  doors  to  stair  wells  on  each  floor  thereof.  Such  lights  shall 
be  green  in  color  and  shall  be  accompanied  by  the  word  "Exit"  in 
large  clear  letters  as  approved  by  the  Commissioner  of  Buildings  for 
the  purpose.  All  such  exit  lights  and  lights  within  the  stairwell 
shall  be  connected  to  an  electrical  system  independent  of  any  other 
electrical  system  within  the  building,  providing,  however,  a  separate 
connection  behind  the  main  entrance  switch  of  the  building  shall  be 
approved.  Lighting  within  stairwells  shall  be  provided  at  all  times 
during  the  occupation  of  the  building  when,  in  the  opinion  of  the 
Commissioner  of  Buildings,  the  lighting  from  windows  is  not  suffi- 
cient. When  electrical  illumination  is  required,  the  amount  of  foot 
candles  per  square  foot  of  all  floor  treads  and  landings  shall  be  not 
less  than  one-half. 

Sec.  A-430— WINDOWS  ON  SIDE  PROPERTY  LINES: 

No  windows  shall  hereafter  be  constructed  in  the  outside  walls 
located  on  the  inside  property  line  of  any  first  class  building.  How- 
ever, when  such  walls  are  maintained,  at  least  four  (4)  feet  from 
the  inside  property  line,  windows  may  be  placed  therein. 

Exception:  One  story  non-residence  buildings. 

Sec.  A-431— METAL  TIES: 

In  masonry  bearing  wall-constructed  first  class  buildings  metal 
ties  shall  not  be  used  except  in  two  (2)  story  buildings  where  twelve 
(12)  inch  walls  are  used;  then  four  (4)  inches  of  the  twelve  (12) 
may  be  tied  to  the  remaining  eight  (8)  inch  wall  with  non-corrosive 
metal  ties  of  heavy  corrugated  metal  approved  by  the  Commissioner 
of  Buildings  for  the  purpose.  The  eight  (8)  inch  wall  thereof  shall 
be  bonded  with  masonry  bonds. 

Sec.  A-432— FLOORS  TO  BE  POSTED  IN  ALL  FIRST  CLASS 
BUILDINGS: 

(a)  All  floors  in  any  first  class  building  used  for  any  purpose 
whatsoever  shall  have  posted  on  each  floor  on  each  of  the  four  (4) 
walls  and  made  a  part  of  the  wall  a  metal  plate  of  non-corrosive 
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metal  giving  in  heavy  outline  the  allowable  average  lioor  load   for 
that  floor  or  part  of  a  floor. 

(b)  When  different  bays  of  any  floor  are  designed  to  carry 
different)  live  loads  each  bay  of  such  floor  or  floors  shall  be  marked. 
Such  markers  shall  be  fastened  to  the  columns  in  a  strong  and 
thorough  manner. 

(c)  Such  markers  shall  have  letters  and  figures  at  least  one 
(1>  inch  high  and  the  marker  shall  read  as  follows: 

DO  NOT  OVERLOAD  THIS  FLOOR 
CAPACITY POUNDS   PER   SQ.   FOOT 

DIVISION    A— PART    FIVE 
FIRST   CLASS   BUILDINGS   FOR   SPECIAL  USE 
5ec.  A-501— BOILER  HOUSES  OR  ROOMS: 

(a)  All  buildings  hereafter  erected  or  altered  for  high  pressure 
boiHr  houses  shall  be  entirely  of  first  class  construction,  except  out- 
side: of  the  fire  limits  where  there  is  a  clear  space  of  eight  (8)  feet 
between  the  tops  of  the  boilers  and  the  roof,  the  roof  may  be  of 
second  class  construction.  Approved  means  of  egress  therefrom 
shaM  bei  provided. 

(b)  All  high  pressure  steam  boilers  or  high  pressure  air  tanks 
hereafter  to  be  placed  in  any  building  shall  be  placed  in  fireproof 
room,  the  walls  of  which  shall  be  constructed  of  brick,  stone,  or  con- 
crefe,  of  not  less  than  twelve  (12)  inches  in  thickness  and  pll  open- 
ing- i  into  such  fireproof ed  room  shall  be  provided  with  standard  fire 
do<  *s. 

(c)  All  high  pressure  boiler  rooms  shall  be  provided  with  at 
least  two  (2)  means  of  egress,  one  (1)  of  which  shall  be  to  the 
outside  of  the  building.  All  openings  into  such  rooms  shall  be 
equipped  with  approved  fire  doors.  Such  doors  shall  swing  out- 
wardly. 

(d)  All  such  high  pressure  boiler  or  high  pressure  air  rooms 
shall  be  so  ventilated  that, 

(1)  Air  for  high  pressure  boiler  rooms  shall  be  changed  every 
five   (5)  minutes. 

(2)  Any  leak  or  explosion  will  be  released  from  the  room  to 
the  outside  without  causing  damage  to  the  room. 

(e)  High  pressure  boilers  or  tanks  shall  be  taken  to  mean  all 
such  boilers  or  tanks  that  have  a  gauge  pressure  of  over  fifteen  (15) 
pounds. 

See*  A-502— SMOKE  HOUSES: 

(a)  All  smoke  houses  shall  be  of  fireproof  construction,  with 
brick,  or  concrete  walls,  iron  doors  and  brick,  concrete  or  metal  roof. 

(b)  An  iron  guard  shall  be  placed  over  and  not  less  than  three 
(3)  feet  above  the  fire,  and  the  hanging  rails  shall  be  of  iron,  and 
an  iron  grating  shall  be  placed  under  the  first  row  of  hanging  rails 
and  be  not  less  than  eight  (8)  feet  above  the  floor  of  firepit. 

(c)  The  walls  of  all  smoke  houses  shall  be  at  least  three  (3) 
feet  higher  than  the  roof  of  the  building  in  which  they  are  located, 
and  shall  not  be  less  than  twelve  (12)  inches  in  thickness  and  shall 
be  coped  with  stone  or  tile. 

Sec.  A-503— PUBLIC  GARAGES: 

(a)     Every  building  hereafter  altered,  erected  or  enlarged  to  be 

used  as  a  public  garage  shall  be  a  building  of  the  first  class  except: 

(1)     In  the  fire  district  the  roof  construction  of  a  one  (1)  story 
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public  garage  or  other  one  story  buildings  may  be  of  second  class 
construction  or  wooden  latticed  trusses  may  be  used  when  approved 
by  the  Commissioner  of  Buildings. 

(2)  Outside  the  fire  district  the  roof  construction  of  one  (1) 
story  public  garage  buildings  may  be  of  third  class  construction. 

(b)  Every  room  used  as  a  public  garage  shall  be  provided 
with  two  (2)  motor  vehicle  exits  to  a  public  highway  or  fireproof 
passageway  to  a  public  highway.  These  exits  shall  be  placed  as  re- 
mote from  each  other  as  possible. 

(c)  It  shall  hereafter  be  unlawful  for  any  person,  firm  or  cor- 
poration to  maintain  any  business  other  than  garage  business  within 
the  same  building  or  part  of  the  same  building,  with  a  public  garage 
Unless  such  business  is  separated  from  the  public  garage  by  an  eight 
(8)  inch  solid  fire  wall  of  brick  or  concrete.  Openings  through  such 
fire  walls  shall  be  equipped  with  approved  fire  doors. 

(d)  Outside  of  the  fire  zones  no  public  garage  shall  be  located 
or  maintained  within  one  hundred  and  fifty  (150)  feet  of  any  lot 
where  there  is  situated  a  church,  hospital  or  public  school  building, 
unless  such  garage  was  established  prior  to  the  establishment  of  the 
said  church,  hospital  or1  school  building. 

(e)  No  public  garage  shall  be  allowed  or  maintained  in  any  build- 
ing where  there  is  any  church,  college,  school,  assembly  hall,  hotel, 
apartment  house,  tenement  house  or  lodging  house,  provided,  how- 
ever, that  a  public  garage  may  be  placed  in  any  other  building  built 
entirely  of  first  class  construction.  In  case  a  public  garage  becomes 
necessary  as  an  adjunct  to  a  church,  college,  school,  assembly  hall, 
hotel,  apartment  house,  tenement  house  or  lodging  house,  the  same 
may  be  placed  on  the  same  lot  as  any  of  the  above  and  adjacent 
thereto,  providing  the  two  (2)  buildings  are  of  first  class  construction 
and  are  separated  from  each  other  by  an  unpierced  solid  fire  wall 
of  brick  or  concrete.  When  the  two  (2)  buildings  are  separated  by 
a  distance  of  four  (4)  feet  openings  equipped  with  approved  fire 
doors  may  be  provided.  Such  court  must  open  from  the  ground  to 
the  sky. 

(f )  Vehicle  ramps  will  be  permitted  in  any  public  garage  when 
the  ramp  rise  is  not  in  excess  of  two  (2)  inches  per  foot  of  run,  and 
the  ramp  opening  onto  ench  floor  is  arranged  with  approved  fire  doors 
so  as  to  close  off  each  floor  from  the  ramp  or  close  off  each  alternate 
floor  in  case  alternate  floor  systems  are  used. 

Sec.  A-504— DRY  SPRINKLERS  (See  Sec.  A-332)  : 
In  any  building  where  the  space  under  the  building  and  below 
the  established  grade  is  used  for  the  storage  of  more  than  four  (4) 
automobiles  or  other  machines  containing  in  the  tanks  thereof  in- 
flammable liquids,  such  space  shall  be  equipped  with  a  dry  sprinkler 
connected  to  a  Siamese  connection  on  the  outside  of  the  building. 
Such  sprinkler  shall  be  constructed  according  to  the  provisions 
of  this  Code  and  under  the  approval  of  the  Commissioner  of 
Buildings. 

Sec.  A-505— DRY  CLEANING  ROOMS  AND  BUILDINGS: 
(a)  No  dry  cleaning  business  shall  be  installed  or  maintained 
within  the  City  of  Indianapolis,  except  under  permit  of  the  Com- 
missioner of  Buildings.  Plans  and  specifications,  giving  full  details 
as  to  the  location,  construction  and  operation  thereof,  must  be  filed 
with  the  Commissioner  of  Buildings,  together  with  an  application  to 
conduct   such   business.      If   the   plans    and    specifications    submitted 
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comply  with  the  rules  of  this  Ordinance  then  the  Commissioner  of 
Buildings  may  approve  them  and  issue  the  necessary  permit. 

(b)  Sponging  is  prohibited  in  shops,  dwellings,  enclosures,  yards 
and  all  other  places,  unless  carried  on  through  the  application  of 
such  inflammable  liquids  from  an  approved  automatically  closing 
safety  can  of  not  more  than  one  (1)  quart  capacity;  and  the  use  for 
sponging  of  such  liquid  from,  or  in,  open  pans  or  vessels  is  pro- 
hibited. 

(c)  Sponging  is  prohibited  in  any  room  not  provided  with  safe 
means  of  exit,  direct  to  the  outside  of  the  building  and  shall  not  be 
executed  or  applied  in  any  room  or  enclosure  containing  any  open  or 
flaming  fire  or  light  nor  within  ten  (10)  feet  of  any  such  light,  self- 
heating  iron  or  other  spark  or  flame  producing  appliance.  During  all 
such  application  and  for  one-half  (V2)  hour  thereafter,  two  (2) 
direct  openings  for  ventilation  and  air  circulation  must  be  provided, 
preferably  on  opposite  sides  of  the  room  and  near  the  floor  level. 

(d)  Buildings  for  dry  cleaning  purposes  shall  be  constructed  of 
non-combustible  material,  shall  not  be  more  than  one  (1)  story  or 
sixteen  feet  (16)  high,  without  a  basement  or  other  open  space  below 
the  floor,  shall  not  be  used  for  other  occupancy,  and  shall  be  at  least 
ten  (10)  feet  from  other  buildings  or  a  public  thoroughfare,  unless 
separated  from  such  building  or  highway  by  a  solid  fire  wall  of  brick 
or  concrete  not  less  than  eight  (8)  inches  thick.  All  floors  shall  be 
of  concrete  or  other  noncombustible  material.  All  doors  shall  have 
raised  sills  at  least  ten  (10)  inches  above  the  highest  point  of  the 
floor,  and  no  other  opening,  except  for  ventilators,  shall  be  less  than 
twelve  (12)  inches  above  the  same  point.  In  wash  rooms  only  the 
necessary  appliances  for  washing,  extracting,  and  redistilling  shall 
be  permitted.  No  direct  opening  shall  be  permitted  between  a  wash 
room  and  a  dry  room.  No  combustible  material  shall  be  permitted 
in  the  construction  of  dry  rooms  or  any  racks  or  other  appurtenances. 
All  steam  or  hot  water  pipes  for  drying  purposes  must  be  protected 
by  wire  screens  or  otherwise  protected  so  as  to  prevent  contact  of 
pipes  and  inflammable  goods.  All  windows,  doors  or  other  openings 
within  one  hundred  (100)  feet  of  exposed  openings  or  combustible 
structures  or  materials  shall  be  provided  with  wired  glass  in  metal 
frames  or  approved  fireproof  shutters,  doors  or  covers.  All  doors, 
windows,  shutters,  screens,  grills  and  barrel  openings  shall  be  ar- 
ranged for  ready  opening  from  either  side  in  case  of  an  emergency. 
Intercommunicating  openings  shall  be  provided  with  standard  auto- 
matic closing  fire  doors  kept  closed  except  when  passing  through. 
All  rooms  shall  have  a  steam  extinguishing  system  satisfactory  to 
the  Commissioner  of  Buildings  or  where  such  fire  extinguishing  agent 
is  not  available  an  approved  system  using  a  fire  deterrent  chemictal 
or  gas.  One  approved  hand  chemical  extinguisher  shall  be  provided 
for  each  five  hundred  (500)  feet  of  floor  area. 

(e)  A  vent  opening  of  at  least  twenty  (20)  square  inches  area 
shall  be  provided  at  the  floor  level  in  each  wash  room  and  drying 
room,  near  each  machine  and  opposite  to  any  door  or  other  air  inlet, 
such  openings  shall  be  covered  with  two  (2)  by  two  (2)  mesh,  num- 
ber sixteen  (16)  galvanized  wire  web  and  shall  be  kept  clear  of  all 
obstructions.  From  the  vent  opening  a  flue  of  at  least  twenty  (20) 
square  inches  area  and  of  non-combustible  materials,  built  into  the 
wall  or  floor  or  securely  fastened  thereto  and  free  from  mechanical 
injury,  shall  conduct  to  and  through  a  sparkless  exhaust  fan.     This 
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exhaust  fan  shall  be  run  continuously,  and  shall  be  of  sufficient  size 
to  completely  change  the  air  volume  of  said  room  every  five  (5) 
minutes.  All  discharge  outlets  of  vent  pipes  shall  be  provided  with 
twelve  by  twelve  (12  x  12)  mesh  or  equivalent  wire  screen  and  located 
without  hazard  to  surrounding  property  and  ^acceptable  to  the  Com- 
missioner of  Buildings.  Skylights  and  windows  must  be  of  wired 
glass  in  metal  frames  and  provided  with  fusible  link  connecting  to 
an  automatically  closing  device,  and  shall  be  covered  with  twelve  by 
twelve  (12x12)  mesh  or  equivalent  brass  wire  screen  to  prevent 
spark  or  other  fire  entrance.  Necessary  precautions  shall  be  taken 
to  prevent  the  clogging  or  in  any  way  the  stopping  of  air  passage 
through  such  wire  screens. 

(f)  Heating  shall  be  done  by  steam  or  hot  water.  No  steam 
boiler,  furnace  nor  exposed  fire,  nor  any  electric  dynamo,  electric 
switch  of  any  type,  nor  motor,  nor  other  spark  emitting  device  shall 
be  'allowed  in  any  washing,  drying  or  distilling  room,  or  in  line  with 
the  vapor  exhaust  travel  therefrom.  All  artificial  lighting  shall  be 
in  accordance  with  the  electrical  division  of  this  Code. 

(g)  In  each  wash  room  there  shall  be  provided  a  drain  con- 
nection to  the  sewer,  at  least  four  (4)  inches  in  diameter,  provided 
with  an  inverted  (U)  pipe  or  other  approved  method  forming  a  water 
seal  to  prevent  the  passage  of  inflammable  vapor. 

(h)  All  dry  cleaning,  washing,  extracting  and  redistilling  shall 
be  carried  on  in  closed  machines,  which  shall  be  fluid  tight.  The 
washers  shall  have  hinged  doors  tend  shall  be  arranged  so  that  in 
case  of  an  explosion  the  door  will  automatically  close.  The  transfer 
of  all  liquids  shall  be  through  continuous  piping,  and  all  outlet  or 
drain  lines  shall  be  drained  by  gravity  to  settling  or  storage  tanks. 
No  dry  cleaning  fluid  shall  be  settled  in  any  open  or  unprotected 
vessel  or  tanks.  All  piping  and  all  metallic  parts  of  each  machine 
shall  be  properly  grounded  by  at  least  number  eight  (8)  B.  (and  S. 
Gauge  copper  insulated  wire  to  a  water  pipe  or  other  approved 
grounded  device. 

(j)  All  goods  removed  from  the  washer  to  the  extractors  must 
be  kept  in  tight  metal  pans  with  the  under  side  of  the  bottom  covered 
with  wood.  No  goods  or  washed  stocks  shall  be  taken  from  the 
wash  room  until  the  washing  liquid  h.as  been  removed  by  the  ex- 
tractor. All  dried  goods  shall  be  removed  from  the  extractor  at 
the  close  of  the  operation.  Settling  tanks  shall  be  constructed,  located 
and  vented  essentially  according  to  rules  given  for  the  storage  tanks. 
At  the  close  of  the  day's  operations,  all  liquid  contained  in  the  wash- 
ers, extractors  or  stills,  or  otherwise,  shall  be  returned  to  the  stock 
settling  tanks.  The  location  of  all  tanks  buried  or  otherwise  and  their 
contents  and  hazards  shall  be  plainly  marked  by  signs  approved 
by  the  Commissioner  of  Buildings. 

^k)  None  of  the  tank  installations  shall  be  covered  from  sight 
until  after  an  inspection  by  the  Commissioner  of  Buildings  and  his 
written  approval  has  been  given. 

INFLAMMABLE  LIQUID 

Sec.  A-506— CONSTRUCTION  OF  BUILDINGS  FOR  STOR- 
AGE (See  Sec.  B-702)  : 

(a)  It  shall  hereafter  be  unlawful  for  any  person,  firm  or 
corporation  to  build,  erect,  construct,  alter  or  repair  any  building 
to  be  used  in  whole  or  in  part  for  the  storage  of  any  liquid  ojr  solid 
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that  has  a  flash  point  less  than  one  hundred  and  fifty  (150t)  degrees 
Fahrenheit  unless  the  said  building  shall  be  of  first  class  construction, 
except  as  hereinafter  provided. 

Such  liquids  shall  include  the  following: 

Crude  Petroleum  Gasoline 

Naptha  Benzine 

Benzol  Camphine 

Carbon  Oil  Spirit  Gas 

Burning  Fluids  Turpentine 

Kerosene  joqooiv 

F<arth  Oil  Rock  Oil 

(b)  Such  oil  storage  houses  or  buildings  shall  be  limited  to  one 
(1)  story  in  height,  the  floor  of  which  shall  be  at  least  three  (3) 
feet  below  the  grade  of  the  adjoining  street.  The  walls  of  such 
buildings  or  structures  shall  be  carried  at  least  thirty  (30)  inches 
above  the  roof.  All  walls  shall  be  coped  with  tile  or  other  approved 
combustible  material.  Such  buildings  shall  be  detached  from  other 
buildings  at  least  eight  (8)  feet.  Where  any  walls  of  such  buildings 
or  structures  are  twenty-five  (25)  feet  or  less  from  any  other  build- 
ing or  structure  such  walls  shall  be  free  from  any  doors  or  windows 
or  other  openings  except  one  (1)  approved  exit  door  may  be  pro- 
vided in  such  wall. 

(c)  No  such  building  or  structure  shall  be  permitted  to  be  used 
for  any  other  purpose  whatsoever  than  oil  storage.  All  electrical 
work  shall  be  installed  in  armored  cable  or  metal  conduit  and  all 
switches  placed  outside  of  the  building.  All  lights  shall  be  in  vapor 
proof  globes. 

(d)  All  such  buildings  and  structures  including  equipment  and 
appurtenances  thereto  shall  be  constructed  according  to  plans  and 
specifications  approved  by  the  Commissioner  of  Buildings  for  the 
purpose. 

Sec.  A-507— FILM  VAULTS: 

(a)  It  shall  hereafter  be  unlawful  for  any  person,  firm  or  cor- 
poration to  keep,  handle  or  store  more  than  fifty  (50)  reels  of  mov- 
ing picture  films  as  defined  in  this  Code  unless  such  films  i.are  stored 
in  a  fireproof  vault. 

(b)  Such  vaults  shall  be  constructed  with  walls,  floor  and  ceil- 
ing not  less  than  six  (6)  inches  in  thickness  of  reinforced  concrete, 
or  eight  (8)  inches  of  solid  brick  or  twelve  (12)  inches  of  hollow 
tile.  In  computing  the  thickness  of  a  floor,  wall  and  ceiling  of  a  vault 
the  thickness  of  the  floor,  wall  and  ceiling  of  the  building  may  be  in- 
cluded provided  it  shall  be  of  fireproof  construction.  No  \mult  shall 
exceed  seven  hundred  and  fifty  (750)  cubic  feet  of  interior  capacity 
or  more  than  ten  (10)  feet  high  in  size  from  finished  floor  to  finished 
ceiling.  Each  vault  shall  have  a  ventilating  duct  or  ducts  of  total 
sectional  area  of  seven  hundred  (700)  square  inches  or  thirty  (30) 
inches,  in  diameter  and  such  duct  or  ducts  shall  lead  to  the  outside 
air.  The  opening  of  each  duct  to  the  outside  air  shall  be  at  a  point 
not  less  than  forty  (40)  feet  from  any  opening  of  any  building 
opposite  the  opening  of  such  duct  unless  the  mouth  of  such  duct  is 
at  least  ten  (10)  feet  above  all  such  openings.  Such  duct  openings 
shall  never  in  any  case  be  placed  nearer  to  the  side  property  line 
than  ten  (10)  feet.  All  ducts  from  a  vault  or  vaults  located  in  any 
building  shall  lead  to  the  outside  air  vent  pipes  extending  not  less 
than  four  (4)  feet  above  the  roof  of  the  building.     No  films,  vaults, 
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inspection  rooms  or  cabinets  shall  be  allowed  in  the  basement  of  any 
building.  All  interior  ducts  shall  be  constructed  of  metal  not  less 
than  one-eighth  (V&)  of  an  inch  in  thickness  and  lined  on  the  out- 
side with  approved  fireproof  material  not  less  than  two  (2)  inches 
thick.  No  openings  shall  be  allowed  in  any  film  vault  except  the  ven- 
tilating duct  and  entrance  door.  Only  one  entrance  shall  be  allowed 
in  each  vault,  and  this  opening  shall  be  equipped  with  approved 
standard  vault,  inner  and  outer  fire  doors  with  metal  frames,  the 
inner  door  to  be  so  arranged  that  it  cannot  obstruct  or  interfere  with 
the  outer  door.  The  outer  door  shall  be  equipped  with  automatic  or 
self-closing  attachments.  All  shelving  and  fixtures  shall  be  of  in- 
combustible material.  All  lighting  shall  be  controlled  by  indicator 
switches  on  the  outside  of  the  vault.  Only  vapor  proof  globes  equipped 
with  wire  guards  and  keyless  sockets  shall  be  used  inside  of  the 
vault.  No  artificial  heat  shall  be  allowed  inside  any  vault.  The  ven- 
tilator duct  shall  be  shielded  from  the  weather  and  provided  at  the 
outlet  with  a  wire  mesh  screen  not  larger  than  one-fourth  (%)  inch 
mesh,  and  if  so  desired  single  strength  glass  may  be  installed.  Where 
fifty  (50)  reels  of  moving  picture  film  or  less  are  kept,  an  approved 
metal  cabinet  not  exceeding  fifty  (50)  reels  in  individual  capacity 
must  be  provided.  Such  cabinet  shall  be  made  of  at  least  number 
eight  (8)  U.  S.  Gauge  sheet  metal  and  provided  with  a  double  wall 
containing  one  (1)  inch  air  space,  and  provided  with  doors  to  be 
constructed  equivalent  to  the  cabinet  walls.  Doors  shall  be  self- 
closing,  closely  fitting  at  all  points  of  contact  and  shall  be  kept  closed 
and  locked.  There  shall  not  be  more  than  one  (1)  cabinet  in  any 
premises  described  in  any  one  permit  unless  located  within  a  vault  as 
described  herein.  Each  reel  must  be  kept,  when  not  under' inspection, 
in  a  separate  metal  container,  and  each  container  must  be  placed  on 
edge  in  a  vault  or  cabinet.  Films  shall  not  be  left  outside  of  the 
cabinet  or  vault  during  the  non-operation  of  such  film  plant  or  ex- 
change. 

Sec.  A-508— THEATERS  AND  PLACES  OF  AMUSEMENT- 
MOVING  PICTURE  HOUSES: 

Theaters  may  be  taken  to  mean  all  bu'ldings  or  any  part  of  any 
building  hereafter  erected,  altered  or  used  for  theatrical,  moving 
picture,  or  operatic  purposes  or  for  public  entertainment  of  any  kind; 
except  where  minor  stages  are  permitted,  as  hereinafter  provided; 
where  a  stage  or  platform  with  stage  scenery,  footlights  or  appur- 
tenances or  any  part  of  either  or  any  of  them  are  employed;  provided, 
however,  that  buildings  classed  under  Grade  B  which  have  a  seating 
capacity  not  to  exceed  eight  hundred  (800)  people  in  any  one  (1) 
room  will  not  be  classed,  as  theaters.  Such  rooms  that  come  under 
Grade  B  may  be  provided  with  a  major  stage,  if  located  on  the  first 
or  second  floor  of  any  first  ciass  building.     (See  Sec.  A-419.) 

Sec.  A-509— ASSEMBLY  ROOMS  LESS  THAN  EIGHT  HUN- 
DRED  (800)  : 

(a)  All  buildings  hereafter  erected,  altered,  or  enlarged  in 
whole  or  in  part  in  the  City,  except  as  above  provided,  and  to  be 
used  as  theaters  or  exhibition  of  moving  pictures  with  a  seating 
capacity  of  over  eight  hundred  (800)  shall  be  buildings  of  the  first 
class,  except  public  assembly  halls  shall  have  the  right  to  have  oc- 
cassional operatic  or  moving  picture  productions  when  not  in  excess 
of  twice  each  week. 
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(b)  The  capacity  of  all  public  assembly  halls  with  fixed  seats 
unless  otherwise  provided,  shall  be  calculated  on  a  basis  of  six  (6) 
square  feet  per  person  including  all  aisles  or  rooms  or  parts  of  rooms 
in  the  main  public  assembly  hall. 

(c)  The  capacity  of  a  public  assembly  hall(  with  movable  seats 
or  no  seats  shall  be  calculated  on  a  basis  of  eight  (8)  square  feet 
per  person. 

(d)  Every  public  assembly  hall  except  as  otherwise  provided 
shall  have  exit  facilities  of  at  least  twenty  (20)  inches  for  every 
hundred  (100)  persons.  The  main  exit  shall  be  at  l^ast  twelve  (12) 
feet  in  width  for  all  public  assembly  halls  with  an  occupancy  of 
fifteen  hundred  (1500)  or  over.  No  exit  door  shall  be  less  than  six 
(6)   feet  in  width. 

(e)  All  exits  to  public  assembly  halls  shall  be  clearly  marked 
"EXIT"  in  letters  eight  (8)  inches  high  illuminated  by  electricity 
obtained  from  an  approved  separate  service  from  the  other  electrical 
wiring  in  said  public  assembly  halls.  Such  exit  lights  shall  be  green 
in  color. 

(f)  Every  public  assembly  hall  shall  have  at  least  two  (2) 
exits  located  as  remote  from  each  other  as  possible.  Every  public 
assembly  hall  sfyall  have  at  least  three  (3)  exits  located  as  remote 
from  each  other  as  possible,  where  the  capacity  is  over  eight  hun- 
dred (800)  people. 

(g)  The  rules  for  fixed  seats  for  all  public  assembly  halls  shall 
be  the  same  as  for  theaters. 

Sec.  A-510— MINOR  STAGES: 

A  minor  stage  may  be  permitted  in  any  public  assembly  hall, 
except  as  provided  in  third  and  fourth  class  buildings.  Such  stage 
mav  have  one  (1)  fire  resisting  front  or  stage  drop  curtain,  footlights 
and  one  (1)  set  of  fire-resisting  scenery  chemicalized  by  approved 
methods.  Such  minor  stages  shall  be  built  in  an  approved  manner 
and  according  to  the  conditions  of  the  building  construction,  exits  and 
surroundings.  Such  minor  stage  shall  be  entirely  fireproofed  with 
metal  lath  and  plaster  or  other  equally  fireproof  construction,  except 
wood  may  be  used  for  the  sleepers  of  the  floor,  or  if  the  floor  beams, 
joists,  girders;  where  a  cellar,  basement  or  another  story  lies  under- 
neath such  stage;  are  of  wood  they  shall  be  entirely  fireproofed  with 
approved  metal  lath  and  plaster.  All  exits  in  such  public  assembly 
halls  with  a!  minor  stage  shall  be  according  to  this  Code  as  outlined 
for  theaters. 

Sec.  A-511— APPROVAL: 

(a)  No  building  hereafter  erected  or  altered  for  public  assembly 
purposes  shall  be  open  to  the  public  until  the  same  has  been  inspected 
and  approved  by  the  Commissioner  of  Buildings  and  a  certificate  of 
approval  issued  therefor,  and  the  Chief  of  Police  of  the  City  of 
Indianapolis  shall  have  the  power  to  take  possession  of  and  close 
said  building  or  any  part  thereof,  until  the  Commissioner  of  Buildings 
shall  issue  such  certificate;  provided  that  such  inspection  must  be 
made  within  forty -eight  (48)  hours  after  he,  the  Commissioner,  has 
received  written  notice  from  the  owner  or  lessee  that  the  building  is 
ready  for  inspection. 

(b)  In  all  cases,  under  the  provisions  of  this  Code  whenever 
the  Commissioner  of  Buildings  may  deem  it,  for  the  public  safety, 
necessary  to  limit  the  number  of  persons  that  shall  be  permitted  to 
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occupy  the  interior  of  any  building  aforesaid,  and  the  owner,  lessee 
or  manager  neglects  or  refuses  to  comply  with  any  order  or  require- 
ment in  relation  thereto,  the  Chief  of  Police  of  the  City  is  hereby 
authorized  and  required,  upon  application  to  him  by  the  Commissioner 
of  Buildings,  to  take  possession  of  and  close  said  building,  or  to 
perform  such  acts  in  the  premises  -as  shall  prevent  the  improper 
occupation  of  the  same  or  the  liability  of  accidents  to  the  public 
and  shall  retain  said  possession  until  the  Commissioner  of  Buildings 
shall  permit  said  building  to  be  released  from  said  possession  or  the 
closing  by  the  Chief  of  Police  in  compliance  with  the  order  and  r&- 
quirements,  -'     <-.;fi[fc;] 

Sec.  A-512— FRONTAGE : 

(a)  Every  theater  hereafter  erected  or  any  building  remodeled 
for  the  aforesaid  purpose  shall  have  all  entrances  for  patrons  front 
upon  a  public  highway,  with  all  emergency  exits  not  directly  related 
to  the  main  entrance,  to  face  directly  upon  a  public  highway  or  fire- 
proof passageway  to  a  public  highway. 

(b)  When  the  seating  capacity  exceeds  one  thousand  five  hundred 
(1,500)  additional  emergency  exits  must  be  provided  in  which  case 
the  same  may  face  upon  a  court  not  less  than  eight  (8)  feet  in  width, 
leading  directly  to  some  public  highway  as  provided  above. 

Sec.  A-513— ENTRANCES  AND  EXITS: 

(a)  When  the  auditorium  of  a  theater  has  its  stairways  or 
entrance  to  the  balcony,  gallery  or  other  floors  above;  or  where  the 
main  entrance  to  the  passageway  to  such  auditorium  of  a  theater 
has  in  connection  with  the  same,  means  of  passage  to  the  balcony, 
gallery  or  other  floors  above;  such  entrance  or  passageway  or  en- 
trances or  passageways,  in  case  more  than  one  is  desired,  shall  have 
a  total  combined  width,  including  emergency  exits  of  the  first  floor, 
not  less  than  twenty  (20)  inches  for  each  one  hundred  (100)  persons, 
and  in  no  case  shall  such  entrance  or  entrances  be  less  than  twelve 
(12)  feet. 

(b)  Emergency  exits  and  doors  not  directly  related  to  the  main 
entrance  shall  be  provided  with  a  space  equivalent  to  twenty  (20) 
inches  for  each  one  hundred  (100)  seating  capacity  for  each  audi- 
torium, balcony  and  gallery.  Each  exit  shall  be  at  least  five  (5)  feet 
in  width  and  provided  with  approved  panic  doors. 

(c)  All  doors  of  exits  of  theaters  now  or  hereafter  erected 
shall  open  outward  and  be  equipped  with  pressure  releasing  panic 
locks,  which  will  permit  the  doors  to  open  from  within  at  all  times 
without  the  use  of  a  key  or  similar  instrument. 

Sec.  A-514— FIRE  ESCAPES  AND  STAIRS: 

(a)  When  the  sides  of  the  auditorium,  balcony  or  gallery  face 
on  a  public  highway  for  emergency  stairs  or  fire  escapes,  the  walls 
of  that  portion  of  the  building  shall  be  set  back  or  so  arranged  as  to 
allow  the  construction  of  the  emergency  exit  as  hereinafter  prescribed 
in  such  a  manner1  that  they  will  not  encroach  on  public  space;  pro- 
videdthat  when  the  same  face  on  a  sidewalk  not  less  than  fifteen  (15) 
feet  in  width,  a  fire  escape  may  be  used  on  the  sidewalk. 

(b)  All  fire  escapes  from  the  balcony  or  gallery  shall  be  con- 
structed according  to  the  State  regulations. 

(c)  All  stairways  shall  be  sufficient  to  sustain  a  weight  of  one 
hundred  (100)  pounds  per  square  foot  and  provided  with  substantial 
rails  on  each  side. 
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(d)  Every  theater  or  public  assembly  hall  shall  have  stairways 
equivalent  to  twenty  (20)  inches  for  every  one  hundred  (100)  seating 
capacity  of  the  auditorium,  assembly  rooms,  or  balconies,  and  pro- 
vided that  the  number  of  persons  located  in  such  rooms  at  any  one 
time  shall  be  determined  by  the  total  width  of  exits  therefrom  cal- 
culated on  the  above  basis.  When  movable  seats  are  used  the  exit 
widths  and  stairs  shall  be  calculated  on  a/  basis  of  eight  (8)  square 
feet  of  floor  space  per  person  including  all  rooms. 

(e)  All  stairways  shall  have  hand  rails  on  each  side  thereof 
and  when  the  stairs  are  six  (6)  feet  or  wider  they  shall  have  an  in- 
termediate hand  rail.  All  hand  rails  shall  be  of  wood  or  metal  at 
least  two  (2)  inches  in  diameter. 

(f)  In  no  case  shall  the  risers  of  such  stairs  be  greater  than 
seven  (.7)  inches  and  the  width  of  the  treads  not  less  than  eleven 
(11)  inches  exclusive  of  any  nosings.  No  stair  shall  rise  to  a  greater 
height  than  eight  (8)  feet  without  a  landing  equal  in  width  to  the 
width  of  the  stairs.  No  winders  shall  be  allowed  in  any  such  stairs 
or  exts.  When  stairs  turn  directly  on  themselves  the  landing  shall 
be  equal  to  the  width  of  the  stairs  in  its  narrowest  dimension  and 
twice  the  width  of  the  stairs  in  its  widest  dimension. 

Sec.  A-515— FIRE  DOORS  AND  WINDOWS: 

(a)  All  window  frames  and  sash,  doors,  trim  and  other  interior 
finish  leading  to  or  from  the  auditorium,  balcony  or  gallery,  stage  or 
dressing  rooms  must  be  of  metal  or  of  wood  covered  with  metal,  or 
cf  such  incombustible  material  that  may  be  approved  by  the  Com- 
missioner of  Buildings. 

(b)  All  glass,  if  used,  must  be  approved  standard  wire  glass. 
Sec.  A-516— FLOOR  LEVELS: 

(a)  The  floor  level  of  the  auditorium  shall  be  maintained  within 
the  limits  of  the  first  story  thereof  and  where  such  floors  are  banked, 
the  floor  of  the  lowest  bank  shall  not  be  above  the  sidewalk  level. 

(b)  The  level  of  the  main  entrance  or  corridor  shall  not  rise 
above  the  established  grade  more  than  three  (3)  feet  except  by 
special  permission  of  the  Commissioner  of  Buildings.  There  shall 
be  no  steps  from  the  foyer  or  main  entrance  onto  the  sidewalk. 

(c)  To  overcome  any  difference  of  level  in  and  between  corri- 
dors, courts,  lobbies,  passages,  auditoriums  and  aisles  on  the  ground 
floor,  gradients  shall  be  employed  of  not  over  one  (1)  foot  in  ten  (10) 
feet  with  no  perpendicular  risers. 

Sec.  A-517— BUSINESS  IN  FRONT  OF  AUDITORIUM: 

(a)  Nothing  herein  contained  shall  prevent  the  use  of  the  front 
portion  of  any  building  for  the  purposes  of  offices  or  stores,  provided 
that  said  offices  or  stores  are  separated  from  the  auditorium  balcony, 
galleries  and  exits  with  unpierced  walls  of  brick  or  other  fireproof 
materials  at  least  eight  (8)  inches  in  thickness. 

(b)  If  any  part  of  the  building  above  or  below  the  auditorium, 
balcony  or  gallery  is  used  for  any  business  the  same  must  be  sepa- 
rated by  approved  fireproof  ceiling  and  floor  construction. 

Sec.  A-518— WORKSHOP,  STORAGE  AND  PROPERTY 
ROOMS: 

No  workshop,  storage  or  general  property  room  shall  be  allowed 
above  the  auditorium  or  stage  or  under  the  same  or  in  any  of  the 
fly  galleries,  provided,  however,  said  rooms  or  shops  may  be  located 
in  the  rear  or  at  the  side  of  the  stage,  but  in  such  cases  they  shall  be 
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separated  from  the  stage  by  a  fireproof  wall  and  the  opening  leading 
into  said  partition  shall  have  fireproof  doors  on  each  side  of  the  wall. 
Sec.  A-519— PROSCENIUM  WALLS: 

(a)  The  stage  shall  be  separated  from  the  auditorium  by  a 
brick  wall,  not  less  than  eighteen  (18)  inches  thick  or  its  equivalent; 
the  entire  width  of  the  building  and  topped  out  at  least  four  (4)  feet 
above  the  highest  roof  adjoining  said  fire  wall. 

(b)  There  shall  be  no  openings  in  this  wall  except  the  curtain 
or  proscenium  opening,  and  not  more  than  two  (2)  others  to  be 
located  at  or  below  the  stage  level.  These  latter  openings  shall  not 
exceed  twenty-one  (21)  superficial  feet  each,  with  self-closing  fire 
doors  securely  hung  to  rabbets.     (Sec.  A-334.) 

(c)  The  wall  over  the  curtain  or  proscenium  opening  shall  be 
carried  by  a  fire-proofed  iron  or  steel  girder  with  a  relieving  arch 
above  of  sufficient  capacity  and  abutment  or  surety  on  each  side  of 
the  opening  to  insure  stability  against  the  thrust  oft  the  arch. 

(d)  The  frame  around  the  curtain  or  proscenium  opening  shall 
be  formed  entirely  of  fireproof  materials.  If  metal  be  used,  the 
metal  shall  be  filled  in  solid  with  incombustible  material  and  se- 
curely anchored  to  the  wall  with  iron. 

Sec.  A-520— CURTAIN: 

(a)  The  curtain  or  proscenium  opening  shall  be  provided  with 
a  metal  fierproof  curtain,  or  a  curtain  of  asbestos  or  other  fireproof 
material,  sliding  at  each  end  in  grooves  securely  fastened  to  the  brick 
wall  and  extending  into  such  grooves  to  a  depth  of  not  less  than  six 
(6)  inches  on  each  side  of  the  opening  and  in  addition  such  asbestos 
or  fireproof  curtain  may  be  provided  with  steel  cable  guides,  not  less 
than  one-fourth  (x/4)  of  an  inch  in  diameter. 

(b)  Said  fireproof  curtain  shall  be  raised  and  lowered  between 
each  act  or  intermission  or  raised  and  lowered  and  raised  immediately 
before  each  performance. 

(c)  The  fireproof  curtain  shall  be  placed  at  least  two  (2)  feet 
distance  from  the  footlights  at  the  nearest  point. 

(d)  Act  drop  curtains  shall  also  be  of  fireproof  material  or  ma- 
terial fireproofed  with  approved  fireproofing. 

Sec.  A-521— VENTILATORS : 

(a)  Over  the  stage  shall  be  skylight  ventilators,  constructed 
of  incombustible  materials  having  openings  equal  in  area  to  pne 
tenth  (1/10)  the  area  of  the  stage  floor  having  the  whole  top  or  sides 
so  constructed  and  counterbalanced  to  open  automatically,  operated 
by  cords  from  at  least  two  (2)  points  near  the  exits  on  opposite  side 
of  the  stage  and  having  an  arrangement  of  at  least  two  (2)  com- 
bustible or  fusible  connections  to  open  the  ventilation  valves  automat- 
ically by  the  action  of  fire  on  the  stage  and  shall  be  placed  near  the 
center  and  above  the  highest  part  of  the  stage. 

(b)  Skylight  covering  of  ventilators  shall  have  sheet  metal 
frames  set  with  double  thick  glass,  each  pane  thereof  measuring  not 
less  than  three  hundred  (300)  square  inches  and  immediately  under- 
neath the  glass  there  shall  be  wire  netting.  Wired  glass  shall  not  be 
used  as  a  substitute  for  such  netting. 

Sec.  A-522— CONSTRUCTION  OF  STAGE  FLOOR: 
(a)      That  part  of  the  stage  floor,  usually  equal  to  the  width 
of  the  proscenium  opening,  used  in  working  scenery,  traps  or  other 
mechanical  apparatus,  may  be  of  wood,  provided  that  the  flooring  on 
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the  underside  shall  be  covered  with  tin,  sheet  metal  or  fireproof  pjunt. 
No  flooring  used  thereon  shall  be  less  than  one  and  five-eighths 
(1%)  inches  in  thickness.  All  joists  shall  be  of  second  class  con- 
struction. 

(b)  The  remaining  part  of  the  stage  must  be  of  fireproof  con- 
struction. 

Sec.  A-523— FLY  GALLERIES: 

The  entire  fly  galleries  shall  be  constructed  of  iron  or  steel  beams, 
filled  with  fireproof  materials  and  no  wood  boards  or  sleepers  shall 
be  used  as  covering  over  beams,  but  the  said  floors  shall  be  entirely 
fireproof. 

Sec.    A-524— RIGGING    LOFT: 

The  rigging  loft  shall  be  fireproof  except  the  floor  covering  the 
same,  and  the  gridiron  shall  be  of  either  wrought  iron  or  steel  con- 
struction. 

Sec.  A-525— STAGE  SCENERY: 

All  stage  scenery,  curtains  and  decorations  shall  be  made  of 
incombustible  material,  and  all  woodwork  on  or  about  the  stage  shall 
be  painted  or  saturated  with  some  approved  incombustible  materiial. 

Sec.  A-526— DRESSING  ROOM  PARTITIONS— EXITS: 

(a)  The  walls  separating  the  employes  or  dressing  rooms  from 
the  stage  and  the  partitions  dividing  the  dressing  rooms,  together 
with  the  partitions  of  every  passageway  from  the  same  to  the  stage, 
and  all  other  partitions  on  or  about  the  stage,  inclusive  of  stairways, 
shall  be  constructed  of  fireproof  material. 

(b)  All  doors  in  any  of;  said  partitions  shall  be  constructed  of 
iron  or  other  fireproofing  material. 

(c)  All  shelving  and  cupboards  in  each  and  every  dressing  room, 
property  room  or  other  storage  room  shall  be  constructed  of  metal, 
slate  or  some  fireproof  material. 

(d)  Whenever  dressing  rooms  are  placed  under  the  stage,  audi- 
torium or  any  part  of  the  theater,  at  least  two  (2)  enclosed  smoke 
proof  exits  must  be  provided  from  the  same  to  the  floor  above  with 
one  (1)  exit  from  each  leading  directly  to  the  street.  Such  exits 
shall  be  equipped  with  pressure  releasing  panic  locks.  All  dressing 
rooms  shall  be  fireproof. 

(e)  No  oil  lamps,  candles  or  matches  will  be  permitted  in  any 
dressing  room,  or  under  any  part  of  the  stage  or  auditorium. 

Sec.     A-527— SEATS: 

All  seats  in  the  auditorium,  balcony  or  gallery  except  those  con- 
tained in  the  boxes,  shall  be  firmly  secured  to  the  floor  and  no  seat 
shall  have  more  than  six  (6)  seats  between  it  and  the  aisles  on  each 
side,  and  no  seat  in  the  auditorium,  except  those  contained  in  the 
boxes,  shall  be  less  than  thirty-one  (31)  inches  from  back  to  back, 
measured  in  a  horizontal  direction  and  not  less  than  twenty  (20) 
inches  in  width  from  center  to  center  of  arm,  and  not  less  than  thirty 
(30)  inches  from  back  to  black  and  twenty  (20)  inches  from  arm  to 
arm  in  the  balcony  or  gallery.  All  platforms  in  balconies  or  galleries 
formed  to  receive  the  seats  shall  be  not  more  than  twenty-one  (21) 
inches  in  width  of  risers  nor  less  than  thirty-one  (31)  inches  in  width 
of  platform. 

Sec.  A-528— EXIT  SIGNS— GREEN  LIGHTS— PROGRAMMES: 

(a)  Each  and  every  exit  which  can  be  used  in  case  of  fire  sr\ill 
be  designated  by  the  word  "EXIT"  in  plain  English  letters,  not  less 


582  journal  OF  common  council       [Special  Meeting 


than  eight  (8)  inches  in  height  and  so  situated  immediately  over  or 
on  the  exit  that  they  can  be  readily  seen  from  any  or  all  parts  of  the 
auditorium,  balcony  or  gallery. 

(b)  A  green  light  shall  be  placed  over  each  of  said  exits  and 
kept  burning  during  the  time  of  the  performance  and  no  other  fixed 
green  light  will  be  permitted  in  the  auditorium,  balcony  or  gallery 
and  the  fact  that  such  green  lights  indicate  an  exit  to  be  used  in 
case  of  fire  shall  be  conspicuously  printed  on  the  programme  used  in 
the  theater. 

(c)  All  such  exit  lights  must  be  independent  and  controlled  by 
a  separate  service  from  behind  the  main  entrance  switch  with  a 
switch  or  shutoff  located  in  the  box  office  or  manager's  office  and 
controlled  only  in  that  particular  place  and  shall  remain  lighted  until 
the  entire  audience  has  left  the  theater. 

Sec.  A-529— AISLES: 

(a)  All  aisles  on  the  respective  floors,  having  seats  on  both  sides 
of  the  same  shall  not  be  less  than  three  (3)  feet  wide,  where  they 
begin  and  shall  be  increased  in  width  toward  the  exit,  in  the  Uatio 
of  one  and  one-half  (l1/^)  inches  to  five  (5)  running  feet. 

(b)  Aisles  having  seats  on  one  (1)  side  only  shall  not  be 
less  than  two  (2)  feet  wide  at  their  beginning  and  increased  in 
width  the  same  as  aisles  having  seats  on  both  sides. 

(c)  All  aisles  and  passageways  shall  be  kept  free  of  camp  stools, 
chairs,  sofas  and  other  obstruction  and  no  person  shall  be  allowed  to 
sttand  in  or  occupy  any  of  the  aisles  nor  the  space  in  the  rear  of  the 
last  row  of  seats. 

Sec.  A-530— WATER  CLOSETS: 

Every  theater  shall  be  provided  with  and  there  shall  be  main- 
tained therein,  suitable  and  separate  water  closets  for  men  and 
women  for  the  convenience  of  the  patrons  of  said  theater.  Such 
closets  shall  be  continuously  kept  open  for  a  period  of  fifteen  (15) 
minutes  next  preceding  the  commencement  of  any  entertainment  or 
performance,  in  said  theater  and  until  the  close  thereof. 

(b)     Every  theater  shall  have  a  rest  room  for  women. 

Sec.  A-531— STEAM  BOILER: 

(a)  No  steam  boiler  or  furnace  which  may  be  required  for  heat- 
ing purposes  shall  be  located  under  the  auditorium  or  stage  or  in  any 
passageway  or  stairway  or  exit  and  the  space  allotted  to  the  same 
whether  at  the  rear  or  side  of  stage  or  auditorium,  shall  be  en- 
closed by  walls  of  masonry  on  both  sides  and  the  ceiling  of  such 
space  shall  be  constructed  of  fireproof  materials. 

(b)  No  high  pressure  boiler  shall  be  allowed  in  any  theater. 
Sec.  A-532— REGISTERS  OR  RADIATORS: 

(a)  No  floor  register  for  heating  shall  be  permitted  in  aisles 
or  passageways. 

(b)  No  coil  or  radiator  shall  be  placed  in  any  aisle  or  passage- 
way used  as  exit,  but  said  coils  and  radiators  shall  be  placed,  in  ne«. 
cesses  formed  in  the  wall  or  partition  to  receive  the  same. 

Sec.    A-533— STAND  PIPES: 

(a)  Stand  pipes  four  (4)  inches  in  diameter  shall  be  provided 
with  hose  attachment  on  every  floor  and  gallery  as  follows: 

(b)  One  (1)  on  each  side  of  the  auditorium  in  each  tier,  also  on 
each  side  of  the  stage  on  each  tier  and  at  least  one  (1)  in  the  prop- 
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erty  room  and  one  (1)  in  the  carpenter  shop  if  the  same  be  contigu- 
ous to  the  building. 

(c)  All  stand  pipes  shall  be  kept  clear  from  obstruction,  sjaid 
stand  pipes  shall  be  separate  and  distinct,  receiving  their  supply 
of  water  direct  from  the  street  main  and  also  Siamese  connection  on 
mam  line  and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department  and  be  ready  for  immediate  use  at  all  times  during 
the  performance. 

(d)  When  the  pressure  of  the  street  water  service  is  not  suf- 
ficient to  provide  an  efficient  working  pressure  at  the  hose  nozzle 
or  sprinkling  outlet,  then  the  stand  pipes  shall  be  filled  with  water 
by  means  of  an  automatic  pump  or  pumps  of  sufficient  capacity  to 
supply  all  the  fire  lines  connected  therewith. 

Sec.  A-534— SPRINKLERS: 

(a)  There  shall  be  placed  over  the  curtiain  opening  the  full 
width,  a  set  of  automatic  sprinklers. 

(b)  Automatic  sprinklers  shall  be  placed  in  the  ceiling  or 
below  the  roof  of  the  stage  and  in  the  dressing  rooms,  carpenter 
shops  and  property  rooms  at  such  intervals  as  will  protect  every 
square  foot  surface  when  said  sprinklers  are  in  operation.  (Sec. 
A-332.) 

Sec.  A-535— FIRE  HOSE: 

A  proper  and  sufficient  quantity  of  two  and  one-half  (2^)  inch 
hose  fitted  with  regulation  couplings  of  the  Fire  department  with 
nozzles  attached  thereto  with  hose  spanners  at  each  outlet  shall 
always  be  kept  attached  to  e*ach  hose  attachment. 

Sec.  A-536— PORTABLE  EXTINGUISHERS: 

(a)  There  shall  be  provided  hand  pumps  or  other  portable  fire 
extinguishing  apparatus,  at  least  four  (4)  axes,  two  (2)  twenty-five 
(25)  foot  hooks,  two (2)  fifteen  (15) foot  hooks  and  two  (2)  ten  (10) 
foot  hooks  on  each  tier  or  floor  of  the  stage  to  be  hung  on  the  wiall 
in  a  conspicuous  place. 

(b)  There  shall  be  kept  ready  for  immediate  use  on  the  stage 
at  least  four  (4)  casks  full  of  water  and  two  (2)  buckets  to  each 
cask.     Such  casks  and  buckets  shall  be  painted  red. 

Sec.  A-537— APPROVED  BY  FIRE  CHIEF: 

All  sprinkler  equipment  and  fire  hose  shall  be  approved  by  the 
Chief  of  the  Fire  Department. 

Sec.  A-538— INSPECTORS  MAY  ENTER: 

The  Commissioner  of  Buildings  and  his  authorized  assistants 
shall  have  power  and  they  are  hereby  authorized  to  enter  any  theater 
or  other  place  of  amusement  within  the  limits  of  this  city,  without 
hindrance  from  anyone  for  the  purpose  of  examination  and  the  en- 
forcement of  the  provisions  of  this  Ordinance  whenever  same  may  be 
deemed  necessary. 

Sec.  A-539— WIRING  (See  Part  29— Division  D) : 
All  wiring  apparatus,  etc.,  not  specifically  covered  by  special 
rules  of  this  Code  must  conform  to  the  rules  and  requirements  of  the 
Commissioner  of  Buildings.  Said  rules  and  requirements,  when  of- 
ficially made  and  adopted,  shall  have  full  force  and  effect  as 
Ordinances. 

Sec.  A-540— ELECTRIC  CURRENT  SERVICE: 
(,a)     Where  the  supply  may  be  obtained  from  two   (2)   separate 
street  mains,   two    (2)    separate   and   distinct   services   must   be   in- 
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stalled,  one  (1)  service  to  be  of  sufficient  capacity  to  supply  current 
for  the  entire  equipment  of  the  theater,  while  the  other  service  must 
be  at  least  of  sufficient  capacity  to  supply  current  for  all  emergency 
lights. 

(b)  Where  the  supply  cannot  be  obtained  from  two  (2)  separate 
sources,  the  feed  for  emergency  lights  must  be  taken  from  a 
point  on  the  street  side  of  the  main  service  fuses.  By  "emergency 
lights"  are  meant  exit  lights  and  all  lights- in  lobbies,  stairways,  cor- 
ridors and  other  portions  of  the  theater  to  which  the  public  have 
access,  whicfy  are  normally  kept  lighted  during  the  performance. 

(c)  Where  the  source  of  the  supply  is  an  isolated  plant  within 
the  same  building,  an  auxiliary  service  of  at  least  sufficient  capacity 
to  supply  all  emergency  lights  must  be  installed  from  some  outside 
source,  or  suitable  storage  battery  within  the  premises  may  be  con- 
sidered the  equivalent  of  such  service. 

Sec.  A-541— STAGE : 

All  permanent  electrical  construction,  except  as  hereinafter  pro- 
vided, must  be  in  approved  conduit  or  armored  cable. 

Sec.     A-542— SWITCHBOARDS    (See  Sec.  D-2904)  : 

Switchboards  must  be  made  of  non-combustible,  non-absorptive 
insulating  material,  and  where  accessible  from  the  stage  level,  must 
be  protected  by  a  suitable  guard  rail  to  prevent  accidental  contact 
with  live  parts  of  the  board. 

Sec.  A-543— FOOTLIGHTS: 

(a)  Footlights  must  be  wired  in  approved  conduit  or  armored 
cable,  each  lamp  receptacle  being  enclosed  within  an  approved  out- 
let box,  or  the  lamp  receptacle  may  be  mounted  in  an  iron  or  steel 
box,  the  metal  to  be  of  a  thickness  not  less  than  number  twenty  (20) 
U.  S.  Sheet  metal  gauge  treated  to  prevent  oxidation  and  so  con- 
structed as  to  enclose  all  the  wires. 

(b)  Theater  footlights  shall  be  so  wired  that  the  number  of 
outlets  and  the  lamps  connected  to  them  shall  in  no  case  be  such  as 
to  place  more  than  fifteen  (15)  amperes  on  a  branch  circuit  fuse. 
(See  Sec.  D-812) 

Sec.  A-544— BORDERS  AND  PROSCENIUM  SIDE  LIGHTS: 

(a)  Border  and  proscenium  side  lights  must  be  constructed  of 
steel  of  a  thickness  not  less  than  number  twenty  (20)  U.  S.  Sheet 
metal  gauge,  treated  to  prevent  oxidation  and  shall  be  suitably  stayed 
and  supported,  and  so  designed  that  the  flanges  and  reflectors  will 
protect  the  lamps. 

(b)  Border  lights  and  proscenium  side  lights  shall  be  so  wired 
that  the  number  of  outlets  and  the  lamps  connected  to  them  shall  in 
no  case  be  such  as  to  place  more  than  fifteen  (15)  amperes  on  a 
branch  circuit  fuse. 

(c)  They  must  be  wired  with  approved  conduit  or  armored 
cable,  each  lamp  receptacle  to  be  enclosed  with  an  approved  outlet 
box,  or  the  lamp  receptacles  may  be  mounted  in  an  iron  or  steel  box; 
the  metal  shall  be  a  thickness  not  less  than  number  twenty  (20)  U.  S. 
Sheet  metal  gauge;  treated  to  prevent  oxidation,  and  so  constructed 
as  to  enclose  all  wires,  which  must  be  soldered  to  lugs  or  receptacles. 

(d)  They  must  be  provided  with  suitable  guards  to  prevent  the 
scenery  or  other  combustible  material  coming  in  contact  with  the 
lamps. 
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(e)  Cable  or  borders  must  be  of  an  approved  type  and  suitably- 
supported;  conduit  construction  must  be  used  from  the  switchboard, 
to  points  where  cables  must  be  flexible,  to  permit  of  the  raising  and 
lowering  of  border. 

(f)  For  the  wiring  of  the  border  proper,  wire  with  approved 
slow  burning  insulation  must  be  used. 

(g)  Borders  must  be  suitably  suspended,  and  if  wire  rope  is 
used,  the  same  must  be  insulated  by  at  least  one  (1)  strain  insulator 
inserted  at  the  border. 

Sec.  A-545— STAGE  AND  GALLERY  POCKETS: 

(a)  Stage  and  gallery  pockets  must  be  of  approved  types,  con- 
trolled from  the  switchboard.  Each  receptacle  shall  be  of  not  less 
than  thirty-five  (35)  ampere  rating  for  arc  lamps,  nor  fifteen  (15) 
ampere  rating  for  incandescent  lamps,  and  each  receptacle  shall  be 
wired  to  its  full  capacity. 

(b)  Arc  pockets  shall  be  wired  with  wire  not  smaller  than 
number  six  (6)  B.  and  S.  gauge;  incandescent  lamp  pockets  not  less 
than  number  twelve  (12)  B.  and  S.  gauge. 

(c)  Plugs  for  arcs  and  incandescent  pockets  must  not  be  inter- 
changeable. 

Sec.  A-546— SCENE  DOCKS: 

Where  lamps  are  installed  in  scene  docks  they  must  be  so  located 
and  installed  that  they  will  not  be  liable  to  mechanical  injury. 

Sec.  A-547— CURTAIN  MOTORS: 

Curtain  motors  must  be  of  iron-clad  type  and  installed  so  as  to 
conform  to  the  requirements  of  the  Commissioner  of  Buildings. 

Sec.  A-548— CONTROL  FOR  STAGE  FLUES: 

(a)  In  cases  where  dampers  are  released  by  an  electric  device, 
the  electrical  circuit  operating  same  must  be  normally  closed. 

(b)  Magnet  operating  dampers  must  be  wound  to  take  the  full 
voltage  of  the  circuit  by  which  it  is  supplied,  using  no  resistance  de- 
vice, and  must  not  heat  more  than  normal  for  apparatus  of  similar 
construction. 

(c)  It  must  be  located  in  a  loft  above  the  scenery  and  shaU 
be  installed  in,  a  suitable  iron  box  with  a  tight  self-closing  door. 

(d)  Such  dampers  must  be  controlled  by  at  least  two  (2)  stand- 
ard single  pull  switches  mounted  within  approved  iron  boxes,  pro- 
vided with  self-closing  doors  with  lock  or  latch,  and  located  one  (1) 
at  the  electrician's  station  and  the  other  as  designated  by  the  Com- 
missioner of  Buildings. 

Sec.  A-549— DRESSING  ROOMS: 

(a)  Dressing  rooms  must  be  wired  in  approved  conduit  or  ar- 
mored cable. 

(b)  All  pendant  lights  must  be  equipped  with  approved  rein- 
forced cord,  armored  cable,  or  steel  armored  flexible  cord. 

(c)  All  lamps  must  be  provided  with  approved  guards. 

Sec.  A-550— PORTABLE  EQUIPMENT: 

(a)  Arc  lamps  used  for  stage  effects  must  confv.»*m  to  the 
following  requirements : 

(b)  Must  be  constructed  entirely  of  metal  except  where  the 
use  of  approved  insulating  material  is  necessary. 

(c)  Must  be  substantially  constructed,  and  so  designed  as  to 
provide   for   proper   ventilation,   and   to   prevent   sparks   from   being 
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omitted  from  the  lamps  when  the  same  are  in  operation,  and  mica 
must  be  used  for  the  frame  insulation. 

(d)  Front  opening  must  be  provided  with  a  self-closing  hinged 
door  frame,  in  which  wire  gauze  or  glass  must  be  inserted,  except 
in  the  case  of  lens  lamps,  where  the  front  may  be  stationery,  and  a 
solid  door  be  provided  on  the  back  or  side. 

(e)  Must  be  so  constructed  that  neither  carbons  nor  live  parts 
will  be  brought  in  cont/act  with  metal  of  hood  during  operation  and 
arc  lamp  frames  and  standards  must  be  so  installed  and  protected 
so  as  to  prevent  the  liability  of  their  being  grounded. 

(f )  Switch  on  standards  must  be  so  constructed  that  accidental 
contact  with  any  live  portion  of  the  same  will  be  impossible.  All 
standard  connections  in  lamps  and  at  switches  and  rheostats  must 
be  provided  with  approved  lugs. 

(g)  Rheostats  must  be  plainly  marked  with  their  rated  capacity 
in  volts  and  amperes,  and  if  mounted  on  standards  must  be  raised  to 
a  height  of  at  least  three  (3)  inches  above  the  floor.  Resistances 
must  be  enclosed  in  a  substantial  and  properly  ventilated  metal  case 
which  affords  a  clearance  at  least  one  (1)  inch  between  the  case 
and  the  resistance  element. 

(h)  A  competent  operator  must  be  in  charge  of  each  arc  lamp, 
except  that  one  (1)  operator  may  have  charge  of  two  (2)  lamps 
when  they  are  not  more  than  ten  (10)  feet  apart,  and  are  so  located 
that  he  can  properly  watch  and  care  for  both  lamps. 

Ser.  A-551— BUNCHES: 

(a)  Bunches  must  be  substantially  constructed  of  metal  and  must 
not  contain  any  exposed  wiring. 

(b)  The  cable  feeding  the  same  must  be  bushed  in  an  approved 
manner  where  passing  through  the  metal,  and  must  be  properly  se- 
cured to  prevent  any  mechanical  strain  from  coming  on  the  con- 
nection. 

Sec.    A-552— STRIPS: 

(a)  Strips  must  be  constructed  of  steel  of  a  thickness  of  not 
less  than  number  twenty  (20)  U.  S.  Sheet  metal  gauge  treated  to 
prevent  oxidation,  and  suitably  stayed  and  supported  and  so  de- 
signed that  the  flanges  will  protect  the  lamps. 

(b)  Cables  must  be  bushed  in  a  suitable  manner  when  passing 
through  the  metal,  and  must  be  properly  secured  to  prevent  serious 
mechanical  strain  from  coming  on  the  connection. 

(c)  Must  be  wired  in  approved  conduit  or  armored  cable,  each 
lamp  receptacle  being  enclosed  within  an  approved  outlet  box,  or 
the  lamp  receptacles  may  be  mounted  in  an  iron  or  steel  box,  the 
metal  to  be  of  a  thickness  not  less  than  number  twenty  (20)  U.  S. 
sheet  metal  gauge,  treated  to  prevent  oxidation,  so  constructed  as  to 
enclose  all  wires. 

(d)  Wires  shall  be  soldered  to  lugs  or  receptacles. 

Sec.  A-553— PORTABLE  PLUGGING  BOXES: 

(a)  Portable  plugging  boxes  must  be  constructed  so  that  no 
current  carrying  part  will  be  exposed,  and  each  receptacle  must  be 
protected  by  approved  fuses  mounted  on  slate  or  marble  bases  and 
enclosed  in  a  fireproof  cabinet  equipped  with  self-closing  doors. 

(b)  Each  receptacle  must  be  constructed  to  carry  thirty  (30) 
amperes  without  undue  heating,  and  the  busbars  must  have  a  carry- 
ing capacity  equivalent  to  the  current  required  for  the  total  number 
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of  receptacles,  and  approved  lugs  must  be  provided  for  the  con- 
nection of  the  master  cable. 

Sec.  A-554— PIN  PLUG  CONNECTORS: 

Pin  plug  connectors  must  be  of  an  approved  type  so  installed 
that  the  female  part  of  the  plug  will  be  on  the  live  end  of  the  cable, 
and  must  be  so  constructed  that  tension  on  the  cable  will  not  cause 
serious  mechanical  strain  on  the  connection. 

Sec.  A-555— PORTABLE  CONDUCTORS: 

Flexible  conductors  used  from  receptacles  to  arc  lamps,  bunches 
and  other  portable  equipment  must  be  approved  stayed  cable,  except 
that  for  the  purpose  of  feeding  a  stand  lamp  under  conditions  where 
conductors  are  not  liable  to  severe  mechanical  injury,  an  approved 
reinforced  cord  may  be  used  provided  the  cutout  designed  to  protect 
the  same  is  not  fused  with  over  six  (6)  ampere  capacity. 

Sec.  A-556— LIGHTS  ON  SCENERY: 

Where  brackets  are  used  they  must  be  wired  entirely  on  the  in- 
side, fixture  stems  must  come  to  the  back  of  the  scene  and  the  end 
of  the  stem  shall  be  properly  bushed. 

Sec.  A-557— STRING  OR  FESTOONED  LIGHTS: 

(a)  Wiring  of  string  and  festooned  lights  must  be  of  an  ap- 
proved type,  joints  to  be  properly  made,  soldered  and  taped  and  stag- 
gered where  practicable. 

(b)  Where  lamps  are  used  in  lanterns  or  similar  devices,  ap- 
proved guards  must  be  employed. 

Sec.  A-558— SPECIAL  ELECTRIC  EFFECTS: 
Where  devices   are  used  for  producing   special   effects,  such   as 
lightning,  waterfalls,  etc.,  the  apparatus  must  be  so  constructed  and 
located  that  flames,  sparks,  etc.,  resulting  from  the  operation  cannot 
come   in  contact  with   combustible   material. 
Sec.  A-559— AUDITORIUM: 

(a)  All  wiring  of  auditorium  must  be  installed  in  approved  con- 
duit metal  moulding  or  armored  cable. 

(b)  Exit  lights  must  not  have  more  than  one  (1)  set  of  fuses 
between  the  same  and  the  service  fuses. 

(c)  Exit  lights  and  all  lights  in  halls,  corridors  or  any  other 
parts  of  the  building,  used  by  the  audience,  except  the  general  audi- 
torium lighting,  must  be  fed  independently  of  the  stage  lighting  and 
must  be  controlled  only  from  the  lobby  or  other  convenient  place  in 
front  of  the  house. 

(d)  All  fuses  must  be  enclosed  in  approved  cabinets. 

Sec.  A-560— VENTILATION  IN  THEATERS: 

All  theaters  shall  be  so  ventilated  that  the  air  shall  be  changed 
at  least  once  every  fifteen  (15)  minutes.  Such  air  may  be  filtered 
and  brought  to  the  proper  temperature  by  approved  methods. 

Sec.  A-561— MACHINE  ENCLOSURES  FOR  MOVING  PIC- 
TURE MACHINE   (See  Sec.  D-2501)  : 

(a)  All  moving  picture  projecting  machines  used  in  any  theater, 
picture  show,  or  airdome,  must  be  placed  in  an  enclosure  or  housing 
made  of  approved  fireproof  material. 

(b)  Such  booth  must  be  ventilated  by  force  to  the  outside  air 
with  two  (2)  vents,  the  area  of  which  shall  not  be  less  than  one  hun- 
dred  (100)   square  inches  for  each  vent. 
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(c)  The  booth  shall  be  large  enough  for  the  operator  to  walk 
easily  on  either  side  or  back  of  the  machine.  The  room  must  be 
well  lighted. 

Note:  It  is  recommended  that  two  (2)  inches  of  approved  metal 
lath  and  plaster  be  used  for  moving  picture  booths. 

(d)  All  openings  into  this  booth  must  be  arranged  in  such  a 
manner  that  they  are  held  normally  closed  by  doors  or  shutters  of  the 
same  fire-resisting  properties  as  the  booth  itself. 

Exception:     The  air  vents  to  the  outside. 
Sec.  A-562— TOP  AND  BOTTOM  REELS: 

(a)  Top  and  bottom  reels  must  be  enclosed  in  steel  boxes  or 
magazines,  each  with  an  opening  of  approved  construction  at  the 
bottom  or  top,  so  arranged  as  not  to  permit  entrance  of  flame  to  the 
magazine. 

(b)  No  solder  shall  be  used  in  the  construction  of  this  magazine. 

(c)  The  front  side  of  each  magazine  must  consist  of  a  door 
hinged  and  arranged  to  swing  horizontally  and  be  provided  with  a 
suitable  latch. 

Sec.  A-563— AUTOMATIC  SHUTTER: 

(a)  Automatic  shutters  must  be  provided  and  must  be  so  con- 
structed as  to  shield  the  film  from  the  beam  of  light  whenever  the 
film  is  not  running  at  operating  speed. 

(b)  Shutters  must  be  kept  permanently  attached  to  the  gate 
frame. 

Sec.  A-564— EXTRA  FILMS : 

Extra  films  must  be  kept  in  individual  metal  boxes,  equipped 
with  tight  fitting  covers  and  not  more  than  four  (4)  films  shall  be 
allowed  in  the  machine  enclosure  at  any  one  time  and  not  more  than 
two  (2)  feet  of  film  shall  be  exposed  in  the  machine  enclosure. 

Sec.  A-565— MACHINE   OPERATION    (See  Sec.  D-2502)  : 

Motor-driven  projectors  shall  be  of  a  type  expressly  designed  and 
approved  for  such  operation.  Such;  projectors  shall  be  used  only  by 
permission  of  the  Commissioner  of  Buildings,  and  when  the  pro- 
jector is  in  charge  of  a  qualified  operator. 

Sec.  A-566— FIRE  EXTINGUISHERS: 

In  all  machine  enclosures  there  shall  be  placed  a  three  (3) 
gallon  fire  extinguisher,  which  shall  be  charged  at  all  times,  or  some 
other  form  of  fire  extinguisher,  approved  by  the  Commissioner  of 
Buildings. 

Sec.  A-567— WIRING: 

All  wiring  apparatus,  etc.,  not  specifically  covered  herein,  must 
conform  to  the  ruling  of  the  Commissioner  of  Buildings.  Said  rules 
and  requirements  when  officially  made  and  adopted  shall  have  the 
full  force  and  effect  of  ordinances. 

Sec.  A-568— TEMPORARY  USE  OF  MOVING  PICTURE 
MACHINES: 

Nothing  herein  shall  prevent  the  temporary  use  of  a  moving  pic- 
ture machine  or  stereopticon  for  the  purpose  of  lectures  in  any  public 
hall,  club  or  lodge  hall,  school  or  church,  when  regulations  are  pro- 
vided for  in  this  Code,  and  a  permit  is  first  obtained  from  the  City 
Controller  on  the  approval  of  the  Commissioner  of  Buildings. 

Sec.  A-569— BOOTH— CARE  OF: 

In  no  case  shall  more  than  one  (1)  person  besides  the  regular 
machine  operator,  be  allowed  in  a  booth  at  any  one   (1)   time. 
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(b)  No  smoking  will  be  permitted  in  any  booth  or  matches 
be  allowed  in  the  same. 

(c)  No  paper,  books,  clothing  or  debris  will  be  allowed  in  any 
booth  and  the  booth  must  be  kept  clean  and  free  from  any  inflammable 
materials  at  all  times. 

Sec.  A-570— SALE  OF  SEATS: 

When  the  seating  capacity  of  any  theater  is  taken  up  or  sold 
out  a  sign  shall  be  placed  in  front  of  the  box  office  indicating  to  the 
public  that  all  seats  are  sold. 

DIVISION  A— PART  SIX 
SECOND  CLASS  BUILDINGS 
Sec.     A-601— WHAT     BUILDINGS     SHALL     BE     SECOND 
CLASS: 

(a)  AIL  buildings  built,  altered  or  repaired  within  the  inner 
fire  district,  unless  buildings  of  the  first  class,  shall  be  buildings  of 
the  second  class,  except  as  otherwise  provided  in  this  Code,  (Sec. 
A-305.) 

(b)  No  second  class  building  in  the  city  used  for  retail  mercan- 
tile business,  association  or  club  purposes  or  as  a  lodging,  apartment 
or  tenement  house  or  office  building  shall  be  built  more  than  three 
(3)  stories  in  height. 

Exception — Special  permission. 

(c)  No  second  class  building  more  than  two  (2)  stories  in 
height;  hereafter  erected,  altered  or  enlarged  in  the  city  shall  be  used 
as  a  school  building,  place  of  instruction;  public  assembly  hall  with 
an  occupancy  in  excess  of  eight  hundred  (800)  people;  church, 
hospital  building,  asylum  or  sanitarium. 

Sec.  A-602— WALL  THICKNESS— HEIGHT  OF  SECOND 
CLASS  BUILDINGS: 

(a)  Buildings  of  the  second  class,  unless  of  skeleton  construc- 
tion with  panel  walls,  shall  be  constructed  with  walls  of  masonry  or 
concrete  of  a  thickness  required,  to-wit,  as  follows: 

U)  THICKNESS  IN  INCHES  OF  MASONRY  BEARING 
WALLS  FOR  SECOND  CLASS  BUILDINGS  WITH  A  LIVE  LOAD 
IN  EXCESS  OF  TWO  HUNDRED  (200)  POUNDS  PER  SQUARE 
FOOT  FOR  ANY  OR  ALL  FLOORS  SHALL  BE  AS  FOLLOWS: 
Stories  B  1  2  3  4  5  6 

1 12    12 

2 12    12    12 

3 16    16    12    12 

4 20    16    16    12    12 

5 24    20    16    16    12    12 

6 24    20    20    16    16    12    12 

(2)  THICKNESS  IN  INCHES  OF  MASONRY  BEARING 
WALLS  FOR  SECOND  CLASS  BUILDINGS  WITH  A  LIVE  LOAD 
LESS  THAN  ONE  HUNDRED  AND  NINETY-NINE  (199) 
POUNDS  PER  SQUARE  FOOT  FOR  ANY  OR  ALL  FLOORS 
SHALL  BE  AS  FOLLOWS: 
Stories  B  1  2  3  4  5  6 

1 12    12 

2 12    12    12 

3 16    12    12    12 

4 16    16    12    12    12 

5 16    16    16    12    12    12 

6 20    16    16    1*6    12    12    12 
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(b)  No  building'  of  the  second  class  shall  be  built  to  have  a 
height  exceeding  seventy-five   (75)   feet  above  the  established  grade. 

Sec.  A-603— PARAPET  WALLS  OF  SECOND  CLASS  BUILD- 
INGS: 

Parapet  walls  shall  be  the  same  thickness  as  the  wall  below 
the  roof  including  the  last  story  and  shall  extend  thirty  (30)  inches 
above  the  roof  at  all  points:  however,  in  no  case  shall  parapet  walls 
be  less  than  twelve   (12)   inches  in  thickness. 

Sec.  A-604— CONSTRUCTION  OF  SECOND  CLASS  BUILD- 
INGS: 

Second  class  buildings  constructed  with  masonry  bearing  walls 
as  specified  above  and  with  wooden  columns,  wooden  girders,  and 
wooden  floors  shall  have  no  such  wooden  columns,  beams,  joists  or 
girders  whose  least  dimensions  are  less  than  seven  and  one-half  (iVz) 
inches.  All  such  columns  and  girders  shall  rest  upon  iron  plates 
or  iron  post  caps  of  sufficient  size  and  thickness  to  receive  the  loads 
from  the  columns  and  girders  and  to  properly  distribute  such  load 
to  the  supporting  columns  or  masonry  below,  so  as  not  to  exceed 
the  allowable  stress  for  the  various  materials.  All  beams,  girders 
and  roof  framing  shall  be  anchored  into  the  wall  and  post  caps  in 
an  approved  manner. 

Sec.  A-605— FLOORS  OF  SECOND  CLASS  BUILDINGS: 
Floors  shall  be  of  dressed  and  tongued,  or  double  grooved  and 
splined  planking  composed  of  a  top  floor  and  a  sub-floor  of  a  total 
thickness  of  two  (2)  and  one-half  (%)  inches.  That  planking  which 
shall  constitute  the  under  floor  shall  be  at  least  one  and  five-eighths 
(1%)  inches  in  thickness,  upon  which  shall  be  laid  a  top  floor  of 
tongue  and  grooved  material  not  less  than  seven  eighths  (%)  of  S|n 
inch  thick,  which  shall  cross  the  under  floor  at  an  angle  of  not  leas 
than  forty-five  (45)  degrees.  It  is  required  that  a  layer  of  water- 
proof building  paper  be  placed  between  the  two   (2)  layers  of  floor. 

Sec.  A-606— STEEL  STIRRUPS  IN  SECOND  CLASS  BUILD- 
INGS: 

(a)  All  beams  framing  into  girders  or  other  beams  shall  be 
hung  in  approved  iron  or  steel  stirrups  or  hangers. 

(b)  Steel  stirrups  shall  be  designed  so  that  they  can  be  readily 
fastened  to  the  timber  they  support.  Either  heavy  nails  or  lags 
shall  be  used. 

Sec.  A-607— DRESSED  TIMBERS  IN  SECOND  CLASS 
BUILDINGS: 

All  planking,  wooden  columns,  girders,  beams  or  posts  shall  be 
thoroughly  dressed  when  used  in  second  class  buildings. 

Sec.  A-608— FIREPROOFING  OF  STRUCTURAL  PARTS: 
When  iron  or  steel  girders,  beams,  or  other  structural  steel  parts 
support  any  masonry  or  floor  loads  in  second  class  buildings  they 
shall  be  fireproofed  with  masonry,  concrete,  tile,  terra  cotta  or  other 
noncombustible  and  fire  resisting  material.  These  materials  shall  be 
so  put  on  and  held  in  place  as  effectually  to  protect  such  members 
from  the  effects  of  fire  corrosion  or  abrasion  with  a  thickness  at  the 
extreme  exterior  point  at  least  three  (3)  inches  of  fire  proof  material 
except  one  (1)  inside  face  of  steel  columns  may  be  covered  with 
less  when  authorized  by  the  Commissioner  of  Buildings. 
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Sec.  A-609— ROOF  TRUSSES  IN  SECOND  CLASS  BUILD- 
INGS: 

Steel  roof  trusses  and  beams  supporting  only  roof  and  ceiling 
loads  may  be  required  to  be  protected  with  an  approved  incombustible 
ceiling  such  as  approved  metal  lath  on  metal  furring  and  plaster 
suspended  in  a  manner  that  will  prevent  passage  of  fire.  (Sec.  A-404) 

Sec.  A-610— ROOF  RAFTERS  OF  WOOD: 

In  second  class  buildings  where  wooden  rafters  are  used  to 
support  roof  loads  the  same  shall  not  be  less  than  thirty-six  (36) 
inches  in  area  of  the  cross  section  of  the  least  dimension  of  the  said 
timber.  Such  roof  timbers  shall  be  thoroughlv  dressed  except  ap- 
proved lattice  trusses  may  be  used  for  roof  support. 

Sec.  A-611— ROOF  DECKING— PENT  HOUSES- -SKY- 
LIGHTS: 

The  roof  decking  or  planking  used  for  the  roof  and  around  pent 
houses  or  skylights  of  second  class  buildings  shall  in  no  case  be  less 
than  one  and  five-eighths  (1%)  inches  in  thickness  of  dressed  tongue 
and  grooved  timber.  Where  pent  houses  and  skylights  are  constructed 
above  the  roof  of  a  second  class  building  the  wooden  planking  of  the 
same  shall  be  covered  with  metal  or  class  A  roofing  material  unless 
the  pent  house  or  skylight  is  adjacent  to  an  exterior  wall  then  the 
said  wall  shall  be  run  thirty  (30)  inches  above  the  roof  of  the  pent 
house  or  skylight. 

Sec.  A-612— HOLLOW  PLACES,  METAL  FURRING,  LATH 
AND  PLASTER: 

There  shall  be  no  hollow  wooden  partitions  or  any  hollow  or 
concealed  places  in  any  wooden  construction  in  second  class  buildings 
and  whenever  wood  shall  be  used  it  shall  be  solid,  and  it  shall  not  be 
permissible  in  any  second  class  building  to  so  plaster,  sheath  or 
cover  it  with  any  materials  as  to  leave  any  hollow  space  behind  the 
same,  except  ceiling  joists  may  be  furred  with  metal  and  covered 
with  steel  lath  and  plaster,  providing,  however,  that  the  hollow 
spaces  are  thoroughly  fire  blocked  every  eight   (8)   feet. 

Sec.  A-613— ROOFING  MATERIAL: 

All  second  class  buildings  shall  be  covered  with  fire  resisting  rooi 
covering  of  class  B  or  better.     (Sec.  B-306.) 

Sec.  A-614— STAIR  TIMBERS  HOLLOW  SPACES: 

All  wooden  stair-horses  used  in  second  class  buildings  shall  hava 
at  least  thirty-six  (36)  square  inches  area  in  cross  section.  There 
shall  be  no  hollow  spaces  under  any  wooden  stairs,  unless  the  same 
is  furred  with  metal  and  covered  with  approved  steel  lath  and 
plaster. 

Sec.  A-615— MASONRY  CORBLE: 

Under  each  floor  of  a  second  class  building  there  shall  be  a 
four  (4)  inch  masonry  corbie  at  all  points  around  the  walls  of  the 
building  for  the  subfloor  to  rest  upon. 

Sec.  A-616— FIRE  CUTTING  AND  TIMBER  BEARING: 

(a)  In  second  class  buildings  all  wooden  timbers,  beams,  girders 
floor  joists  or  roof  rafters  that  have  a  masonry  wall  bearing  shall  be 
fire-cut  with  not  over  one  (1)  inch  of  the  timber  entering  the  wall 
at  the  top  of  the  timber.  The  bearing  of  all  such  timbers  shall  be 
sufficient  to  safely  carry  the  superimposed  loads  and  in  no  case  shall 
be  less  than  four  (4)  inches. 
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(b)  All  beams  or  girders  that  enter  any  bearing  wall  shall  have 
iron  or  steel  bearing  plates  of  sufficient  size  to  safely  carry  the  super- 
imposed load.  Such  bearing  plates  shall  be  thoroughly  anchored  into 
the  wall. 

Sec.  A-617— SKYLIGHTS— MONITORS  AND  AIR  VENTS: 

In  all  second  class  buildings  all  skylights,  air  vents,  monitors  or 
any  appurtenance  that  is  attached  to  the  roof  and  provides  for  an 
opening  in  the  roof  sheathing  shall  extend  and  project  at  least 
eighteen  (18)  inches  above  the  same  at  all  points,  minimum  projec- 
tion. 

Sec.  A-618— AREAWAYS    (See  Sec.  A-344)  : 

All  areaways  around  the  walls  of  second  class  buildings  shall  be 
so  constructed  and  drained  to  a  sewer  or  dry  well  that  water  which 
might  enter  thereto  from  the  surface  will  be  conducted  away  and  will 
not  injure  the  walls  amd  footings. 

Sec.  A-619— FOOTINGS— FOUNDATIONS : 

(a)  All  footings  under  any  wall  shall  be  at  least  four  (4)  inches 
wider  than  the  wall  and  shall  not  be  less  in  depth  than  one-third  ( V3 ) 
of  the  width  of  the  footing.  Such  footings  shall  be  of  sufficient  size 
to  safely  carry  the  superimposed  loads.  Footings  in  filled  ground 
shall  be  extended  downward  until  a  test  of  the  soil  satisfactorily 
of  footings  shall  be  under  the  direction  of  the  Commissioner  of  Build- 
proves  that  the  footing  will  stand  the  superimposed  load.  All  tests 
ings.     (Sec.  B-108.) 

(b)  Column  footings  shall  be  so  designed  that  they  will  safely 
carry  the  superimposed  loads  and  where  eccentric  footings  are  used 
the  same  shall  satisfy  the  Commissioner  of  Buildings  that  they  are 
safe  and  will  not  slip.  Two  (2)  eccentric  footings  shall  be  tied  to 
a  regular  footing  with  a  beam,  if  in  the  opinion  of  the  Com- 
missioner of  Buildings  the  same  will  make  such  footings  more  stable. 

(c)  The  Commissioner  of  Buildings  may  require  reinforcements 
in  any  column  or  other  footing. 

(d)  The  bottom  of  all  footings  for  second  class  buildings  shall 
be  in  no  case  less  than  forty-eight  (48)  inches  below  the  established 
grade  for  walls,  piers,  columns  or  other  foundations. 

(e)  The  legal  depth  of  footings  for  second  class  buildings  shall 
be  ten  (10)  feet  in  the  fire  limits  and  seven  (7)  feet  outside  of  the 
fire  limits. 

Sec.  A-620— COLUMNS: 

(a)  All  wooden  columns  or  posts  used  in  second  class  buildings 
to  support  any  structural  load  shall  rest  upon  the  post  cap  which 
must  rest  immediately  on  the  top  of  the  next  lower  column  or  post 
cap.     Such  post  caps  shall  be  anchored  in  an  approved  manner 

(b)  Wooden  columns  not  less  than  ten  (10)  inches  by  ten  (10) 
inches  may  be  used  in  finished  basements  of  second  class  buildings 
The  footing  under  such  basement  columns  or  posts  shall  be  at  least 
twelve  (12)  inches  above  the  finished  floor  and  shall  be  thoroughly 
anchored  thereto. 

Note — It  is  recommended  that  such  basement  columns  have  the 
lower  end  creosoted. 

Sec.  A-621— PIPE  CHASES: 

No  pipe  chases  or  other  channel  shall  be  cut  in  the  pilasters  or 
bearing  walls  of  any  second  class  building  except  upon  approval  of 
the  Commissioner  of  Buildings.     No  such  pipe  chases  shall  be  at  a 
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greater  depth  into  the  wall  o,r  pilaster  than  one-third  (%)  of  the 
thickness  of  the  same  at  that  point. 

Sc  A -622— EXTENSION  OF  ROOF  GIRDERS: 

Roi  f  girders  or  rafters  may  extend  beyond  the  outside  walls  of 
any  second  class  building,  but  only  on  the  outside  property  lines, 
providing;  such  roof  timbers  are  fireproofed  with  at  least  two  (2) 
inches  of  approved  metal  lain  anr  cement  plaster.     (Sec.  A-404). 

Sec.  A-623— SPACE  UNDER  SIDEWALKS: 

In  second  class  buildings  where  the  space  under  the  sidewalk  is 
used  a  reinforced  concrete  wall  shall  be  provided  to  contain  the 
roadway  of  the  street.  Such  wall  shall  be  designed  for  three  hun- 
dred (300)  pounds  per  square  foot  surcharge  in  addition  to  the 
earth  pressure.  In  all  buildings  which  are  within  ten  (10)  feet  of  the 
curb  of  any  public  highway  the  walls  along  that  side  shall  be  de- 
signed to  carry  three  hundred  (300)  pounds  per  square  foot  minimum 
side  pressure,  except  in  cases  where  the  space  below  the  grade  line 
under  the  building  and  on  the  street  side  is  not  excavated. 

Sec.  A-624— SOFFITS  AND  CORNICES: 

Wooden  cornices  shall  not  be  used  in  any  case.  All  soffits  or 
brackets  supporting  cornices  shall  be  of  incombustible  material,  ex- 
cept as  above  provided  for  roof  beams  on  the  outside  property  line 
which  shall  be  covered  with  incombustible  material. 

Sec.  A-625— MEZZANINE  FLOORS  IN  FIRE  DISTRICT: 

Mezzanine  floor  areas  in  the  fire  district  shall  in  no  case  ex- 
ceed seventy-five  (75)  per  cent  of  the  area  of  the  floor  below.,  When 
such  mezzanine  floors  are  built  of  combustible  material  the  floor  joists 
of  the  same  shall  not  be  less  than  seven  and  one-half  (IV2)  inches 
minimum  dimension  for  Mezzanine  floor  area  of  five  hundred  (500) 
square  feet  and  over  and  shall  not  be  less  than  four  and  one-half 
(4%)  inches  minimum  dimension  for  Mezzanine  floor  areas  less  than 
five  hundred  (500)  square  feet.  In  no  case  shall  the  flooring  be  less 
than  one  and  five-eighths  (1%)  tongue  and  grooved  flooring.  All 
other  construction  shall  strictly  conform  to  first  or  second  class  con- 
struction. 

Sec.  A-626— CURTAIN  AND  PANEL  WALLS  IN  SECOND 
CLASS  BUILDINGS: 

(a)  Non-bearing  curtain  walls  built  between  pilasters  shall  be 
not  less  than  twelve  (12)  inches  in  thickness  for  the  uppermost  sixty 
(60)  feet  in  height  increasing  four  (4)  inches  for  the  next  lower 
portion  of  such  curtain  wall. 

(b)  Panel  walls  may  be  eight  (8)  inches  in  thickness  when  ap- 
proved construction  is  used. 

Sec.  A-627— WIRE  GLASS  AND  STEEL  SASH: 

Wire  glass  and  steel  sash  shall  be  required  in  all  windows  that 
have  an  exposure  of  fifty  (50)  feet  or,  less  from  any  other  building 
or  structure  except  the  lower  half  of  the  same  may  be  plain  glass 
when  in  the  opinion  of  the  Commissioner  of  Buildings  wired  glass 
is  not  necessary. 

Sec.  A-628— HEIGHT  OF  STORIES: 

The  height  of  stories  for  load  bearing  wall  constructed  second 
class  buildings  shall  not  exceed: 

1st  Story    16    Feet  in  the  clear 

2nd       " 14      "        "      "        " 

3rd  and  upper  Stories  12      "        "      "        " 
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In  load  bearing  wall  constructed  buildings  if  any  story  exceeds 
the  foregoing  height,  the  walls  of  any  such  story  and  all  walls  be- 
low that  story  shall  be  increased  four  (4)  inches  in  thickness. 

Sec.  A-629—AREA  BETWEEN  FIRE  WALLS  IN  SECOND 
CLASS  BUILDINGS: 

(a)  The  area  between  fire,  party  or  division  walls  in  second 
class  buildings  shall  be  to  wit  as  follows:  (See  Sec.  A-332  for  Sprink- 
lers.) 

With  automatic  sprinklers 
Fronting  on  Without  sprinklers  increase  100% 

One  street  6,500  Sq.  Ft.  13,100  Sq.  Ft. 

Two      "      8,000    "       "  16,000    "       " 

Three  or  more  Streets  10,000    "       "  20,000    "       " 

(b)  One  (1)  story  second  class  buildings  located  on  four  (4) 
streets  or  isolated  and  used  for  public  assembly  purposes  may  be 
unlimited  in  area. 

(c)  One  (1)  or  Two  (2)  story  second  class  buildings  located  on 
four  (4)  or  more  streets  or  isolated  and  used  for  the  manufacture 
of  incombustible  materials  may  have  the  area  increased  between 
fire  walls  or  fifty  (50)  per  cent  of  that  stated  above  in  the  fire  dis- 
trict or  unlimited  in  area  outside  the  fire  district  when  equipped  with 
approved   automatic   sprinklers. 

Sec.  A-630— DIVISION  OR  FIRE  AND  PARTY  WALLS : 

Division  or  fire  and  party  walls  in  second  class  buildings  shall 
be  run  through  the  roof  and  shall  extend  at  least  thirty  (30)  inches 
above  all  roofs  or  upward  projections  from  the  roof  and  shall  be 
not  less  than  twelve  (12)  inches  in  thickness  and  shall  be  capped 
with  a  tile  cr  other  approved  coping  so  applied  as  to  prevent  moisture 
from  entering  the  wall. 

Sec.     A-631— LIGHT  OR  VENT  SHAFTS: 

Walls  of  light  or  vent  shafts  shall  be  classed  as  curtain  walls 
unless  they  are  load  bearing  or  panel  walls. 

Sec.  A-632— HEIGHT  OF  SECOND  CLASS  BUILDINGS: 

No  second  class  building  shall  be  built  to  exceed  six  (6)  stories 
above  the  basement  or  seventy-five  (75)  feet  above  the  established 
grade  measured  from  the  grade  line  to  half  the  height  of  the  roof 
for  pitched  roofs  or  to  the  top  point  of  the  roof  for  flat  roofs. 

Sec.  A-633— CONSTRUCTION  OF  ELEVATOR  SHAFTS, 
HOISTWAY  AND  STAIRWAY  ENCLOSURES  IN  SECOND 
CLASS  BUILDINGS: 

(a)  In  all  second  class  buildings  all  stairs  shall  be  enclosed  in 
continuous  fireproof  wells  from  the  top  of  the  building  to  the  bottom, 
except  as  hereinafter  provided.  Such  stairways  shall  contain  a 
passageway  at  each  floor  level  equal  in  width  to  the  width  of  the 
stairs  so  that  a  continual  run  can  be  made  from  the  top  story  to 
the  first  floor  exit  without  passing  onto  any  open  floor  area.  At  the 
street  floor  of  all  such  stair  wells  the  stairs  and  railings  shall  be 
so  arranged  in  any  manner  approved  by  the  Commissioner  of  Build- 
ings that  people  will  not  get  to  the  basement  during  a  panic.  All  such 
stair  wells  which  include  a  basement  stairs  shall  have  a  fire  door  at 
the  street  floor  where  the  stairs  lead  to  the  basement.  Such  doors 
shall  open  into  the  stair  well  in  such  a  manner  that  travel  up  from 
the  basement  will  open  the  door  and  travel  into  the  basement  will 
close  the  door.     All  doors  to  stairs  shall  be  metal  clad,  marked  with 


August  19, 1925]  city  of  Indianapolis,  ind.  595 


exit  lights  arid  shall  open  with  the  direction  of  egress  to  the  street 
floor  and  shall  be  equipped  with  pressure  releasing  panic  locks.  The 
enclosing  walls  of  all  stair  wells  shall  be  composed  of  six  (6)  inches 
of  tile  for  panel  walls,  eight  (8)  inches  of  tile  for  curtain  walls,  or 
two  (2)  inches  of  approved  metal  lath  and  cement  plaster.  No  hol- 
low building  tile  or  masonry  shall  be  placed  on  any  wood  in  stair 
wells.  All  door  openings  to  stair  wells  shall  be  of  fire  resisting  con- 
struction. All  doors  shall  be  of  solid  face  and  built  of  fire  resisting 
construction.  Where  doors  are  of  wood  they  shall  be  lined  on  both 
sides  with  metal  at  least  twenty  (20)  gauge,  and  the  door  frames 
shall  be  of  metal  or  other  fire  resisting  construction  approved  by  the 
Commissioner  of  Buildings.  All  windows  in  such  stair  wells  shall  be 
of  metal  sash  and  wire  glass.  No  such  window  shall  exceed  sixteen 
square  feet  of  wire  glass  area. 

Note:  Stair  doors  for  second  class  buildings  may  be  of  one 
and  five-eighths  (1%)  inch  lumber  covered  on  the  exposed  side  with 
eighteen  (18)  gauge  metal.  All  stair  exits  shall  be  marked  in  same 
manner  as  for  theater  exits. 

(b)  All  passenger,  freight  elevator  shafts  or  stairways  extend- 
ing more  than  two  (2)  stories  in  height  hereafter  placed  in  any 
second  class  building  designed,  used  or  built  for  any  purpose  what- 
soever shall  be  entirely  enclosed  for  the  full  height  in  suitable  walls 
of  brick,  tile  or  concrete.  Any  such  elevator  shafts  or  stair  wells  may 
be  enclosed  with  two  (2)  inches  of  solid  cement  plaster  applied  to 
approved  steel  lath  on  metal  studs  or  angles  anchored  at  each  floor 
and  ceiling  in  an  approved  manner.  The  door  frames  of  any  open- 
ings in  elevator  shafts  or  stair  wells  shall  be  constructed  of  heavy 
steel  jams  which  extend  for  the  full  height  of  each  story  and  are  an- 
chored at  the  floor  and  ceiling,  however,  any  plaster  that  is  exposed 
to  an  open  floor  shall  be  cased  to  a  height  of  thirty-six  (36)  inches 
above  each  floor  with  an  abrasive  resisting  wainscoting. 

(c)  If  the  enclosing  walls  are  of  brick  or  tile  laid  in  cement 
mortar  or  of  concrete,  and  not  used  as  bearing  walls,  they  must  be 
eight  (8)  inches  in  thickness  for  not  more  than  fifty  (50)  feet  of 
their  uppermost  height  and  increased  in  thickness  four  (4)  inches  for 
the  remaining  lower  portions  or  parts  thereof.  Where  each  story  is 
carried  on  iron  or  reinforced  concrete,  frame  work,  and  burnt  clay, 
tile  or  other  approved  materials  are  used  the  walls  shall  not  be  less 
than  six  (6)  inches  except  as  above  provided  for  approved  steel  lath 
and  plaster. 

(d)  In  all  cases  wherever  an  elevator  goes  to  the  top  floor,  the 
enclosing  walls  of  the  elevator  shaft  must  be  continued  so  as  to  en- 
tirely close  off  the  attic  space  from  the  shaft  and  suitable  windows 
or  skylights  provided  for  light  and  ventilation,  providing,  however, 
when  the  elevator  engine  is  placed  overhead  the  same  shall  rest 
on  a  solid  slab  of  incombustible  material.  In  all  cases  a  small  open- 
ing of  sufficient  size  must  be  provided  to  permit  easy  access  to  any 
elevator  machinery  that  is  in  the  top  of  the  shaft,  such  openings  shall 
be  equipped  with  a  fire  door.  All  openings  in  fire  resisting  elevator 
shaft  enclosures  shall  be  protected  by  fire  doors  approved  by  the 
Commissioner  of  Buildings  for  the  purpose.  In  factories  and  ware- 
houses where  elevator  shafts  open  directly  into  a  storage  room  no 
plain  or  wire  glass  will  be  permitted  in  the  elevator  doors.  All  fire 
doors  shall  be  constructed  and  hung  on  incombustible  supports  and 
frames  in  a  manner  approved  by  the  Commissioner  of  Buildings. 
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(e)  A  stairway  and  an  elevator  or  elevators  shall  not  be  per- 
mitted within  the  same  enclosure. 

Sec.  A-634— STAIRWAYS  IN  SECOND  CLASS  BUILDINGS: 

(a)  In  every  second  class  building  two  (2)  stories  or  over  in 
height  above  the  basement,  hereafter  erected  or  altered  in  whole  or 
in  part  with  area  between  fire,  party  or  division  walls  as  described 
below  there  must  be  provided  as  a  minimum  at  least  one  (1)  enclosed 
stairway  and  one  (1)  smoke  tower  fire  escape  neither  less  than  three 
(3)  feet  six  (6)  inches  minimum  width  of  each  stairs  in  the  clear, 
placed  as  far  remote  from  each  other  as  possible,  with  exits  from  the 
building  opening  immediately  to  a  public  highway,  or  court  and  fire- 
proof passageway  to  a  public  highway,  with  exit  doors  opening  out- 
wardly and  properly  provided  with  pressure  releasing  panic  locks. 
All  such  stairs  shall  be  built  without  winders  and  with  uniform  treads 
and  risers  throughout  each  flight  and  no  flight  shall  be  built  to1  rise 
to  a  vertical  height  in  excess  of  eight  (8)  feet  without  a  proper  land- 
ing equal  in  width  to  the  width  of  the  stairs.  When  such  stairs  shall 
return  directly  on  themselves,  a  half-space  landing  shall  be  provided 
whose  major  dimension  shall  be  twice  the  width  of  the  stairs  in  the 
direction  of  the  run  of  the  stairs  and  shall  not  be  less  than  the  width 
of  the  stairs  in  the  lesser  dimension.  All  such  stairways  shall  have 
railings  on  each  side  thereof.  Stairways  which  are  six  (6)  feet  and 
over  in  width  shall  be  provided  with  intermediate  hand  rails  and 
newel  posts. 

(b)  In  second  class  buildings,  of  Grade  C,  Grade  D,  Oracle  E, 
and  Grade  F,  except  mercantile  buildings,  no  riser  shall  be  greater 
in  height  than  eight  (8)  inches  and  no  tread  shall  be  less  than  ten 
(10)  inches  in  width  exclusive  of*  any  nosings. 

(c)  In  second  class  buildings  of  Grade  A  and  Grade  B  and  all 
mercantile  buildings  no  riser  shall  be  greater  in  height  than  seven 
(7)  inches  and  no  tread  shall  be  less  than  eleven  (11)  inches  in  width. 

(d)  No  winders  will  be  permitted  in  any  stairs  of  any  building 
of  second  class  construction.  No  winders  will  be  permitted  in  smoke 
tower  fire  escapes. 

(e)  All  stairs  shall  be  clearly  marked  with  approved  exit  lights 
at  each  floor  or  story*  height. 

(f )  For  all  second  class  buildings  the  minimum  width  of  stairs 
shall  be  to  wit  as  follows: 

Area  between  fire,  party  and  Lineal  feet  of  width 

division  walls.  of  stairs. 

Up  to  6,000  Sq.  Ft.  7       Ft. 

6,000  to  12,000  Sq.  Ft.  10%   Ft. 

12,000  to  20,000  Sq.  Ft.  14       Ft. 

(g)  In  second  class  buildings  no  floor  space  shall  be  more  than 
one  hundred  (100)  feet  from  any  exit  stair  door,  except  warehouses 
and  storage  buildings. 

Sec.  A-635— SMOKE  TOWER  FIRE  ESCAPES  IN  SECOND 
CLASS  BUILDINGS: 

(a)  Second  class  buildings  that  have  a  floor  area  between  fire 
walls  up  to  and  not  exceeding  six  thousand  (6,000)  square  feet 
shall  be  provided  with  one  (1)  smoke  tower  in  addition  to  one  (1) 
enclosed  fireproof  stairs;  placed  as  far  remote  from  each  other  as 
possible. 

(b)  Second  class  buildings  that  have  a  floor  area  between  fire 
walls  of  six  thousand  (6,000)  square  feet  and  not  exceeding  twelve 
thousand  (12,000)  square  feet  shall  be  provided  with  two  (2)  smoke 
tower  fire  escapes  in  addition  to  one  (1)  enclosed  fireproof  stairs; 
placed  as  far  remote  from  each  other  as  possible. 
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(c)  Second  class  buildings  that  have  a  floor  area  between  fire 
walls  in  excess  of  twelve  thousand  (12,000)  square  feet  shall  be 
provided  with  two  (2)  smoke  tower  fire  escapes  in  addition  to  two 
(2)  enclosed  firepiroof  stairs;  placed  as  far  remote  from  each  other 
as  possible. 

(d)  A  smoke  tower  fire  escape  shall  be  constructed  entirely  of 
incombustible  material  with  the  stairs  located  within  the  main  walls 
of  the  building  and  entirely  closed  off  from  the  building  by  unpierced 
walls  at  least  eight  (8)  inches  in  thickness.  This  enclosure  shall  be 
known  as  a  smoke  tower. 

(e)  No  flight  of  stairs  in  the  smoke  tower  shall  rise  to  a  greater 
height  than  eight  (8)  feet  without  a  landing  equal  in  width  to  the 
width  of  the  stairs.  The  minimum  width  of  such  stairis  or  landing 
shall  be  three  (3)  feet  six  (6)  inches.  The  lesser  dimension  of  any 
landing  shall  always  be  equal  or  greater  than  the  width  of  the  stairs. 
Such  stairs  shall  be  continuous  from  the  top  story  to  the!  street  level 
and  shall  have  hand  rails  on  both  sides  thereof. 

(f )  There  shall,  be  a  stair  landing  at  each  story  height  on  an 
exact  level  with  the  same. 

(g)  At  each  story  height  there  shall  be  provided  an  approved 
metal  or  reinforced  concrete  runway  three  (3)  feet  in  width;  pro- 
vided with  approved  railings;  located  at  an  exact  level  of  each  story 
or  intermediate  story  and  fastened  on  the  outside  of  the  building  with 
approved  brackets. 

(h)  At  each  story  height  there  shall  be  provided  two  (2)  ap- 
proved doors  not  less  than  two  (2)  feet  eight  (8)  inches  in  width, 
said  doors  to  open  directly  to  the  metal  runway  in  an  approved  man- 
ner and  with  the  egress.  One  door  shall  open  from  the  main  floor 
area  of  the  building  onto  the  metal  or  reinforced  concrete  runway. 
One  door  shall  provide  egress  from  the  runway  to  the  smoke  tower, 
one  of  the  said  doors  shall  be  at  each  end  of  the  runway.  All  doors 
shall  be  equipped  with  approved  panic  hardware. 

Sec.  A-636— WATER  OUTLETS  AND  SCUPPERS: 

(a)  There  shall  be  provided  in  all  factories,  warehouses  and 
mercantile  buildings  of  the  second  class  approved  water  outlets  for 
all  floors  so  distributed  as  to  provide  one  (1)  outlet  for  every  two 
thousand  (2,000)  square  feet  of  floor  area.  These  outlets  shall  be 
set  below  the  floor  level  and  arranged  to  convey  water  to  the  outside 
of  such  buildings  or  structures  where  floors  are  flooded  in  case  of  fire. 

(b)  All  basement  or  cellar  rooms  of  such  buildings  or  struc- 
tures shall  be  provided  with  floor  outlets  or  drains  connected  with  the 
city  sewer. 

Sec.  A-637— FLOORS  TO  BE  POSTED  IN  ALL  SECOND 
CLASS  BUILDINGS: 

(a)  All  floors  in  any  second  class  building  used  for  any  purpose 
whatsoever  shall  have  posted  on  each  floor  on  each  of  the  four  (4) 
walls  and  made  a  part  of  the  wall  a  metal  plate  of  noncorrosive  metal 
giving  in  heavy  outline  the  allowable  average  floor  load  for  that 
floor  or  part  of  a  floor. 

(b)  When  different  bays  of  any  floor  are  designed  to  carry  dif- 
ferent live  loads  each  bay  of  such  floor  or  floors  shall  be  marked.  Such 
markers  shall  be  fastened  to  the  columns  in  a  strong  and  thorough 
manner. 

(c)  Such  markers  shall  have  letters  and  figures  at  least  one  (1) 
inch  high  and  shall  read  as  follows: 
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DO  NOT  OVERLOAD  THIS  FLOOR 

CAPACITY POUNDS  PER  SQ.  FT. 

Sec.  A-638— WINDOWS  ON  THE  INSIDE  PROPERTY  LINE: 

In  any  second  class  building  no  windows  shall  be  placed  in  any- 
wall  on  the  inside  property  lines,  providing  however,  that  windows 
may  be  placed  in  walls  located  four  (4)  feet  from  the  inside  property 
line. 

Exception — One  story  nonresidence  buildings. 

Sec.  A-639— PUBLIC  ASSEMBLY  HALLS: 

(a)  No  public  assembly  hall  shall  be  located  on  any  floor  of  a 
second  class  building  above  the  third  floor. 

(b)  No  public  assembly  hall  with  a  capacity  of  over  eight  hun- 
dred (800)  people  shall  be  located  or  used  on  the  third  floor  of  a 
second  class  building  of  any  grade. 

(c)  No  stage  whatsoever  shall  be  used  as  an  adjunct  to  a  public 
assembly  hall  on  the  third  floor  of  a  second  class  building  of  any 
grade. 

(d)  No  fixed  seats  will  be  permitted  to  be  used  on  the  third 
floor  in  any  assembly  hall  of  a  second  class  building. 

(e)  Public  assembly  halls  with  fixed  seats  and  a  minor  stage 
and  a  capacity  of  not  to  exceed  eight  hundred  (800)  people  will  be 
permitted  on  the  second  floor  of  any  second  clasf,  building. 

(f)  Where  any  basement  or  cellar  is  constructed  under  such 
assembly  hall  the  floor  construction  over  such  basement  or  cellar  shall 
be  of  fire-resisting  construction.  No  entrance  to  such  basement  shall 
be  constructed  with  egress  into  the  assembly  hall  but  such  entrance 
shall  be  to  the  outside    of  the  building. 

(g)  No  g*arage  of  any  sort  shall  be  located  in  any  assembly 
hall,  under  any  assembly  hall,  or  in  the  same  building  with  an  assem- 
bly hall  of  any  building  of  second  class  construction. 

(h)  Public  assembly  halls  shall  have  exits  provided,  figuring 
all  exits,  and  other  exit  equipment  the  same  ,as  for  theaters. 

(i)  A  major  stage  shall  not  be  permitted  in  any  second  class 
building. 

Sec.  A-640— DWELLINGS  AND  APARTMENT  HOUSES: 

For  special  regulations  regarding  dwellings  and  apartment 
houses  consult  other  parts  of  this  Code  also. 

INDIANAPOLIS  BUILDING  CODE 
DIVISION  A— PAR'tf  SEVEN 
THIRD    CLASS    BUILDINGS    AND    OTHER    PROVISIONS    OF 
CONSTRUCTION 
Sec.  A-701— THIRD   CLASS  BUILDING— ORDINARY     CON- 
STRUCTION: 

(a)  Buildings  of  the  third  cl>ass  shall  be  constructed  with  walls 
of  masonry,  massive  or  reinforced  concrete  or  approved  incombustible 
materials  of  a  thickness,  to  wit,  as  follows: 

WALLS  MINIMUM  THICKNESS  IN  INCHES 

(See  Sec.  A-722) 

Stories  Basement  1st  2nd  3rd 

1      12  12 

2      12  12  12 

3      16  12  12  12 

(b)  Buildings  of  the  third  class  shall  not  exceed  three  (3) 
stories  in  height  or  forty-five   (45)  feet  above  the  established  grade. 
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(c)  The  external,  party,  fire  and  division  walls  shall  be  of 
masonry,  massive  or  reinforced  concrete  or  equally  substantial  and 
fire  resisting  materials. 

(d)  Any  building  or  structure  constructed  with  masonry,  rein- 
forced concrete,  or  massive  concrete  exterior  walls  and  with  un- 
protected steel  columns  supporting  any  floor  load  shall  be  classed  as 
a  third  class  building. 

Sec.  A-702— THIRD  CLASS  BUILDINGS— ERECTION— RE- 
PAIRS: 

(a)  No  third  class  building  shall  be  altered  or  repaired  more 
than  fifty  (50)  per  cent  from  the  original  construction;  in  the  first 
or  second  fire  zones;  if  damaged  or  altered  by  any  cause  whatsoever, 
and  the  Commissioner  of  Buildings  may  condemn  such  buildings  when 
so  damaged  from  any  cause  whatsoever. 

(b)  No  tnird  class  building  shall  be  erected  in  the  fire  zones, 
except  in  the  second  fire  zone  two  story  third  class  buildings  may  be 
erected  when  the  total  area  between  fire  walls  does  not  exceed  five 
thousand  (5,000)  square  feet  without  approved  automatic  sprinklers, 
with  an  increase  of  one  hundred  (100)  per  cent  when  two  source  ap- 
proved automatic  sprinklers  are  provided.  (See  Sec.  A-902  and 
A-903.) 

(c)  Third  class  butldings  may  be  bu'lt  outside  of  the  fire  zones 
All  public  garage  buildings  located  outside  of  the  fire  zones  shall  be 
buildings  of  third  class  or  better. 

(d)  Third  class  buildings  may  be  built  on  the  side  property 
line  when  there  is  no  conflict  with  the  zoning  ordinances  or  other  laws 
or  ordinances  or  this  Code. 

(e)  All  filling  stations  outside  of  the  first  fire  zone  shall  be 
third  class  buildings  or  better. 

Sec.  A-703— DIVISION— PARTY  OR  FIRE  WALLS: 

(a)  All  division,  party  or  fire  walls  in  third  class  buildings  shall 
be  not  less  than  those  walls  described  in  Section  701  above.  Such 
walls  shall  be  carried  and  extended  upward  above  the  roof  twenty- 
four  (24)  inches  at  any  point  and  shall  be  capped  with  tile  or  other 
approved  material  sufficient  to  prevent  passage  of  water  into  the  wall. 

(b)  All  openings  in  such  walls  shall  be  equipped  on  either  sid< 
thereof  with  approved  fire  doors  so  constructed  and  hung  with  fusible 
links  as  to  close  in  case  of  excessive  heat  or  fire.     (Sec.  A-334.) 

Sec.  A-704— NO  MASONRY  ON  WOOD: 

No  wooden  lintel  shall  be  used  to  support  masonry  or  concrete  in 
any  third  class  building.  No  masonry  shall  rest  on  any  wooden  floor 
beam  or  wooden  support  of  any  sort. 

Sec.  A-705— CONSTRUCTION  OF  ROOFS  AND  FLOORS: 

The  floors  and  roof  of  third  class  buildings  may  be  of  joist  con- 
struction. The  partitions  may  be  of  wood  studs  covered  with  wood 
lath  and  plaster.  The  roof  of  any  third  class  building  shall  be  covered 
with  slate,  tile,  metal;  or  any  roofing  material  that  will  pass  the 
tests  of  this  Code  as  Class  B  roofing. 

Sec.  A-706— FIRE  CUTTING: 

All  joists,  beams  or  girders  entering  masonry  walls  in  third  class 
buildings  shall  be  fire  cut  so  that  the  upper  edge  of  the  same  ex- 
tends not  to  exceed  one  (1)  inch  into  the  wall.  All  such  joists, 
beams  or  girders  shall  have  at  least  a  four  (4)  inch  bearing. 
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Sec.  A-707— FIRE-BLOCKING— PLATES : 

(a)  Immediately  under  and  over  each  stud  partition  in  third 
class  buildings  there  shall  be  two  (2)  inch  wooden  plate.  All  par- 
titions shall  be  fire-blocked  midway  between  each  floor  and  ceiling 
with  approved  fire-blocking  thoroughly  fastened. 

(b)  All  sewer  piping,  water,  gas  or  other  piping  shall  be  thor- 
oughly fire-blocked  at  the  floor  and  ceiling  and  midway  between  the 
floor  and  ceiling  when  such  pipes,  run  up  through  feny  partitions  or 
walls  of  combustible  construction.  All  furnace  pipes  shall  be  fire- 
blocked.  Furnace  piping  shall  have  metal  wings  riveted  to  the  pipes 
of  sufficient  size  that  the  wing  can  be  nailed  to  the  studding  and 
completely  close  off  and  block  the  air  space  between  the  studding. 
At  least  one  (1)  inch  of  plastering  shall  be  placed  over  such  fire- 
blocking  to  make  the  same  air  tight.  Special  formed  metal  fire- 
blocking,  or  other  approved  blocking  shall  be  used  around  other 
piping  and  the  same  covered  with  plastering. 

Sec.  A-708— PARTITION  SUPPORTS: 

In  third  class  buildings  where  partitions  run  parallel  with  the 
floor  joists  a  double  joist  shall  be  placed  under  each  partition.  Such 
double  joists  shall  have  three  quarter"  (%)  inch  spacers  between  the 
joists  to  facilitate  electrical  wiring. 

Sec.  A-709— WINDOW  AND  DOOR  FRAMES: 

No  skeleton  or  plank  window  or  door  frame  shall  be  used  in  a 
third  class  building  unless  the  same  are  at  least  of  one  and  five 
eighths   (1%)  inch  in  thickness.     (Market  lumber  dimension.) 

Sec.  A-710— PILASTER  CONSTRUCTION: 

Where  third  class  buildings  are  of  pilaster  and  panel  wall  con- 
struction and  all  structural  loads  are  carried  by  the  pilaster  eight  (8) 
inch  panel  walls  may  be  used  between  the  pilasters. 

Sec.  A-711— POST  CAPS: 

(a)  In  third  class  buildings  of  beam  and  girder  construction  all 
post  caps  shall  be  of  metal  of  sufficient  strength  to  carry  the  struc- 
tural loads.  All  such  caps  shall  be  substantially  fastened  to  the 
posts  and  beams  or  girders.  All  beams  entering  the  walls  shall  be 
tire  cut  and  anchored  thereto  in  a  manner  satisfactory  to  the  Com- 
missioner of  Buildings.  Each  beam  or  girder  shall  be  connected 
across  the  post  caps  so  as  to  form  a  continuous  tension  member  hold- 
ing the  opposite  walls  in  place.  Where  floor  and  roof  joists  enter 
masonry  walls  of  third  class  buildings  such  roof  or  floor  timbers  shall 
be  anchored  into  the  wall  with  ,an  approved  (T)  anchor  every  six 
(6)  feet  throughout  the  whole  length  of  all  such  walls.  Such  an- 
chors shall  be  fastened  so  as  to  procure  ready  release  of  the  joist 
in  the  wall  in  case  of  fire. 

(b)  All  beams  or  girders  shall  rest  on  post  caps.  Each  column 
of  successive  stories,  shall  rest  on  the  post  caps. 

Sec.  A-712— WINDOWS  ON  SIDE  PROPERTY  LINES: 
In  third  class  buildings  no  windows  shall  be  placed  in  any  wall 
located  on  the  inside  property  lines,  providing,  however,  that  win- 
dows may  be  placed  in  such  walls  when  the  walls  are  located  at  least 
four  (4)  feet  from  the  inside  property  lines.  Courts  and  air  shafts 
recessed  at  least  four  (4)  feet  from  the  inside  property  line  will  be 
considered  as  walls  four  (4)  feet  from  the  inside  property  line  and 
such  courts  or  air  vents  may  have  windows  therein. 
Exception — One-story  nonresidence  buildings. 
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Sec.  A-713— METAL  TIES  IN  MASONRY  WALLS: 

No  metal  tie  or  metal  bond  shall  be  used  in  masonry  walls  in 
any  third  class  building  except  in  two  (2)  story  buildings  where 
twelve  (12)  inch  walls  fare  required  the  outer  four  (4)  inches  of  the 
twelve  (12)  inch  wall  may  be  tied  to  the  remaining  eight  (8)  inch 
■wall  by  approved  noncorrosive  metal  ties.  The  eight  (8)  inch  part 
thereof  shall  have  masonry  bonds. 

Sec.  A-714— SCUTTLE  DOORS: 

Under  the  roof  and  above  the  ceiling  of  the  top  floor  of  all  third 
class  buildings  the  attic  space  thereof  shall  be  provided  with  ample 
and  sufficient  scuttle  doors  to  provide  ready  means  of  access  to  said 
attic  space. 

Sec.  A-715— AREAWAYS  AROUND  THIRD  CLASS  BUILD- 
INGS: 

In  all  areaways  around  a  third  class  building  such  iareaways 
shall  be  provided  with  suitable  ducts  to  the  sewer  or  a  dry  well  to 
conduct  the  water  therefrom  away  from  the  walls  of  the  building. 

Sec.  A-716— BRIDGING  IN  THIRD  CLASS  BUILDINGS: 

There  shall  be  one  (1)  row  of  pairs  of  two  (2)  inch  by  two  (2) 
inch  or  one  (1)  inch  by  four  (4)  inch  substantial  bridging  trussed  to 
adjacent  joists  in  third  class  buildings  in  such  manner  that  a  con- 
tinuous row  of  bridging  braces  all  joists  at  least  every  six  (6) 
feet  in  length  of  the  joists  or  fraction  thereof.  Such  bridging  shall 
be  nailed  to  the  top  of  one  joist  and  to  the  bottom  of  the  adjacent 
with  two   (2)   six   (6)   penny  nails  at  each  end  of  such  bridging. 

Sec.  A-717— STIRRUPS  AND  HANGERS: 

In  third  class  buildings  all  joists  framing  into  beams  shall  be 
hung  in  approved  stirrups  or  approved  brackets  unless  such  joists 
rest  on  top  of  said  beams  or  girders. 

Sec.  A-718— IRON  OR  STEEL  ON  WOOD: 

Iron  or  steel  beams  may  be  used  in  third  class  construction  where 
the  use  of  wooden  beams  would  be  impractical  due  to  the  size.  Such 
steel  beams,  may  be  placed  on  wooden  columns  when  such  columns 
are  no  less  than  six  (6)  inches  in  least  dimension.  (Market  lumber 
dimensions.) 

Exception — Dwelling  construction  use  four  (4)  inch  by  four  (4) 
inch  supports. 

Sec.  A-719— DOUBLE  WALL  CONSTRUCTION: 

(a)  Double  wall  construction  of  reinforced  concrete  may  be  used 
in  the  erection  of  third  class  buildings,  provided  that  the  same  .amount 
of  material  is  used  as  in  solid  masonry,  and  the  concrete  mixed  as 
provided  elsewhere  in  the  Code,  and  further  provided  that  there  shall 
be  steel  reinforcement  as  hereinafter  provided  and  that  the  void  in 
such  wall  shall  not  exceed  thirty-three  and  one-third  (33%)  per  cent. 

(b)  All  such  double  wall  construction  shall  have  steel  rein- 
forcement of  not  less  than  three-tenths  (3/10)  of  one  (1)  per  cent; 
the  tie  rods  or  vertical  reinforcing  steel  shall  be  spaced  not  more  than 
twelve  (12)  inches  centers  and  the  horizontal  reinforcing  rods  not 
more  than  nine  (9)  inches  centers  and  wired  together  at  each  inter- 
section. All  rods  shall  be  lapped  for  a  sufficient  length  to  develop 
their  full  stress  for  adhesion.  Additional  bars  shall  be  set  over 
all  openings.  The  steel  shall  be  confined  within  the  concrete  and 
placed  where  the  combination  will  develop  the  greatest  strength  and 
the  rods  shall  be  placed  and  secured  so  as  to  resist  a  pressure  of 
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thirty  (30)  pounds  per  square  foot;  either  from  the  exterior  or  the 
interior  of  each  and  every  square  foot  of  wall  panel. 

Sec.  A-720— FOUNDATIONS  OF  THIRD  CLASS  BUILDINGS: 

(a)  All  foundation  footings  for  third  class  buildings  shall  be 
forty-eight  (48)  inches  below  the  established  grade  (except  one  (1) 
story  accessory  garages  and  porch  columns  of  masonry  shall  have 
footings  not  less  than  thirty  (30)  inches  below  the  established  grade). 
All  such  foundations  shall  be  of  masonry,  massive  concrete  or  rein- 
forced concrete.  No  foundation  wall  shall  be  constructed  of  any  ma- 
terial which  will  absorb  more  than  the  following  percentage  of  water 
by  weight  to  wit,  jas  follows: 

(b)  Any  mixture  or  form  of  Portland  cement  sand  and  gravel 
or  other  ingredients  known  as  forms  of  concrete  shall  not  absorb 
more  than  fourteen  (14)  pounds  of  water  per  cubic  foot  of  actual 
concrete. 

(c)  Any  form  of  tile  or  brick  masonry  shall  not  absorb  more 
than  ten  (10)  per  cent  of  water  by  weight. 

(d)  All  bearing  walls  of  masonry,  massive  or  reinforced  con- 
crete shall  have  footings  under  the  same  at  least  four  (4)  inches 
wider  than  the  wall  and  of  a  thickness  not  less  than  one-third  (Vs) 
of  the  width  thereof. 

(e)  All  foundations  which  are  constructed  with  no  access  below 
the  first  floor  joists  shall  be  provided  with  air  vents  at  each  side  of 
the  structure  to  prevent  dry  rot  of  the  timbers  and  floor. 

Sec.  A-721— PARAPET  WALLS  IN  THIRD  CLASS  BUILD- 
INGS: 

Parapet  walls  shall  be  of  the  same  thickness  as  the  walls  of  the 
last  story  or  story  immediately  below  the  roof  timbers;  and  shall  be 
at  least  eighteen  (18)  inches  above  the  roof  at  all  points. 

Sec.  A-722— WALL  REDUCTION  OF  THIRD  CLASS  BUILD- 
INGS: 

Thg(  last  story  above  the  basement  in  third  class  buildings  may 
have  the  walls  thereof  reduced  to  eight  (8)  inch  walls  in  buildings  of 
Grade  C  and  Grade  D.  If. only  the  first  story  is  of  Grade  E  (except 
garage  buildings  or  any  other  building  where  gasoline  or  other  ex- 
plosive and  inflammable  materials  are  kept  in  any  quantity  in  excess 
of  ten  (.10)  gallons),  then  the  top  story  or  last  story  above  the  base- 
ment may  have  the  walls  thereof  reduced  to  eight  (8)  inches  pro- 
viding the  height  of  such  eight  (8)  inch  wall  including  the  parapet 
is  not  over  fourteen  (14)  feet. 

Sec.  A-723— CELLAR  DEPTH  IN  THIRD  CLASS  BUILDINGS: 
The  finished  floor  of  any  cellar  in  a  third  class  building  of  Grade 
A,  Grade  B,  Grade  E,  and  Grade  F,  shall  be  at  least  eight  (8)   feet 
below  the  beams  or  floor  joists  above. 

Sec.  A-724— AREA  OF  FLOOR  BETWEEN  FIRE,  PARTY 
OR  DIVISION  WALLS: 

(a)     The  floor  area  between  fire,  party  or  division  walls,  shall 
not  exceed  the  following,  except  as  hereafter  provided. 
Fronting  on  Without  Sprinklers  With  Automatic  Sprinklers 

One  street  5,000  Sq.  Ft.  10,000  Sq.  Ft. 

Two       "  6,000    "       "  12,000    "    '  " 

Three    "  7,500    "       "  15,000    "       " 

(See  Sec.  A-332  for  Sprinklers.) 
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(b)  If  the  building  is  designed  for  apartment  house  or  family- 
unit  purposes  a  fire,  party  or  division  wall  shall  be  provided  between 
every  three  (3)  apartments  in  any  one  direction  or  row,  in  all 
cases. 

(c)  If  the  building  is  on  four  (4)  streets  or  isolated  and  not 
over  one  (1)  story  in  height  and  used  for  manufacturing  noncom- 
bustible  materials  there  shall  be  no  limit  between  fire  walls. 

(d)  Any  one  (1)  story  assembly  hall  located  on  four  (4)  streets 
or  isolated  and  built  of  third  class  construction  may  be  unlimited  in 
area;  provided,  however,  where  any  basement  is  constructed,  the  floor 
of  the  assembly  hall  over  the  basement  shall  be  of  fire-resistinn-  con- 
struction. 

Sec.  A-725— PUBLIC  GARAGE  BUILDINGS  OF  THE  THIRD 
CLASS: 

(a)  All  public  garage  buildings  of  the  third  class  shall  have  all 
the  windows  thereof  composed  of  wire  glass  and  steel  sash  unless  the 
distance  from  the  walls  of  the  garage  to  any  other  property  line  or 
property  which  may  be  built  upon  is  in  excess  of  fifty  (50)  feet. 

(b)  All  such  third  class  public  garage  buildings  shall  have  two 
(2)  large  automobile  exit  doors  placed  as  far  remote  from  each  other 
as  possible. 

(c)  Where  goods  are  displayed  for  sale  in  such  garage  build- 
ings such  display  area  shall  be  separated  from  the  space  used  for  the 
storage  of  automobiles  by  a  fire  or  division  wall.  The  office  of  such 
garage  may  be  in  the  same  area  as  the  storage  of  ce*rs,  providing 
that  it  does  not  exceed  five  hundred  (500)  square  feet  in  area. 

Sec.  A-726— MONITORS,  SKYLIGHTS  AND  VENTS: 

(a)  All  monitors,  skylights,  air  vents  or  other  openings  in  the 
roof  sheathing  shall  have  the  sides  thereof  extend  at  least  eighteen 
<18)   inches  above  the  roof  at  all  points. 

Exception:     Grade  D  Buildings. 

Sec.  A-727— LINTELS— PIPE  CHASES: 

(a)  No  wooden  lintel  shall  be  used  to  support  any  masonry  or 
massive  concrete  whatsoever. 

(b)  Pipe  chases  shall  not  be  cut  in  eight  (8)  inch  walls. 

(c)  In  thicker  walls,  twelve  (12)  inch  or  thicker,  pipe  chases 
shall  not  be  cut  but  may  be  built  into  the  wall,  however,  the  back  of 
such  chases  shall  not  be  less  than  six  (6)  inches  in  any  case. 

Sec.  A-728— CONSTRUCTION  OF  ELEVATOR  SHAFTS, 
HOISTWAY,  DUMBWAITER  AND  STAIR  ENCLOSURES  IN 
THIRD  CLASS  BUILDING— FIRE  DOORS. 

(a)  In  all  third  class  buildings  all  elevator,  hoistway  dumb- 
waiter shafts,  and  stairways  extending  more  than  two  (2)  floors 
shall  be  enclosed  in  walls  of  six  (6)  inch  tile  or  two  (2)  inches  of  ap- 
proved metal  lath  and  plaster. 

(b)  All  openings  to  stairs  shall  be  protected  with  fire  resisting 
doors  approved  by  the  Commissioner  of  Buildings  for  the  purpose. 
All  such  stair  doors  shall  open  with  the  egress  from  the  building  and 
shall  be  equipped  with  approved  pressure  releasing  locks.  No  stairs 
shall  be  constructed  so  the  stairs  is  continuous  to  the  basement  but 
shall  be  constructed  so  that  the  ingress  to  the  basement  will  be  diffi- 
cult, and  entirely  cut  off  by  approved  fire  doors.  Such  doors  shall 
protect  the  street  floor  from  the  basement  and  shall  open  with  the 
egress  from  the  basement.     No  winders  shall  be  permitted. 
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Sec.  A-729-— STAIRS  IN  APARTMENT  HOUSES  OF  THIRD 
CLASS: 

In  apartment  houses  two  (2)  or  more  stories  in  height  and  of 
third  class  construction  two  (2)  or  more  fireproof  stairs  shall  be  pro- 
vided in  such  a  manner,  that  no  entrance  door  of  any  apartment  is 
more  than  eighty  (80)  feet  from  an  exit  stair  door  and  that  the  pass- 
age thereto  is  through  a  fireproof  hallway  from  the  said  apartment  to 
the  stair  door.  Approved  fire  resisting  doors  shall  be  constructed  at 
each  floor.  The  stairs  shall  be  so  constructed  that  the  ingress  to  the 
basement  will  be  difficult.  Approved  fire  doors  will  be  required  at 
the  top  and  at  the  bottom  of  the  stairs  to  the  basement  unless  the 
furnace^  storage  or  other  rooms  are  fireproofed  and  equipped  with 
self  closing  fire  doors  that  are  closed  at  all  times.  In  the  latter  case 
only  one   (1)  fire  door  will  be  required. 

Sec.  A-730— EXITS  FROM  BASEMENTS: 

(a)  In  third  class  buildings  where  goods  are  sold  in  the  base- 
ment at  least  one  (1)  exit  stairs  shall  lead  directly  to  the  public 
highway  or  fireproof  passageway  to  a  public  highway. 

(b)  In  all  apartment  houses  of  third  class  a  basement  exit 
stairs  shall  lead  directly  to  the  outside  from  the  boiler  or  furnace 
room. 

Sec.  A-731— REQUIREMENTS  FOR  STAIRS  ACCORDING  TO 
FLOOR  AREA  BETWEEN  FIRE,  PARTY  OR  DIVISION  WALLS 
GENERAL. 

(a)  In  no  case  in  any  third  class  building  shall  there  be  less 
than  two  (2)  stairways  or  two  (2)  stairs  and  stair  wells  placed  be- 
tween fire,  party  or  division  walls  (except  as  provided  for  flats  or 
apartments).  Such  stairs  shall  be  placed  as  far  remote  from  each 
other  as  possible. 

(b)  The  minimum  width  of  stair  tread  shall  be  three  (3)  feet 
six  (6)  inches. 

(c)  No  such  exit  stairs  shall  rise  to  a  vertical  height  of  over 
eight  (8)  feet  without  a  landing  equal  in  width  to  the  width  of  the 
stairs. 

(d)  In  all  buildings  of  Grade  C  no  stair  riser  shall  exceed 
seven  and  one-half  (IVz)  inches  in  vertical  height  and  no  tre'ad  shall 
be  less  than  ten   (10)  inches  exclusive  of  the  nosing. 

(e)  In  buildings  of  the  third  class  of  Grade  A  and  Grade  B  no 
stair  riser  shall  exceed  seven  (7)  inches  in  height  and  no  trejad  shall 
be  less  than  eleven  (11)  inches  in  width  exclusive  of  any  nosings. 

(f)  In  buildings  of  the  third  class  and  of  Grade  E  and  Grade 
F  no  stairs  shall  have  any  riser  which  exceeds  eight  (8)  inches  in 
height  nor  any  stair  tread  that  is  less  than  ten  (10)  inches  in 
width  exclusive  of  any  nosing. 

(g)  Windows  lighting  stairs  in  third  class  buildings  may  be 
of  metal  sash  and  wire  glass  when  required  by  the  Commissioner,  of 
Buildings. 

(h)  No  closets  will  be  permitted  under  stairs  in  third  class 
buildings  used  for  manufacturing,  mercantile,  office  or  apartment 
house  purposes  (except  by  special  permission  from  the  Commissioner 
of  Buildings,  the  space  under  the  stairs  may  be  used  when  the 
same  is  protected  with  approved  metal  lath  and  plaster). 

(1)     The  requirements  for  width  of  stairs  shall  be  as  follows: 
Area  between  fire,  party  or  division  Lineal  feet  of  stair  treads 
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Up  to  6,000  Square  Feet  7  Feet 

6,000  to  10,000  Square  Feet  10  %   Feet 

10,000  to  15,000  Square  Feet  14  Feet 

(2)  No  part  of  any  floor  shall  be  more  than  one  hundred  (100) 
feet  from  a  stairway  egress  door  (except  in  apartment  houses  as 
provided  in  Section  730  above). 

(j)  In  every  third  class  building  the  stairs  shall  be  so  con- 
structed that  the  egress  is  continuous  and  without  winders  from  the 
lop  story  above  the  basement  to  the  street  exit  and  the  stair  en- 
closure shall  be  so  arranged  that  the  egress  remains  in  the  stair  well 
continuously  and  does  not  go  onto  'any  open  floor  area  or  public  halls 
except  within  the  stair  well  or  enclosure.  All  doors  to  such  stair  wells 
shall  open  with  the  egress  to  the  street  level  and  shall  be  equipped 
with  panic,  pressure  releasing  locks. 

(k)     Nothing  in  this  section  shall  apply  to  Grade  D  buildings. 
Sec.  A-732— WASTE  OUTLETS  AND  SCUPPERS: 

(a)  Water  outlets  and  scuppers  shall  be  provided  for  all  floor 
areia  two  thousand  (2,000)  square  feet  and  over,  in  manufacturing, 
mercantile  or  storage  buildings  or  in  the  opinion  of  the  Commissioner 
of  Buildings  any  other  building  where  the  occupancy  would  require 
the  same. 

(b)  Such  water  outlets  shall  be  provided  for  each  two  thousand 
(2,000)   square  feet  of  floor  area. 

(c)  All  basements  or  cellars  shall  be  provided  with  sewer  drains. 
Exception — Special  permission. 

Sec.  A-733— ROOFING  OF  THIRD  CLASS  BUILDINGS: 

All  third  class  buildings  shall  have  the  roof  thereof  covered  with 
Clasa  B  roofing  material. 

Exception — Grade  D  buildings. 

Sec.  A-734— WHERE  WALLS  MAY  BE  REDUCED  IN  THIRD 
CLASS  BUILDINGS: 

(a)  In  buildings  of  Grade  C,  Grade  D,  and  Grade  E,  the  walls 
of  the  last  story  above  the  basement  may  be  reduced  to  eight  (8) 
inches  in  thickness. 

Sec.  A-735— HEIGHT  OF  WALLS  IN  THIRD  CLASS  BUILD- 
INGS: 

(.a)  No  eight  (8)  inch  wall  shall  rise  to  a  greater  height,  be- 
tween the  finished  floor  and  the  roof  timbers  of  any  one  (1)  story 
third  class  building,  than  fourteen  (14)  feet  without  increasing  the 
wall,  four  (4)  inches  in  thickness;  except  the  parapet,  fire,  party  or 
division  walls  above  the  roof  will  not  be  considered  in  figuring  such 
wall  increase  unless  such  parapet,  fire  party  or  division  wall  in- 
creases the  total  wall  height  by  over  five  (5)  feet.  Nineteen  feet 
shall' be  the  total  height  of  eight  (8)  inch  walls  for  the  top  or  last 
story  above  the  basement  including  the  parapet. 

Exception — Grade  D  Buildings. 

Sec.  A-736— PILASTERS— CLEAR  LENGTH  OF  WALL- 
WOODEN  COLUMN: 

(a)  No  eight  (8)  inch  wall  shall  extend  in  a  horizontal  direction 
more  than  twenty-five  (25)  feet  if  it  be  loadbearing  not  more  than 
fifty  (50)  feet  if  it  be  nonloadbearing  curtain  or  panel  wall,  unless 
adequate  columns  or  pilasters  are  provided. 

(b)  Pilasters  shall  be  of  adequate  size  to  carry  all  superimposed 
structural   and  wind  loads.     No  isolated   pilasters  or   pier   shall  be 
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greater  in  height  between  connections  than  ten   (10)  times  its  least 
dimension. 

Sec.  A-737— METALLIC  LEADERS  FROM  ROOFS— AREA- 
WAYS  (See  Sec.  A-344)  : 

(a)  The  roofs  of  all  third  class  buildings  shall  be  equipped  with 
ample  metallic  leaders  to  carry  the  water  from  the  roof  and  to  a 
sewer  or  dry  well.  Such  drainage  of  roofs  shall  be  approved  by  the 
Commissioner  of  Buildings. 

(b)  In  all  area  Ways  around  or  adjacent  to  the  foundation  walls 
of  any  third  class  building  there  shall  be  placed  an  approved  duct 
to  a  sewer  or  dry  well  to  conduct  water  away  from  the  foundation 
walls. 

Sec.  A-738— CHIMNEYS  AND  FLUES: 

(a)  Chimneys  of  all  third  class  buildings  of  Grade  A,  Grade  B, 
and  Grade  E,  and  Grade  F,  shall  be  in  conformity  with  the  regula- 
tions set  forth  under  division  E  of  this  Code. 

(b)  No  flue  for  any  heating  boiler,  hot  air  furnace,  or  ap- 
paratus of  combustion  for  heating  purposes  and  of  the  low  pressure 
type,  shall  be  less  than  twelve  (12)  inches  by  twelve  (12)  inches  for 
any  grade  building. 

(c)  All  gas  stoves,  water  heaters,  or  other  gas  heating  ap- 
paratus shall  be  connected  to  a  flue  sufficient  for  the  purpose  and  in 
no  case  shall  the  dimensions  be  less  than  four  by  eight  (4x8)  inches. 

Exception — Gas  stoves  in  Grade  C  and  Grade  D  buildings.  (See 
Sec.  A-724-d.) 

Sec.  A-739— PUBLIC  ASSEMBLY  HALLS: 

(a)  No  public  assembly  hall  with  a  capacity  of  over  eight  hun- 
dred (800)  people  shall  be  located  or  used  on  the  second  or  third  floor 
of  a  third  class  building  of  any  grade. 

(b)  No  stage  either  major  or  minor  shall  be  constructed  or  used 
as  an  adjunct  to  a  public  assembly  hall  on  the  third  floor  of  any  third 
class  building  of  any  grade. 

(c)  No  fixed  seats  shall  be  permitted  or  used  in  a  public  as- 
sembly hall  on  the  third  floor  of  a  third  class  building  of  any  grade. 

(d)  Public  assembly  halls  with  a  capacity  of  eight  hundred 
(800)  or  less  will  be  permitted  on  the  second  floor  of  a  third  class 
building.  Such  assembly  halls  may  have  a  minor  stage  and  fixed 
seats. 

(e)  Where  any  basement  or  cellar  is  constructed  under  the  pub- 
lic assembly  hall;  the  floor  of  the  public  assembly  hall  over  the  base- 
ment or  cellar  shall  be  of  fire-resisting  construction.  No  entrance  to 
such  basement  or  cellar  shall  be  to  the  outside  of  the  building. 

(f)  No  garage  of  any  sort  shall  be  located  in  a  third  class 
building  where  there  is  a  public  assembly  hall. 

(g)  Exits  for  assembly  halls  shall  be  provided  the  same  as 
for  theaters. 

(h)  A  minor  stage  will  be  permitted  in  public  assembly  halls 
on  the  ground  or  street  floor  of  any  third  class  building  unless  pro- 
hibited by  other  provisions  of  this  Code,  or  the  Zoning  Ordinance  or 
Ordinances. 

Sec.  A-740— AIR  SPACE  BELOW  WOODEN  FLOOR  JOISTS: 

In  any   case   where   wooden  floor   joists   are   used   for   the  first 

floor  of  any  building  there  must  be  at  least  a  two  (2)  foot  air  space 

below  each  joist  above  the  grade  line  or  when  such  joists  are  placed 
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closer  than  two  (2)  feet  to  the  grade  line  there  shall  be  an  excavated 
space  of  at  least  three  (3)  feet  below  the  bottom  of  such  joist. 

Note — This  provision  is  to  prevent  dry  rot  and  to  produce  dry 
floor  conditions. 

Sec.  A-741— SEWER  IN  BASEMENTS: 

All  basements  shall  have  at  least  one  (1)  sewer  connection. 

Sec.  A-742— SCUTTLES  TO  ATTIC  SPACE: 

In  all  third  class  buildings  where  there  is  any  space  between 
the  roof  and  the  ceiling  of  the  last  story  above  the  basement  or  where 
there  is  any  concealed  space  concealing  any  flue  or  chimney  under 
such  roof  there  shall  be  a  scuttle  or  door  to  such  space. 

Sec.  A-743— FLASHING: 

(a)  All  parts  of  a  third  class  building  that  are  liable  to  have 
water  leak  through  to  the  inside  of  the  building  shall  be  flashed  with 
noncorrosive  approved  flashing. 

Sec.  A-744— LATHING  AND  PLASTERING  (See  Part  8— 
Division  B)  : 

(a)  All  laths  shall  be  nailed  so  that  there  is  at  least  three- 
eighths  ( % )  of  an  inch  between  each  lath.  The  lath  shall  be  of  suffi- 
cient strength  to  procure  a  workmanship  job. 

(b)  All  plastering  shall  be  approved  plaster  applied  of  sufficient 
thickness,  (not  less  than  one-half  (V2)  inch  in  any  case)  to  give  a 
strong  and  durable  wall. 

Sec.  A-745— PLASTERED  CORNERS: 

Where  exposed  plaster  edges  or  corners  are  constructed  approved 
corner  strips  shall  be  used.  The  same  shall  extend  at  least  five  (5) 
feet  up  from  the  floor. 

Sec.  A-746— WOODEN  POSTS: 

No  woodeni  posts  shall  be  used  in  the  basement  or  cellar  of  any 
third  class  building  of  any  sort,  however,  pipe  columns  filled  with 
concrete  may  be  used  in  Basements  that  have  cement  floors. 

DIVISION  A— PART  EIGHT 

SPECIAL   PROVISIONS    FOR    BUILDINGS    OF    MASONRY    OR 

CONCRETE  CONSTRUCTION 

DWELLINGS 

Sec.  A-801— MASONRY  WALLS : 

(a)  The  minimum  thickness  of-  exterior  solid  brick  walls  shall 
be  eight  (8)  inches  for  a  height  not  exceeding  thirty  (30)  feet  for 
Grade  D  Buildings. 

(b)  In  gable  construction  an  additional  five  (5)  feet  is  per- 
mitted to  the  peak  of  the  gable. 

(c)  In  all  masonry  walls  of  brick  at  least  every  sixth  course 
shall  be  a  header  course  or  there  shall  be  at  least  one  (1)  full  header 
brick  in  every  seventv-two    (72)   inches  of  wall  surface. 

Sec.  A-802— PIERS: 

The  unsupported  height  of  isolated  piers  of  brick,  concrete  block 
or  massive  concrete  shall  not  be  greater  than  ten  (10)  times  the 
least  dimension  of  the  said  pier.  Rubble  or  other  stone  shall  not  be 
used  in  piers. 

Sec.  A-803— ARCHES  AND  LINTELS: 

(a)  Openings  for  doors  and  windows  shall  have  well  buttressed 
arches;   or   lintels   of  masonry,  mr ssive   or   reinforced   concrete;    or 
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metal  beams  which  shall  have  a  bearing  at  each  end  of  not  less  than 
four  (4)  inches  on  the  wall. 

(b)  On  the  inside  of  the  openings  that  are  less  than  four  (4) 
feet  wide,  in  which  the  thickness  of  the  lintels  or  arches  is  less  than 
the  thickness  of  the  wall  supported;  timber  may  be  permitted  which 
will  rest  at  each  end  not  more  than  two  (2)  inches  on  the  wall  and 
be  chamfered  or  cut  to  serve  as  centers  for  arches. 

Sec.  A-804— MATERIALS  FOR  FOUNDATIONS: 

(a)  All  materials  for  foundations  shall  be  of  approved  incom- 
bustible material  and  when  used  below  grade  shall  meet  the  follow- 
ing requirements: 

Minimum  crushing  strength 
Material  Pounds  per  sq.  inch  gross  area 

Clay  Building  Tile  1200  Pounds 

Concrete  Building  Tile  800  Pounds 

Massive  Concrete 2000  Pounds 

Concrete  Block  800  Pounds 

Clay    Brick    1500  Pounds 

Concrete    Brick    1500  Pounds 

Reinforced   Concrete   »2000  Pounds 

(b)  Mortar  for  foundations  or  exterior  walls,  chimneys  or  piers 
shall  have  a  strength  in  no  case  less  than  the  following  mix;  one  (1) 
part  Portland  Cement;  one  (1)  part  lime;  six  (6)  parts  clean  sharp 
sand;  pure  water. 

(c)  No  brick  work,  or  concrete  work  shall  progress  during 
freezing  weather,  or  on  a  rising  temperature  lower  than  tw.enty-eight 
(28)  degrees  Fahrenheit  and  on  a  falling  temperature  of  thirty-two 
(32)   degrees  Fahrenheit. 

Sec.  A-805— THICKNESS  OF  WEIGHT  AND  BONDING  OF 
HOLLOW  TILE  AND  CONCRETE  BLOCK: 

(a)  The  minimum  thickness  of  hollow  tile,  or  hollow  concrete 
block  walls  shall  be  eight  (8)  inches  for  the  uppermost  twenty-two 
(22)  feet  in  height  with  an  additional  five  (5)  feet  in  gable  ends  in 
Grade  D    buildings. 

(b)  All  hollow  tile  and  concrete  block  walls  shall  be  bonded  in 
every  course  by  breaking  joints  at  least  three  (3)  inches  horizontally. 

(c)  Where  brick,  stone,  or  ashler  veneer  is  veneered  to  tile 
or  concrete  blocks  the  backing  of  the  veneer  may  be  not  less  than  four 
(4)  inches  in  thickness  for  the  uppermost  twenty  (20)  feet  in  height 
with  five  (5)  feet  additional  for  gable  ends,  providing  the  veneer 
and  backing  are  thoroughly  bonded  together  with  approved  masonry 
bonds  as  provided  above. 

Sec.  A-806— PIERS  OF  HOLLOW  CONCRETE  BLOCKS  OR 
HOLLOW  TILE: 

Hollow  building  tile  or  hollow  concrete  blocks  shall  not  be  used 
for  isolated  piers  unless  the  hollow  spaces  are  filled  solidly  ivith  con- 
crete with  a  mixture  of  1:2:4  or  other  mix  approved  by  the  Com- 
missioner of  Buildings.  The  unsupported  height  of  such  piers  shall 
not  be  greater  than  ten  (10)  times  their  least  dimension. 

Sec.  A-807— WALLS  OF  HOLLOW  CONCRETE  BLOCK  OR 
HOLLOW  BUILDING  TILE: 

(a)  Walls  of  hollow  building  tile  or  hollow  concrete  block  shall 
have  all  hollow  tile  or  all  hollow  blocks  filled  solidly  with  approved 
concrete,  immediately  under  any  floor  joists,  beams,  lintels,  girders, 
door  sills,  windows  sills  or  any  other  openings  in  said  walls. 
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(b)  Such  hollow  building  tile  or  hollow  concrete  blocks  shall  be 
filled  before  placing  in  the  wall  sufficient  time  to  hold  the  filling  in 
place. 

Sec.  A-808—CHASES  IN  WALLS  OF  HOLLOW  BUILDING 
TILE  OR  CONCRETE  BLOCK: 

Pipe  chases  shall  not  be  cut  in  eight  (8)  inch  walls  of  hollow 
building  tile  or  concrete  block  nor  in  any  such  wall  used  as  backing 
for  veneer  except  properly  formed  concrete  blocks  or  built  in  solid 
pipe  chasos  are  permitted  not  to  exceed  one-third  (M$)  the/  thickness 
of  the  wall.  When  such  chases  are  built  in;  the  adjacent  tile  or 
blocks  shall  be  filled  solid  for  a  distance  of  at  least  three  (3)  inches. 

Sec.  A-809— STRENGTH  OF  MATERIALS: 

All  materials  for  use  above  the  foundation  for  use  in  Grade  D 
buildings  shall  meet  the  following  requirements: 

Minimum  crushing  strength 
Material  Pounds  per  sq.  inch  gross  area 

Clay  Building  Tile  800  Pounds 

Concrete   Building   Tile   800  Pounds 

Massive  Concrete  1500  Pounds 

Concrete  Block  800  Pounds 

Clay  Brick  1500  Pounds 

Concrete  Brick  1500  Pounds 

Reinforced   Concrete   2000  Pounds 

Sec.  A-810— MONOLITHIC  CONCRETE  DWELLINGS: 
(a)     Monolithic  concrete  dwelling  construction  of  concrete  shall 
contain  not  less  than  two-tenths   (2/10)  of  one   (1)   per  cent  of  rein- 
forcement.    Solid  bearing  walls  shall  be  at  least  six   (6)    inches  in 
thickness. 

.(b)  Reinforcement  not  less  than  four  (4)  tenths  (10)  of  one 
(1)  per  cent  computed  on  a  vertical  height  of  twelve  (12)  inches 
shall  be  placed  over  all  wall  openings  and  in  all  corners  of  the  struc- 
ture to  prevent  cracks.  Floor  and  roof  connections  and  details  shall 
be  designed  to  transmit  safely  the  vertical  and  horizontal  loads  im- 
posed including  wind  and  snow  loads. 

(c)  Hollow  monolithic  concrete  walls  reinforced  with  steel  shall 
not  be  less  than  six  (6)  inches  in  thickness  total  aggregate  of  ma- 
terials. Wall  openings  and  corners  shall  be  reinforced  as  outlined 
above  for  monolithic  walls.  The  inner  and  outer  part  of  such  walls 
shall  be  thoroughly  anchored  with  non-corrosive  approved  metal  ties 
which  are  so  designed  as  to  cause  the  two  (2)  walls  to  act  as  one 
(1).  Immediately  under  all  roof  rafters  or  beams,  floor  joists  or 
beams  and  girders,  windows,  doors  or  any  other  openings  there  shall 
be  solid  walls  at  least  eight  (8)  inches  in  height  vertically. 

(d)  The  air  space  shall  never  exceed  thirty-three  per  cent 
(33%)  of  the  total  wall  thickness. 

Sec.  A-811— UNIT  CONSTRUCTION: 

Precast  concrete  units  for  construction  of  dwellings  shall  be 
of  sufficient  strength,  and  where  necessary  shall  be  reinforced  to 
carry  safely  the  loads  imposed.  Connections  between  the  several 
parts  of  such  construction  shall  be  of  sufficient  strength  to  resist  all 
horizontal,  vertical  and  wind  loads. 
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Sec.  A-812— CONCRETE  STRUCTURAL  FRAME  WITH  EN- 
CLOSING WALLS: 

Dwellings  constructed  with  monolithic  reinforced  concrete  frames 
cast  in  metal  or  other  forms,  and  with  enclosing  walls  of  concrete 
plaster,  or  other  approved  materials  or  of  precast  units  carried  on 
such  frames,  or  having  reinforced  concrete  bearing  walls;  shall  be 
designed  in  accordance  with  this  Code  regulating  reinforced  con- 
crete design. 

Sec.  A-813— ROOF  ANCHORS— JOIST  ANCHORS— BEAM  OR 
GIRDER  ANjCHORS: 

(a)  Each  tier  of  joists  shall  be  anchored  to  masonry,  reinforced 
concrete,  or  massive  concrete  walls  with  (T)  shaped  anchors  at  in- 
tervals of  not  more  than  six  (6)  feet  and  shall  be  fastened  so  as  to 
provide  for  easy  release  of  the  joists  in  case  of  fire. 

(b)  Where  joists  are  lapped  over  plates,  walls,  beams  or  girders 
the  joists  shall  be  thoroughly  spiked  together.  When  abutted  they 
shall  be  strapped  together  with  approved  straps. 

(c)  Joists,  beams  or  girders  running  parallel  and  adjacent  to 
masonry,  reinforced  concrete  or  massive  concrete  walls  shall  be  an- 
chored in  the  center  between  supports  with  metal  approved  anchors. 
The  anchor  for  parallel  joists  shall  extend  away  from  the  wall  suf- 
ficient distance  to  fasten  to  three   (3)  joists. 

(d)  Beams  or  girders  shall  be  anchored  into  the  wall  with  ap- 
proved anchors  and  shall  also  be  anchored  together  with  approved 
straps,  where  they  abut  each  other. 

(e)  Where  roof  rafters  rest  on  masonry,  reinforced  concrete 
or  massive  concrete  walls  they  shall  be  anchored  to  the  said  wall  with 
approved  anchors.  Such  anchors  shall  extend  at  least  two  (2)  feet 
down  in  the  wall  for  massive  concrete  and  masonry  walls  and  into  the 
reinforcing  for  reinforced  concrete  walls.  All  such  anchors  shall 
be  placed  not  to  exceed  six  (6)  feet!  apart. 

Sec.  A-814— FIRE  CUTTING— WOODEN  STRUCTURAL 
PARTS: 

All  joists,  beams  or  girders  that  enter  any  masonry,  reinforced 
concrete  or  massive  concrete  wall  or  pier  shall  be  fire-cut  with  only 
one   (1)  inch  of  the  top  of  the  member  remaining  in  the  said  wall. 

Sec.  A-815— LOT  LEVELS  OF  GRADE  D  BUILDINGS: 
In  no  case  shall  the  lot  levels  or  lot  grade  along  the  side  prop- 
erty line  of  dwellings  vary  more  than  twelve  (12)  inches  in  grade  be- 
tween one  (1)  improved  lot  and  the  adjacent  improved  lot. 

Exceptions — (a)  By  special  permission  of  the  Commissioner  of 
Buildings,  (b)  Where  the  grade  of  the  street  adjoining  the  lot 
frontage  varies  more  than  twelve   (12)   inches  in  twenty   (20)   feet. 

Sec.  A-816— VENTILATION  OF  BATHROOMS,  KITCHENS 
AND  TOILETS: 

In  every  apartment  house,  dwelling,  double  dwelling  or  double 
duplex  dwelling  there  shall  be  constructed  a  regulation  size  double 
wall  tinned  iron  vent  constructed  the  same  as  a  furnace  pipe,  placed 
with  the  opening  near  the  ceiling  of  all  toilets,  bathrooms  and 
kitchens  to  extract  fumes  or  gases  therefrom.  Such  vent  ducts  shall 
open  to  the  outside  atmosphere  in  any  manner  approved  by  the  Com- 
missioner of  Buildings.  Such  vents  may  open  to  the  atmosphere 
under  the  cornice.  Only  one  (1)  room  shall  be  connected  to  any  such 
vent  duct.     In  rooms  or  closets  used  for  cooking  no  stove  hood  shall 
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be  connected  to  the  vent,  however,  stove  hoods  may  be  used  when 
they  are  connected  to  a  flue  or  a  chimney.  Such  stove  hood  may  be 
used  in  lieu  of  a  vent  in  such  cooking  rooms  or  closets. 

Sec.  A-817— CLOSETS  UNDER  STAIRS: 

All  closets  under  stairs  shall  be  plastered  with  steel  lath  and 
plaster. 

Sec.  A-818— SEWER  IN  BASEMENTS: 

All  basements  shall  have  at  least  one  (1)   sewer  connection. 

Sec.  A-819— DOUBLE  DWELLING  DIVISION  WALLS. 

All  division  walls  between  double  dwellings  shall  be  solid  eight 
(8)  inch  walls  of  brick,  concrete  or  clay  building  tile,  concrete  block 
or  other  approved  incombustible  material  and  shall  extend  up  to  the 
ceiling  joists  of  the  second  floor  if  the  attic  space  has  no  stairs'  and 
shall  extend  up  and  under  the  roof  rafters  or  timbers  if  the  attic 
space  be  used  or  is  designed  or  intended  to  be  used. 

The  foundation  division  walls  under  the  first  floor  joists  shall  be 
z    least  twelve  (12)  inches  thick. 

Exception — One  (1)  story  double  dwelling  with  an  area  of  foun- 
dation walls  not  to  exceed  one  thousand  (1,000)  square  feet  shall  not 
be  required  to  have  a  masonry  division  wall. 

Sec.  A-820— FENCES  ALONG  SIDE  PROPERTY  LINES  OF 
DWELLINGS   OR   RESIDENCE   BUILDINGS: 

(a)  Along  the  side  property  line  of  dwellings  or  apartment 
rouses  or  in  any  restricted  district  of  business  buildings  no  fence 
sha1!  be  built  in  front  of  the  zone  line  that  is  over  three  and  one-half 
(3%)  feet  in  height,  and  no  fence  shall  be  built  behind  such  zoning 
building  line  that  is  over  seven  (7)  feet  in  height. 

(b)  All  such  partition  fences  shall  have  the  expense  thereof 
borne  by  the  adjacent  property  owners  and  equally  divided  between 
ihem.     Either  owner  may  erect  the  fence  or  remove  the  fence. 

Note— See  section  A-323. 

Sec.  A-821— SCUTTLES  TO  ATTIC  SPACE: 

In  all  third  class  buildings  where  there  is  any  space  between  the 
roof  and  the  ceiling  of  the  last  story  above  the  basement  or  where 
there  is  any  concealed  space  concealing  any  flue  or  chimney  under 
such  roof  there  shall  be  a  scuttle  or  door  to  such  space. 

Sec.  A-822— SIZES  OF  CHIMNEYS  AND  FLUES— CON- 
STRUCTION—REQUIREMENTS  : 

(a)  In  all  Grade  D  buildings  there  shall  be  at  least  one  (1) 
chimney  which  shall  be  provided  with  at  least  two  (2)  flues;  i.  e.,  one 
(1)  smoke  flue  and  one  (1)  gas  flue  for  the  gas  grate  or  water 
heater. 

This  provision  is  made  mandatory  due  to  the  fact  that  in  the 
past  few  years  many  people  have  suffocated  from  carbon  monoxide 
gas  from  water  heaters.  For  this  reason  no  water  heater  will  be  per- 
mitted in  any  bathroom  or  toilet. 

(b)  All  chimneys  in  third  class  dwellings  shall  be  lined  with 
approved  fire  clay  lining.  The  inside  dimensions  of  the  flue  lining  for 
hot-air  furnaces,  hot  water  boilers,  oil  burners,  and  all  other  appara- 
tus of  combustion  for  building  heating  purposes  shall  be  no  less  than 
twelve  (12)  inches  by  twelve  (12)  inches;  and  for  gas  stoves,  coal  or 
gas  or  oil  water  heaters,  gas  or  coal  grates,  the  lining  shall  be  no 
less  than  four  (4)  by  eight  (8)  inches.     (See  division  F — Part  1.) 
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Note :  Smoke  travels  in  circles,  therefore  a  good  chimney  is  either 
round,  or  as  nearly  square  as  posible.  Under  no  circumstances  should 
the  chimney  be  lower  than  the  highest  part  of  a  building,  or  any  build- 
ing, nearby,  because  the  air  currents  going  over  the 
high  building  blow  down  the  flue.  When  smoke  curls  down  the  sides 
of  a  chimney  it  is  a  sure  indication  there  is  a  down  current,  and  the 
chimney  should  be  built  higher. 

To  secure  a  good  draft  the  chimney  must  be  tight,  that  is,  no 
air  spaces  between  the  bricks,  and  no  other  openings  for  grates,  gas 
burners,  etc.,  except  possibly  a  cleanout  door  below1  where  the  smoke 
pipe  from  the  boiler  enters.  No  mortar  should  be  allowed  to  cling 
to  the  inside  surface  of  the  wall,  but  should  be  cleaned  off  smooth. 

The  effectiveness  of  a  flue  is  only  as  great  as  its  smallest  area. 
Sharp  bends  and  offsets  in  the  flue  will  choke  the  draft,  it  must  be 
free  of  any  feature  which  prevents  a  full  area  for  the  passage  cf 
the  products  of  combustion. 

Great  care  should  be  take  a  in  placing  the  smoke  pipe  into  the 
chimney  not  to  shove  it  clear  through  to  fhe  other  side.  This  is  some- 
times done  and  will  check  the  draft  almost  entirely. 

In  entering  the  chimney  from  the  boiler  or  furnace  avoid  right 
angle  elbows.  The  opening  into  the  chimney  should  be  slightly  higher 
than  the  opening  in  the  boiler  or  furnace  to  give  the  connecting 
smoke  pipe  a  slight  rise  between  these  two  (2)  points.  Right  angle 
elbows  add  to  the  cost,  and  if  the  chimney!  is  at  all  weak,  check  the 
draft. 

(c)  Smoke  proof  flue  lining  shall  be  erected  in  such  a  manner 
that  there  is  at  least  four  (4)  inches  of  solid  brick  work,  eight  (8) 
inches  of  concrete  or  clay  building  tile  around  each  smoke  flue  in 
any  one  chimney  so  that  such  flue  will  be  air  tight,  except  for  re- 
quired openings.  All  flues  shall  have  but  one  (1)  opening  thereto  for 
smoke  or  gases,  however,  an  opening  shall  be  provided  at  the  bottom 
of  each  flue  for  a  cleanout. 

Exception:  An  incinerator  flue  may  have  a  refuse  opening  on 
each  floor. 

The  flue  lining  shall  always  extend  the  full  height  of  the  chimney 
from  the  cleanout  to  the  top  of  the  chimney.  Such  lining  shall  ex- 
tend at  least  four  (4)  inches  out  of  the  top  of  the  chimney. 

(d)  Fireplace  breasts  above  the  fireplace  may  be  made  of  stud 
walls  covered  with  metal  lath  and  plaster  approved  by  the  Commis- 
sioner of  Buildings,  but  only  when  the  fireplace  arch  is  constructed 
of  a  masonry  bonded  arch  eight  (8)  inches  in  thickness  and  thor- 
oughly bonded  to  the  chimney  walls. 

(e)  The  main  chimney  flue  for  all  dwellings  shall  be  as  near  the 
center  of  the  house  as  possible  and  shall  extend  to  a  point  at  least  two 
(2)  feet  above  the  highest  point  of  the  roof  for  a  comb  roof  and  at 
least  four  (4)  feet  above  a  flat  roof  and  in  all  cases  at  least  two  (2) 
feet  above  the  highest  point  of  the  roof,  including  the  highest  point 
of  any  and  all  fire  and  division  walls. 

(f)  No  woodwork  will  be  permitted  within  two  (2)  inches  of  a 
chimney  except  by  special  permission. 

Sec.  A-823— CLOTHES  CHUTES: 

All  clothes  chutes  in  third  class  buildings  shall  be  of  metal  or 
other  approved  incombustible  material. 
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Sec.  A-824— LATHING  AND  PLASTERING: 
See  Part  8 — Division  B. 

(a)  All  laths  shall  be  nailed  so  that  there  is  at  least  three-eighths 
(%)  of  an  inch  between  each  lath.  The  lath  shall  be  of  sufficient 
Strength  to  procure  a  workmanship  job. 

(b)  All  plastering  shall  be  approved  plaster  applied  of  sufficient 
thickness  (not  less  than  one-half  (Vz)  inch  in  any  case)  to  give  a 
strong  and  durable  wall. 

Sec.  A-825— < AIR  SPACES  BELOW  WOODEN  FLOOR  JOISTS: 

In  any  case  where  wooden  floor  joists  are  used  for  the  first 
floor  of  any  building  there  must  be  at  least  a  two  (2)  foot  air  space 
below  such  joist  above  the  grade  line  or  when  such  joists  are  placed 
closer  than  two  (2)  feet  to  the  grade  line  there  shall  be  an  exca- 
vated space  of  at  least  three  (3)  feet  below  the  bottom  of  such  joist. 

Note — This  provision  is  to  prevent  dry  rot  and  to  produce  dry 
floor  conditions. 

Sec.  A-826— SMOKE  TEST  OF  ALL  FLUES: 

The  owner  or  contractor  building  any  flue  or  chimney  shall  be 
responsible  for  a  smoke  test  of  all  flues  before  a  representative  of  the 
Bureau  of  Buildings. 

(b)  No  flue  in  any  chimney  shall  be  used  until  an  inspection  tag 
of  approval  has  been  issued  by  the  Bureau  of  Buildings  and  signed 
by  the  Inspector  in  charge  of  the  smoke  test. 

Sec.  A-827— PLASTERED  CORNERS: 

Where  exposed  plaster  edges  or  corners  are  constructed  approved 
corner  plaster  strips  shall  be  used.  The  same  shall  extend  at  least 
five  (5)  feet  up  from  the  floor. 

Sec.  A-828— WOODEN  POSTS: 

No  wooden  posts  shall  be  used  in  the  basement  or  cellar  of  any 
third  class  building  of  any  sort,  however,  pipe  columns  filled  with 
concrete  may  be  used  in  basements  that  have  cement  floors. 

Sec.  A-829— WOODEN  CONSTRUCTION  IN  THIRD  CLASS 
BUILDINGS  OF  ALL  USES: 

(a)  Wherever  any  wooden  construction  of  any  character  is  used 
in  any  third  class  building  the  same  shall  be  made  to  conform  to  all 
the  rules  and  regulations  of  this  Code  for  fourth  class  buildings. 

(b)  All  partition  walls  or  sections  of  these  walls  in  which  heat 
stacks  to  second  floor  rooms  are  installed;  or  in  which  plumbing 
stacks  are  installed  shall  be  built  of  six  (6)  inch  studding. 

Sec.  A-829— ALL  ROLOCK  WALL  IN  GRADE  D  BUILDINGS: 
Eight  (8)  inch  hollow  brick  walls  generally  known  as  all  rolock 
brick  walls  consisting  of  alternate  layers  of  headers  and  stretchers, 
are  permitted  in  one  story  Grade  D  buildings  providing  all  mortar 
joints  are  completely  filled  with  approved  cement-lime  or  cement 
mortar. 

DIVISION  A— PART  NINE 
FOURTH   CLASS   BUILDINGS   AND   OTHER   PROVISIONS   OF 
CONSTRUCTION 
Sec.  A-901— FOURTH  CLASS  BUILDINGS: 
(a)      Any   building   of    wooden    frame    construction    where    the 
structural  and  wind  loads  are  carried  by  wood  and  where  the  walls 
thereof  are  of  wood  or  metal  frame  covered  with: 

(1)   Wood  sheathing  or  its  approved  equivalent; 
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(2)  Brick,  stone  or  cement  veneer;  See  Sec.  B-1001;  B-1101; 

(3)  Stucco  on  metal  or  wood  lath; 

(4)  Iron  clad  on  other  thin  metal 

shall  be  classified  as  fourth  class  buildings  in  this  Code. 

(b)  Any  building  constructed  of  all  metal  without  masonry  ex  - 
terior  walls  shall  be  classed  as  a  fourth  class  building. 

(c)  Any  shed  of  whatever  construction  shall  be  classed  as 
fourth  class. 

Sec.  A-902— WHERE  FOURTH  CLASS  BUILDINGS  MAY  BE 
BUILT: 

(a)  No  fourth  class  building  of  any  sort  shall  be  erected  in  the 
first  fire  zone. 

Exceptions:  (a)  Fireproof  shelter  sheds,  (b)  Contractors  tool 
houses,  (c)  Structures  built  of  incombustible  material  erected  over 
a  railroad  track  or  switch. 

(b)  No  fourth  class  building  shall  be  erected  in  the  second  fire 
zone. 

Exceptions:  (a)  Fourth  class  one  (1)  story,  two  (2)  car  garages 
may  be  built  as  an  accessory  to  a  dwelling  in  the  second  fire 
zone  when  the  walls  of  the  same  are  built  at  least  four  (4)  feet 
from  any  other  structure  and  the  outside  dimensions  of  the  founda- 
tion walls  do  not  exceed  five  hundred  (500)  square  feet  in  area,  (b) 
Fireproof  shelter  sheds,  (c)  Contractor's  tool  houses  and  structures 
built  of  incombustible  material  erected  over  a  railroad  track  or 
switch,  (d)  Veneer  buildings  of  Grade  D. 

Sec.  A-903— VENEER  BUILDINGS: 

Fourth  class  brick,  stone  or  cement  veneer  Grade  D  buildings 
may  be  erected  in  the  second  fire  zone  providing  the  outside  walls  of 
the  same  are  at  least  four  (4)  feet  from  the  side  property  line  and 
the  same  are  not  over  thirty-five  (35)  feet  in  maximum  height  of  the 
highest  point  of  the  roof. 

Sec.  A-904— DISTANCE  TO   SIDE   PROPERTY  LINE: 

No  wall  or  appendage  of  a  fourth  class  building  shall  be  built 
within  four  (4)  feet  of  the  inside  property  line  in  any  location  unless 
the  studding  along  the  said  inside  property  line  are  filled  solid  from 
the  foundation  up  and  under  the  roof  with  incombustible  material 
approved  by  the  Commissioner  of  Buildings  for  such  purpose  and  in 
no  case  shall  such  fourth  class  buildings  with  filled  walls  be  built 
less  than  two   (2)  feet  from  the  inside  property  line. 

Exceptions:  Fourth  class  one  (1)  story  non-residence  buildings 
may  be  built  on)  the  inside  property  line  on  the  rear  half  of  the  lot 
as  an  accessory  to  a  dwelling.  When  such  buildings  are  built  on  the 
rear  half  of  the  lot  and  are  on  the  property  line  permission  so  to  do, 
in  writing  shall  be  obtained  from  the  owner  of  the  next  adjoining 
lot  only  in  cases  said  adjoining  lot  has  erected  thereon  a  non-ac- 
cessory dwelling  which  is  located  within  eight  (8)  feet  of  the  walls  of 
the  proposed  accessory  building. 

Sec.  A-905— STEEL  CLAD  BUILDINGS  AND  SHEDS: 
(a)  Iron  clad  buildings  of  all  steel  skeleton  construction  may 
be  erected  in  the  second  fire  zone  when  used  for  the  manufacture 
or  storage  of  incombustible  materials.  Such  buildings  may  have  a 
second  class  roof  construction  of  slow  burning  sheathing  and  shall  be 
located  at  least  four  (4)  feet  from  any  other  premises  which  can  be 
built  upon. 
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(b)  Isolated  all  metal  sheds  may  be  erected  in  the  fire  zones 
when  the  outer  edges  of  such  buildings  are  eight  (8)  feet  or  more 
from  any  property  which  can  be  built  upon.  Such  sheds  are  limited 
to  four  thousand  (4,000)  square  feet  in  area. 

Sec.  A-906— HEIGHT  OF  FOURTH   CLASS  BUILDINGS: 
No  wall  of  a  fourth  class  building  shall  be  built  more  than  thirty- 
five   (35)   feet  in  height  above  the  established  grade  except  in  gable 
ends  an  additional  five  (5)  feet  will  be  allowed. 

Sec.  A-907— CONSTRUCTION  OF  THE  FRAMING  OF 
FOURTH  CLASS  BUILDINGS: 

(a)  In  frame  constructed  buildings  all  studding,  floor  and  ceil- 
ing joists  shall  not  be  placed  more  than  sixteen  (16)  inches  center  to 
center.  All  such  studding  shall  be  at  least  two  (2)  inch  by  four  (4) 
inch   (Market  lumber  dimensions). 

Exception — (a)  One  (1)  story  accessory  buildings,  (b)  single 
family  dwellings  not  over  five  hundred  and  fifty  (550)  sq.  feet  in 
area  and  one  (1)  story  in  height. 

Sec.  A-908— LINING  OF  FRAME  STRUCTURES: 
The  outside  walls  shall  be  lined  solid  with  seven-eighths  (%) 
inch  by  six  (6)  inch  (Market  lumber  dimensions)  wooden  sheathing 
at  least  double  nailed  to  each  stud  with  eight  (8)  penny  nails  or  in 
lieu  of  wooden  sheathing  any  other  material  may  be  used  which  can 
be  shown  by  tests  approved  by  the  Commissioner  of  Buildings,  will 
be  equal  or  greater  in  strength  than  the  seven-eighths  (%)  inch 
wooden  sheathing. 

Tests  shall  be  conducted  by  testing  a  standard  eight  (8)  by 
twelve  (12)  foot  wooden  sheathing  panel  double  nailed  with  eight  (8) 
penny  nails  to  two  (2)  by  four  (4)  inch  studs  placed  sixteen  (16) 
inches  on  centers  against  a  similar  panel  of  the  proposed  substitute 
'material.  When  such  substitute  material  passes  such  test  the  Com- 
missioner of  Buildings  shall  have  a  photograph  taken  of  the  test  for 
permanent  record  and  shall  issue  a  set  of  specifications  for  such 
material  which  specifications  after  being  published  for  two  (2)  con- 
secutive weeks  in  a  recognized  weekly  or  daily  paper  of  the  City 
of  Indianapolis  shall  become  a  part  of  this  Ordinance  and  Building 
Code  and  shall  be  known  as  a  ruling  of  the  Commissioner  of  Build- 
ings.     (See    Sec.   A-241.) 

Sec.  A-909— BOX  GIRDER— WIND  BRACING: 

(a)  The  outside  walls  of  all  frame  constructed  buildings  or 
structures  shall  have  a  box  girder  immediately  above  the  foundation 
walls  over  all  openings. 

(b)  All  framing  of  fourth  class  buildings  shall  be  designed  to 
carry  the  wind  load  by  using  corner  braces  of  one  (1)  by  six  (6) 
inch  (Market  lumber  dimensions)  wooden  struts  and  wind  braces 
let  into  the  studding  at  each  corner  and  on  all  sides  of  the  building 
and  making  an*  angle  of  at  least  forty-five  (45)  and  not  more  than 
sixty  (60)  degrees  with  the  horizontal.  Such  braces  shall  be  erected 
with  the  flat  side  in  a  vertical  plane  and  shall  extend  to  include  at 
least  five  (5)  studs  including  the  ends  and  shall  be  nailed  to  each 
stud  with  at  least  three  (3)  eight  (8)  penny  nails.  When  such  cor- 
ner braces  cannot  be  placed  at  the  exact  corner  a  pair  of  opposite 
braces  covering  at  least  nine  (9)  studs  with  upper  ends  fastened  to 
the  same  stud  may  be  placed  anywhere  in  the  wall  panel.    In  two  (2) 
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story  fourth  class  construction  the  wind  braces  above  described  shall 
be  used  also  on  the  second  floor  outside  walls. 

Exception:  Accessory  buildings.     Other  approved  construction. 

(c)  When  approved  diagonal  sheathing  is  employed  the  above 
wind  braces  may  be  omitted. 

Sec.  A-910— WOODEN  BEAMS: 

Above  the  door  or  window  openings  a  wooden  beam  sufficient  to 
carry  the  structural  load  shall  be  employed.  Such  beam  shall  rest 
on  top  of  a  two  (2)  by  four  (4)  inch  wooden  stud  that  is  nailed 
thoroughly  to  an  additional  stud  of  the  main  framing.  Such  beam 
support  stud  shall  rest  on  the  plate  or  box  girder. 

Sec.  A-911— PARTITION  PLATES: 

Where  partitions  are  built  they  shall  have  at  least  a  two  (2)  inch 
plate  both  under  and  over  the  studs.  Where  such  partitions  run  par- 
allel to  the  floor  joists  a  double  floor  joist  shall  be  placed  under  the 
partition  constructed  with  at  least  three-quarter  (%)  inch  spreaders 
between  the  double  joists  so  as  to  permit  electrical  wiring  to  be 
placed  wihout  cutting  vertical  grooves  into  the  joists. 

Sec.  A-912— PLASTERED  CORNERS: 

Where  exposed  plaster  edges  or  corners  are  constructed,  approved 
corner  plaster  strips  shall  be  used.  The  same  shall  extend  at  least 
five  (5)  feet  up  from  the  floor. 

Sec.  A-913— STEEL  BEAMS: 

Steel  beams  and  flitch  plates  may  be  used  in  frame  construction  to 
support  long  spans  of  floor  or  ceiling  joists  when  the  size  of  wooden 
beams  would  make  the  same  impractical.  When  steel  beams  are  used 
all  joists  framing  into  the  steel  beam  shall  be  supported  on  metal 
or  other  approved  joist  hangers.  Such  joist  hangers  shall  be  thor- 
oughly nailed;  to  the  wooden  joists. 

Sec.  A-914— FRAMING: 

Where  wooden  joists  frame  into  wooden  beams  the  joists  shall 
be  hung  in  metal  hangers  thoroughly  nailed  to  the  joists,  or  in  lieu 
thereof  shall  rest  on  the  top  of  the  beam  or  girder. 

Exception — Trimmers  and  their  headers. 

Sec.  A-915— DOOR  AND  WINDOW  FRAMES: 

No  outside  window  or  door  frames  shall  be  used  unless  the  same 
are  built  of  lumber  one  and  one-quarter  (l1^)  inch  thick  or  heavier. 

Sec.  A-916— WOODEN  LINTELS: 

No  wooden  lintel  or  bracket  shall  be  used  to  support  any  masonry 
of  any  sort. 

Sec.  A-917— CLOSETS  UNDER  STAIRS: 

All  closets  under  stairs  shall  be  plastered  with  steel  lath  and 
plaster. 

Sec.  A-918— STUDDING: 

Where  studding  is  toenailed  into  plates  the  same  shall  be  nailed 
with  at  least  four  (4)  eight  (8)  penny  nails.  If  such  studs  are  nailed 
through  the  plates  they  shall  be  nailed  with  at  least  two  (2)  twenty 
(20)  penny  nails. 

Sec.  A-919— WOODEN  POSTS: 

No  wooden  posts  shall  be  used  in  the  basement  or  cellar  of  any 
fourth  class  building  of  any  sort,  however  pipe  columns  filled  with 
concrete  may  be  used  in  basements  that  have  cement  floors. 
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Sec.  A-920— SEWERS  IN  BASEMENTS: 

All  basements  shall  have  at  least  one  (1)  sewer  connection. 

Sec.  A-921— DEPTH  OF  CELLAR  IN  GRADE  D  BUILDINGS: 
The  finished  floor  of  any  cellar  in  Grade  D  buildings  shall  be  at 
least  seven  (7)  feet  below  the  bottom  of  the  floor  joists  or  floor  sup- 
porting beams  supporting  such  floor  joists. 

Sec.  A-922— CANTILEVER  JOISTS: 

(a)  Floor  joists  on  the  side  property  line  shall  not  be  canti- 
levered  over  the  foundation  or  wall  plates  unless  there  is  maintained 
at  least  four  (4)  feet  between  such  projection  of  the  building  and  the 
side  property  line. 

(b)  When  floor  joists  are  permitted  to  be  cantilevered  they 
shall  not  extend  more  than  eighteen  (18)  inches  beyond  the  wall 
plates  or  box  girders. 

(c)  All  cantilevered  floor  joists  shall  be  of  sufficient  strength 
to  carry  the  superimposed  loads. 

Sec.  A-923— VENTILATION  OF  BATHROOMS,  KITCHENS 
AND  TOILETS: 

In  every  apartment  house,  dwelling,  double  dwelling  or  double 
duplex  dwelling  there  shall  be  constructed  a  regulation  size  double  wall 
tinned  iron  vent  constructed  the  same  as  a  furnace  pipe,  placed  with  the 
opening  near  the  ceiling  of  all  toilets,  bathrooms  and  kitchens  to 
extract  fumes  or  gases  therefrom.  '  Such  vent  ducts  shall  open  to 
the  outside  atmosphere  in  any  manner  approved  by  the  Commissioner 
of  Buildings.  Such  vents  may  open  to  the  atmosphere  under  the 
cornice.  Only  one  (1)  room  shall  be  connected  to  any  such  vent  duct. 
In  rooms  or  closets  used  for  cooking  no  stove  hood  shall  be  connected 
to  the  vent,  however,  stove  hoods  may  be  used  when  they  are  con- 
nected to  a  flue  or  chimney.  Such  stove  hood  may  be  used  in  lieu  of 
a  vent  in  such  cooking  rooms  or  closets. 

Sec.  A-924— FOUNDATIONS  OF  FOURTH  CLASS  BUILD- 
INGS: 

(a)  All  foundations  for  fourth  class  buildings  of  frame  shall 
be  at  least  eight  (8)  inches  with  an  additional  four  (4)  inches  in 
thickness  provided  when  buildings  are  veneered  with  brick,  stone, 
or  cement. 

Exception — If  massive  concrete  is  used  in  the  foundation  the 
foundation  walls  for  such  veneer  buildings  may  be  ten  (10)  inches  in 
thickness.  Ten  (10)  feet  of  veneer  may  be  placed  on  an  eight  (8) 
inch  wall. 

(b)  The  depth  of  foundations  for  one  (1)  story  frame  non- 
residence  accessory  buildings  not  exceeding  five  hundred  (500)  equare 
feet  in  area  outside  dimensions  of  foundation  walls  shall  be  at 
least  twelve  (12)  inches  below  the  established  grade. 

(c)  The  depth  of  foundations  for  all  one  (1)  story  frame  build- 
ings shall  be  at  least  eighteen  (18)  inches  below  the  established 
grade,  except  as  above  provided.  The  depth  of  foundations  for  all 
two  (2)  story  frame  dwellings  shall  be  at  least  twenty-four 
(24)  inches  below  the  established  grade. 

(d)  The  depth  of  foundations  for  outside  walls  of  all  masonry, 
massive  concrete,  brick,  stone  or  cement  veneer  structures  shall  be 
at  least  four  (4)  feet  below  the  established  grade  to  prevent  frost 
from  disturbing  the  same. 
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Exception — Porch  columns  of  masonry  shall  be  at  least  thirty 
(30)  inches  below  the  grade. 

(e)  All  foundations  shall  extend  up  and  under  the  first  floor 
joists  and  supporting  beams  or  sills. 

(f)  All  foundations  which  are  constructed  with  no  access  be- 
low the  first  floor  joists  shall  be  provided  with  air  vents  at  each  side 
of  the  structure  to  prevent  dry  rot  of  the  timbers  and  floors. 

Note — The  construction  of  dwellings  is  a  matter  that  needs  con< 
siderable  thought  from  builders.  The  first  and  most  important  part 
of  any  dwelling  from  a  construction  as  well  as  a  health  standpoint  is 
the  foundation  and  basement.  The  foundation  must  be  as  near 
moisture  proof  as  modern  science  will  make  it.  This  feature  is  gen- 
erally overlooked  by  many  builders.  It  is  a  good  slogan,  "Without 
a  good  foundation  no  builder  can  make  a  good  house."  Dry  basements 
are  a  criterion  to  good  and  healthful  homes.  Give  a  man  a  good 
dry  basement  and  a  good  roof  and  it  matters  not  so  much  what  goes 
between.     Much  ill  health  can  be  traced  to  dampness. 

The  exterior  of  all  foundation  walls  for  dwellings  should  receive 
a  coat  of  moisture  proofing,  such  as  asphalt,  heavy  roofing  paper  or 
pitch.  Waterproof  cement  may  be  used  when  a  proper  mixture  of 
concrete  and  waterproofing  is  obtainable.  In  good  dwellings  onlv 
twelve  (12)  inch  basement  and  foundation  walls  should  be  used. 
Where  tile  or  concrete  block  are  used  special  care  should  be  taken  to 
cover  the  exterior  parts  of  the  wall  adjacent  to  the  earth  with  suit- 
able waterproofing. 

Another  point  that  is  of  extreme  importance  to  the  carpenters 
who  erect  the  superstructure  is  that  the  foundation  be  exactly  level 
at  all  points.  This  should  be  watched  with  extreme  care  by  setting 
a  master  level  stake  near  the  center  of  the  structure  and  then  level 
all  points  from  that  with  a  level  and  straight  edge  of  suitable  length. 
All  levels  should  be  checked  several  times  by  reversing  both  the  level 
and  the  straight  edge  so  that  any  errors  in  either  may  be  corrected. 
It  is  also  good  practice  to  set  anchor  bolts  in  the  foundation  walls  of 
rmall  dwellings  and  garages.  In  many  districts  an  additional  pro- 
Wtion  is  found  in  a  farmer's  tile  ditch  around  the  whole  house  and 
connected  to  a  dry  well  or  sewer  through  a  suitable  sump.  Where 
possible  a  cement  walk  of  about  three  (3)  feet  in  width  around  the 
house  will  also  protect  the  foundation  walls  from  excessive  moisture. 
This  is  especially  practical  on  the  back  sides  of  any  house.  The 
proximity  of  shrubbery  to  any  foundation  wall  attracts  moisture;  due 
to  the  fact  that  this  shrubbery  is  generally  kept  wet. 

Sec.  A-925— FOUNDATIONS  UNDER  PLATES  AND  BOX 
GIRDERS— WINDOW  SILL: 

(a)  Under  plates  and  box  girders  the  foundation  walls  shall  be 
solid  for  a  sufficient  distance  downward  to  distribute  the  superim- 
posed loads  to  the  whole  foundation  wall;  in  no  case  less  than  two 
(2)  inches. 

(b)  The  foundation  wall  under  windows  and  door  sills  shall  be 
solid  and  of  a  sufficient  depth  to  protect  the  walls  from  moisture 
seepage.^  Under  all  such  sills  an  air  space  of  half  ( V2 )  an  inch  may 
be  permitted  when  properly  constructed  so  as  to  prevent  passage  of 
air  from  outside  to  inside. 
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Sec.  A-926— MATERIALS  FOR  FOUNDATIONS: 

(a)  All  materials  for  foundations  shall  be  of  approved  incom- 
bustible material  and  when  used  below  grade  shall  fheet  the  follow- 
ing requirements : 

Minimum  crushing  strength 
Material  Pounds  per  sq.  inch  gross  area 

Clay  Building  Tile  1200  Pounds 

Concrete  Building  Tile  800  Pounds 

Massive    Concrete    2000  Pounds 

Concrete   Block   800  Pounds 

Clay  Brick  1500  Pounds 

Concrete   Brick   1500  Pounds 

Reinforced    Concrete   2000  Pounds 

(b)  Under  box  girders  and  floor  joists  the  foundation  walls 
shall  be  solid  to  a  depth  sufficient  to  transfer  the  superimposed  loads 
and  to  exclude  water  from  entering  the  walls  and  in  no  case  to  a 
less  depth  than  two  (2)  inches.  Concrete  building  tile,  concrete  block, 
hollow  brick  and -clay  building  tile  may  be  filled  solid  before  laying 
into  the  wall  or  the  Commissioner  of  Buildings  may  permit  solid  in- 
combustible materials  to  be  laid  as  the  top  course  of  the  foundation 
walls. 

Note — One  (1)  course  of  brick  above  concrete  block,  concrete  or 
clay  tile,  or  other  hollow  masonry  work  will  be  passed  as  a  substitute 
fcr  solid  units  as  named  above. 

Sec.  A-927— LINTELS  SUPPORTING  VENEERS: 
Over  each  opening  in  a  veneer  structure  there  shall  be  placed 
a  steel  angle  sufficient  to  carry  the  structural  load. 

Exception — Other  approved  incombustible  construction. 

Sec.  A-928— FIRE-BLOCKING  AND  HEAT  INSULATION: 

(a)  All  fourth  class  buildings  which  have  hollow  or  concealed 
places  shall  have  the  same  fire-blocked  so  as  to  prevent  the  passage 
of  fire  or  circulation  of  air  currents.  All  frame  structures  shall  have 
wooden  or  other  approved  fire-blocking  placed  at  each  ceiling  and 
floor  level  and  also  midway  between  the  same.  Such  fire-blocking 
shall  be  fitted  in  a  workmanlike  manner  and  thoroughly  fastened. 
One  (1)  inch  of  plaster  may  be  required  above  all  fire-blocking  when 
in  the  opinion  of  the  Commissioner  of  Buildings  the  same  is  necessary 
to  prevent  the  circulation  of  air. 

(b)  All  sewer  piping,  water,  gas  or  other  piping  shall  be  thor- 
oughly fireblocked  at  the  floor  and  ceiling  and  midway  between  the 
floor  and  ceiling  when  such  pipes  run  up  through  any  partitions  or 
walls  of  frame  construction. 

Exception — Approved  pipe  chases. 

(c)  All  furnace  pipes  shall  be  fireblocked.  Furnace  piping 
shall  have  metal  wings  riveted  to  the  pipes  of  sufficient  size  that  the 
wing  can  be  nailed  to  the  studding  and  so  completely  close  off  and 
fireblock  the  air  space  between  the  studding.  At  least  one  (1)  inch 
of  plastering  shall  be  placed  over  such  fireblocking  to  make  the  same 
air  tight.  Special  formed  metal  fire-blocking  shall  be  used  around 
other  piping  and  the  same  covered  with  plastering. 

Sec.  A-929— FIRE  WALLS  AND  FIRE  PROTECTION: 
(a)  No  fire  wall  used  in  fourth  class  buildings  shall  be  less  than 
eight   (8)   inches  in  thickness  and  shall  be  constructed  of  incombus- 
tible material.    All  such  fire  walls  shall  extend  at  least  eighteen  (18) 
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inches  above  the  roof  at  any  point  and  shall  be  capped  with  tile 
or  other  approved  incombustible  capping  sufficient  to  prevent  the 
passage  of  water  into  the  wall. 

(b)  Where  fourth  class  garages  are  constructed  in  such  a  man- 
ner as  to  housd  more  than  four  (4)  cars,  every  four  (4)  cars  shall 
be  separated  from  the  next  car  or  cars  by  a  fire  wall. 

Exception — Other  approved  construction. 

(c)  Fire  walls  shall  be  built  between  every  three  (3)  flats  or 
apartments  in  a  row  in  any  direction  in  fourth  class  apartment 
buildings. 

(d)  Whenever  it  becomes  necessary  to  connect  a  garage,  which 
is  an  accessory  to  a  dwelling,  to  the  dwelling  proper,  such  garage 
building  shall  be  lined  with  cement  plaster  applied  to  approved  metal 
lath.  This  shall  apply  also  to  a  double  dwelling,  duplex  dwelling 
or  double  duplex  dwelling.  No  direct  connection  shall  be  had  with  the 
dwelling  and  garage  except  through  a  fire  door. 

Sec.  A-930— METALLIC  LEADERS  FOR  WATER: 
The  roofs  of  all  fourth  class  buildings,  except  as  hereinafter 
provided,  shall  be  provided  with  proper  metallic  water  leaders  and 
troughs  for  conducting  the  water  from  the  roof  in  such  manner 
that  the  same  will  protect  all  walls  and  foundations  of  adjacent  build- 
ings from  injury.  All  such  leader  pipes  shall  be  connected  to  a  sewer 
or  dry  well  and  in  no  case  will  water  be  permitted  to  run  from  roofs 
onto  adjacent  premises. 

Exceptions — Two  (2)  car  fourth  class  garages,  which  are  an  ac- 
cessory to  a  dwelling,  need  not  be  provided  with  leader  pipes.  (See 
Section  A-348.) 

Sec.  A-931— LOT  LEVELS  OF  GRADE  D  BUILDINGS: 
In  no  case  shall  the  lot  levels  or  lot  grade  along  the  side  prop- 
erty line  of  dwellings  vary  more  than  twelve   (12)   inches  in  grade 
between  one   (1)   improved  lot  and  the  adjacent  improved  lot. 

Exceptions — (a)  By  special  permission  of  the  Commissioner  of 
Buildings,  (b)  Where  the  grade  of  the  street  adjoining  the  lot 
frontage  varies  more  than  twelve  (12)  inches  in  twenty  (20)  feet. 

Sec.  A-932— DOUBLE  DWELLING  DIVISION  WALLS: 

All  division  walls  between  double  dwellings  shall  be  solid  eight 
(8)  inch  walls  of  brick,  concrete  or  clay  building  tile,  concrete  block 
or  other  approved  incombustible  material  and  shall  extend  up  to  the 
ceiling  joists  of  the  top  floor  if  the  attic  space  has  no  stairs  and  shall 
extend  up  and  under  the  roof  rafters  or  timbers  if  the  attic  space  be 
used  or  is  designed  to  be  used. 

Exception — Other  approved  fireproof  wall  construction. 

Exception — One  (1)  story  double  dwelling  with  an  area  of  foun- 
dation walls  not  to  exceed  one  thousand  (1,000)  square  feet  shall 
not  be  required  to  have  a  masonry  division  wall. 

Sec.  A-933— FENCES  ALONG  THE  SIDE  PROPERTY  LINES 
OF  DWELLINGS  OR  RESIDENCE  BUILDINGS: 

(a)  Along  the  side  property  line  of  dwellings  or  apartment 
houses  or  in  any  restricted  district  of  business  buildings  no  fence 
shall  be  built  in  front  of  the  zone  building  line  that  is  over  three  and 
one-half  (SV2)  feet  in  height,  and  no  fence  shall  be  built  behind  such 
zoning  building  line  that  is  over  seven  (7)  feet  in  height. 
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(b)  All  such  partition  fences  shall  have  the  expense  thereof 
borne  by  the  adjacent  property  owners  and  equally  divided  be- 
tween them.     Either  owner  may  erect  the  fence  or  remove  the  fence. 

Note— (See  Sec.  A-323). 

Sec.  A-934— SCUTTLES  TO  ATTIC  SPACE: 

In  all  fourth  class  buildings  where  there  is  any  space  between 
the  roof  and  the  ceiling  of  the  last  story  above  the  basement  or 
where  there  is  any  concealed  space  concealing  any  flue  or  chimney 
under  such  roof  there  shall  be  an  accessible  scuttle  or  door  to  such 
space. 

Sec.  A-935— WINDOWS  ALONG  PROPERTY  LINE: 

There  shall  be  no  windows  or  other  openings  in  the  wall  of  any 
fourth  class  building  when,  such  wall  is  built  on  the  inside  property 
line;  however,  windows  may  be  placed  in  walls  of  dwellings  along  the 
side  property  line  when  the  wall  is  at  least  four  (4)  feet  from  the 
inside  property  line. 

Exception — (a)  Where  the  exposure  is  at  least  twenty-five  (25) 
feet,     (b)  Accessory  one  story  buildings. 

Sec.  A-936— DRAINAGE  OF  AREAWA YS : 

,A11  areaways  adjoining  any  fourth  class  building  shall  be  pro- 
vided with  an  approved  drain  to  a  dry  well  or  sewer  to  protect  the 
walls  of  the  building  from  moisture.  The  bottom  of  all  such  area- 
ways  shall  be  filled  with  concrete  or  other  approved  material. 

Sec.  A-937— METAL  TIES  FOR  VENEERED  FOURTH 
CLASS    BUILDINGS: 

(a)  In  veneered  buildings  where  brick,  stone,  cement  or  similar 
heavy  veneer  is  used  such  veneer  shall  be  fastened  by  approved  non- 
corrosive  metal  ties  to  approved  sheathing  or  the  wooden  framing 
lined  on  the  outside  with  approved  sheathing. 

(b)  Such  metal  ties  shall  be  placed  so  as  to  tie  the  veneer 
at  least  every  sixteen  (16)  inches  vertically  and  sixteen  (16)  inches 
horizontally. 

Sec.  A-938— FLASHING: 

(t.)  All  parts  of  a  fourth  class  building  that  are  liable  to  have 
water  /eak  through  to  the  inside  of  the  building  shall  be  flashed  with 
noncorrosive  approved  flashing. 

Sec.  A-939— WOODEN  SHEATHING  AND  PAPER  LINING: 

(a)  One  (1)  layer  of  wooden  sheathing  or  other  approved 
sheathing  material  shall  be  fastened  to  the  outside  of  the  framework 
of  all  fourth  class  buildings. 

Exception — Accessory  four  (4)  car  garages  of  veneer. 

(b)  All  wooden  sheathing  or  other  sheathing  not  so  put  on  as  to 
prevent  air  pasage  shall  be  covered  \  ith  approved  building  paper. 

(c)  Waterproof  building  paper  shall  be  used  in  all  masonry 
veneer  buildings  between  the  masonry  and  the  lining  of  the  framing. 

Exception — Other  approved  material. 

(d)  All  wooden  sheathing  shall  be  placed  on  the  structure  so 
that  no  space  is  left  between  adjacent  boards  but  the  boards  fit 
tightly  and  in  a  workmanlike  manner. 

(e)  All  roof  sheathing  shall  be  solid  with  no  space  between  ad- 
jacent sheathing  boards. 

Note — It  is  recommended  that  either  the  under  side  of  all  roof 
rafters  or  the  top  of  ceiling  joists  of  the  last  story  above  the  base- 
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ment  in  dwellings  be  lined  solidly  with  some  insulating  medium  in  or- 
der to  procure  a  dwelling  that  is  a  low  heat  radiator.  This  insulat- 
ing medium  will  keep  the  dwelling  warm  in  winter  and  cool  in  sum- 
mer. Houses  that  have  no  insulating  thus  provided  can  be  easily  lo- 
cated during  snowy  weather  by  the  fact  that  the  snow  will  soon  melt 
from  uninsulated  roofs.  Considerably  more  heat  is  radiated  through 
the  plastering  of  the  ceiling  below  the  attic  space  than  the  average 
person  realizes. 

(f)  Substitute  roofing  sheathing  shall  be  used  only  when  ap- 
proved by  the  Bureau  of  Buildings.  Substitute  sheathing  shall  be 
figured  for  supporting  strength  of  the  roofing  material  the  same  as  a 
beam  in  flexure  or  M=WL  with  a  factor  of  safety  in  conformity  with 

12 

the  material  as  set  forth  in  this  Code., 

Sec.  A-940— BEARING  OF  JOISTS  AND  OTHER  STRUC- 
TURAL MEMBERS: 

(a)  All  joists  shall  have  a  bearing  that  is  solid  and  closely 
fitting  sufficient  to  carry  the  superimposed  loads  and  in  no  case  shall 
such  bearing  be  less  than  four   (4)  inches. 

(b)  Beams  or  girders  carrying  structural  or  floor  loads  shall 
have  sufficient  bearing  to  safely  carry  the  superimposed  loads  and 
when  occasion  arises  shall  have  bearing  plates  of  metal  thoroughly 
anchored  to  the  beam  and  other  structural  parts  to  eliminate  slippage. 
No  bearing  of  any  beam  or  girder  onto  any  other  part  shall  be  less 
than  four  (4)  inches. 

Sec.  A-941— SIZES  OF  CHIMNEYS  AND  FLUES— CON- 
STRUCTION—REQUIREMENTS  : 

(a)  In  all  Grade  D  buildings  there  shall  be  at  least  one  (1) 
chimney  which  shall  be  provided  with  at  least  two  (2)  flues;  i.  e.,  one 
(1)  smoke  flue  and  one  (1)  gas  flue  for  the  gas  grate  or  water  heater. 

Note — This  provision  is  made  mandatory  due  to  the  fact  that  in 
the  past  few  years  many  people  have  suffocated  from  carbon  monoxide 
gas  from  water  heaters.  For  this  reason  no  water  heater  will  be  per- 
mitted in  anyl  bathroom  or  toilet. 

(b)  All  chimneys  in  fourth  class  dwellings  shall  be  lined  with 
approved  fire  clay  lining.  The  minimum  inside  dimensions  of  the 
flue  lining  for  hot-air  furnaces,  hot  water  boilers,  oil  burners,  and 
all  other  apparatus  of  combustion  for  building  heating  purposes  shall 
be  no  less  than  tweleve  (12)  inches  by  twelve  (12)  inches;  and  for 
gasx  stoves,  coal  or  gas  or  oil  water  heaters,  gas  or  coal  grates,  the 
lining  shall  be  no  less  than  four   (4)  by  eight  (8)  inches. 

Note — Smoke  travels  in  circles,  therefore  a  good  chimney  is 
either  round,  or  as  nearly  square  as  possible.  Under  no  circum- 
stances should  the  chimney  be  lower  than  the  highest  part  of  a 
building,  or  any  building  nearby,  because  the  air  currents  going  over 
the  high  building  blow  down  the  flue.  When  smoke  curls  down  the 
sides  of  a  chimney  it  is  a  sure  indication  there  is  a  down  current, 
and  the  chimney  should  be  built  higher. 

To  secure  a  good  draft  the  chimney  must  be  tight,  that  is,  no 
air  spaces  between  the  bricks,  and  no  other  openings  for  grates,  gas 
burners,  etc.,  except  possibly  a  cleanout  door  below  where  the  smoke 
pipe  from  the  boiler  enters.  No  mortar  should  be  allowed  to  cling 
to  the  inside  surface  of  the  wall,  but  should  be  cleaned  off  smooth. 
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The  effectiveness  of  a  flue  is  only  as  great  as  its  smallest  area.  Sharp 
bends  and  offsets  in  the  flue  will  choke  the  draft,  it  must  be  free 
of  any  feature  which  prevents  a  full  area  for  the  passage  of  the  prod- 
ucts of  combustion. 

Great  care  should  be  taken  in  placing  the  smoke  pipe  into  the 
chimney  not  to  shove  it  clear  through  to  the  other  side.  This  is 
sometimes  done  and  will  check  the  draft  entirely 

In  entering  the  chimney  from  the  boiler  or  furnace  avoid  right 
angle  elbows.  The  opening  into  the  chimney  should  be  slightly  higher 
than  the  opening  in  the  boiler  or  furnace  to  give  the  connecting 
smoke  pipe  a  slight  rise  between  these  two  (2)  points.  Right  angle 
elbows  add  to  the  cost,  and  if  the  chimney  is  at  ail  weak}  check  the 
draft. 

(c)  Smoke  proof  flue  lining  shall  be  erected  in  such  a  manner 
that  there  is  at  least  four  (4)  inches  of  solid  brick  work,  eight  (8) 
inches  of  concrete  or  clay  building  tile  around  each  smoke  flue  in  any 
one  chimney  so  that  such  flue  will  be  air  tight,  except  for  required 
openings.  All  flues  shall  have  but  one  (1)  opening  for  smoke  or 
gases,  however,  an  opening  shall  be  provided  at  the  bottom  of  each 
flue  for  a  cleanout.  In  no  case  shall  art  incinerator  be  connected  to 
a  smoke  flue. 

Exception — An  incinerator  flue  may  have  a  refuse  opening  on 
each  floor. 

The  flue  lining  shall  always  extend  the  full  height  of  the  chimney 
from  the  cleanout  to  the  top  of  the  chimney.  Such  lining  shall  ex- 
tend at  least  four  (4)  inches  out  of  the  top  of  the  chimney. 

(d)  Fireplace  breasts  above  the  fireplace  may  be  made  of  stud 
walls  covered  with  metal  lath  and  plaster  approved  by  the  Com- 
missioner of  Buildings  and  only  when  the  fireplace  arch  is  con- 
structed of  a  masonry  bonded  arch  eight  (8)  inches  in  thickness  and 
thoroughly  bonded  to  the  chimney  walls. 

(e)  The  main  chimney  flue  for  all  dwellings  shall  be  as  near 
the  center  of  the  house  as  possible  and  shall  extend  to  a  point  at 
least  two  (2)  feet  above  the  highest  point  of  the  roof  for  a  comb 
roof  and  at  least  four  (4)  feet  above  any  flat  roof  and  in  all  cases 
at  least  two  (2)  feet  above  the  highest  point  of  the  roof  including  the 
highest  point  of  any  and  all  fire  and  division  walls. 

(f)  No  woodwork  will  be  permitted  within  two  (2)  inches  of  a 
chimney  except  furring  for  metal  lath  or  by  special  permission. 

Sec.  A-942— AREA  BETWEEN  FIRE  WALLS: 

(a)  In  all  buildings  of  Grade  C  of  the  fourth  class  fire  walls 
shall  be  provided  for  every  three  (3)  apartments  in  width  in  any 
direction,  or  every  two  thousand   (2,000)   sq.  feet  of  floor  area. 

Exception — Garages. 

(b)  In  all  other  fourth  class  buildings  the  area  between  fire 
walls  shall  be,  to-wit,  as  follows: 

Automatic 
Fronting  on  Without  Sprinklers  With  Sprinklers 

One  Street  5,000  Square  Feet  8,333  Square  Feet 

Two   Streets   6,000  Square  Feet  10,000  Square  Feet 

Three  Streets  7,500  Square  Feet  12,500  Square  Feet 

Exception:  (See  Sec.  A-332  for  Sprinklers). 
Sec.  A-943— CONSTRUCTION  OF  FIRE  WALLS: 
(a)     Fire  walls  for  fourth  class  buildings  shall  in  no  case  be  less 
than  eight  (8)  inches  in  thickness. 
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(b)  The  depth  of  the  footings  for  non  loadbearing  fire  walls  shall 
in  no  case  be  less  than  twenty-four  (24)  inches  and  shall  in  all  cases 
be  of  sufficient  depth  to  safely  carry  the  superimposed  loads  and  to 
be  below  the  frost  line. 

(c)  Fire  walls  shall  be  topped  with  a  parapet  wall  the  thick- 
ness of  which  shall  be  no  less  than  the  wall  below  and  shall  be  topped 
with  tile  or  other  approved  incombustible  material.  No  combustible 
flashing  shall  be  run  over  any  fire  or  parapet  wall. 

(d),  No  loadbearing  fire  wall  of  eight  (8)  inches  in  thickness 
shall  extend  more  than  fourteen  (14)  feet  in  height  except  a  parapet 
wall  not  to  exceed  five  (5)  feet  in  height  may  be  added.  If  the  fire 
wall  be  non  loadbearing  it  shall  not  extend  more  than  twenty-eight 
(28)  feet  in  height  in  any  case  including  the  parapet  wall. 

Sec.  A-944— STAIRWAYS  IN  GRADE  C  BUILDINGS: 

(a)  Each  Grade  C  building  shall  be  provided  with  at  least  two 

(2)  stairways  placed  as  far  remote  from  each  other  as  possible  in 
such  a  location  that  no  apartment  or  room  entrance  door  shall  be 
over  sixty  (60)  feet  from  an  egress  door  of  a  stairway. 

(b)  The  requirements  for  the  total  width  of  stairs  shall  be 
according  to  the  following: 

Area  of  Building  Floor  Total  Width  of  Stairs 

5,000  Square  Feet  7       Feet 

6,000  Square  Feet 8V2  Feet 

7,500  Square  Feet  10V2  Feet 

Sec.  A-945— CLOTHES  CHUTE: 

All  clothes  chutes  in  fourth  class  buildings  shall  be  of  metal  or 
other  approved  incombustible  material. 

Sec.  A-946— LATHING  AND  PLASTERING: 

(a)  All  laths  shall  be  nailed  so  that  there  is  at  least  three- 
eighths  ( % )  of  an  inch  between  each  lath.  The  lath  shall  be  of  suffi- 
cient strength  to  procure  a  workmanlike  job. 

(b)  All  plastering  shall  be  approved  plaster  applied  of  sufficient 
thickness  (not  less  than  one-half  (Ms)  inch  in  any  case)  to  give  a 
strong  and  durable  wall. 

Sec.  A-947— REQUIREMENTS  FOR  STAIRS  IN  FOURTH 
CLASS  BUILDINGS,,  OF  GRADE  E  AND  F  WHERE  PERMITTED 
BY  THIS  CODE: 

(a)  Where  commercial  and  business  buildings  are  permitted  by 
this  Code  to  be  of  fourth  class  construction  at  least  two    (2),  three 

(3)  foot  six  (6)  inch  stairways  shall  be  provided  in  every  such  build- 
ing and  located  as  far  remote  from  each  other  as  possible. 

(b)  The  requirements  for  such  stairs  shall  be  to-wit,  as  follows: 
Area  of  Building  Floor  in  Sq.  Ft.  Total  Width  of  Stairs  in  Ft. 

5,000   Square  Feet  7       Feet 

6,000   Square  Feet 8Ms  Feet 

7,500  Square  Feet 10V2  Feet 

Sec.  A-948— STRENGTH  OF  MATERIALS: 

All  materials  for  use  above  the  foundation  for  use  in  fourth  class 
buildings  shall  meet  the  following  requirements: 

Minimum  Crushing  Strength 
Material  Lbs.  per  sq.  in.  gross  area 

Clay  Building  Tile 800  pounds 

Concrete  Building  Tile  800  pounds 

Massive   Concrete 1,500  pounds 
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Concrete  Brick  1,500  pounds 

Clay   Brick    1,500  pounds 

Concrete  Block  800  pounds 

Reinforced  Concrete  2,000  pounds 

Sec.  A-949— SMOKE  TEST  OF  ALL  FLUES: 

The  owner  or  contractor  buildng  any  flue  or  chimney  shall  be 
responsible  for  a  smoke  test  of  all  flues  before  a  representative  of 
the  Bureau  of  Buildings. 

(b)  No  flue  in  any  chimney  shall  be  used  until  an  inspection  tag 
of  approval  has  been  issued  by  the  Bureau  of  Buildings  and  signed  by 
the  inspector  in  charge  of  the  smoke  test. 

Sec.  A-950— AIR  SPACE  BELOW  WOODEN  FLOOR  JOISTS: 

In  any  case  where  wooden  floor  joists  are  used  for  the  first  floor 
of  any  building  there  must  be  at  least  a  two  (2)  foot  air  space 
below  such  joists  aboT  e  the  grade  line,  or  when  such  joists  are  placed 
close!  than  two  (2)  feet  to  the  grade  line  there  shall  be  an  excavated 
space  of  at  least  three  (3)  feet  below  the  bottom  of  such  joist. 

Note — This  provision  is  to  prevent  dry  rot  and  to  produce  dry 
floor  conditions. 

Sec.  A-951— FINAL  INSPECTION: 

No  fourth  class  building  shall  be  occupied  or  used  until  final  in- 
spection has  been  made  and  a  certificate  of  approval  issued  by  the 
Bureau  of  Buildings  therefor. 

Sec.  A-952— ASSEMBLY  HALLS  IN  FOURTH  CLASS  BUILD- 
INGS—GRADE A  AND  GRADE  B: 

(a)  Public  assembly  halls  with  an  occupancy  less  than  eight 
hundred  (800)  people  will  be  permitted  on  the  second  floor  of  a 
fourth  class  building. 

(b)  No  stage  of  any  character  will  be  permitted  in  the  second 
floor  of  any  fourth  class  building. 

(c)  Minor  stages  will  be  permitted  in  assembly  halls  with  an 
occupancy  of  less  than  eight  hundred  (800)  people  on  the  first  floor 
of  fourth  class  buildings,  but  such  stage  shall  not  be  used  for  moving 
p'cture  performances  at  any  time. 

(d)  No  assembly  hall  in  any  fourth  class  building  shall  be  used 
for  the  exhibition  of  moving  pictures. 

Exception:     Airdomes.     Slow  burning  films. 

(e)  Exits  shall  be  provided  the  same  as  for  theaters. 

Sec.  A-953— PIPE  CHASES  FOR  SOIL  AND  WASTE  AND 
OTHER  PIPING: 

Immediately  below  every  bathroom  or  toilet  in  any  frame  con- 
stucted  wall  or  partition  there  shall  be  provided  an  accessible  chase 
enclosed  in  a  suitable  partition  sufficient  to  hold  the  soil  and  waste 
pipes  and  all  water  pipes  leading  to  bathrooms  and  toilets  or  other 
fixtures  required  to  be  connected  with  soil  and  waste  pipes.  If 
the  chase  is  in  a  stud  wall  the  studs  shall  be  not  less  than  two  (2) 
inch  by  six  (6)  inch  (market  lumber  dimensions)  placed  not  less  than 
sixteen  (16)  inches  on  centers. 

Sec.  A-954— FALSE  CEILING  BELOW  SOIL  AND  WASTE 
AND   OTHER  PIPING: 

In  every  case  in  any  frame  constructed  floor,  a  false  ceiling 
shall  be  arranged  below  the  floor  joists  in  such  a  manner  that  all 
the  soil  and  waste  piping  and  all  water  or  other  piping  can  be  placed 
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in  position  without  the  sawing,  cutting  or  notching  of  any  floor  joists, 
except  as  provided  in  Section  955. 

Sec.  A-955— STRUCTURAL  PARTS  OF  WOOD  SHALL  NOT  BE 
CUT  INTO  FOR  PIPING  OR  SEWER  PIPING: 

No  wooden  joist,  and  wooden  beam  or  girder  shall  be  notched 
or  sawed  into  for  any  purpose  whatsoever,  except  holes  may  be  bored 
midway  between  the  top  and  bottom  of  any  such  structural  member 
when  the  said  hole  is  not  over  one  and  one-half  (l1^)  inches  in  di- 
ameter and  is  not  over  two  (2)  feet  from  the  end  of  the  joist  or 
beam.  No  holes  of  over  three-quarters  ( % )  of  an  inch  may  be  bored 
in  any  joist  or  beam  in  any  location  nearer  the  middle  of  the  span 
of  the  joist  or  beam  for  any  purpose  whatsoever. 

Exception:  Special  permission. 

Sec.  A-956— EXPOSURE  OF  FAUCETS  AND  WATER  VALVES. 

No  faucet  or  water  valve,  gas  valve  or  other  shutoff  in  any  water 
or  gas  piping  shall  be  located  in  any  building  in  such  a  manner  that 
the  same  is  concealed  and  is  not  in  a  readily  accessible  location.  In 
cases  where  water  faucets  or  valves  are  located  in  a  plastered  or  tile 
wall  partition  there  shall  be  a  readily  accessible  chase  within  the 
wall  or  partition  so  such  valves  may  be  removed  for  repairs  without 
disturbing  any  plastering  or  any  structural  or  built-in  parts  of  the 
building  except  the  cover  for  the  pipe  chase. 

Sec.  A-957— PRIVATE  GARAGE  ATTACHED  TO  A  DWELL- 
ING: 

A  two  (2)  car  approved  frame  constructed  garage  may  be  at- 
tached or  built  into  any  frame  constructed  dwelling,  providing  the 
garage  is  not  over  five  hundred  (500)  square  feet  in  area  outside  of 
the  foundation  walls  and  the  inside  thereof  is  completely  lined  with 
approved  metal  lath  and  plaster.  Only  one  opening  from  the  garage 
into  the  dwelling  shall  be  permitted  and  this  opening  shall  be  equipped 
with  a  fire  door  approved  by  the  Bureau  of  Buildings  for  the  purpose. 
The  underside  of  the  eaves  above  the  garage  entrance  doors  shall  also 
be  plastered  with  approved  metal  lath  and  plaster.  Any  building 
on  any  premises  which  has  an  entrance  door  large  enough  and  so 
constructed  that  an  automobile  can  be  made  to  enter  shall  be  classed 
as  a  garage. 

Sec.  A-958— CALCULATION  OF  GARAGE  AREA: 

The  number  of  cars  a  garage  will  contain  shall  be  calculated  by 
figuring  two  hundred  fifty   (250)    square  feet  of  floor  area  per  car. 

Sec.  A-959— PROVISIONS  FOR  WARM  AIR  FURNACE  HEAT- 
ING PLANT  STACKS: 

(a)  All  partition  walls  or  sections  of  these  walls  in  which  heat 
stacks  to  second  or  upper  rooms  are  to  be  installed  shall  be  built  of 
two   (2)   inch  by  six   (6)   inch  studding. 

(b)  Where  warm  air  register  boxes,  heads,  pipes  or  stacks 
are  to  be  installed,  joists  shall  be  set  not  less  than  sixteen  inches 
(16")  on  centers  and  shall  be  butted  and  not  lapped.  Studd'ng  shall 
set  directly  over  and  under  joists,  leaving  a  space  of  not  less  than 
fourteen  (14)  inches  between  studs  and  joists.  Wherever  joists  are 
cut,  headers  must  be  put  in  to  support  joists. 

Sec.  A-960— GRADE  A  AND  B  BUILDINGS  OF  FOURTH 
CLASS  CONSTRUCTION: 

(a)  All  grade  A  and  B  buildings  of  fourth  class  construction 
over  one  (1)  story  in  height  shall  have  all  the  walls  thereof  and  the 
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ceiling  over  the  basement  and  first  floor  lined  with  approved  metal 
lath  and  plaster. 

Sec.  A-961— STAIRWAYS  IN  GRADE  A  AND  B  BUILDINGS 
OF  FOURTH   CLASS   CONSTRUCTION: 

(a)  All  buildings  Grade  A  and  B  two  (2)  stories  in  height  shall 
be  provided  with  at  least  two  (2)  stairways  no  less  than  three  (3) 
foot  six  (6)  inches  in  width  placed  as  far  remote  from  each  other 
as  possible. 

(b)  All  such  stairs  shall  be  built  with  uniform  treads  and  risers 
throughout  each  flight.  There  shall  be  no  winders  in  any  such  stairs 
and  no  flight  of  any  stairs  shall  rise  to  a  vertical  height  in  excess  of 
eight  (8)  feet  without  a  proper  landing  not  less  in  its  narrowest  di- 
mension than  the  width  of  the  stairs. 

(c)  When  stairs  shall  return  directly  on  themselves  a  half 
space  landing  shall  be  provided  whose  major  dimensions  shall  be  at 
least  twice  the  width  of  the  stairs  in  the  direction  of  the  run  of  the 
stairs  and  shall  not  be  less  than  the  width  of  the  stairs  in  the  lesser 
dimension. 

(d)  Hand  rails  shall  be  placed  on  either  side  of  such  stairs 
thirty   (30)   inches  above  the  tread. 

(e)  The  risers  shall  not  exceed  seven  and  one-half  (7%)  inches 
in  he'ght  and  the  treads  shall  not  be  less  than  ten  (10)  inches  in 
width  exclusive  of  any  nosings. 

(f)  The  number  of  stairs  shall  be  sufficient  that  no  floor  space 
is  more  than  eighty  (80)  feet  from  the  entrance  of  any  stairway. 

(g)  All  stairs  shall  have  the  exit  doors  thereof  open  outwardly 
onto  a  public  highway  or  court  and  fire  proof  passageway  to  a  public 
highway.  All  such  doors  shall  be  equipped  with  approved  pressure 
releasing  panic  hardware. 

DIVISION  A— PART  TEN 
MOVING  PICTURE  SHOWS  AND  AIRDOMES 
Sec.  A-1001— MOVING  PICTURE  AIRDOMES: 
Moving  picture  shows  and  airdomes  will  be  taken  to  mean  all 
buildings,  rooms  or  inclosures  hereafter  erected,  or  altered  or  now 
used  for  the  operation  of  moving  picture  machines  with  films  or  stere- 
opticons  with  slides,  adapted  and  used  to  project  upon  a  screen  or 
other   surface,   pictorial   representations   of   any   character   to   which 
the  public  are  admitted  to  view  upon  payment  of  admission  fee  or 
otherwise,  which  buildings,  room  or  enclosures  have  no  stage,  stage 
scenery  or   stage  appurtenances  except  as  herein  described,  and   in 
which  buildings,  rooms  or  enclosures  no  spectacular,  vaudeville,  bur- 
lesque, dramatic,  operatic  or  other  theatrical  performance  is  given. 

Sec.  A-1002— ROOMS  FOR  MOVING  PICTURE  SHOWS- 
SEATING  CAPACITY  LESS  THAN  EIGHT  HUNDRED: 

(a)  All  rooms  or  buildings,  which  have  heretofore  been  erected 
for  the  use  in  the  operation  of  or  which  may  hereafter  be  erected 
for  or  used  in  the  operation  of  moving  picture  machines  shall  be  in- 
spected and  approved  by  the  Commissioner  of  Buildings  before  the; 
same  shall  be  so  used. 

(b)  Every  room  used  for  such  purpose  shall  be  on  the  ground 
floor  of  such  building  except  as  otherwise  provided  in  this  Code  and 
shall  front  on  a  public  thoroughfare  and  in  no  case  shall  there  be  a 
means  of  communication  in  said  room  to  any  other  room  or  building 
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nor  shall  any  other  business  be  operated  in  or  connected  with  such 
room. 

(c^  No  room  as  described  in  this  part  of  the  Code,  to  be  used  for 
the  exhibition  of  moving  pictures  shall  have  a  seating  capacity  in  ex- 
cess of  eight  hundred  (800)  people.  When  rooms  are  designed  with 
a  seating  capacity  in  excess  of  eight  hundred  (800)  people  they  shall 
be  first  class  buildings  and  conform  to  all  the  rules  and  regulations 
set  forth  in  part  five  (5)  of  this  division. 

Sec.  A-1003— WALLS : 

(a)  All  exterior  walls  inclosing  said  room  shall  be  of  incom- 
bustible material  of  a  thickness  as  provided  by  Section  A-701. 

(b)  The  entire  floor  of  the  auditorium,  foyer  and  the  exits  to 
the  street  shall  be  constructed  of  fire  proof  material  throughout,  or 
if  joist  construction  is  used  in  such  floor,  the  space  between  such 
joists  must  be  filled  to  the  depth  of  at  least  four  (4)  inches  with 
fire  proof  material   in   an   approved   manner. 

Sec.  A-1004— EXITS: 

(a)  Every  room  used  for  such  purpose  shall  have  at  least  one 
(1)  exit  for  every  three  hundred  (300)  seating  capacity  or  fraction 
thereof,  in  addition  to  the  front  or  main  entrance,  which  exit  shall 
open  direct  into  a  street,  alley  or  courtyard,  free  from  obstruction, 
with  direct  access  therefrom  to  a  public  highway. 

(b)  The  doorways  to  the  main  entrance  to  such  room  shall  not 
be  less  than  five  (5)  feet  in  width  and  all  additional  doorways 
shall  not  be  less  than  three   (3)   feet  in  width. 

(c)  All  doors  must  open  outward  and  shall  not  be  locked  while 
the  room  is  open  to  the  public,  or  if  locked,  the  fastenings  must  be 
such  as  to  readily  yield  to  pressure  from  within,  without  the  use  of  a 
key  or  similar  instrument. 

(d)  Each  exit  shall  be  clearly  indicated  on  the  inside  thereof  by 
an  illuminated  green  sign  with  the  word  "Exit"  thereon  in  plain 
English  letters,  not  less  than  eight  (8)  inches  in  height. 

Sec.  A-1005— AISLES: 

No  aisle  shall  be  less  than  three  (3)  feet  in  width  and  all  aisles 
shall  be  kept  free  of  camp  stools,  chairs  or  other  obstruction  and  no 
person  shall  be  allowed  to  stand  in  or  occupy  any  of  the  aisles  ex- 
cepting the  space  in  the  rear  of  the  last  row  of  seats. 

Sec.  A-1006— SEATS: 

(a)  All  seats  shall  not  be  less  than  thirty-one  (31)  inches  from 
back  to  back  and  not  less  than  eighteen  (18)  inches  in  width  from 
center  to  center  of  the  arm  and  shall  be  firmly  secured  to  the  floor 
and  no  seat  shall  have  more  than  six  (6)  seats  between  it  and  the 
aisle. 

(b)  No  camp  chairs  or  stools  shall  be  used  in  said  room. 

Sec.  A-1007— AIRDOMES: 

(a)  An  airdome  is  defined  to  be  an  enclosure  without  a  roof 
or  covering  with  the  exterior  walls  or  enclosure  of  some  incombus- 
tible material  provided  with  entrance  and  exits  the  same  as  in  section 
1004,  above. 

(b)  No  airdome  shall  be  constructed  or  operated  within  the  fire 
limits  as  provided  by  this  Code. 

(c)  Tents  or  canvas  enclosures  will  not  be  permitted. 
Exception — Special  permission.  -  ~> 
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Sec.  A-1008— SEATS: 

All  seats  or  benches  of  such  airdome  shall  be  not  less  than 
thirty-one  (31)  inches  from  center  to  center  of  arm  and  shall  be  se- 
curely fastened  to  the  floor  or  ground. 

All  aisles  shall  be  the  same  as  in  Section  1005,  above. 

Sec.  A-1009— MACHINE  ENCLOSURES  FOR  MOVING  PIC- 
TURE MACHINE   (See  Sec.  D-2503)  : 

(a)  All  moving  picture  projecting  machines  used  in  any  theater, 
picture  show  or  airdome,  must  be  placed  in  an  enclosure  or  housing 
made  of  approved  fireproof  material. 

(b)  Such  booth  must  be  force  ventilated  to  the  outside  air  with 
two  (2)  vents,  the  area  of  which  shall  not  be  less  than  one  hundred 
(100)   square  inches  for  each  vent. 

(c)  The  booth  shall  be  large  enough  for  the  operator  to  walk 
easily  on  either  side  or  back  of  the  machine.  The  room  must  be  well 
lighted. 

Note — It  is  recommended  that  two  (2)  inches  of  approved  metal 
lath  and  plaster  be  used  for  moving  picture  booths. 

(d)  All  openings  into  this  booth  must  be  arranged  in  such  a 
manner  that  they  are  held  normally  closed  by  doors  or  shutters  of  the 
same  fire-resisting  properties  as  the  booth  itself. 

Exception — The  air  vents  to  the  outside. 

Sec.  A-1010— ORCHESTRA: 

Moving  picture  shows  and  airdomes  shall  be  permitted  to  have 
an  orchestra  of  not  more  than  four  (4)  instruments,  a  piano  or 
organ,  but  shall  not  be  permitted  to  give  any  spectacular,  vaudeville, 
burlesque,  dramatic,  operatic  or  other  theatrical  performance. 

Sec.  A-1011— ARC  LAMPS: 

Arc  lamps  used  as  a  part  of  a  moving  picture  machine  must  be 
constructed,  so  far  as  practicable,  similar  to  arc  lamps  of  theaters 
and  wiring  to  same  must  not  be  less  capacity  than  No.  six  (6)  B  &  S 
gauge. 

Sec.  A-1012— TOP  AND  BOTTOM  REELS: 

(a)  Top  and  bottom  reels  must  be  enclosed  in  steel  boxes  or 
magazines,  each  with  an  opening  of  approved  construction  at  bottom 
or  top,  so  arranged  as  not  to  permit  entrance  of  flame  to  magazine. 

(b)  No  solder  shall  be  used  in  the  construction  of  this  magazine. 

(c)  The  front  side  of  each  magazine  must  consist  of  a  door 
hinged  and  arranged  to  swing  horizontally  and  shall  be  provided 
with  a  suitable  latch. 

Sec.  A-1013— RHEOSTATS: 

Rheostats  must  conform  to  the  rheostat  requirements  for  theater 
arcs. 

Sec.  A-1014— AUTOMATIC  SHUTTER: 

(a)  Automatic  shutters  must  be  provided  and  must  be  so  con- 
structed as  to  shield  the  film  from  the  beam  of  light  whenever  the  film 
is  not  running  at  operating  speed. 

(b)  The  shutter  must  be  kept  permanently  attached  to  the 
gate  frame. 

Sec.  A-1015— EXTRA  FILMS: 

Extra  films  must  be  kept  in  individual  metal  boxes,  equipped 
with  tight  fitting  covers  and  not  more  than  four  (4)  films  shall  be 
allowed  in  the  machine  enclosure  at  any  one  (1)  time  and  not  more 
than  two  (2)  feet  of  film  shall  be  exposed  in  the  machine  enclosure. 
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Sec.  A-1016— MACHINE  OPERATION  (See  Sec.  D-2502) : 
Motor-driven  projectors  shall  be  of  a  type  expressly  designed  and 
approved  for  such  operation.     Such  projectors  shall  be  used  only  by 
permission  of   the   Commissioner   of   Buildings,   and   when   the   pro- 
jector is  in  charge  of  a  qualified  operator. 

Sec.  A-1017— FIRE  EXTINGUISHERS: 

In  all  machine  enclosures  there  shall  be  placed  a  three  (3) 
gallon  fire  extinguisher,  which  shall  be  charged  at  all  times,  or  some 
other  form  of  fire  extinguisher  approved  by  the  Commissioner  of 
Buildings. 

Sec.  Arl018— WIRING: 

All  wiring  apparatus,  etc.,  not  specifically  covered  herein,  must 
conform  to  the  ruling  of  the  Commissioner  of  Buildings.  Said  rules 
and  requirements  when  officially  made  and  adopted  shall  have  the 
full  force  and  effect  of  ordinances. 

Sec.  A-1019— TEMPORARY  USE  OF  A  MOVING  PICTURE 
MACHINE: 

Nothing  herein  shall  prevent  the  temporary  use  of  a  moving 
picture  machine  or  stereopticon  for  the  purpose  of  lectures  in  any 
public  hall,  club  or  lodge  hall,  school  or  church,  when  regulations  are 
provided  for  in  this  Code,  and  a  permit  is  first  obtained  from  the 
City  Controller  on  the  approval  of  the  Commissioner  of  Buildings. 

Sec.  A-1020— BOOTH— CARE  OF: 

In  no  case  shall  more  than  one  (1)  person  besides  the  regular 
machine  operator,  be  allowed  in  a  booth  at  any  one   (1)  time. 

(b)  No  smoking  will  be  permitted  in  any  booth  or  matches  al- 
lowed in  the  same. 

(c)  No  paper,  books,  clothing  or  debris  will  be  allowed  in  any 
booth  and  the  booth  must  be  kept  clean  and  free  from  any  inflam- 
mable materials  at  all  times. 

Sec.  A-1021— CERTIFICATE  OF  COMPLIANCE: 
(a)   No  person,  firm  or  corporation  shall   operate   any  moving 
picture  show  nor  any  theater  as  described  in  this  ordinance  until  a 
certificate   of  compliance   has  been  issued   by  the   Commissioner   of 
Buildings  as  follows: 

Form  1 
THIS   ROOM  HAS   BEEN  INSPECTED   AND   APPROVED   FOR 
THE  OPERATION  OF  MOVING  PICTURES. 

Signed 


Date  Commissioner  of  Buildings 

Form  2 
THIS  ROOM  HAS  BEEN  INSPECTED  AND  APPROVED   FOR 
THE  OPERATION  OF  A  THEATRE. 

Signed 


Date  *- Commissioner  of  Buildings 

(b)  The  City  Controller  shall  not  issue  any  license  to  any 
person  firm  or  corporation  for  the  operation  of  a  moving  picture  show 
or  theatre  or  any  other  theatre  as  described  in  this  code  until  the 
above  certificate  has  been  issued  and  a  copy  placed  on  file  in  the  office 
of  the  City  Controller. 
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(c)  Such  certificate  of  compliance  shall  expire  one  year  from 
the  date  thereon.  When  reinspection  is  made  the  reinspection  fees 
shall  be  paid  as  herein  described. 


DIVISION  B— PART  ONE 
REQUIREMENTS   FOR   STRUCTURAL   LOADS— IMPOSED 
LOADS— STRUCTURAL  AND  MATERIAL  STRESSES- 
QUALITIES  OR  MATERIALS  OF  CONSTRUCTION 
Sec.  B-101— FACTORS  OF  SAFETY— STRESSES— QUALITY 
OF  MATERIALS: 

(a)  All  timbers  used  in  building  construction  shall  be  sound 
timbers  and  of  a  grade  that  will  meet  the  requirements  of  this  Code. 
All  timbers  in  slow  burning  construction  shall  be  thoroughly  dressed. 
Timbers  shall  be  free  from  knots,  dry  rot,  wind  shakes  or  any 
other  defects  which  will  impair  the  strength  of,  and  the  lasting  quali- 
ties of  the  timber.  All  timbers  shall  be  designed  to  safely  sustain 
the  structural  and  imposed  loads  both  static  and  impact. 

(b)  The  factor  of  safety  of  timbers  shall  be  as  one  (1)  to  five 
(5)  ;  or  the  figured  working  load  shall  be  only  one-fifth  (1/5)  of 
the  ultimate  strength  for  that  grade  and  quality  of  timber  used. 

(c)  On  all  timbers  certified  as  the  result  of  requirements  ap- 
proved by  the  Commissioner  of  Buildings  for  select  and  dense  select 
grade  structural  material  as  published  by  the  Bureau  of  Standards, 
Department  of  Commerce  may  have  its  safe  carrying  capacity  deter- 
mined by  the  following  working  stresses  in  pounds  per  square  inch. 
Net  cross  sectional  area  as  applied  to  material  to  be  kept  under 
shelter  and  in  dry  locations,  as  follows:  to  wit:  in!  table  No.  1: 

TABLE  NO.  1 
ALLOWABLE  UNIT  STRESSES  FOR  CERTIFIED  STRUCTUR- 
AL  LUMBER   DIMENSIONS   FOR  USE  IN   SECOND 
CLASS  BUILDINGS  SHALL  BE  AS  FOLLOWS,  TO-WIT: 

Allowable  stresses  in  pounds  per  sq.  in. 

Bending  Compression 

Dry  Locations  Parallel      Perpen- 

In  ex-        Hori-  to  grain        dicu- 

Species  of                     treme        zontal  "short         lar  to 

Timber        '                 fiber          shear  columns"       grain 

Cedar,  Western  Red 900             80  700             200 

Cedar,    Northern    &    Southern 

White 750             70  550             175 

Cedar,  Alaska  1,000             90  800             250 

Cedar,  Port  Orford  1,100           100  900             250 

Cypress,    Southern    1,300           100  1,100             350 

Douglas,      Fir,      Coast      Type 

(Dense  Select  Grade)    1,750             90  1,285             380 

Douglas  Fir,  Coast  Type  1,600             90  1,175             345 

Douglas  Fir,  Rocky  Mtn.  Type  1,100             85  800             275 

Fir,   Balsam 900             70  700             150 

Fir,      Golden,,      Noble      Silver 

White 1,100             70  700             300 

Hemlock,  West  Coast  1,300             75  900             300 

Hemlock,  Eastern  1,100             70  700             300 

Larch,  Western   1,200           100  1,100             325 
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Pine,    Southern    (Dense    Select 

Grade)    1,750           110             1,285  380 

Pine,  Southern  (Select)  1,600           110             1,175  345 

Pine,     California,     Idaho     and 

Northern    White,    Pondosa 

and  Sugar  900             85                750  250 

Pine,  Norway  1,100             85                800  300 

Redwood    1,200             70             1,000  250 

Spruce,  Red,  White  or  Sitka....  1,100             85                800  250 

Spruce,  Engelmann  750             70                600  175 

Tamarack,   Eastern   1,200            95            1,000  300 

Lumber  not  conforming  in  quality  to  the  above  grades  shall  be 

termed  ordinary  and  shall  have  allowable  stresses,  eighty  per  cent 
(80%)  as  above  excepting  compression  perpendicular  to  the  grain, 
and  as  follows :  to  wit,  in  table  No.  2. 

TABLE  NO.  2 

ALLOWABLE     UNIT     STRESSES     FOR     ORDINARY  GRADE 

STRUCTURAL    LUMBER    DIMENSIONS    FOR    USE    IN 

THIRD  AND   FOURTH   CLASS   CONSTRUCTION 

SHALL  BE  AS  FOLLOWS,  TO-WIT: 

Allowable  stresses  in  pounds  per  sq.  in. 
Bending  Compression 

Dry  Locations                                                   Parallel  Perpen- 

In  ex-        Hori-        to  grain  dicu- 

Species  of                    treme       zontal        "short  lar  to 

Timber                        fiber          shear       columns"  grain 

Cedar,  Western  Red 720             64                560  200 

Cedar,    Northern    &    Southern 

White    600             56                440  175 

Cedar,  Alaska   800            72               640  250 

Cedar,  Port  Orford  880             80                720  250 

Cypress,  Southern  1,040            80               880  350 

Douglas      Fir,      Coast      Type 

(Dense,   Select   Grade)    ....  1,400             72             1,008  380 

Douglas  Fir,  Coast  Type  1,200             72                940  345 

Douglas  Fir,  Rocky  Mtn.  Type      880             68                640  275 

Fir,  Balsam  720             56                560  150 

Fir,      Golden,      Noble,      Silver 

(White)   880            56               560  300 

Hemlock,  West  Coast  1,040             60                720  300 

Larch,  Western  960             80                880  325 

Pine,  Southern  1,200             88                940  345 

Pine,     California,     Idaho     and 
Northern    White,    Pondosa 

and  Sugar  720             68                600  250 

Pine,  Norway  880             68                640  300 

Redwood    960             56                800  250 

Spruce,  Red,  White  or  Sitka....      880             68                640  250 

Spruce,  Engelmann  600             56                480  175 

Tamarack,  Eastern  960             76                800  300 

(d)     In  computing  the  load  for  short  columns  the  safe  working 

stress  of  the  species  in  compression  parallel  to  the  grain  may  be 

used  for  columns  whose  ratio  of  unsupported  length  to  the  least  di- 
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mension  does  not  exceed  the  whole  number  of  eleven  (11)  as  follows, 
to  wit: 


TABLE  NO.  3 

Allowable  stress  in 
pounds  per  sq.  inch 

parallel     to  grain 
Species                              "short  columns"  L/d     Modulus 

does      not  exceed          of 

eleven  Elasticity- 
Ash,    Black    300  1,100,000 

Ash,  Commercial  White 500  1,500,000 

Aspen  and  large-tooth  aspen.. 150  900,000 

Basswood    150  900,000 

Beech 500  1,600,000 

Birch,  Paper  200  1,000,000 

Birch,  Yellow  and  Sweet 500  1,600,000 

Cedar,  Alaska   250  1,200,000 

Cedar,  Western  Red  200  1,000,000 

Cedar,  Northern  and  Southern  White....             175  800,000 

Cedar,  Port  Orford 250  1,200,000 

Chestnut    300  1,000,000 

Cottonwood,  Common  and  Black  150  900,000 

Cypress,  Bald  350  1,200,000 

Douglas  Fir  (Western,  Washington  and 

Oregon)     325  1,600,000 

Douglas  Fir     (Rocky  Mtn.  Type)    275  1,200,000 

Elm,  Cork  500  1,300,000 

Elm,  Slippery  and  White 250  1,200,000 

Fir,   Balsam   150  1,000,000 

Fir,  Commercial  White  300  1,100,000 

Gum,  Red,  Black  and  Cotton 300  1,200,000 

Hemlock,    Western 300  1,400,000 

Hemlock,  Eastern  300  1,100,000 

Hickory  (True  and  Pecan)  600  1,800,000 

Larch,  Western   325  1,300,000 

Maple,  Sugar  and  Black  500  1,600,000 

Maple,  Red  and   Silver   350  1,100,000 

Oak,  Commercial,  red  and  white  500  1,500,000 

Pine,  Southern  Yellow  325  1,600,000 

Pine,     White,     Sugar,     Western  White, 

Western  Yellow  250  1,000,000 

Pine,    Norway 300  1,200,000 

Poplar,  Yellow  250  1,100,000 

Redwood    250  1,200,000 

Spruce,  Red,  White  Sitka  250  1,200,000 

Spruce,  Engelmann  175  800,000 

Sycamore    300  1,200,000 

Tamarack,  Eastern 300  1,300,000 

The  stress  for  columns  whose  ratio  of  unsupported  length  to  th« 
one  (1)  least  dimension  is  greater  than  eleven  (11)  and  less  than 
twenty-two  (22)  shall  not  exceed  that  given  by  the  following  for- 
mula, to  wit: 
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P 

—  equals  1.5  C. 
A 

1- 


33d 
where 
P 

—  equals  the  column  stress, 
A 

C    equals  the  safe  stress  in  compression  parallel  to  the  grain. 
L    equals  the  unsupported  length  in  inches, 
d     equals  the  least  dimension  of  the  column. 
E     equals  the  modulus  of  elasticity  (Table  3). 

The  stress  for  long  columns  whose  ratio  of  unsupported  length 
to  the  least  dimension  exceed  twenty-two  (22)  shall  be  computed  from 
Euler  formula. 
P  E 

—  equals  

A  5  L  2 

d 

using  the  modulas  of  elasticity  in  table  3. 

Sec.  B-102— QUALITY  OF  BRICK— STRESSES— MASONRY 
WORK— MORTARS: 

(a)  Brick  whether  of  clay,  concrete  or  other  materials  shall 
conform  to  the  following: 

Absorption  limits     Compression  strength  Modulus  of  rupture 
Percent.  (flat)  lbs.  per  sq.  in.         lbs.  per  sq.  in. 

Kind     Mean  of  Mean  of  Mean  of 

five  tests  Individual  five  tests  Individual  five  tests  Individual 
maximum  maximum  minimum  minimum  minimum  minimum 
Face  br'k     10  12  1,500  1,000  300  250 

Common      12  15  .  1,500  1,000  300  250 

The  safe  bearing  load  to  apply  to  brick  work  shall  not  exceed 
the  following  when  laid  up  in  the  wall  or  other  structural  unit: 

BRICK  MASONRY  STRESSES 

Maximum  unit  working  stresses 
i  (pounds  per  sq.  inch) 

Natural  cement 
Portland  cement    or  cement-lime 
UNIT  mortar  mortar 

Brick   (clay)  medium  grade 170  130 

Sand-lime  brick 170  130 

Concrete  brick 170  130 

(b)  The  above  stresses  for  brick  masonry  may  be  increased  fifty 
(50)  per  cent  when  brick  are  used  that  have  an  ultimate  strength  of 
three  thousand  (3,000)  pounds  per  square  inch. 

(c)  The  maximum  allowable  compressive  stresses  irt  rubble' 
stonework  due  to  combined  live  and  dead  loads  shall  not  exceed  one 
hundred  forty  (140)  pounds  per  square  inch  when  laid  in  Portland- 
cement  mortar,  one  hundred  (100)  pounds  per  square  inch  in  natural 
cement  or  cement-lime  mortar. 

The  maximum  allowable  compressive  stress  in  ashlar  masonry  ■ 
due  to  combined  live  and  dead  loads  shall  not  exceed  the  following 
limits : 
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,.  WORKING  STRESSES 

Maximum  unit  working  stresses 
(pounds  per  sq.  inch)  laid  in 

Cement-lime  or 
Portland  cement     natural  cement 
UNIT  mortar  mortar 

Granite    800  640 

Limestone    500  400 

Marble   500  400 

Sandstone    400  320 

(d)  The  working  stress  for  masonry  work  of  brick,  concrete 
block,  building  tile  or  other  masonry  structural  material  shall  be  one- 
tenth   (1/10)  of  the  ultimate  strength. 

(e)  Portland  cement  mortar  used  to  lay  up  masonry  work 
shall  be  mixed  in  the  proportion: 

1-cement,  3-sand,  mixed  by  volume;  hydrated  lime  or  lime  putty 
may  be  added  to  an  amount  not  exceeding  ten  (10)  per  cent,  by  vol- 
ume, of  the  Portland  cement. 

(2)  Cement  and  lime  mortar  shall  be  mixed  in  the  proportions 
1-cement,  3-sand!  mixed  by  volume;  hydrated  lime  or  lime  putty 
1-cement,  1-lime,  6-sand;  mixed  by  volume. 

(3)  Lime  mortar  when  permitted  shall  be  mixed  in  the  propor- 
tions as  follows: 

1-lime,  3-sand;  mixed  by  volume. 

(4)  Clear  pure  water  shall  be  used  in  all  mortars  sufficient 
to  permit  the  mortar  to  be  workable.  All  water  shall  be  free  from 
acids,  oils  and  alkalis.  If  mineral  coloring  is  used  it  shall  be  in 
such  small  quantities  as  will  not  impair  the  required  strength. 

Sec.  B-103— QUALITY  OF  MASSIVE  CONCRETE- 
STRESSES: 

(a)  The  ultimate  strength  of  massive  concrete  in  compression 
shall  be  determined  by  tests  of  samples  twenty-eight  (28)  days  old. 
Such  samples  shall  be  prepared  upon  orders  and  under  the  direction 
of  the  Commissioner  of  Buildings.  When  samples  are  not  taken  the 
allowable  working  loads  shall  be  as  follows  for  different  mixtures: 

Allowable  load  in 
Mixture  pounds  per  sq.  inch 

1-cement,  1     -sand,  2-broken  stone,  gravel 2,900 

1-cement,  1%  sand,  3-broken  stone,  gravel 2,400 

1-cement,  2     -sand,  4-broken  stone,  gravel 2,000 

Portland  cement  is  used  in  figuring  the  above  allowable  loads. 
The  cement  used  in  any  construction  work  may  be  ordered  tested 
by  the  Commissioner  of  Buildings. 

Sec.  B-104— QUALITY  OF  BUILDING  TILE:— STRESSES: 

(a)  Hollow  clay  building  tile  of  whatever  composition  and  used 
to  carry  structural  loads  shall  be  of  the  following  strengths  and  mois- 
ture absorption  qualities: 

Moisture  per  cent  Strength  in  pounds 

Where  used  shall  not  exceed  sq.  inch  gross  area 

Above  grade   12  per  cent  by  wgt.  800 

Below  grade   10  per  cent  by  wgt.  1,200 

(b)  The  working  loads  for  hollow  building  tile  shall  not  exceed 
one-tenth  (1/10)  of  the  ultimate  strength  in  any  case. 

(c)  Hollow  clay  building  tile  for  non-bearing  load  partitions  or 
other  use  where  no  structural  or  imposed  loads  are  present  shall  be  of 
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sufficient  strength  and  stability  to  withstand  the  ordinary  wear  and 
tear  that  is  present  in  any  building.  The  webs  of  such  tile  shall  be 
at  least  one-half  ( % )  of  an  inch  in  thickness  and  shall  be  so  scored 
that  cement  plaster  will  readily  adhere  thereto. 

(d)  Ordinary  clay  tile  shall  not  be  used  in  exterior  panel  or 
curtain  walls  or  for  back  up  of  veneer. 

Sec.  B-105— QUALITY  OF  CONCRETE  BLOCKS— STRESSES: 
(a)      Concrete  block  or  concrete  building  tile  of  whatever  mixture 

shall  be  so  made  that  they  will  meet  the  following  tests  in  ultimate 

compression  as  laid  in  the  wall. 

Ultimate  compression 
for  load  bearing 

Average  of  four  tests  in  pounds  per  sq.  inch 

gross  area 800 

Minimum  for  any  one  test  pounds  per  sq.  inch 

gross  area 600 

No  concrete  block  shall  fall  below  the  minimum  as  shown  above. 

Sec.  B-106— QUALITY  OF  REINFORCING  STEEL— REIN- 
FORCED CONCRETE  STRESSES: 

(a)  All  reinforcing  bars  for  reinforced  concrete,  except  upon 
special  permission  from  the  Commissioner  of  Buildings,  shall  be  cor- 
rugated, upset  or  other  rough  steel  bars  that  will  thoroughly  bond 
with  the  concrete.  Such  bars  shall  be  free  from  scale,  oil,  acids,  or 
other  deleterious  matter  that  will  tend  to  destroy  the  bond  between 
the  steel  and  concrete. 

(b)  Re-rolled  rail  steel  may  be  used  upon  satisfactory  proof 
by  tension  and  bending  tests  under  the  direction  of  the  Commissioner 
of  Buildings  that  such  steel  will  satisfactorily  meet  the  requirements 
of  this  Code. 

(c)  The  stresses  for  steel  to  be  used  in  reinforced  concrete  shall 
not  exceed  the  following  in  any  case  or  the  working  stress  shall 
never  exceed  one-fourth  (1/4)  of  the  ultimate  strength  of  the  steel 
bars. 

Tensile 

Structural    Grade   18,000  Pounds  per  sq.  inch 

Intermediate  or  Hard   Steel  Grade 20,000  Pounds  per  sq.  inch 

Re-rolled  Rail  Steel  Grade  20,000  Pounds  per  sq.  inch 

Note:  Any  other  re-rolled  steel  is  prohibited. 

(d)  The  shear  in  steel  shall  never  exceed  12,000  pounds  per 
square  inch  when  used  in  reinforced  concrete  construction. 

(e)  The  compressive  stress  in  the  steel  shall  never  exceed  the 
product  of  the  compressive  stress  in  concrete  multiplied  by  the  elas- 
tic modulus  of  the  steel  and  divided  by  the  elastic  modulus  of  the 
concrete.     (Young's  Modulus). 

Direct  compression  in  concrete  shall  not  exceed  twenty-five  (25) 
per  cent  of  its  ultimate  strength. 

(f )  Bending  in  extreme  fibre  of  concrete  shall  not  exceed  thirty- 
seven  and  one-half  (37^)  per  cent  of  the  ultimate  strength. 

Note:  750  pounds  per  square  inch  for  two  thousand  (2,000) 
pounds  concrete. 

(g)  The  allowable  un3t  of  adhesion  between  the  concrete  and 
steel  shall  be  as  follows: 

(a)  For  Plain  Bars  u=0.04f'c 

(b)  For  Deformed  Bars  u=0.05f'c 
u=allowable  bond  stress  per  square  inch,  ... 


August  19, 1925] 


CITY  tlfP  INDIANAPOLIS,  1ND 


637 


f'c=ultimate  strength  of  concrete  at  the  age  of  twenty-eight  (28) 

days, 
(h)  Calculations  of  the  strength  of  concrete  shall  be  based  upon 
the  ultimate  strength  of  the  concrete  twenty-eight  (28)  days  old, 
designated  as  (U)  the  ultimate  strength  in  pounds  per  square  inch. 
This  compressive  strength  shall  be  determined  in  accordance  with 
Standard  specifications  approved  by  the  Commissioner  of  Buildings, 
(i)  Calculations  of  strength  of  reinforced  concrete  shall  be 
ba^ed  upon  the  ultimate  strength  of  the  reinforced  concrete  twenty- 
eight  (28)  days  old,  designated  as  (U)  the  ultimate  strength  in 
pounds  per  inch. 

(j)  The  modulus  of  elasticity  of  steel  to  that  of  concrete  shall 
be  taken  as  follows  for  different  mixtures  unless  tests  under  the  di- 
rection of  the  Commissioner  of  Buildings  shall  prove  otherwise.  The 
minimum  strength  of  concrete  for  the  mixtures  given  below  shall 
be  as  follows  unless  tests  in  accordance  with  standard  specifications 
approved  by  the  Commissioner  of  Buildings  shall  prove  otherwise. 
Mixture  "U"  "R" 

1  cement,  3  aggregates 2,900  Pounds  sq.  in.  10 

1         "        4  "         2,400         "         "     "  12 

1         "        5  "         2,000         "         "     "  15 

(k)     Bending  Test  Requirements 
Thickness 

or  Cold 

Diameter  Twisted 

of  Bar  Plain  Bars  Deformed  Bars  Bars 

Struc-     Rerolled  Struc-     Rerolled 

tural         Rail  tural  Rail 

Steel        Steel       Hard       Steel  Steel         Hard 

Grade      Grade      Grade     Grade       Grade        Grade 
Under    180  Deg.  180  Deg.  180  Deg.  180  D       180  D         180  D     180  D 
YA  inch     d=t         d=2t         d=3t         d=t  d=3t       d=4t       d=2t 

VA  inch  180  Deg.    90  Deg.     90  Deg.    180  D.  90  D  90  D     180  D 

or    over    d=t         d=3t        d=3t         d=2t        d=3t       d=4t       d=3t 
Explanatory  Note — d=the   diameter   of  pin   about  which  the   speci- 
men is  bent. 
t=the  thickness  or  diameter  of  the  specimen. 
Sec.  B-107— QUALITY  OF  BUILDING  STEEL— STRESSES: 

(a)  Rolled  steel,  on  net  section  in  tension  eighteen  thousand 
(18,000)  pounds  per  sq.  inch. 

(b)  Rolled  steel  on  short  lengths  or  where  the  lateral  deflection 
is  prevented,  eighteen  thousand  (18,000)  pounds  per  sq.  inch  in 
compression. 

On  the  gross  section  of  columns. 

18,000 

~(       U       T 

l+( ) 

(    18,000r2    ) 
with  a  maximum  of  fifteen  thousand  (15,000)  pounds  per  sq.  inch,  in 
which    (L)   is  the  unsupported  length  of  the  column  and    (r)   is  the 
corresponding  least  radius  of  gyration  of  the  section  both  measured 
in  inches. 

N.^te — The  present  specification  contemplates  that  the  inspec- 
tions is  such  that  improper  material  containing  defect  which  should 
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cause  rejection  is  not  used.  It  is  not  intended  to  cover  material  sal- 
vaged from  previous  construction,  which  shall  not  be  used  except 
under  rigid  supervision  and  inspection. 

For  main  compression  members  the  ratio  (L/r)  shall  never  ex- 
ceed one  hundred  and  twenty  (120)  and  for  secondary  members  two 
hundred   (200). 

(c)  On  extreme  fibers  the  allowable  stress  in  bending  of  rolled 
shapes  and  built  up  sections,  net  sections,  if  altered  deflections  is  pre- 
vented shall  not  exceed  eighteen  thousand  (18,000)  pounds  per  sq. 
inch. 

When  the  unsupported  length  (L)  exceeds  fifteen  (15)  times  (b), 
the  width  of  the  compression  flange,  the  stress  in  pounds  per  sq. 
inch  in  the  latter  shall  not  exceed : 

20,000 


(         L2         ) 
l+( ) 

(    2,000  b2    ) 

The  laterally  unsupported  length  of  beams  and  girders  shall  not 
exceed  forty   (40)   times   (b)   the  width  of  the  compression  flange. 

On  the  extreme  fibers  of  pins,  the  allowable  stress  when  the 
forces  are  assumed  as  acting  at  the  center  of  gravity  of  the  pieces, 
shall  not  exceed  twenty-seven  thousand   (27,000)   per  sq.  inch. 

(d)  The  allowable  shearing  stress  of  steel  shall  be  to  wit  as 
follows : 

On  pins   13,500  Pounds  per  sq.  inch 

On  power?  driven  rivets  13,500         "  "     "        " 

On  turned  bolts  in  reamed  holes  with  a 

clearance  of  not  morei  than  l/50th  of 

an   inch   13,500         "  "     " 

On  Hand  Driven  Rivets  10,000         "  "     " 

On  unfinished  bolts  10,000         "  «     " 

On  the  gross  area  of  the  webs  of  beams  and  girders  where  (h), 
the  height  between  flanges  in  inches,  is  not  more  than  sixty  (60) 
times  (t)  the  thickness  of  the  web  in  inches. 

On  the  gross  area  of  the  webs  of  beams  and  girders  if  the  web 
is  not  stiffened  where  (h),  the  height  between  flanges  in  inches,  is 
more  than  sixty  (60)  times  (t),  the  thickness  of  the  web,  the  maxi- 
mum shear  per  square  inch  shall  not  exceed : 

18,000 

S  ~     h2      r~ 

—  shall  not  exceed  l+( ) 

A  (    7,200  t2    ) 

In  which   (S)   is  the  total  shear,  and   (A)   is  the  gross  area  of  the 
web  in  square  inches. 

(e)  Combined  stresses  in  steel  shall  be  to  wit  as  follows: 

For  combined  stresses  due  to  wind  and  other  loads  the  premis- 
sible  working  stress  may  be  increased  thirty-three  and  one-third 
(33%)  per  cent  provided  the  section  thus  found  is  in  no  case  less 
than  that  required  by  the  live  and  dead  loads  alone. 

(f)  For  members  carrying  wind  stresses  only,  the  permissible 
working  stresses  may  be  increased  thirty-three  and  one-third  (33%) 
per  cent. 
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(g)  Formed  steel  joists  shall  be  made  up  of  either  two  (2) 
symmetrical  channel  sections  spot-welded  back  to  back  or  of  a  web 
plate  reinforced  by  flange  angles  spot  welded  together  to  form  a 
section  similar  to  a  plate  girder  or  other  approved  construction. 

(1)  Flange  widths  of  formed  steel  joists  shall  not  exceed  one- 
half  (Vz)  of  their  depth  excepting  joists  five  (5)  inches  or  less  in 
depth  when  a  flange  width  may  be  three-fourths  (%)  of  the  joist 
depth.  Splices  will  not  be  permitted.  In  no  case  shall  formed  steel 
joists  used  in  steel  joist  floor  construction  be  considered  as  resisting 
wind  pressure. 

(2)  No  formed  steel  joist  of  any  character  under  its  calculated 
load  shall  have  a  deflection  exceeding  one  three  hundred  and  sixtieth 
(1/360)  of  the  span. 

(3)  Formed  steel  joists  of  any  character  used  in  floor  con- 
struction shall  not  be  spaced  more  than  twenty-four  (24)  inches  on 
centers  and  shall  be  thoroughly  bridged. 

(4)  The  maximum  allowable  unit  stresses  for  formed  steel  joists 
with  a  steel  thickness  of  one-eighth  ( Vs )  inch  or  less  shall  not  exceed 
ninety  (90)  per  cent  to  those  allowed  for  rolled  steel. 

(h)  The  least  over  all  dimension  of  cast  iron  columns  shall 
be  five  inches  (5),  and  the  thickness  of  metal  shall  be  not,  less  than 
one-twelfth  (1/12)  of  the  diameter  or  side,  but  never  less  than  three- 
quarters  (%)  of  an  inch  thick. 

(1)  The  ends  of  columns  which  have  bearing  on  metal  shall  be 
faced  to  a  surface  perpendicular  to  the  axis  of  the  column. 

(2)  The  columns  shall  have  at  splices,  a  sufficient  number  of 
bolts  to  securely  hold  them  in  place. 

(3)  Cast  iron  columns  which  cannot  be  measured  otherwise 
shall  have  two  (2)  holes  not  less  than  three-eighths  (%)  of  an  inch 
in  diameter  drilled  midway  between  the  ends  and  one-quarter  (1/4) 
around  from  the  seams,  for  determining  the  thickness  of  the  metal. 

(4)  If  the  core  has  shifted,  the  column  shall  be  figured  on  the 
basis  of  the  minimum  thickness  of  metal,  except  that  if  the  core  has 
shifted  twenty  (20)  per  cent  of  the  thickness  of  the  shell,  the 
column  shall  be  rejected. 

(5)  The  top  and  bottom  flanges,  seats  and  lugs  shall  be  of 
ample  strength,  properly  reinforced  by  ribs  and  fillets. 

(6)  Where  cores  of  superimposed  columns  are  of  different  sizes, 
a  bearing  plate  of  sufficient  thickness  to  properly  transfer  the  load 
shall  be  used. 

(7)  Columns  with  open  sides  shall  be  cast  with  horizontal 
webs  and  solid  caps  and  bases  of  sufficient  strength  to  properly  dis- 
tribute the  stresses. 

(8)  The  length  of  a  cast  iron  column  between  points  where  it  is 
anchored,  stayed  or  tied  in  at  least  two  (2)  directions  by  beams  or 
girders  shall  not  exceed  thirty  (30)  times  its  least  dimension. 

Sec.  B-108— SOIL  PRESSURES: 

(a)  In  all  cases  footings  shall  be  sufficient  to  carry  the  super- 
imposed loads  with  a  factor  of  safety  of  ten  (10)  or  one-tenth  (1/10) 
of  the  ultimate  strength  of  the  soil  at  that  point. 

(b)  The  soil  pressure  to  be  used  in  determining  the  size  of  foot- 
ings, unless  determined  by  tests  under  the  direction  of  the  Com- 
misisoner  of  Buildings  shall  be  as  follows,  to  wit : 
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Soil  Pounds  per  sq.  foot 

(1)  Quicksand  and  alluvial  soils 1,000 

(2)  Soft  clay 2,000 

(3)  Ordinary  clay  and  sand  together  in  layers 

wet  and   spongy   4,000 

(4)  Clay  or  fine  sand,  firm  and  dry  6,000 

(5)  Sand,  compact  and  well  cemented  8,000 

(6)  Gravel  and  coarse  sand,  well  packed.... 10,000 

(7)  Hard  pan  or  shale  12,000 

No  soil  pressure  in  excess  of  six  thousand  (6,000)  pounds  per 
sq.  foot  shall  be  used  unless  the  footings  are  at  a  legal  depth  as  de- 
termined by  this  Code. 

(c)  The  maximum  load  on  a  timber  pile  shall  not  exceed  five 
hundred  (500)  pounds  per  sq.  inch  and  shall  never  be  in  excess  of 
the  following   (L) ; 

(     2WH      ) 

Jj=( )   for  steam  hammers 

(      S  0.1       ) 
(     2WH      ) 

L=( )   for  drop  hammers 

(SI) 
in  which, 

L  equals  the  safe  load  in  pounds  allowable 

W       "         "     weight  of  the  hammer  in  pounds 

H        "         "     fall  of  the  hammer  in  feet 

S  "     penetration  under  the  last  blow 

measured  in  inches,  assumed  to  be  sensible  at  an  approximately 

uniform  rate,  or  the  average  of  the  last  three  (3)  blows. 

(d)  The  footing  shall  be  designed  to  carry  the  calculated  dead 
and  live  loads  with  reductions  as  outlined  in  this  Code  for  different 
grades  and  classes  of  buildings. 

Sec.  B-109— FACTORS  OF  SAFETY: 

(a)     The  factor  of  safety  or  the  permissible  working  stress  as 

compared  to  the  ultimate  strength  shall  be  as: 

For  timbers  one   (1)   to  five    (  5) 

For  steel    one   (1)   to  four  (  4) 

For  masonry   one   (1)  to  ten    (10) 

For  massive   concrete    one   (1)   to  ten    (10) 

For  reinforced  concrete one   (1)   to  four  (  4) 

For  soil  one   (1)   to  ten    (10) 

If  any  material  used  in  building  construction  does  not  come  under 

any  of  the  above  classes  the  Commissioner  shall  name  a  factor  based 

Upon  the  best  engineering  practice  of  the  day. 

Sec.  B-110— TESTING  MATERIALS: 

(a)  Upon  payment  to  the  City  Controller  of  the  testing  fees 
herein  named,  the  City  Controller  shall  issue  a  permit  for  testing 
of  materials  by  the  City  testing  laboratory.  Such  materials  shall  be 
provided  by  any  person,  firm  or  corporation  in  Indianapolis,  Indiana. 

Any  person,  firm  or  corporation  submitting  materials  to  be  tested 
shall  deposit  the  testing  permit  with  the  materials  at  a  place  named 
by  the  person  or  persons  in  charge  of  the  testing  laboratory,  and 
after  such  tests  are  made  and  certified  to  such  tested  materials  shall 
be  removed  from  the  premises  as  directed  by  the  laboratory  officials. 

The  testing  laboratory  shall  issue  a  certified  test  in  duplicate 
of  all  tests  made  for  which  a  permit  was  issued  by  the  City  Controller. 
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(b)  The  fees  to  be  paid  to  the  City  Controller  for  a  permit  for 
testing  shall  be  to  wit  as  follows: 

(1)  Two  (2)  cents  for  every  barrel  of  cement  tested  or  quantity 
in  barrels  determined  by  the  testing  laboratory  officials. 

(2)  One  dollar  and  fifty  cents  ($1.50)  for  each  concrete  block, 
concrete  tile,  clay  tile  or  brick. 

(3)  One  dollar  and  fifty  cents  ($1.50)  for  each  test  for  the 
first  metal  rod  tested  in  tension,  elongation  or  yield  point  with  an 
additional  charge  of  twenty-five  (25)  cents  for  each  test  of  each  ad- 
ditional rod  of  the  same  day's  test. 

(4)  One  dollar  and  fifty  cents  ($1.50)  for  the  first  test  of  wood 
bars  in  tension  with  an  additional  charge  of  twenty-five  (25)  cents 
for  each  additional  wooden  bar  of  the  same  day's  test. 

(5)  One  dollar  ($1.00)  for  the  first  test  in  compression  of 
wooden  struts  or  columns  with  an  additional  charge  of  twenty-five 
cents  (.25)  for  each  additional  piece  of  wood  of  the  same  day's  test. 

(6)  One  dollar  and  fifty  cents  ($1.50)  for  each  test  of  wooden 
or  metal  beams  in  flexure. 

(7)  No  testing  permit  shall  be  issued  for  a  less  sum  than  one 
dollar   ($1.00). 

(c)  The  Commissioner  of  Buildings  may  order  tests  at  any  time 
he  may  determine,  of  any  material  used  in  the  construction  of  any 
work  or  works  both  public  and  private.  When  such  tests  are  ordered 
the  person  or  persons,  firm  or  corporation  in  charge  of  the  con- 
struction work  or  works  shall  take  out  a  testing  permit  from  the 
City  Controller  within  a  reasonable  time  and  shall  furnish  the  test- 
ing laboratory  with  the  materials  selected  by  the  Commissioner  of 
Buildings. 

Sec.  B-lll— HEAT  RESISTING  BRICK  AND  FLUE  LINING: 

(a)  Refractory  clay  brick  shall  have  a  softening  point  above 
1990  degrees  Fahrenheit.  Such  brick  shall  be  used  in  lining  flues, 
chimneys  and  stacks  as  outlined  in  this  Code. 

(b)  Fire  Clay  lining  for  flues  for  small  heating  plants,  furnaces 
and  the  like  shall  be  manufactured  from  suitable  refractory  clay, 
either  natural  or  compounded,  which  has  a  softening  point  not  lower 
than  1990  degrees  Fahrenheit,  and  shall  be  adapted  to  withstand 
high  temperatures  and  flue  gases.  They  shall  be  of  standard  com- 
mercial thickness,  but  never  less  than  three-quarters  ( 3A )  of  an  inch. 

Sec.  B-112— ALLOWABLE  LIVE  LOAD  IN  FIRST  CLASS 
BUILDINGS: 

Allowable  load  in  pounds 
per  square  feet  of  hori- 
To  be  used  for  zontal  area. 

Floors  Stairs  Corridors 

I     One  family  dwelling  of  Grade  D 40  80  80 

II     Doubles  and  Duplexes  of  Grade  D 40  80  80 

III  Multi-family  dwellings  of  Grade   D....     40  80  80 

IV  Hotel  and  Clubs  of  Grade  C 100  100 

Sleeping  rooms  40 

All  other  rooms  100 

Public  Assembly 

Fixed    Seats  60         100  100 

Movable  Seats  100         100  100 

V  Office  Buildings  of  Grade  E 100  100 

Office    Rooms    50 


I 
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Mercantile  Rooms   100        100  100 

Public  Assembly 

Fixed   Seats  60         100  100 

Movable  Seats  100         100  100 

Provisions  shall  be  made  for  a  load  of 
2,000  pounds  upon  any  space  2^  ft, 
square  on  an  otherwise  unloaded  floor. 

VI  Stores,  Mercantile  Buildings  of  Grade  E 

Light   Occupancy   100         100  100 

Heavy  Occupancy  120        100  120 

Storage,  according  to  use  with  a 

minimum    of    120         100  120 

VII  Factories  and  Workshops  of  Grade  F 

according  to  use  with  a  minimum  of....  120         100  120 

VIII  Amusement  Place  of  Grade  A  and 
Grade  B 

Fixed  Seats 60         100  100 

Movable  Seats  100         100  100 

Dancing    100         100  100 

Theater  Stages 200         100  200 

IX     Churches,  Grade  A 

Fixed  Seats  60         100  100 

Movable  Seats  100        100  100 

X     Institutional  Buildings  of  Grade  A 

Sleeping   Rooms   40         100  100 

All  other  Rooms  100         100  100 

Public  Assembly 

Fixed   Seats  60         100  100 

Movable  Seats  100         100  100 

XI     Educational   and   Instructional    Build- 
ings of  Grade  A  and  B 

Class  rooms,  fixed  seats  50         100  100 

Assembly  Rooms 

Fixed   Seats   60         100  100 

Movable  Seats  100         100  100 

Gymnasiums   100         100  100 

XII     Public  Buildings  of  Grade  A  and  B  100         120  120 

Public  Assembly 

Fixed  Seats  60         120  120 

Movable  Seats  100         120  120 

XIII  Special  Hazard  Buildings  of  Grade  E 

and  Grade  F 100 

Minimum 120  120 

Ramps    120 

XIV  Special  Process  Buildings,  Loads  shall 
be  according  to  the  use  of  the  struc- 
ture with  a  minimum  of  100         100  100 

All  loads  must  be  approved. 

Sec.  B-113— ALLOWABLE  LIVE  LOADS  IN  BUILDINGS  OF 
THE  SECOND,  THIRD,  AND  FOURTH  CLASSES: 

Allowable  load  in  pounds 
per    square   feet   of   hori- 
To  be  used  for  zontal   area. 

Floors  Stairs  Corridors 


80 
80 

80 
80 

80 
80 

80 
80 

80 
100 

80 

80 

100 

100 
100 

100 
100 

100 
100 

100 
100 

100 
100 

100 
100 
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I     One  family  dwelling  of  Grade  D 

Second  Class  Construction 40 

Third  and  Fourth  Class  Constr 50 

II     Doubles  and  Duplexes  of  Grade  D 

Second  Class  Construction  40 

Third  and  Fourth  Class  Constr 50 

III  Multi-Family  Dwellings  of  Grade  C 

Second  Class  Construction  40 

Third  and  Fourth  Class  Constr 50 

IV  Hotels  and  Clubs  of  Grade  C 

Sleeping    Rooms    40 

All    other    rooms    100 

Public  Assembly 

Fixed    Seats    100 

Movable    Seats 120 

V     Office  Buildings  of  Grade  E 

Office   Rooms   50 

Mercantile  Rooms  100 

Public  Assembly 

Fixed    Seats    100 

Movable  Seats  120 

Provision  shall  be  made  for  a  load  of 
2,000  pounds  upon  any  space  2%   ft. 
sq.  on  an  otherwise  unloaded  space. 
VI     Stores,  Mercantile  Buildings  of  Grade  E 

Light   Occupancy   100         100  100 

Heavy  Occupancy  120         100  120 

Storage,  according  to  use  with  a 

minimum 120  100  120 

VII     Factories  and  Workshops  of  Grade  F 

according  to  use  with  a  minimum  of....  120         100  120 

VIII     Amusement    Places   of   Grade    A   and 
Grade  B 

Fixed  Seats  100 

Movable  Seats 120 

Stage    200 

IX     Churches,  Grade  A 

Fixed  Seats  100 

Movable  Seats  120 

X     Educational  Building  of  Grade  A 

Sleeping  Rooms 40 

All    other    rooms    100 

Public  Assembly 

Fixed    Seats    100 

Movable  Seats 120 

XI     Educational   and    Instructional   Build- 
ings of  Grade  A  and  B 

Class  Rooms,  fixed  seats  50         100  100 

Assembly  Rooms 

Fixed    Seats    100 

Movable  Seats  120 

Gymnasiums    120 

XII     Public    Buildings    of    Grade    A    and 

Grade   B   100         120  120 

Public  Assembly 


100 
100 
100 

100 
100 
200 

100 
100 
100 

100 
100 
100 

100 

100 

100 
100 

100 
100 

100 

100 

100 

100 

100 

100 
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Fixed  Seats  ,. 100        120  120 

Movable    Seats    120         120  120 

XIII  Special    Hazard    Buildings    of    Grade 

E  and  Grade  F 100 

Minimum 120  120 

XIV  Special  Process  Buildings,  Loads  shall 
be  according  to  the  use  of  the  struc- 
ture with  a  minimum  120         100  120 

Loads  must  be  approved. 

Sec.  B-114— ALLOWABLE  LIVE  LOADS: 

(a)  The  allowable  live  loads  to  be  used  for  all  roofs  shall  be 
equal  to  the  dead  load  thereof  and  shall  never  be  less  than  thirty 
(30)  pounds  per  sq.  foot  for  all  classes  and  grades  of  buildings. 

Exception:     Green  houses  fifteen  (15)  pounds  per  sq.  ft. 

(b)  The  allowable  live  load  for  all  sidewalks  shall  in  no  case 
be  less  than  three  hundred  (300)  pounds  per  sq.  foot. 

(c)  The  allowable  live  load  for  all  roadways  in  the  public  high- 
way and  of  all  slabs  over  culverts  or  streams  shall  in  no  case  be  less 
than  one  (1)  ton  (2,000  lbs.)  per  sq.  foot. 

(d)  Allowance  shall  in  all  cases  be  made  for  partitions;  toilets; 
safes  or  other  concentrated  loads.  The  loads  for  courtyards  and 
other  spaces  within  the  building  lines  shall  not  be  less  than  120 
pounds  per  sq.  foot. 

Sec.  B-115— REDUCTION  OF  LOADING  OF  COLUMNS  AND 
GIRDERS: 

(a)  In  all  construction  except  storage  buildings  and  warehouses 
a  reduction  of  five  (5)  per  cent  per  floor  may  be  permitted  as  fol- 
lows, to  wit: 

Last  story  above  basement 95%  of  all  live  loads 

Next  story  90%    "     "      " 

Next  story 85%    "     "      " 

and  likewise  for  each  succeeding  story  until  a  reduction  of  fifty  (50) 
per  cent  of  all  superimposed  live  loads  for  the  tenth  story  below  the 
roof. 

(b)  A  flat  reduction  of  fifteen  (15)  per  cent  of  all  superimposed 
live  loads  will  be  permitted  in  all  buildings  except  storage  buildings 
and  warehouses,  for  beams  and  girders,  but  not  for  spandrel  beams. 

Sec.  B-116— WIND  PRESSURES: 

Signs  20  Lbs.  per  sq.  ft. 

Steel  Skeleton  Constructed  Buildings  15  "  "  "  " 

Reinforced     Concrete     Skeleton     Constructed 

Buildings   15  "  "  "  " 

Concrete,  Brick  and  Metal  Stacks  on  pro- 
jected  area  25  "  "  "  " 

All   other   Buildings 15  "  "  "  " 

Wind  on  roofs  on  projected  areas  20  "  "  "  " 

Sec.  B-117— MATERIALS  FOR  FOUNDATIONS  FOR  ANY 
BUILDING: 

All  materials  for  foundation  shall  be  of  approved  incombustible 
material  and  when  used  below  grade  for  load  bearing  shall  meet  the 
following  requirements : 
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Minimum  crushing  strength 
pounds  per    sq.    inch    gross 
Material  area 

Clay  Building  Tile  1,200  Pounds 

Concrete  800 

Massive    Concrete    2,000         " 

Concrete  Block  800 

Clay  Brick 1,500 

Concrete  Brick  1,500         " 

Reinforced  Concrete  2,000         " 

Sec.  B-118— STRENGTH  OF  MATERIALS  FOR  ANY  BUILD- 
ING: 

All  materials  for  use  above  the  foundation  of  load  bearing  shall 
meet  the  following  requirements: 

Minimum  crushing  strength 
pounds  per    sq.    inch    gross 
Material  area 

Clay    Building    Tile    800  Pounds 

Concrete  Building  Tile  800 

Massive  Concrete  1,500 

Concrete    Block 800 

Clay   Brick    1,500 

Concrete   Brick 1,500 

Reinforced  Concrete  2,000 

DIVISION  B— PART  TWO 
CONCRETE  BLOCKS 
Sec.  B-201— COMPOSITION  OF  CONCRETE  BLOCKS: 

(a)  "Concrete  Blocks"  shall  be  made  of  concrete  composed  of 
pure  water,  Portland  cement,  clean  sharp  sand  and  clean  gravel, 
crushed  stone  or  other  approved  material,  free  from  loam  or  earthly 
matter;  thoroughly  mixed.  No  particles  are  to  be  larger  than  those 
which  will  pass  a  three-quarter  (%)  inch  mesh  screen  and  are  to 
grade  gradually  to  small  particles,  commonly  called  "grit."  These 
proportions  may  be  varied  as  the  case  required,  if  approved  by  the 
Commissioner  of  Buildings. 

(b)  Water  used  in  "Concrete  Blocks"  during  the  process  of 
manufacture  shall  be  clean,  free  from  oil,  acids,  alkalies,  or  vegetable 
matter  of  any  sort. 

(c)  If  artificial  coloring  matter  is  used,  only  mineral  colors 
shall  be  used  in  the  amount  that  will  not  appreciably  impair  the 
strength  of  the  "Concrete  Block." 

(d)  The  absorption  of  three  test  samples  when  dried  to  a 
constant  weight  at  a  temperature  between  two  hundred  and  twelve 
(212)  and  two  hundred  and  fifty  (250)  degrees  F.  and  immersed 
in  clean  water  for  a  period  of  twenty-four  (24)  hours  shall  not  ex- 
ceed fourteen  (14)  pounds  per  cubic  feet  of  concrete  (actual  volume) 
contained  in  any  block. 

(e)  All  concrete  blocks  shall  be  so  formed  that  an  air  and 
mortar  space  of  at  least  one-half  ( V2 )  inch  is  left  at  each  end  of  the 
concrete  block* 

Exception — By  special  permission  concrete  block  generally  known 


as  concrete  tile  may  have  square  ends. 
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Sec.  B-202— WALLS  AND  PIPE  CHASES: 

(a)  The  thickness  of  foundations  and  bearing  walls  for  "Con- 
crete Block"  shall  be,  to  wit,  as  follows: 

Minimum  Thickness  of  Walls  in  Inches  for  "Concrete  Block" 
Height  B         1  2  3 

One    Story    12         12 

Two   Stories   16         12         12         12 

Three  Stories 16         16         12         12 

In  one  (1)  story  buildings  outside  the  fire  limits,  in  cases  where 
frame  construction  is  permitted  by  this  Code,  eight  (8)  inch  "Con- 
crete Block"  walls  may  be  used  provided  that  no  such  wall  exceeds 
fifty  (50)  feet  in  length  between  masonry  cross-walls  or  adequate 
pilasters  or  fourteen  (14)  feet  in  height  exclusive  of  the  parapet; 
however,  in  Grade  D  buildings,  outside  the  fire  limits,  the  thickness 
of  "Concrete  Block"  walls  shall  not  be  less  than  eight  (8)  inches 
for  the  uppermost  twenty  (20)  feet  in  height  and  twelve  (12)  inches 
for  the  next  fourteen  (14)  feet  in  height.  An  additional  five  (5) 
feet  of  eight  (8)  inches  non-load  bearing  wall  is  permitted  in  gables. 

(b)  The  width  of  opening  in  such  "Concrete  Block"  walls  shall 
in  no  case  exceed  one-third  (Vs)  of  the  total  length  of  the  wall  un- 
less the  thickness  is  increased  four  (4)  inches  or  more  as  required 
by  the  Commissioner  of  Buildings. 

(c)  In  no  case  shall  the  loading  of  any  "Concrete  Block"  wall 
exceed  the  safe  load  allowable  for  "Concrete  Block"  walls  with  a 
factor  of  safety  of  ten  (10)  or  one-tenth  (1/10)  of  the  ultimate  crush- 
ing strength,  of  the  wall  as  laid  up  in  mortar  as  specified  in  section 
two  hundred  and  four  B   (204-B),  below. 

(d)  In  exterior  walls  of  Grade  C  buildings  the  walls  of  the 
last  story  above  the  basement  may  be  reduced  to  eight  (8)  inches 
in  thickness,  provided  that  no  such  wall  has  a  greater  horizontal 
length  than  thirty  (30)  feet  without  a  cross  wall,  or  adequate  pilas- 
ter not  less  than  ninety-six  (96)  sq.  inches  in  horizontal  cross  sec- 
tional area,  in  addition  to  the  wall.  Such  wall  reduction  shall  be 
limited  to  fourteen  (14)  feet  in  height  between  finished  floor  and 
ceiling. 

(e)  The  interior  fire  and  load  bearing  "Concrete  Block"  walls 
of  any  Grade  D  building  shall  not  be  less  than  eight  (8)  inches  thick 
for  the  uppermost  twenty  (20)  feet  and  twelve  (12)  inches  thick  for 
the  next  lower  fourteen  (14)  feet,  in  height. 

(f)  Pipe  chases  shall  not  be  cut  in  "Concrete  Block"  walls  or 
pilasters  but  shall  be  provided  for  by  properly  formed  "Concrete 
Blocks"  approved  by  the  Commissioner  of  Buildings  for  the  pur- 
pose, and  no  such  chase  shall  be  over  one-third  (%)  of  the  thickness 
of  the  wall. 

(g)  The  bed  of  the  "Concrete  Block"  will  bet  considered  as  the 
thickness. 

(h)  Nothing  in  this  section  shall  prohibit  a  wall  reduction  to 
eight  (8)  inches  for  the  second  story  of  "Concrete  Block"  business 
buildings  or  structures  located  outside  of  the  fire  district,  providing 
the  second  story  is  used  exclusively  for  office  or  tenement  purposes. 

(i)  The  unsupported  height  of  "Concrete  Block"  piers  shall  not 
exceed  ten  (10)  times  their  least  dimension. 

Sec.  B-203— AGE  OF  CONCRETE  BLOCK: 
"Concrete  Blocks"  shall  not  be  used  for  building  purposes  until 
they  are  twenty  (20)  days  old,  except  by  special  permission  in  writing 
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from  the  Commissioner  of  Buildings.  "Concrete  Blocks"  which  have 
been  cured  by  any  special  process  may  be  used  before  they  are  twenty 
(20)  days  old,  but  in  no  case  until  they  are  ten  (10)  days  old. 

Sec.  B-204— CRUSHING  STRENGTH: 

"Concrete  Blocks"  shall  not  be  used  in  any  case  unless  they 
stand,  without  showing  signs  of  failure,  the  ultimate  crushing 
strength  of  the  block  thirty  (30)  days  old  resulting  from  an  average 
of  three  (3)  or  more  units  tested  by  a  recognized  testing  laboratory 
or  any  testing  laboratory  satisfactory  to  the  Commissioner  of  Build- 
ings, to-wit,  as  follows: 

Ultimate  crushing  strength  in  pounds  per  sq.  inch  of  gross  area 
as  laid  in  the  wall. 

Average  of  three  (3)  tests  800  pounds 
Minimum  for   any  one   block     600  pounds 

The  above  tests  shall  be  computed  over  the  gross  area  of  the 
"Concrete  Blocks"  as  laid  up  in  mortar  in  any  wall  with  no  reduction 
for  hollow  spaces,  by  taking  the  product  of  the  width  and  the  length 
of  the  unit.  No  single  "Concrete  Block"  shall  fall  below  the  amount 
of  strength  per  sq.  inch  of  gross  area  indicated  in  the  second  column. 

No  single  "Concrete  Block"  shall  fall  below  one  thousand  (1,000) 
pounds  per  sq.  inch  ultimate  compressive  strength  when  calculated 
on  the  minimum  cross  section  area  bearing  either  at  the  top  or  base 
of  the  "Concrete  Block." 

Sec.  B-205— PURE  LIME  MORTAR  CANNOT  BE  USED: 

No  pure   lime  mortar   shall  be  used   in  the   laying  of  concrete 

blocks  or  concrete  building  tile. 

Exception — Lime  may  be  used  in  cement  mortar  to  temper  the 

same. 

Sec.  B-206— LAYING  OF  BLOCKS : 

(a)  "Concrete  Block"  laid  up  in  any  exterior  wall  of  any  build- 
ing in  Indianapolis  shall  have  the  ends  completely  filled  solid  with 
mortar,  or  in  lieu  thereof  a  water  tight  mortar  joint  not  less  than 
three  inches  in  aggregate  width. 

Note — (1)  It  is  recommended  that  concrete  blocks  be  used  that 
have  a  small  ledge  at  each  end.  This  ledge  will  form  a  pocket  for 
the  mortar. 

(2)  It  is  recommended  that  blocks  below  the  grade  have  the 
side  next  to  the  solid  thoroughly  saturated  with  pitch  to  exclude  mois- 
ture. 

(b)  The  bottom  courses  of  "Concrete  Block"  laid  up  in  any  wall 
of  any  building  or  structure  shall  have  a  footing  under  the  wall  and 
the  same  shall  be  at  least  four  (4)  inches  thick  vertically. 

(c)  All  vertical  and  horizontal  joints  must  be  flushed  full  in  any 
wall  of  "Concrete  Blocks"  in  any  buildings  or  structures,  with  mor- 
tar composed  of  one  (1)  part  cement  to  six  (6)  parts  clean  sharp 
sand  and  one  (1)  part  hydrate  of  lime,  proportioned  by  volume.  The 
mortar  used  must  be  mixed  in  small  batches  and  used  immediately. 

(d)  The  last  course  of  "Concrete  Blocks"  immediately  under 
any  joists,  beams,  door  sills  or  window  sills  shall  be  solid  blocks. 

(e)  Piers  and  buttresses  supporting  lintels  with  a  load  in  ex- 
cess of  five  (5)  tons  must  be  built  of  solid  "Concrete  Blocks"  for  such 
distance  below  the  bearing  as  shall  be  required  by  the  Commissioner 
of  Buildings.  Piers  and  pilasters  supporting  heavy  loads  must  be 
built  of  solid  "Concrete  Blocks"  of  "Concrete  Blocks"  approved  by  the 
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Commissioner  of  Buildings  and  must  be  as  large  in  area  as  required 
by  the  load,  which  in  no  case  is  to  exceed  one-tenth  (1/10)  of  the  ulti- 
mate crushing  strength  of  the  area  of  support. 

(f)  Concrete  lintels  or  sills  shall  be  reinforced  with  steel  bars 
as  required  by  the  Commissioner  of  Buildings.  The  supports  for  lin- 
tels shall  rest  upon  solid  "Concrete  Blocks"  approved  by  the  Commis- 
sioner of  Buildings,  immediately  under  the  lintels  or  sill. 

Note — It  is  recommended  that  lintels  in  concrete  block  walls  be 
built  into  the  wall  by  using  forms. 

(g)  Where  walls  and  piers  are  built  of  more  than  one  (1)  row 
of  blocks  in  the  thickness  of  the  wall  or  pier;  header  courses  must 
be  provided  every  third  course  of  blocks.    Blind  headers  may  be  used. 

(h)  Where  there  is  an  offset  iri  any  "Concrete  Block"  wall  the 
last  course  or  ledge  course  of  blocks  must  be  made  of  solid  "Concrete 
Blocks"  approved  by  the  Commissioner  of  Buildings  for  the  purpose. 

Note — One  course  of  brickwork  will  be  accepted  instead  of  solid 
blocks.  Solid  blocks  within  the  meaning  of  this  paragraph  means 
blccks  that  have  a  solid  top  at  least  two  (2)  inches  in  thickness. 

Sec.  B-207— USES  OF  CONCRETE  BLOCKS  IN  BUILDINGS 
OR  STRUCTURES: 

(a)  Where  "Concrete  Blocks"  are  used  for  chimneys  the  blocks 
must  be  solid  and  in  no  case  less  than  eight  (8)  inches  in  thickness. 
The  flue  must  be  lined  from  the  top  to  the  bottom  with  approved  fire 
clay  lining. 

(b)  In  "Concrete  Block"  walls  where  pilasters  or  piers  are  re- 
quired the  same  shall  be  made  of  solid  blocks  or  hollow  blocks  filled 
with  concrete  from  top  to  bottom  of  the  pilaster  or  pier. 

Sec.  B-208— REQUIREMENTS  FOR  MARKING  ALL  CON- 
CRETE BLOCKS: 

(a)  All  "Concrete  Blocks"  shall  be  marked  with  the  brand  of 
the  manufacturer,  which  brand  shall  be  filed  each  year  with  the  Com- 
missioner of  Buildings  not  later  than  March  1st,  together  with  dif- 
ferent sizes  and  classes  of  blocks  manufactured  by  any  person,  firm 
or  corporation  selling  "Concrete  Blocks"  or  manufacturing  "Concrete 
Blocks"  for  sale  within  the  City  of  Indianapolis. 

(b)  All  "Concrete  Blocks"  shall  be  branded  with  the  date  of 
manufacture. 

Sec.  B-209— HOLLOW  SPACES  IN  CONCRETE  BLOCKS: 

(a)  No  "Dry  Block"  shall  have  an  air  space  when  laid  up  in 
the  wall  over  thirty-three  (33)  per  cent  of  the  total  volume  of  the 
"Concrete  Block"  except  by  special  permission  in  writing  from  the 
Commissioner  of  Buildings. 

(b)  No  "Cast  Block"  or  "Wet  Block"  shall  have  an  air  space 
when  laid  up  in  the  wall  of  over  forty-five  (45)  per  cent  of  the  total 
volume  of  the  "Concrete  Block." 

(c)  Special  "Concrete  Blocks"  shall  be  made  to  provide  vertical 
and  horizontal  chases  for  pipes  and  electrical  work. 

Sec.  B-210— WHEN  CONCRETE  BLOCKS  SHALL  NOT  BE 
USED: 

"Concrete  Blocks"  shall  not  be  used  for  partition  or  bearing  walls 
in  oil  houses,  or  any  building  where  explosive  fumes  are  liable  to 
diffuse  into  the  hollow  spaces. 
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Sec.  B-211— STEEL  REINFORCEMENT: 

(a)  The  reinforcing  steel  shall  be  free  from  excessive  rust, 
scale,  paint,  oil  or  coating  of  any  character  which  will  tend  to  reduce 
or  destroy  the  bond. 

(b)  The  allowable  tension  in  steel  reinforcing  shall  be  eighteen 
thousand  (18,000)  pounds  per  sq.  inch  for  regular  structural  steel 
grade  and  twenty  thousand   (20,000)  pounds  for  hard  steel  grade. 

(c)  The  extreme  fiber  stress  in  bending  for  concrete  lintels  or 
reinforced  concrete  wall  or  slabs  shall  not  be  over  seven  hundred  and 
fifty  (750)  pounds  per  square  inch. 

Sec.  B-212— DUTIES  OF  THE  COMMISSIONER  OF  BUILD- 
INGS: 

a)  The  Commissioner  of  Buildings  shall  require  tests  from 
time  to  time  to  be  made  of  "Concrete  Blocks"  manufactured  for  sale 
in  Indianapolis  and  located  at  the  place  of  manufacture  or  any  other 
premises,  the  expense  of  which  shall  be  borne  by  the  manufacturer  or 
owner  ottering  the  "Concrete  Blocks"  for  sale  in  Indianapolis.  Such 
tests  may  be  required  as  often  as  the  Commissioner  of  Buildings  shall 
deem  necessary  and  at  least  once  each  year  to  protect  the  public 
safety  or  to  satisfy  him  that  the  general  run  of  "Concrete  Blocks" 
will  stand  the  required  tests  as  set  forth  in  this  Code. 

(b)  If  any  "Concrete  Block"  or  Blocks  shall  fall  below  the 
specified  minimum  test  the  Commissioner  of  Buildings  may  cause  the 
"!otal  number  of  Blocks  manufactured  of  which  the  tested  "Concrete 
L'lock"  is  a  part,  to  be  destroyed. 

(c)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
may  cause  "Concrete  Blocks"  less  than  twenty  (20)  days  old  de- 
livered upon  any  building  site  in  Indianapolis  that  are  to  be  used  in 
any  building  or  structure,  to  be  tested  as  required  for  any  "Concrete 
Block"  and  shall  condemn  one  or  all  such  "Concrete  Blocks"  when 
the  same  do  not  comply  with  ninety  (90)  per  cent  of  the  testing  re- 
quirements in  section  two  hundred  and  four  (B-204)  which  tests 
shall  be  made  by  any  recognized  laboratory,  or  under  the  direction 
of  the  Commissioner  of  Buildings. 

DIVISION  B— PART  THREE 
ROOF    COVERINGS 
Sec.  B-301—  GENERAL  REQUIREMENTS: 

All  buildings  and  structures  hereafter  erected,  reroofed  or  re- 
paired in  the  City  of  Indianapolis  shall  have  roof  coverings  of  ap- 
proved material  composed  of  brick,  concrete,  tile,  slate,  metal,  asbestos 
shingles,  built  up  roofing  felt  with  gravel  or  slag  surface,  built  up 
water-proofed  asphalt,  built  up  asbestos,  or  any  other  form  of  roof- 
ing material  which  will  stand  the  test  set  forth  as  Class  A  or  B  in 
section  306  or  any  material  which  may  be  approved  by  the  Commis- 
sioner of  Buildings  for  the  purpose;  except  any  Grade  D  building,  or 
any  structure  which  does  not  house  more  than  four  (4)  families  oe- 
tween  fire  walls,  or  any  fourth  class  building  outside  of  the  fire  dis- 
trict which  is  not  used  for  residence  or  mercantile  purposes  and  whose 
roof  area  does  not  exceed  twenty-five  (2,500)  hundred  square  feet 
and  whose  height  does  not  exceed  one  (1)  story,  or  any  third  or 
fourth  class  garage  outside  of  the  first  fire  district  which  does  not 
house  more  than  four  (4)  cars,  or  any  such  structure  which  does  not 
house  more  than  four  (4)  cars  between  fire  walls,  or  any  one  (1) 
story  mercantile  structure  outside  of  the  first  fire  district  wh';ie  roof 
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area  does  not  exceed  one  thousand  (1,000)  square  feet;  shall  be  pro- 
vided with  approved  roof  covering  which  will  stand  the  test  of  Class 
C,  as  set  forth  in  Section  B-306,  below,  or  which  may  be  approved  by 
the  Commissioner  of  Buildings  for  the  purpose.  Be  it  further  pro- 
vided that  no  existing  building  or  new  structure  shall  have  its  roof 
covered  or  repaired,  except  a  permit  be  issued  thereto  in  advance  of 
the  application  of  the  roof  covering  and  a  sample  of  the  same  sub- 
mitted for  approval  to  the  Commissioner  of  Buildings  by  the  appli- 
cant when  a  permit  is  applied  for.  Such  sample  shall  be  six  (6) 
inches  by  eight  (8)  inches  in  area  and  shall  remain  the  property  of 
the  Department  of  Buildings.  Such  sample  shall  bear  the  name  of 
the  roofer,  manufacturer  of  the  roofing  material,  brand,  class  of  roof 
and  the  location  of  the  buildings  on  which  the  same  is  to  be  placed. 
Sec.  B-302— REPAIRS— SHINGLES— FLASHINGS: 

(a)  No  existing  roof  shall  be  repaired  or  renewed  without  a 
permit  issued  by  the  Commissioner  of  Buildings,  except  repairs  to 
existing  roofs,  for  the  purpose  of  stopping  leaks,  may  be  done  to 
the  extent  of  twenty-five  (25)  dollars  in  value  without  a  permit. 

(b)  No  existing  wood  shingle  roof  within  the  City  of  Indianap- 
olis shall  be  repaired  more  than  twenty  (20)  per  cent  of  its  total 
area  in  any  one  year  unless  it  be  repaired  with  approved  roofing  as 
required  by  this  ordinance. 

(c)  Any  porch  roof  or  dormer  window  roofs  which  are  sepa- 
rated from  the  main  roof  of  the  house  shall  be  considered  as  separate 
roofs  and  the  above  rule  for  repairs  shall  apply  to  each  of  them  sep- 
arately. 

(d)  All  counter  flashings  shall  be  of  metal  or  built  up  asbestos 
roofing  material  incorporated  with  the  roofing. 

Sec.  B-303— EXISTING  ROOFS: 

That  any  existing  roof  within  the  City  of  Indianapolis  which 
shall  be  damaged  by  fire  more  than  twenty  (20)  percent  of  its  entire 
area  shall  be  repaired  with  the  approved  standard  roofing  material 
in  the  same  manner  as  if  it  were  a  new  building  or  structure  as  pro- 
vided for  in  Section  three  hundred  and  one  (B-301). 

Sec.  B-304— POWER  OF  COMMISSIONER  OF  BUILDINGS: 

(a)  The  Commissioner  of  Buildings  and  his  authorized  assist- 
ants shall  have  the  power  to  condemn  any  roof  which  in  their  opinion 
is  a  hazard  and  shall  cause  the  same  to  be  covered  with  approved 
roofing  material  as  set  forth  in  Section  three  hundred  and  one  (Br 
301)  for  new  buildings. 

(b)  In  any  such  case  the  Commissioner  of  Buildings  or  his  au- 
thorized assistants  may  order  the  vacation  of  any  premises  upon 
recommendation  of  the  Board  of  Public  Safety  until  the  roof  of  said 
building  is  properly  covered  with  approved  roofing  material  as  re- 
quired by  the  Commissioner  of  Buildings,  or  set  forth  in  Section 
ihree  hundred  and  one  (B-301)  for  new  buildings  and  structures.  The 
Commissioner  of  Buildings  shall  cause  the  application  of  additional 
roofing  material  or  he  may  cause  the  existing  roof  to  be  removed  and 
a  proper  roof  covering  applied  as  set  forth  in  Section  three  hundred 
and  one  (B-301)  for  new  buildings. 

Sec.  B-305— TESTS  ORDERED: 

The  Commissioner  of  Buildings  or  his  authorized  assistants  shall 
require  from  time  to  time  or  in  any  case  a  test  to  be  made  of  any 
roofing  material  by  the  person  or  persons,  firm  or  corporation  selling 
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such  roofing  material  or  applying  the  same  to  any  structure  in  the 
City  of  Indianapolis  whatsoever.  Such  tests  shall  be  conducted  under 
the  direction  of  the  Commissioner  of  Buildings  as  set  forth  in  this 
Ordinance  or*,  at  some  testing  laboratory  acceptable  to  the  owner  of 
the  roofing  material  and  the  Commissioner  of  Buildings.  Such  tests 
shall  be  conducted  at  the  expense  of  the  owner  of  the  roofing  ma- 
terial. 

Sec.  B-306— CLASSES  OF  ROOF  COVERINGS: 

For  the  purpose  of  this  Ordinance,  roofings  are  divided  into  three 
(3)  classes  as  follows: 

Class  A  roofing  must  be  so  designed  and  constructed  that  it  will 
withstand  the  Flame  Exposure  and  Radiation  Tests,  provided  for  in 
Section  three  hundred  and  eleven  (B-311)  of  this  Ordinance,  at  five 
(5)  and  forty  (40)  mile  air  currents  and  the  Burning  Brand  test 
at  five  (5)  mile  air  current  for  at  least  sixty  (60)  minutes,  and  the 
Burning  Brand  Test  at  forty  (40)  mile  air  currents  for  at  least  thirty 
(30)  minutes,  without  the  spread  of  fire  from  the  area  directly  ex- 
posed and  without  sustained  ignition  of  the  roof  deck.  Class  A  roof- 
ing shall  be  so  designed  and  constructed  that  it  will  withstand  all 
of  the  fire  tests  throughout  their  duration  without  glowing  or  flaming 
parts  being  carried  off  by  the  air  currents. 

Class  B  roofing  must  be  so  designed  and  constructed  that  it  will 
withstand  the  Flame  Exposure  and  Radiation  Tests,  provided  for  in 
Section  three  hundred  and  eleven  (B-311)  of  this  Ordinance,  at  five 
(5)  and  forty  (40)  mile  air  currents  and  the  Burning  Brand  Test 
at  five  (5)  mile  air  currents  for  at  least  thirty  (30)  minutes  and 
the  Burning  Brand  Test  at  forty  (40)  mile  air  currents  for  at  least 
fifteen  (15)  minutes,  without  spread  of  fire  in  excess  of  one-half 
square  foot  per  minute  from  the  area  directly  exposed  and  without 
sustained  ignition  of  the  roof  deck.  Class  B  roofing  shall  be  so  de- 
signed and  constructed  that  it  will  withstand  all  of  the  fire  tests 
throughout  their  duration  without  any  glowing  or  flaming  parts  being 
carried  off  by  air  currents. 

Class  C  roofing  must  be  so  designed  and  constructed  that  it  will 
withstand  all  of  the  fire  tests  provided  for  in  Section]  three  hundred 
and  eleven  (B-311),  for  at  least  five  (5)  minutes  without  the  spread 
of  fire  in  excess  of  five  (5)  sq.  feet  per  minute  from  the  area  directly 
exposed  and  without  sustained  ignition  all  of  the  fire  tests  through- 
out their  duration  without  glowing  or  flaming  of  the  roof  deck.  Class 
C  roofing  shall  be  so  designed  and  constructed  that  it  will  withstand 
parts  of  size  being  carried  off  by  the  air  currents.  Class  C  roofing 
must  be  so  designed  and  constructed  as  to  weigh  not  less  than  fifty- 
five  (55)  pounds  per  one  hundred  (100)  square  feet,  before  the  slag 
surface  is  applied. 

Sec.  B-307— DEADENING  FELT: 

A  layer  of  deadening  felt  at  least  one-sixteenth  (1/16)  inch  thick 
shall  be  placed  between  metal  roofing  and  the  supporting  wood  work. 

Sec.  B-308— PARTY  WALLS : 

The  wooden  planking,  roofing  and  sheathing  shall  not  in  any  case 
be  extended  across  the  side  or  party  walls. 

Sec.  B-309— SIDES  OF  BUILDINGS: 

The  top  and  sides  of  dormer  windows  shall  be  protected  the  same 
as  the  roof,  or  with  other  material  having  equivalent  fire  resistive 
properties.     No  wooden  shingles  may  be  used  on  the  sides  of  any 
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structure  unless  they  are  at  least  five-eighths   ( % )   of  an  inch  thick 
or  have  been  approved. 

Sec.  B-310— CONDEMNATION  OF  ROOFS: 

The  Commissioner  of  Buildings  shall  have  the  power  to  condemn 
and  have  removed  any  wood  shingle  roof  that  is  in  such  deteriorated 
condition  as  to  be  excessively  inflammable. 

Sec.  B-311—  APPROVAL: 

All  roofing  material  hereafter  used  in  the  City  of  Indianapolis 
within  the  requirements  of  this  Ordinance,  must  withstand  the  fol- 
lowing tests  for  approval. 

Sec.  B-312— TEST  REQUIREMENTS: 

(a)  For  the  purpose  of  making  tests  a  standard  deck  must  be 
made  according  to  the  following  specifications:  eight  (8)  feet  long 
by  seven  (7)  feet  wide  made  of  kiln-dried  white  pine  boards  eight  (8) 
inches  wide  and  seven-eighths  ( % )  of  ait  inch  in  thickness,  free  from 
large  or  loose  knots,  sap  wood  or  dry  rot.  The  boards  must  be 
dressed  on  one  (1)  side  and  two  (2)  edges  and  laid  across  a  seven 
(7)  foot  dimension  of  the  deck  with  the  rough  sides  up  and  spaced 
one-fourth  (%)  of  an  inch  and  nailed  to  four  (4)  two  (2)  by  four  (4) 
inch  yellow  pine  battens  on  the  under  side  of  the  deck.  Two  (2)  of 
the  battens  are  located  along  the  under  side  and  two  (2)  twenty-one 
(21)  inches  from  these  edges.  The  surface  of  the  deck  to  be  made  as 
true  and  even  as  possible. 

Sec.  B-313— SAMPLES  OF  ROOF  COVERINGS: 

Test  samples  in  which  prepared  roofing  containing  bituminous 
materials  are  used  must  be  selected  from  stock  between  the  thirtieth 
(30th)  and  sixtieth  (60th)  day  after  the  roofing  is  manufactured 
These  samples  must  be  stored  for  thirty  (30)  days  in  freely  cir- 
culating dry  air  at  temperatures  not  less  than  fifty  (50)  degrees 
nor  more  than  eighty-five  (85)  degrees  Fahrenheit  before  they  are 
tested. 

Sec.    B-314— FLAME  EXPOSURE  TEST: 

Two  standard  tests  shall  be  subjected  to  the  standard  frame  ex- 
posure tests  in,  which  the  upper  surface  of  the  roof  covering  under 
investigation  is  subjected  to  the  direct  application  of  a  gas  flame 
over  an  area  approximately  six  (6)  square  feet.  One  sample  shall 
be  tested  and  subjected  to  air  currents  having  temperatures  between 
fifty  (50)  and  sixty-five  (65)  degrees  Fahrenheit  and  a  velocity  of 
approximately  five  (5)  miles  per  hour.  The  other  sample  shall  be 
tested  under  the  same  conditions  except  that  the  air  currents  shall 
be  approximately  forty  (40)  miles  per  hour. 

Sec.  B-315— RADIATION  TEST: 

The  standards  test  samples  shall  be  subjected  to  the  standard 
radiation  test  in  which  the  upper  surface  of  the  roof  covering  under 
investigation  is  subjected  to  a  temperature  of  twelve  hundred  (1,200) 
degrees  Fahrenheit.  One  sample  shall  be  tested  and  subjected  to  air 
currents  having  temperatures  between  fifty  (50)  and  sixty-five  (65) 
degrees  Fahrenheit  and  a  velocity  of  approximately  five  (5)  miles  per 
hour.  The  other  sample  shall  be  tested  under  the  same  general  con- 
ditions except  that  the  air  currents  shall  be  approximately  forty  (40) 
miles  per  hour. 

Sec.  B-316— BURNING  BRAND  TEST: 

Samples  shall  be  subjected  to  burning  brand  tests  in  which  the 
upper  surface  of  the  roof  covering  under  investigation  is  subjected 
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to  the  direct  application  of  a  glowing  brand  thirty-six  (36)  inches 
square;  one  (1)  sample  shall  be  tested  while  subjected  to  air  cur- 
rents having  temperatures  between  titty  (50)  and  sixty-five  (65)  de- 
grees Fahrenheit,  and  a  velocity  of  approximately  five  (5)  miles  per 
hour,  and  the  other  sample  shall  be  tested  under  the  same  conditions 
except  that  the  air  currents  shall  be  approximately  forty  (40)  miles 
per  hour.  The  glowing  brand  shall  be  made  of  at  least  ten  (10) 
strips  of  seasoned  hard  maple  two  (2)  inches  square  by  three  (3)  feet 
long  formed  into  a  frame  or  grid  with  a  one  and  three-quarters  (1%) 
inch  space  between  strips.  The  complete  gird  shall  be  thoroughly 
ignited  and  burning  before  application  of  the  roof  sample,  which 
later  shall  extend  on  the  side  at  least  eighteen  (18)  inches  beyond 
the  edge  of  the  gird. 

Sec.  B-317— HANDLING  OF  ROOFING: 

It  shall  be  unlawful  for  any  person,  firm  or  corporation  to  store, 
handle  or  maintain  any  roof  covering  material  in  the  City  of  Indian- 
olis,  for  the  purpose  of  sale,  to  place  same  on  the  roof  of  any  building 
or  structure  in  the  City  of  Indianapolis  which  roofing  does  not  com- 
ply with  the  requirements  of  this  Code. 

Sec.  B-318— EXPANSION: 

Proper  provision  shall  be  made  for  expansion.  Special  care  must 
be  taken  to  provide  expansion  joints  in  metal  roofing  material. 

DIVISION  B— PART  FOUR 
ADVERTISING  DISPLAY 
Sec.     B-401— ERECTION     PERMITS     WILL     NOT     BE     RE- 
QUIRED: 

Erection  permits  will  not  be  required  for  any  temporary  muslin 
advertising  displays  of  less  than  one  hundred  (100)  square  feet  in 
area  not  erected  over  the  public  highway.  Erection  permits  will  not 
be  required  for  the  painting  of  any  advertising  display  upon  any 
wall.  Erection  permits  will  not  be  required  for  signs  less  than  twenty- 
five  (25)  square  feet  in  area  advertising  real  estate,  providing  the 
same  shall  be  erected  upon  the  natural  grade  of  any  lot  and  main- 
tained at  least  twenty  (20)  feet  back  from  the  zoning  line  and  not 
over  ten  (10)  feet  above  the  ground. 

Muslin  advertising  for  transient  shows  and  circuses  may  be 
posted  in  the  city  after  application  to  the  Commissioner  of  Buildings 
and  the  submission  of  a  cash  bond  guarantee  that  such  advertising 
will  be  removed  not  later  than  the  day  the  show  or  circus  is  in  the 
city.  Such  bond  shall  never  be  less  than  one  hundred  (100)  dollars 
and  shall  not  be  returned  to  the  company  posting  such  muslin  dis- 
plays until  all  such  displays  have  been  removed  and  a  certificate  of 
removal  issued  by  the  Bureau  of  Buildings. 

Note — All  such  shows  shall  take  out  a  license  to  show.  Such 
license  fee  includes  the  advertising  display  fee. 

Sec.  B-402— DRAWINGS  AND  SPECIFICATIONS: 

Permits  for  advertising  displays  shall  be  granted  only  on  the 
basis  of  representations  made  by  proper  structural  blue  prints  in 
duplicate  and  specifications  submitted  to  the  Commissioner  of  Build- 
ings, indicating  the  location,  disposition,  quality  of  materials  and 
workmanship,  with  full  dimensions  and  describing  the  manner  of 
fastening  the  same  to  the  structure  as  hereinafter  provided.  For 
roof  signs  a  structural  detailed  blue  print  of  the  roof  construction 
of  the  building  must  also  be  submitted.     (See  section  A-210.) 
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Sec.  B-403— BOND: 

Every  person,  firm  or  corporation  engaged  in  the  business  of 
repairing,  erecting,  painting  or  hanging  advertising  displays  over  the 
public  highways,  shall  annually  file  with  the  City  Controller,  a  good 
and  sufficient  Surety  Bond,  in  a  penal  sum  of  five  thousand  (5,000) 
dollars,  to  indemnify,  save  and  keep  harmless  the  City  of  Indianap- 
olis, from  any  and  all  causes,  damages  and  expenses  of  any  kind  what- 
soever, which  may  be  suffered  by  the  City  because  of  neglect  on  the 
part  of  such  persons,  firm  or  corporation  constructing,  repairing, 
hanging,  painting  or  erecting  such  advertising  displays  over  the  pub- 
lic highway. 

Such  bond  shall  be  filed  with  the  City  Controller  not  later  than 
March  1  of  each  calendar  year,  and  failure  to  furnish  this  bond  shall 
carry  with  it  a  penalty  upon  conviction  of  ten  (10)  dollars  to  one  hun- 
dred (100)  dollars.  Each  day  after  March  1,  shall  constitute  a  sepa- 
rate offense  . 

Sec.  B-404— STREET  SIGNS: 

(a)  All  street  signs  erected  or  maintained  in  the  City  of  In- 
dianapolis shall  be  constructed  of  non-combustible  material  approved 
by  the  Commissioner  of  Buildings  for  this  purpose. 

(b)  No  street  sign  can  be  erected  to  a  greater  height  than 
seventy-five  (75)  feet  above  the  curb  of  the  adjoining  street  in  any 
case,  and  in  no  case  above  the  cornice  of  any  building;  three  (3) 
stories  or  over  in  height,  unless  the  same  be  of  steel  skeleton  con- 
struction above  the  cornice,  presenting  only  forty  (40)  per  cent  of  the 
solid  surface  to  be  affected  by  wind  oressure. 

(c)  All  street  signs  now  or  hereafter  erected  within  the  fire 
limits  shall  be  electrically  illuminated  advertising  displays  of  metal 
or  other  non-combustible  material.  No  street  sign  shall  project  from 
the  structural  part  of  the  building  and  over  the  public  highway,  more 
than  one-third  (%)  of  the  width  of  the  sidewalk  measuring  from  the 
city  property  line  to  the  curb  and  no  such  advertising  display  shall 
be  at  less  distance  than  nine  (9)  feet  above  the  grade  of  the  sidewalk 
of  a  public  thoroughfare,  or  fourteen  (14)  feet  above  a  public  thor- 
oughfare where  there  is  no  sidewalk  and  more  than  nine  (9)  feet 
from  the  property  line  in  any  case.  Show  cases  or  other  devices  which 
project  more  than  fifteen  (15)  inches  from  the  property  line  into  the 
public  highway,  will  be  classed  as  street  signs  under  this  Code. 

Exception:  Fireproof  illuminated  displays  suspended  from  a 
canopy. 

(d)  Fireproof  illuminated  street  signs  shall  be  permitted  on  or 
hung  to  fireproof  canopies,  but  no  such  street  sign  shall  be  at  a  less 
distance  than  nine  (9)  feet  above  the  sidewalk  or  curb.  No  street 
sign  shall  be  permitted  when  the  area  of  one  (1)  face  shall  exceed 
two  hundred  and  forty  (240)  square  feet. 

(e)  In  any  restricted  business  district  as  defined'  by  the  zoning 
laws  or  ordinances,  no  street  sign  will  be  permitted  nor  will  any  pro- 
jecting sign  that  projects  more  than  fifteen  (15)  inches  from  the 
building  line.  Existing  street  and  projecting  signs  shall  be  inspected 
and  the  reinspection  fees  paid  for  the  same.  If  any  such  sign  shall 
be  removed  for  any  cause  whatsoever  the  same  shall  not  be  replaced. 
If  any  such  sign  shall  be  condemned  it  shall  not  be  replaced. 

Sec.  B-405— WIND  PRESSURE: 

All  advertising  displays  now  in  existence  or  hereafter  erected  and 
maintained,  shall  be  made,  constructed  and  maintained  of  sufficient 
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stifength  to  withstand  a  wind  pressure  of  twenty  (20)  pounds  per 
sq  jare  foot  of  surface,  without  stressing  the  material  beyond  the 
st  c'e  limit  of  stress. 

Sec.  B-406— WIRING  OF  ADVERTISING  DISPLAYS  (See 
Sec.   D-2802). 

(a)  All  wiring  and  apparatus  in  electric  advertising  displays  of 
whatever  their  character,  shall  be  installed  in  accordance  with  the 
rules  and  requirements  as  follows: 

Every  such  advertising  display  must  be  constructed  so  as  to  se- 
cure ample  strength  and  rigidity;  every  such  advertising  display 
shall  have  the  receptacles  so  designed  as  to  afford  permanent  and  re- 
liable means  to  prevent  possible  turning.  They  shall  be  designed 
and  placd  so  that  terminals  will  be  at  least  one-half  ( V2 )  inch  from 
each  other  and  from  the  metal  of  the  advertising  display;  except  in 
open  work,  this  distance  shall  be  increased  to  one  (1)  inch.  Every 
such  advertising  display  must  be  constructed  weather-proof  in  order 
to  enclose  all  terminals  and  wiring  except  the  supply  leads.  Trans- 
formers unless  of  the  weather-proof  type;  also,  cut-outs,  flashers  and 
other  similar  devices  must  be  placed  in  a  separate  completely  enclosed 
accessible  weatherproof  box  or  cabinet  made  of  metal  not  less  than 
the  thickness  of  the  advertising  display  itself.  If  the  above  devices 
are  otherwise  located  they  must  be  enclosed  in  approved  cut-out  boxes 
or  cabinets.  Each  compartment  must  have  suitable  provisions  for 
drainage  through  one  or  more  holes  not  less  than  one-quarter  (1/4) 
of  an  inch  in  diameter.  Miniature  receptacles  will  not  be  approved 
for  use  in  outdoor  advertising  displays.  In  every  such  advertising 
display,  the  wiring  must  be  neatly  run  and  made  mechanically  secure. 
All  connections  must  be  thoroughly  soldered  and  all  exposed  parts 
treated  to  prevent  corrosion.  Where  advertising  display  wiring  passes 
through  walls  or  partitions  within  the  advertising  display  itself,  the 
same  must  be  protected  by  standard  bushings.  In  advertising  displays 
where  receptacles  maintain  the  wire  one  (1),  inch  from  any  surface 
the  receptacles  may  be  placed  as  much  as  twelve  (12)  inches  apart 
without  any  other  support  for  the  wire.  Where  the  receptacles  are 
more  than  one  (1)  foot  and  less  than  two  (2)  feet  apart,  one  (1) 
additional  non-combustible,  non-absorptive  insulator  shall  be  placed 
half-way  between  the  receptacles,  to  maintain  the  wire  in  position. 
Except  as  above  specified,  wires  must  be  kept  at  least  two  and  one- 
half  (2%)  inches  apart  for  voltages  up  to  three  hundred  (300),  and 
four  (4)  inches  apart  for  voltages  over  three  hundred  (300).  Wires 
on  the  outside  of  the  body  of  the  advertising  display  must  be  in 
standard   conduit  with   all   fittings   of   approved   weatherproof  type. 

(b)  Advertising  displays  constructed  with  separate  letters  on 
metal  screens  or  other  supported  structure,  and  all  advertising  dis- 
plays whose  sections  are  widely  separated  from*  each  other,  must  be 
completely  wired  in  conduit,  except  when  in  the  opinion  of  the  Com- 
missioner of  Buildings,  other  methods  may  prove  as  safe.  This  ap- 
plies to  temporary  as  well  as  permanent  advertising  displays.  Stand- 
ard weather-proof  cut-out  boxes  and  cabinets  must  be  used  when  the 
same  are  exposed  to  the  weather,  such  boxes  must  be  of  cast  metal  or 
hot  galvanized  sheet  metal.  Cabinets,  cut-out  boxes  and  fittings  must 
be  provided  with  threaded  connections  for  the  reception  of  the  con- 
duit which  enters  them.  Junction  boxes  must  be  gasketed  and  made 
water-tight  with  a  conduit  arranged  for  drainage.     Lock-nuts  and 
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bushings  will  not  be  approved  for  conduit  work  when  they  are  ex- 
posed to  the  weather. 

(c)  Leads  from  the  advertising  display  must  pass  through  the 
walls  of  the  advertising  display,  through  either  standard  metal  con- 
duit and  armored  cable  or  one  or  more  standard  non-combustible, 
non-absorbing  bushings.  Mains  feeding  advertising  displays  must 
be  calculated  for  a  capacity  of  the  total  connected  load,  figuring  at 
least  ten  (10)  watts  for  each  receptacle.  Exterior  advertising  dis- 
plays may  be  connected  to  interior  lighting  circuits,  when  the  total 
load  does  not  exceed  six  hundred  and  sixty  (660)  watts  and  in  no 
case,  however,  may  an  advertising  display  be  connected  to  a  show 
window  circuit.  Outside  advertising  displays  shall  be  controlled  by 
accessible  switches,  which  shall  cut  off  entirely  all  wires  to  the  ad- 
vertising display.  All  metal  electric  advertising  displays  must  be 
thoroughly  grounded. 

Sec.  B-407— SUPPORTS  AND  GUYS: 

(a)  Street  signs  weighing  less  than  seventy-five  (75)  pounds 
must  be  provided  with  one  main  supporting  chain  or  guy  wire.  Such 
chain  or  guy  wire  must  have  a  breaking  strength  of  not  less  than 
thirteen  hundred   (1300)   pounds. 

(b)  The  supporting  chain  or  guy  wire  must  be  secured  to  a  bolt 
no  less  than  five-eighths  (%)  of  an  inch  in  diameter,  secured  by  an 
expansion  shield  or  other  method  approved  by  the  Commissioner  of 
Buildings. 

(c)  Street  signs  weighing  between  seventy-five  (75)  and  one 
hundred  and  fifty  (150)  pounds  must  be  provided  with  two  (2)  main 
supporting  chains  or  guy  wires.  The  said  chains  or  guy  wires  must 
each  have  a  breaking  strength  of  not  less  than  fifteen  hundred  (1500) 
pounds.  The  supporting  chains  or  guy  wires  must  be  attached  to 
bolts  of  not  less  than  five-eighths  ( % )  of  an  inch  in  diameter,  secured 
by  expansion  shields  or  other  approved  supports. 

(d)  Street  siq-ns  weighing  between  one  hundred  and  fifty  (150) 
and  two  hundred  and  fifty  (250)  pounds  must  be  provided  with  two 
(2)  supporting  chains  or  guy  wires.  Said  chain  or  guyl  wires  must 
each  have  a  breaking  strength  of  not  less  than  three  thousand  (3,000) 
pounds.  The  supporting  chains  or  guy  wires  must  be  attached  to 
bolts  of  not  less  than  five-eighths  ( % )  of  an  inch  in  diameter  and  the 
same  secured  by  expansion  shields  or  other  approved  method. 

(e)  No  supporting  chain  shall  be  erected  or  maintained  at  an 
angle  of  less  than  thirty  (30)  degrees  with  the  horizontal. 

(f)  Street  signs  having  thirty  (30)  square  feet  or  less  of  side 
surface  and  equipn^d  *■  l*  cuvs  spread  at  an  angle  of  more  than 
forty-five  (45T  degrees,  must  be  supported  by  chains  or  guy  wires  of 
a  breaking  strength  of  not  less  than  thirteen  hundred  (1300)  pounds 
each.  Street  signs  of  this  area  that  are  supported  by  guys  spread 
at  an  angle  of  less  than  forty-five  (45)  degrees  must  be  supported  by 
chain  or  guy  wires  of  a  breaking  strength  of  not  less  than  three 
thousand  (3,000)  pounds  each.  Street  signs  having  an  area  of  more 
than  thirty  (30)  square  feet  of  side  surface  supported  by  guys  spread 
at  an  angle  of  more  than  forty-five  (45)  degrees  shall  be 
supported  by  two  (2)  chains  or  guy  wires  fastened  to  each  side  of 
the  street  signs.  The  breaking  strength  of  said  chain  shall  be  not 
less  than  thirteen  hundred  (1300)  pounds  each.  Street  signs  of  this 
area  and  supported  by  guys  spread  at  an  angle  of  less  than  forty- 
five  (45)  degrees  shall  be  supported  by  two  (2)  chains  or  guys  fas- 
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tened  on  each  side  of  the  street  sign.  The  breaking  strength  of  said 
chains  shall  be  not  less  than  three  thousand  (3,000)  pounds  each. 
Where  the  said  guys  can  be  attached  to  only  one  (1)  side  of  the 
street  sign  a  stiff  brace  or  steel  pipe  shall  be  provided  not  less  than 
three-fourths  ( % )  of  an  inch  in  diameter  for  street  signs  of  less  than 
thirty  (30)  square  feet  side  area  and  one  (1)  inch  for  street  signs 
over  thirty  (30)  square  feet  side  area. 

(g)  Side  guys  used  on  street  signs  spread  at  an  angle  greater 
than  forty-five  (45)  degrees  may  be  fastened  to  masonry  walls  with 
expansion  bolts  or  by  machine  screws  in  iron  supports.  Where  sup- 
porting chains  must  be  fastened  to  walls  made  of  wood,  the  support- 
ing bolts  must  go  clear  through  the  wall  and  be  fastened  on  the 
other  side. 

(h)  No  staple  shall  be  used  to  secure  any  advertising  display 
to  any  building  or  structure  unless  the  display  weighs  less  than 
eight  (8)  ounces. 

(i)  In  any  advertising  display  the  extreme  fiber  stress  to  be 
used  for  steel  shall  not  exceed  sixteen  thousand  (16,000)  pounds  per 
square  inch,  and  for  wood,  the  extreme  fiber  stress  shall  not  exceed 
one  thousand   (1,000)   pounds  per  square  inch. 

(j)  In  any  advertising  display  the  effective  or  unsupported 
length  of  the  main  compression  members  shall  not  exceed  one  hun- 
dred and  twenty  (120)  times,  and  for  the  secondary  members  two 
hundred   (200)  times  the  least  radius  of  gyration. 

Sec.  B-40S— APPROVAL  OF  SIGN  INSPECTOR: 
All    electrically    illuminated    advertising    displays    must    be    ap- 
proved by  the  sign  inspector  and  a  tag  placed  thereon  to  indicate  ap- 
proval, before  such  display  may  be  used. 

Sec.  B-409— GLASS  IN  STREET  SIGNS  AND  CANOPIES: 

(a)  Ornamental  or  plain  glass  shall  not  be  permitted  to  be 
hung  from  any  canopy  which  extends  over  the  public  highway  within 
the  City  of  Indianapolis  unless  the  glass  is  supported  around  the 
entire  edge  by  a  substantial  metal  supporting  rib,  approved  by  the 
Commissioner  of  Buildings.  Such  glass  shall  be  limited  to  one  hun- 
dred (100)  square  inches  in  area  between  any  one  set  of  metal  sup- 
porting rules. 

(b)  Exposed  glass  area  in  any  advertising  display  shall  be 
permitted  only  when  the  area  between  any  one  set  of  metal  ribs  is  not 
greater  than  one  hundred  (100)  square  inches  for  each  and  every 
separate  piece  of  exposed  glass.  The  Commissioner  of  Buildings 
shall  approve  larger  areas  of  exposed  glass  when  wired  glass  or  one- 
quarter  (x/4)  inch  wire  mesh  in  front  of  the  glass  is  used,  providing 
in  no  case  shall  the  exposed  glass  area  of  the  wired  glass  or  wire 
mesh  be  greater  than  eight  (8)  square  feet. 

(c)  All  metal  supporting  ribs  in  any  advertising  display  shall 
be  designed  to  cover  at  least  one-half  ( % )  inch  of  the  exposed  glasi, 
except  through  the  stroke  of  any  letter  or  design  the  rib  may  be  one- 
quarter  (1y4)  of  an  inch  in  width. 

(d)  In  case  a  picture  or  fancy  design  is  to  be  used  in  an  ex- 
posed area  of  any  advertising  display,  not  over  two  (2)  open  spaces 
of  not  exceeding  one  hundred  and  fifty  (150)  square  inches  each 
may  be  permitted  in  one  (1)  advertising  display. 
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Sec.  B-410— ROOF  SIGNS: 

(a)  It  shall  be  unlawful  for  any  person,  firm  or  corporation 
to  construct,  erect  or  maintain  any  solid  face  advertising  display  upon 
a  roof  of  any  building  over  two  (2)   stories  in  height. 

(b)  No  solid  face  roof  sign  shall  be  more  than  fourteen  (14) 
feet  in  its  vertical  height  measured  from  the  top  of  the  roof  to 
the  roof  of  any  building  two  (2)  stories  in  height,  except  the  Com- 
missioner of  Buildings  may  permit  a  projector  sign  of  not  over  four 
hundred  (400)  square  feet  in  area  to  be  erected  at  a  greater  height, 
when  the  same  is  erected  farther  back  from  the  property  line  than 
the  height  of  the  advertising  display  and  that  the  same  shall  be  of 
steel  skeleton  construction  with  fire-proof  face.  Such  a  sign  shall 
conform  to  all  the  regulations  as  set  forth  in  this  Ordinance. 

(c)  No  solid  face  roof  sign  shall  be  more  than  sixteen  (16)  feet 
in  its  vertical  height  measured  from  the  top  of  the  sign  to  the  roof 
of  any  building  one  (1)  story  in  height. 

(d)  No  solid  face  roof  sign  erected  as  specified  above  shall  be 
constructed  so  the  lower  edge  shall  be  less  than  three  (3)  feet  above 
the  surface  of  the  said  roof  and  every  such  roof  sign  shall  be  con- 
structed with  steel  skeleton  construction,  provided  at  least  a  two  (2) 
by  four  (4)  inch  wood  filler  may  be  used  to  hold  the  outer  edge  of  the 
metal  sheets  in  the  face. 

(e)  All  roof  signs  shall  be  constructed  of  incombustible  material. 
Sec.    B-411— CONSTRUCTION  OF  SIGN  BOARDS  AND  BILL 

BOARDS: 

It  shall  also  be  unlawful  for  any  person,  firm  or  corporation  to 
construct,  erect  or  maintain  any  signboard  or  billboard  within  the 
City  of  Indianapolis,  at  a  greater  height  than  fourteen  (14)  feet  six 
(6)  inches  above  the  level  of  the  ground  upon  which  such  signboard 
or  billboard  is  erected.  The  face  of  every  such  signboard  or  billboard 
within  the  fire  limits  of  Indianapolis  shall  be  of  incombustible  ma- 
terial. In  all  cases  every  signboard  or  billboard  erected  on  any  open 
space  shall  have  its  base  at  least  two  (2)  feet  six  (6)  inches  above 
the  adjoining  street;  but  if  the  level  of  the  ground  where  the  sign- 
board is  to  be  erected  is  above  the  level  of  the  adjoining  street,  then 
the  bottom  of  the  face  of  the  signboard  or  billboard  must  be  at  least 
two  (2)  feet  six  (6)  inches  above  the  level  of  the  ground  at  the 
point  where  the  board  is  to  be  erected.  All  such  signboards  or  bill- 
boards erected  outside  of  the  fire  limits  may  be  of  combustible  ma- 
terial. In  no  case  shall  a  signboard  or  billboard  be  erected  nearer 
than  ten  (10)  feet  of  any  Grade  C,  Grade  D  or  frame  building  or 
structure. 

(b)  Nothing  in  this  section  shall  prohibit  the  painting  of  wall 
signs  or  wall  signboards  upon  any  wall  at  any  height  in  the  City 
of  Indianapolis. 

Sec.  B-412— SANITARY  CONDITIONS: 

Any  person,  firm  or  corporation  who  shall  maintain  any  sign- 
board or  billboard  or  other  structure  for  advertising  purposes  shall 
keep  the  same  in  a  sanitary  condition  and  shall  not  allow  waste 
or  refuse  from  the  said  display  or  other  structure  to  accumulate  on 
or  about  the  premises  on  which  the  same  is  located. 

Sec.  B-413— OBSCENE  ADVERTISING: 

No  advertising  of  immoral  or  obscene  character  shall  be  posted, 
painted  or  displayed  upon  any  advertising  displays  or  other  such 
structures  within  the  City  of  Indianapolis. 
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Sec.  B-414— ADVERTISING  MUST  NOT  INTERFERE  WITH 
THE  OPERATION  OF  THE  FIRE  DEPARTMENT: 

No  advertising  display  shall  be  constructed,  maintained  or  erected 
in  any  way  that  the  same  will  interfere  with  the  proper  and  con- 
venient protection  of  property  by  the  Fire  Department  or  in  any  way 
conflict  with  public  safety  or  convenience,  nor  shall  any  windows  or 
doors  be  obstructed  or  the  openings  thereof  be  interfered  with  by 
any  advertising  display  nor  shall  any  advertising  display  be  attached 
in  any  form,  shape  or  manner  to  fire  escapes  or  in  any  such  manner 
as  will  obstruct  the  use  of  the  same,  except  temporary  flat  adver- 
tising displays  may  be  used  over  windows  when  in  the  opinion  of  the 
Fire  Chief,  the  same  will  not  interfere  with  the  Fire  Department. 

Sec.  B-415— REMOVAL  OF  FIRE  ESCAPES: 

In  no  case  may  a  fire  escape  be  removed  for  the  erection  of  an 
advertising  display  of  whatever  character  or  for  any  other  cause 
without  the  written  consent  of  the  Board  of  Public  Safety  upon  af- 
fidavit that  the  same  fire  escape  is  no  longer  necessary  for  the  public 
safety  and  the  conditions  of  occupancy  are  to  remain  the  same  here- 
after. Such  written  proof  is  to  remain  the  property  of  the  Board 
of  Public  Safety. 

Sec.  B-416— TEMPORARY  FLAT  ADVERTISING  DISPLAYS: 
Temporary  canvas  or  muslin  flat  advertising  displays  of  over 
one  hundred  (100)  square  feet  in  area  may  be  erected  and  maintained 
in  front  of  any  place  of  business  for  a  period  of  sixty  (60)  days 
after  written  application  to  the  Commissioner  of  Buildings  and  his 
written  consent  to  the  same,  provided  the  same  do  not  interfere  with 
the  operation  of  the  Fire  Department;  and  shall  advertise  only  wares 
or  goods  sold  by  the  occupant  of  the  building;  and  are  not  maintained 
over  the  public  highway.  The  maintenance  of  such  an  advertising 
display  after  the  expiration  of  the  sixty  (60)  days  is  prohibited  and 
the  illegal  maintenance  thereof  shall  carry  with  it  a  penalty  on  con- 
v'ction  of  one  (1)  dollar  for  each  day  after  the  expiration  of 
the  sixty   (60)   day  permit. 

Sec.  B-417— TEMPORARY  BANNERS: 

Temporary  banners  may  be  erected,  maintained  and  suspended 
across  streets  or  avenues  when  properly  attached  to  the  buildings 
cr  other  supports  on  either  side  of  the  street,  for  a  period  of  not 
over  sixty  (60)  days,  upon  written  application  to  the  Board  of  Pub- 
lic Safety  and  their  written  consent  to  the  same.  In  all  such  cases 
the  consent  of  the  owner  of  the  buildings  to  which  the  banner  sup- 
ports are  attached  must  accompany  the  application  to  the  Board  of 
Public  Safety.  In  no  case  shall  the  lower  part  of  such  banner  be 
less  than  twenty-five  (25)  feet  above  the  surface  of  the  street  or 
avenue.  No  such  advertising  can  be  hun^  without  a  permit  and  in- 
spection made  by  the  Department  of  Buildings.  The  Board  of  Pub- 
lic Safety  may  exempt  Federal,  State  or  Municipal  advertising  ban- 
ners from  paying  the  permit  fee  if  they  see  fit,  when  the  same  is 
hung  over  the  public  highway  as  stipulated  above. 

Sec.  B-418— ILLUMINATED  ROOF  SIGNS: 

Illuminated  roof  signs  erected  or  maintained  upon  or  over  the 
roof  of  any  building  which  shall  have  all  or  any  part  of  its  letters 
constructed  either  in  outline  or  incandescent  lamps  or  which  may 
have  painted  flush  or  raised  letters;  and  whose  face  presents  a  sur- 
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face  to  be  affected  by  wind  pressure,  shall  be  constructed  with 
a  steel  skeleton  construction. 

The  distance  between  the  roof  of  the  building  or  structure  and 
the  lower  edge  of  an  illuminated  roof  sign  shall  not  be  less  than  five 
(5)  feet,  and  the  height  of  any  such  sign  measured  from  the  roof 
of  a  building  or  structure,  to  which  the  same  is  anchored  or  attached. 
The  uppermost  part  of  the  sign  shall  not  exceed  forty  (40)  feet  in 
any  case. 

No  such  roof  sign  shall  be  constructed  or  maintained  on  any 
building  or  structure  when  such  sign  presents  more  than  forty  (40) 
per  cent  of  solid  surface  to  the  wind. 

Sec.  B-419— LOCATION  OF  SIGNBOARD  AND  BILL- 
BOARDS: 

It  shall  be  unlawful  for  any  person,  firm  or  corporation  to  erect, 
maintain  or  construct  any  signboard  or  billboard  upon  any  lot  or 
premises,  or  in  any  district  of  the  City  of  Indianapolis,  in  such  man- 
ner, that  any  portion  of  such  signboard  or  billboard  is  nearer  to  the 
line  of  any  public  sidewalk,  the  public  highway  or  established  build- 
ing line  than  ten  (10)  feet  back  of  the  same  and  nearer  than  five 
(5)  feet  to  the  side  property  line  of  the  lot  on  which  said  signboard 
or  billboard  is  erected,  and  in  no  case  shall  the  same  be  erected  nearer 
the  public  highway  than  the  front  line  of  the  adjoining  property  or 
zoning  line;  except  as  otherwise  provided  for  in  this  Ordinance  for 
real  estate  signs,  and  no  such  signboard  or  billboard  facing  the  cor- 
ner of  intersecting  streets  shall  be  erected  on  an  angle  of  more  than 
forty-five  (45)  degrees  or  less  than  thirty  (30)  degrees  with  either 
of  the  streets. 

Exception — Special  permission. 

Sec.  B-420— REMOVAL  OF  SIGNBOARDS  AND  BILL- 
BOARDS: 

Any  signboard  or  billboard  which  has  been  erected  for  a  period 
of  one  (1)  year  or  more  in  any  square  or  upon  any  lot  in  the  City 
of  Indianapolis  shall  be  removed  by  the  owner  thereof  within  one 
(1)  year  from  the  time  of  receipt  of  a  written  notice  from  the  Com- 
missioner of  Buildings  that  a  majority  of  the  occupants  and  resident 
property  owners  within  one  hundred  and  fifty  (150)  feet  of  the  said 
signboard  or  a  majority  of  the  owners  of  real  estate  within  the  said 
one  hundred  and  fifty  (150)  feet  of  the  signboard  or  billboard  have 
signed  and  filed  in  the  office  of  the  Commissioner  of  Buildings  a  writ- 
ten affidavit  for  thd  removal  of  such  signboard  or  billboard.  If  the 
owners  of  such  signboard  or  billboard  do  not  remove  the  same  within 
one  (1)  year,  the  Board  of  Public  Safety  shall  cause  the  same  to 
be  wrecked  or  removed  from  the  premises. 

Sec.  B-421— ADVERTISING  DISPLAYS  IN  THE  FIRE  DIS- 
TRICT— 

All  advertising  displays  erected  or  maintained  within  the  fire 
limits  shall  be  made  entirely  of  incombustible  material  except  any  sign, 
signboard  or  billboard,  which  is  erected  or  maintained  less  than 
fourteen  (14)  feet  six  (6)  inches  above  the  established  grade  may 
have  the  stringers,  uprights  and  braces  made  of  wood. 

Sec.  B-422— SIDEWALK  SHEDS— TOOL  HOUSES  AND  CON- 
TRACTORS' OFFICES: 

Wooden  sidewalk  sheds,  tool  houses  or  contractors'  offices  erected 
as  an  adjunct  to  the  construction  of  a  building  may  be  advertised 
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upon  by  the  «  mstruction  companies,  or  may  be  advertised  upon  by 
any  other  firm,  person  or  corporation  expecting  to  occupy  the  new- 
building,  upon  written  application  to  and  after  written  consent  from 
the  Commissioner  of  Buildings.  Such  advertising  displays  may  be 
made  of  combustible  material.  Such  advertising  displays  less  than 
twelve  (12)  square  feet  in  area  shall  be  exempt  from  an  erection  per- 
mit when  maintained  flat  against  the  wall  of  the  sidewalk,  shed,  tool 
house  or  contractor's  office. 

Sec.  B-423— LICENSE  FOR  ATTACHING  ADVERTISING 
DISPLAYS  LESS  THAN  TWENTY-EIGHT  SQUARE  FEET  IN 
AREA  TO  BILLBOARDS— LICENSE  COLLECTIVE  ERECTION 
pt^PMtt  FOR  SIGNS  LESS  THAN  TWELVE  SQUARE  FEET 
IN  AREA: 

^a;  Any  person,  firm  or  corporation  who  wishes  to  use  any 
article,  device,  box,  wall,  fence,  building  or  structure  not  located  in  or 
on  any  nublic  highway  for  advertising  display  purposes  which  shall 
have  a  display  area  in  each  case  of  less  than  twenty-eight  (28)  square 
"feet  shall  obtain  af^er  amplication  to  the  Commissioner  of  Buildings  a 
license  from  the  City  Controller  for  the  maintenance  of  a  billboard 
thereon  without  having  to  attach  the  inspector's  tag  hereinafter 
described,  provided  the  said  person,  firm  or  corporation  maintaining 
such  billboards  shall  have  first  obtained  for  each'  and  every  man  at- 
taching displays  thereto  the  aforesaid  license. 

(b)  Any  person,  firm  or  corporation  who  wishes  to  use  any  ar- 
ticle, device  box  wall,  fence,  building  or  structure  not  located  in  or 
on  any  public  highway  for  advertising  display  purposes  may  obtain 
after  application  to  the  Commissoner  of  Buildings  a  license  from  the 
City  Controller  for  the  attaching  and  maintenance  of  signs  thereon 
of  less  than  twpl^e  (12)  snuare  feet  in  area  in  each  case  without 
having  to  attach  the  inspectors'  tag  hereinafter  described;  provided 
the  said  person,  firm  or  corporation  having  such  signs  attached  shall 
have  fir-=t  obtained  for  each  and  every  man  attaching  said  signs  the 
aforesaid  license.  -  ' 

This  license  shall  be  known  as  a  Billposters'  and  Sign  Attachers' 
License,  shall  be  issued  by  the  City  Controller  for  a  period  of  one  (1) 
year  and  shall  be  taken  out  by  oach  and  every  person  attaching  signs, 
less  than  twelve  (12)  square  feet  in  area  or  posting  bills  less  than 
twenty-eight  (28)  square  feet  in  area  within  the  City  of  Indianapolis; 
upon  payment  of  ten  (10)  dollars  to  the  said  City  Controller  after 
application  to  the  Commissioner  of  Buildings.  This  license  must  be 
taken  out  between  January  1  and  March  1,  and  shall  not  be  pro- 
rated. 

Sec.  B-424— REQUIREMENTS  FOR  THE  INSPECTION  TAG 
OWNERS'  NAME  AND  NUMBER  OF  BILLPOSTERS  AND  SIGN 
ATTACHERS'  LICENSE: 

(a)  No  permit  shall  be  issued  to  any  applicant  for  permission  to 
erect,  attach,  maintain  or  construct  any  signboard,  or  any  billboard 
over  twenty-eight  (28)  square  feet  in  area;  or  any  solid  face  roof 
sign  unless  such  applicant  shall  agree  to  maintain  on  the  top  of  such 
advertising  display  the  name  of  the  person,  firm  or  corporation  own- 
ing or  in  charge  of  the  same  or  in  possession  or  control  thereof. 

(b)  No  license  shall  be  issued  to  any  applicant  for  a  Billposters' 
and  Sign  Attachers'  License  unless  the  holder  of  the  same  agrees 
to  maintain  on  each  and  every  advertising  display  under  the  Bill- 
posters' and  Sign  Attachers'  License  the  number  of  the  license.    This 
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number  shall  be  so  displayed  in  character  one-quarter  (1/4)  of  an 
inch  in  height,  that  it  is  readable  at  all  times  during  the  maintenance 
of  the  advertising  display. 

(c)  No  permit  shall  be  issued  to  any  applicant  to  erect,  attach, 
maintain  or  construct,  except  as  otherwise  provided  for  in  this  Or- 
dinance, any  billboard  over  twenty-eight  (28)  square  feet  in  area, 
any  roof  sign,  any  street  sign,  or  any  electric  wall  sign  unless  the 
applicant  further  agrees  to  maintain  on  the  advertising  display  in  full 
view  of  the  public,  a  numbered  inspection  tag  which  shall  be  issued 
yearly  by  the  City  Controller  upon  the  payment  of  the  inspection 
fees  by  the  applicant  as  set  forth  in  this  Ordinance.  Any  advertising 
display  which  is  maintained  less  than  fourteen  (14)  feet  six  (6) 
inches  above  the  curb  of  the  adjoining  street  shall  have  the  numbered 
inspection  tag  maintained  in  the  upper  left  hand  corner  on  a  provided 
space  at  least  six  (6)  by  eight  (8)  inches.  For  any  street  sign  or 
electric  wall  sign  the  inspection  tag  shall  be  maintained  anywhere  on 
the  sign  in  full  view  of  the  public.  For  roof  signs  maintained  four- 
teen (14)  feet  six  (6)  inches  above  the  grade  the  inspection  tag  shall 
be  maintained  in  the  lower  left  hand  corner. 

(d)  The  latest  date  in  each  calendar  year  which  shall  be  al- 
lowed for  failure  to  post  said  inspection  tag  upon  any  of  the  aforesaid 
advertising  display  shall  be  July  1st  of  the  same  year  for  inspection 
fees  paid  for  the  entire  year  and  shall  not  be  over  thirty  (30)  days 
from  the  date  a  permit  is  taken  out  covering  any  period  less  than  a 
year  and  after  July  1st. 

(e)  Be  if  further  provided  that  on  all  street  signs,  electric  wall 
signs,  solid  face  or  skeleton  construction  roof  signs  of  whatever  char- 
acter there  will  be  maintained  upon  their  outer  face  the  name  of 
the  person,  firm  or  corporation  erecting  the  same  in  characters 
legible  and  at  least  one  (1)  inch  high. 

(f)  It  shall  be  the  duty  of  the  Commissioner  of  Buildings  to 
see  that  the  person,  firm  or  corporation  owning,  in  possession,  in 
charge  or  control  of  anv  advertising  display  to  keep  their  name  thereon 
as  required  by  this  Ordinance  and  also  to  see  that  the  inspection  tag 
is  placed  on  all  advertising  displays  as  provided  for  in  this  Ordi- 
nance. 

(g)  No  inspection  tag  shall  be  transferred  from  one  location  to 
another  without  the  consent  of  the  Commissioner  of  Buildings. 

Sec.  B-425— ILLEGAL  ADVERTISING  DISPLAYS: 

In  case  any  advertising  display  shall  be  maintained  thirty  (30) 
days  after  the  delinquent  date  without  the  owner,  person,  firm  or  cor- 
poration in  charge  or  control  of  the  same  having  applied  to  the  Com- 
missioner of  Buildings  for  inspection  permit  and  the  payment  of  the 
inspection  fees  to  the  City  Controller  the  said  display  shall  be  con- 
strued to  be  an  illegal  display  and  the  same  caused  to  be  removed 
or  wrecked  by  the  Board  of  Public  Safety. 

Any  advertising  display  which  shall  come  under  the  classification 
of  a  sign  less  than  twelve  (12)  square  feet  in  area  or  a  billboard  less 
than  twenty-eight  (28)  square  feet  in  area  may  be  removed  by  any 
person  in  authority  if  the  license  number  of  the  Billposters'  and  Sign- 
Attachers'  License  does  not  appear  thereon. 

Sec.  B-426— OWNER'S  RESPONSIBILITY: 

Any  person,  firm  or  corporation  in  charge  or  control  of  any  ad- 
vertising display  shall  maintain  such  display  in  a  safe  and  durable 
manner  in  accordance  with  the  provisions  of  this  Code  and  when, 
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they  attach  the  inspection  tag  shall  see  that  the  display  is  intact  and 
if  repairs  are  needed,  that  such  repairs  are  made  to  weakened  parts 
due  to  weather  or  other  causes,  and  that  all  steel  or  noncombustible 
street  signs  and  steel  skeleton  roof  signs  are  kept  painted  to  prevent 
weathering. 

Sec.  B-427— PROPERTY  OF  PUBLIC  UTILITIES: 

Nothing  in  this  Code  shall  be  construed  to  permit  any  advertis- 
ing display  to  be  attached  to  any  property  of  a  public  utility  which 
property  is  in,  on  on  over  the  public  highway,  except  street  and  in- 
terurban  cars. 

Sec.  B-428— DUTIES  OF  THE  COMMISSIONER  OF  BUILD- 
INGS: 

It  is  hereby  made  the  duty  of  the  Commissioner  of  Buildings  to  ex- 
ercise supervision  over  all  advertising  displays  erected  or  being  main- 
tained under  the  provisions  of  this  ordinance  and  to  cause  inspection 
by  inspectors  of  his  department,  of  all  advertising  displays;  and  when 
complaints  are  made  in  writing  to  cause  inspection  to  be  made  within 
twenty-four  (24)  hours  thereafter,  and  whenever  it  shall  appear  to 
the  said  Commissioner  that  any  such  advertising  display  has  been 
erected  in  violation  of  this  Ordinance  or  is  in  an  unsafe  condition  or 
appears  to  be  a  menace  to  the  safety  or  health  or  convenience  of  the 
public  he  shall  thereupon  issue  or  cause  to  be  issued  a  notice  in  writ- 
ing to  the  owner  of  such  advertising  display  or  person  in  charge, 
possession  or  control  thereof  informing  such  person,  firm  or  cor- 
poration of  the  condition  of  the  said  advertising  display  and  directing 
the  owner  thereof  to  make  such  alterations  or  repairs  thereto  as  may 
be  set  out  in,  the  notice  and  stipulating  a  period  of  time  for  the 
owner  to  comply  with  the  requirements.  If  the  owner  or  person  in 
charge,  possession  or  control  of  any  such  advertising  display  when  so 
notified  shall  refuse,  fail  or  neglect  to  comply  with,  and  conform  to 
the  requirements  of  said  notice,  said  Commissioner  shall  upon  the  ex- 
piration of  the  time  therein  mentioned,  alter,  change,  tear  down  or 
cause  to  be  torn  down  such  part  of  such  advertising  display  as  is  con- 
structed and  maintained  in  violation  of  this  Ordinance  and  shall 
charge  the  expense  to  the  owner  or  person  in  possession,  charge  or 
control  of  such  advertising  display  which  shall  be  recovered  from 
them  by  appropriate  legal  procedures.  If  the  owners  or  person  in 
charge,  possession  or  control  of  said  advertising  display  cannot  be 
found,  or  his  or  their  whereabouts  cannot  be  ascertained,  the  Com- 
missioner shall  attach  or  cause  to  be  attached  to  such  advertising  dis- 
play or  the  building  or  premises  on  which  the  same  is  located,  a  no- 
tice of  the  same  import  as  that  required  to  be  sent  to  the  owner,  per- 
son, firm  ori  corporation,  in  charge,  possession  or  control  thereof.  If 
such  advertising  display  is  not  made  to  conform  to  the  orders  of  the 
Commissioner  of  Buildings  within  thirty  (30)  days  from  the  date  of 
the  posted  notice  it  shall  be  the  duty  of  the  said  Commissioner  of  Build- 
ings to  thereupon  cause  such  advertising  display  to  either  be  repaired 
according  to  v««j  requirements  of  this  Ordinance  or  torn  down. 
Nothing  herein  contained  shall  prevent  the  Commissioner  of  Build- 
ings from  adopting  such  precautionary  measures  as  may  be  necessary 
or  advisable  to  fasten,  support  or  maintain  any  advertising  display 
in  a  safe  condition,  the  expense  of  which  shall  be  charged  to  and  re- 
covered from  the  owner  of  such  advertising  display  or  person  in 
charge,  possession  or  control  thereof  by  any  appropriate  legal  pro- 
cedure. 
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Sec.  B-429— ADVERTISING  DISPLAYS  ON  THE  PUBLIC 
HIGHWAY: 

It  shall  hereafter  be  unlawful  for  any  person  to  erect,  place  or 
attach  any  advertising  display  of  any  size  to  any  pole,  box,  device  or 
structure  located  on  the  public  highway;  or  to  any  fence,  building  or 
structure  located  on  the  city's  property  line  of  the  street  and  adjacent 
to  the  public  highway  unless  such  advertising  display  is  erected  at 
least  ten  (10)  feet  above  the  grade  of  the  sidewalk  or  public  highway. 

Exception — (1)   Interurbans,  street  cars  and  vehicles. 

(2)  Advertising  displays  for  which  a  permit  has1  been  issued  as 
provided  for  by  this  Code. 

(3)  Advertising  displays  provided  for  by  this  Code. 

DIVISION   B— PART    FIVE 

Sec.  B-501— QUALITY  OF  REINFORCING  STEEL— REIN- 
FORCED CONCRETE  STRESSES: 

(a)  All  reinforcing  bars  for  reinforced  concrete,  except  upon 
special  permission  from  the  Commissioner  of  Buildings,  shall  be  cor- 
rugated, upset  or  other  rough  steel  bars  that  will  thoroughly  bond 
with  the  concrete.  Such  bars  shall  be  free  from  scale,  oil,  acids,  or 
other  deleterious  matter  that  will  tend  to  destroy  the  bond  between 
the  steel  and  concrete. 

(b)  Re-rolled  rail  steel  may  be  used  upon  satisfactory  proof  by 
tension  and  bending  tests  under  the  direction  of  the  Commissioner  of 
Buildings  that  such  steel  will  satisfactorily  meet  the  requirements  of 
this  Code. 

(c)  The  stresses  for  steel  to  be  used  in  reinforced  concrete  shall 
not  exceed  the  following  in  any  case  or  the  working  stress  shall  never 
exceed  one-fourth   (XA)  of  the  ultimate  strength  of  the  steel  bar. 

tK  Tensile 

Structural  Grade 18,000  Pounds  per  sq.  inch 

Intermediate  or  Hard  Steel  Grade 20,000       "  "     " 

Re-rolled   rail   steel  grade 20,000       "  "     " 

Note — Any  other  re-rolled  steel  is  prohibited. 

(d)  The  shear  in  steel  shall  never  exceed  12,000  pounds  per  sq. 
inch  when  used  in  reinforced  concrete  construction. 

(e)  The  compressive  stress  in  the  steel  shall  never  exceed  the 
product  of  the  compressive  stress  in  concrete  multiplied  by  the  elastic 
modulus  of  the  steel  and  divided  by  the  elastic  modulus  of  the  con- 
crete.     (Young's  Modulus.) 

Direct  compression  in  concrete  shall  not  exceed  twenty-five  (25) 
per  cent  of  its  ultimate  strength. 

(f )  Bending  in  extreme  fibre  of  concrete  shall  not  exceed  thirty- 
seven  and  one-half   (37^)  per  cent  of  the  ultimate  strength. 

Note — Seven  hundred  and  fifty  (750)  pounds  per  square  inch  for 
two  thousand  (2,000)  pounds  concrete. 

(g)  The  allowable  unit  of  adhesion  between  the  concrete  and 
steel  shall  be  as  follows: 

(a)  For  plain  bars  u=0.04f'c        ,-•?   t 

(b)  For    deformed   bars  u=0.05f'c 
u=allowable   bond   stress   per   square   inch. 

f'c=ultimate  strength  of  concrete  at  the  age  of  twenty-eight  (28) 
days, 
(h)     Calculations  of  the  strength  of  concrete  shall  be  based  upon 
the  ultimate   strength  of  the  concrete  twenty-eight    (28)    days  old, 
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designated  as  (u)  the  ultimate  strength  in  pounds  per  square  inch. 
This  compressive  strength  shall  be  determined  in  accordance  with 
Standard  Specifications  approved  by  the  Commissioner  of  Buildings. 

(i)  Calculations  of  strength  of  reinforced  concrete  shall  be 
based  upon  the  ultimate  strength  of  the  reinforced  concrete  twenty- 
eight  (28)  days  old,  designated  as  (u)  the  ultimate  strength  in 
pounds  per  inch. 

(j)  The  modulus  of  elasticity  of  steel  to  that  of  concrete  shall 
be  taken  as  follows  for  d "fferent  mixtures  unless  tests  under  the  di- 
rection of  the  Commissioner  of  Buildings  shall  prove  otherwise.  The 
minimum  strength  of  concrete  for  the  mixtures  given  below  shall  be 
as  follows  unless  tests  in  accordance  with  standard  specifications  ap- 
proved by  the  Commissioner  of  Buildings  shall  prove  otherwise. 

Mixture  "U"  "R" 

1  cement,  3  aggregated,    2,900  Pounds  Sq.  In.         10 

1  cement,   4  aggregates   2,400   Pounds   Sq.   In.         12 

1  cement,  5  aggregates    2,000  Pounds  Sq.  In.         15 

(k)     Bending  Test  Requirements: 
Thickness  or  Cold 

Diameter  of  Twisted 

Bar  Plain  Bars  Deformed  Bars  Bars 

Struc-       Rerolled  Struc-  Rerolled 

tural  Rail  tural      Rail 

Steel  Steel       Hard       Steel      Steel       Hard 

Grade         Grade     Grade     Grade     Grade     Grade 
Under   yA      180  Deg     180  D$g.     180  D     180  D      180  D     180  D     180  D 
Inch  d=t         d=2t        d=3t        d=t       d=3t      d=4t      d=2t 

Va   Inch   or  180  Deg.       90  Deg.      90  D       180  D      90  D       90  D      180  D 
Over  d=t         d=3t        d=3t        d=2t     d=3t      d=4t      d=3t 

Explanatory  Note — 

d=the  diameter  of  pin  about  which  the  specimen  is  bent. 

t— the  thickness  or  diameter  of  the  specimen. 

(1)  All  reinforcing  steel  specified  on  plans  shall  be  shown  by 
number  and  size  of  bars  and  not  by  area  required.  The  number  and 
size  of  all  stirrups  shall  be  specified  on  the  plans. 

Sec.  B-502— DESIGN  FOR  SLABS,  BEAMS  AND  GIRDERS: 

(a)  Reinforced  concrete  slabs,  beams  and  girders  shall  be  de- 
signed in  accordance  with  the  following  assumption  and  requirements: 

(1)  The  common  theory  of  flexure  shall  be  applied  to  beams 
and  members  resisting  bending. 

(2)  The  steel  is  to  take  all  the  direct  tensile  stresses. 

(3)  The  stress  strain  curve  of  concrete  in  compression  shall  be 
taken  as  a  straight  line. 

(b)  Except  by  special  permission,  no  beams  shall  be  less  in 
depth  in  inches  than  the  net  span  of  the  same  in  feet.  This  pro- 
vision does  not  apply  to  joists;  in  tile  and  joists;  metal  tile  and  joists; 
or  wood  form  joist  construction. 

Sec.  B-503— MOMENTS   OF   EXTERNAL  FORCES: 
(a)     The  bending  moment  of  slabs,  beams  and  girders  uniformly 
loaded  and  simply  supported  shall  be  taken  as       WL 


8 
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(b)  The  bending  moments  at  the  center  and  at  intermediate 
supports  of  floor  slabs,  beams  and  girders  continuous  over  two  (2) 
or  more  supports  shall  be  taken  at  WL 


12 
(c)     Slabs,  beams  and  girders  supported  at  one  end  and  contin- 
uous at  the  other  shall  be  considered  as  partially  restrained  with  a 
bending    moment    of    WL 


10 
(d)     The  term   (W)   equals  the  total  load  and    (L)    equals  the 
span.    Where  bending  moment  of  WL  is  taken  the  span  (L)  shall  be 


8 
the  net  span.    Where  a  bending  moment  of  WL  is  taken  the  span  (L) 


10 

shall  be  the  distance  from  the  center  of  the  intermediate  support  to 
the  inside  face  of  the  outside  support.  Where  a  bending  moment  of 
WL  is  taken  the  span  (L)  shall  be  the  distance,  center  to  center  of 

12 

supports. 

(e)  The  bending  moment  over  supports  shall  be  such  that  the 
sum  of  the  positive  bending  moment  at  the  center  of  the  span  and  the 
negative  bending  moment  over  one  support  shall  not  be  less  than  WL 


6 

and  the  negative  bending  moment  over  a  support  shall  never  be  less 
than  WL 


18 
(f )     All  negative  moment  reinforcing  steel  in  slabs,  beams  and 
girders  shall  extend  to  the  one  quarter  point  of  the  adjacent  panel. 
Sec.  B-504— WEB  REINFORCEMENT: 

(a)  The  vertical  shear  in  all  cases  shall  be  taken  as  a  measure 
of  the  diagonal  tensile  stresses. 

(b)  The  total  vertical  shear  shall  not  exceed  one  hundred  and 
twenty  (120)  pounds  per  square  inch  on  the  section  (bd),  where  (b) 
is  the  width  of  a  beam  and  (d)  is  the  effective  depth. 

(c)  The  vertical  shear  taken  by  the  concrete  in  any  case  shall 
not  exceed  forty  (40)  pounds  per  square  inch  on  the  section  (bd) 
except  that  the  vertical  shear  taken  by  the  concrete  alone  in  clay, 
gypsum,  or  concrete,  tile  and  joist  construction  shall  not  exceed  sixty 
(60)  pounds  per  square  inch  and  in  metal  tie  and  joist  or  in  wood 
form  tile  and  joist  shall  not  exceed  fifty  (50)  pounds  per  square  inch. 

(d)  The  balance  of  the  vertical  shear  not  provided  for  under  (e) 
shall  be  carried  by  web  reinforcement. 

(e)  All  web  reinforcement  shall  be  fully  developed  in  bond. 

(f)  The  horizontal  reinforcement  carrying  the  direct  stresses 
shz  11  not  be  considered  as  web  reinforcement. 

(g)  Where  vertical  stirrups  are  required  they  shall  not  be 
spaced  farther  apart  than  three-fourths  (&)  the  total  depth  of  the 
beam. 
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(h)  At  points  of  positive  moment  vertical  stirrups  shall  pass 
under  the  main  reinforcing  bars  if  unattached.  For  negative  mo- 
ments they  shall  loop  or  be  wrapped  around  the  longitudinal  rods  if 
unattached.  If  stirrups  are  attached  the  connection  shall  be  suffi- 
cient to  develop  a  stress  of  ten  thousand  (10,000)  pounds  per 
square  inch  in  the  steel  without  causing  slipping  along  the  main 
bars. 

Sec.  B-505— LIMITING  WIDTH  OF  FLANGE  IN  TEE 
BEAMS: 

(a)  In  the  calculation  of  ribs,  a  portion  of  the  floor  slab  may  be 
assumed  as  acting  in  flexure  in  combination  with  the  rib.  The  width 
of  the  slab  so  acting  in  flexure  is  to  be  governed  by  the  shearing  re- 
sistance between  the  rib  and  the  slab,  and  limited  as  follows: 

(1)  Limited  to  a  width  equal  to  one-quarter  (M)  of  the  span 
length  of  the  ribs  between  supports. 

(2)  Limited  to  a  width  of  three-quarters  (%)  of  the  distance 
from  center  to  center  of  ribs. 

(3)  Limited  to  a  width  overhanging  either  side  of  four  (4) 
times  the  thickness  of  the  slab. 

(b)  No  part  of  the  slab  shall  be  considered  as  a  portion  of  the 
rib  unless  the  slab  and  rib  are  cast  at  the  same  time. 

(c)  When  reinforced  concrete  girders  support  reinforced  con- 
crete beams,  the  portion  of  floor  slab,  acting  as  a  flange  to  the 
girder,  must  be  reinforced  with  rods  near  the  top  and  at  right 
angles  to  the  girders,  to  enable  it  to  transmit  local  loads  directly  to 
the  girders  and  not  through  the  beams.  Such  bars  shall  extend  on 
either  side  of  the  girder  equal  to  a  distance  of  twice  the  width  of 
the  girder  and  spaced  not  to  exceed  twelve   (12)   inches  apart. 

Sec.  B-506— SHRINKAGE  AND  THERMAL  STRESSES: 
Shrinkage  and  thermal  stresses  in  slabs  shall  be  provided  for  by 
introduction  of  steel  at  right  angles  to  the  main  reinforcement  of 
not  less  than  two-tenths   (2/10)   of  one   (1)   per  cent  of  the  effective 
area  of  concrete. 

Sec.  B-507— LOAD  DISTRIBUTION— TWO-WAY  SLABS: 

The  distribution  of  the  loads,  on  square  or  rectangular  slabs 
reinforced   in   both   directions   shall   be   determined   by   the   formula 

(L2 
Rr=( )  in  which  (R)  equals  the  proportion  of  the  load  car- 

(L2+B2 
ried  by  the  short  span,  and    (L)    equals  the  length  and    (B)   equals 
the  breadth  of  the  slab.     Beams  supporting  rectangular  slabs  rein- 
forced in  both  directions  shall  be  assumed  to  take  the  proportion  of 
load  as  determined  by  the  formula  above. 

Sec.  B-508— FLAT   SLAB   CONSTRUCTION— DEFINITIONS : 

(a)  Flat  slabs  within  the  meaning  of  this  Code  are  reinforced 
concrete  slabs,  supported  directly  on  reinforced  concrete  columns 
with  or  without  plates  or  capitals  at  the  top,  the  whole  construction 
being  bridgeless  and  monolithic  without  any  visible  beams  or  girders. 

(b)  The  column  capital  shall  be  defined  as  the  gradual  flaring 
out  of  the  top  of  the  column  without  any  marked  offset. 

(c)  The  drop  panel  shall  be  defined  as  a  square  or  rectangular 
depression  around  the  column  capital  extending  below  the  slab  and  ad- 
jacent to  the  slab. 
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(d)  The  panel  length  shall  be  defined  as  the  distance  center 
to  center  of  columns  of  the  side  of  a  square  panel,  or  the  average 
distance  center  to  center  of  columns  of  the  long  and  short  sides  of  a 
rectangular  panel. 

(e)  The  least  dimension  of  any  concrete  column  in  flat  slab  con- 
struction shall  be  no  less  than  one-twelfth  (1-12)  the  panel  length, 
nor  one-twelfth    (1/12)    the  clear  height  of  the  column. 

Sec.  B-509— FLAT  SLAB  THICKNESS: 

The  total  thickness  of  the  slab  in  in'  hes  for  a  slab  with  dropped 
panels  shall  be  determined  by  tlie  formula: 


t=l+0.02  LV  w 

where  (t)  equals  the  slab  thickness,  (L)  equals  the  panel  length  in 
feet,  and  (w)  equals  the  sum  of  live  and  dead  load  in  pounds,  per 
square  foot. 

For  a  slab  without  drop  panels 


t=lV2  +0.024  LV 
or  the  minimum  depth 


t=l%+0.03  LV  w 

In  no  case  shall  the  slab  thickness  for  either  floors  or  roofs  be 
made  less  than  six  (6)  inches;  or  1-32  of  (L)  for  floors  and  1-40 
of   (L)   for  roofs. 

Sec.  B-510— COLUMN  CAPITAL  AND  FLAT  SLAB  CON- 
STRUCTION: 

(a)  The  diameter  of  the  column  capital  shall  be  measured 
where  its  vertical  thickness  is  at  least  one  and  one-half  (l1/^)  inches, 
and  shall  be  at  least  two  hundred  and  seventy-five  thousandths  (.275) 
of  the  panel  length  (L). 

(b)  The  slope  of  the  column  capital  shall  nowhere  make  an 
angle  with  the  vertical  of  more  than  forty-five  (45)  degrees.  Special 
attention  shall  be  given  to  the  design  of  the  column  capital  in  con- 
sidering eccentric  loads,  and  the  effect  of  wind  upon  the  structure. 

Sec.  B-511— FLAT  SLAB  PANEL  LENGTH: 
(a)     The  panel  length  of  flat  slab  construction  shall  be  limited 
in  all  cases  to  thirty   (30)   feet. 

Sec.  B-512— FLAT  SLAB  DROP  PANEL: 

(a)  When  used,  the  drop  panel  shall  be  square  or  circular  for 
square  panels  and  rectangular  or  elliptical  for  oblong  panels. 

(b)  The  length  of  the  drop  panel  shall  not  be  less  than  one- 
third  (Vs)  of  the  panel  length,  if  square,  and  not  less  than  one-third 
(%)  of  the  long  or  short  side  of  the  panel  respectively,  if  rectangular. 

(c)  The  depth  of  the  drop  panel  shall  be  determined  by  comput- 
ing it  as  a  beam,  using  the  negative  moment  over  the  column  cap- 
ital specified  elsewhere  in  this  part.     (B-503.) 

(d)  In  no  case,  however,  shall  the  dimensions  of  the  drop  panel 
be  less  than  required  for  punching  shear  along  its  perimeter,  using 
the  allowable  unit  shearing  stresses  specified  below. 

Sec.  B-513— FLAT  SLAB  SHEARING  STRESSES: 
The  allowable  unit  punching  shear  on  the  perimeter  of  the  col- 
umn  capital    shall   be   one   hundred    and    twenty    (120)    pounds    per 
square  inch.     The  allowable  unit  punching  shear  on  the  perimeter  of 
the  drop  panel  shall  be  sixty  (60)  pounds  per  square  inch. 
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Sec.  B-514— PANEL  STRIPS— FLAT  SLAB: 

(a)  For  the  purpose  of  establishing  the  bending  moments  and 
the  resisting  moments  of  a  square  panel,  the  panel  shall  be  divided 
into  strips  known  as  strip  A  and  strip  B.  (See  figure  1).  Strip 
A  shall  include  the  reinforcement  and  slab  in  a  width  extending  from 
the  center  line  of  the  column  for  a  distance  on  each  side  of  this 
center  line  equal  to  one-quarter  (1/4)  of  the  panel  length.  Strip  B 
shall  include  the  reinforcement  and  slab  in  the  half  of  the  width 
remaining  in  the  center  of  the  panel.  At  right  angles  to  these  strips, 
the  panel  shall  be  divided  into  similar  strips  A  and  B  having  the 
same  widths  and  relations  to  the  center  line  of  the  columns  as  the 
above  strips.  These  strips  shall  be  for  designing  purposes  only, 
and  are  not  intended  as  the  boundary  lines  of  any  bands  of  steel 
used. 

(b)  These  strips  shall  apply  to  the  system  of  reinforcement  in 
which  the  reinforcing  bars  are  placed  parallel  and  at  right  angles 
to  the  center  line  of  the  columns,  hereinafter  known  as  the  two-way 
(2)  system,  and  also  to  the  system  of  reinforcement  in  which  the  re- 
inforcing bars  are  placed  parallel,  at  right  angles  to  and  diagonal 
to  the  center  line  of  the  columns  hereinafter  known  as  the  four- 
way   system. 

(c)  Any  other  system  of  reinforcement  in  which  the  reinforc- 
ing bars  are  placed  in  circular,  concentric  rings  and  radial  bars,  or 
systems  with  steel  rods  arranged  in  any  manner  whatsoever,  shall 
comply  with  the  requirements  of  either  the  two-way  (2)  or  the 
four-way    (4)    system  herein  specified. 

Sec.  B-515— FLAT  SLAB  BENDING  MOMENT  COEFFI- 
CIENTS—INTERIOR PANEL— TWO-WAY  SYSTEM: 

(a)  In  panels  where  standard  drops  and  column  capitals  are 
used  as  above  specified,  the  negative  bending  moment  taken  at  a 
cross-section  of  each  strip  A  at  the  edge  of  the  column  capital  or 
over  it,  shall  be  taken  as  WL.     (See  figure  3.) 


30 
(b)     The,  positive  bending  moment  taken  at  a  cross  section  of 
each   strip   A   midway   between   column   centers,   shall   be   taken    as 
WL 


60 

(c)      The  positive  bending  moment  taken  at  a  cross-section  of 
each  strip  B  in  the  middle  of  the  panel  shall  be  taken  as  WL 


120 
(d)     The  negative  bending  moment  taken  at  a  cross-section  of 
each   strip  B  on  the  center  line  of  the  columns   shall  be  taken   as 
WTL 


120 

In  the  formulas  hereinabove  given 

"W"  =  total  live  and  dead  load  on  the  whole  panel  in  pounds. 

"L"  =  panel  length,  center  to  center  of  columns. 

Sec.  B-516— FLAT  SLAB  BENDING  MOMENT  COEFFI- 
CIENTS—INTERIOR PANEL— FOUR-WAY  SYSTEM: 

(a)  In  panels  where  standard  drops  and  column  capitals  are 
used   as   above   specified,  the   negative  bending   moment  taken   at   a 
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cross-section  of  each  strip  A  at  the  edge  of  the  column  capital  or 
over  it,  shall  be  taken  as  WL.     (See  figure  3.) 


30 

(b)  The  positive  bending  moment  taken  at  a  cross-section  of 
each  strip  A  midway  between  column  centers  shall  be  taken  as  WL 

80 

(c)  The  positive  bending  moment  taken  at  a  cross-section  of 
each  strip  B  taken  in  the  middle  of  the  panel  shall  be  taken  as 
WL 


120 

(d)  The  negative  bending  moment  taken  at  a  cross-section  of 
each  strip  B  on  the  center  line  of  the  columns  shall  be  taken  as 
WL 

120 

Sec.  B-517— FLAT  SLAB  BENDING  MOMENT  COEFFICI- 
ENTS—WALL PANELS: 

(a)  Where  wall  panels  with  standard  drops  and  capitals 
are  carried  by  columns  and  girders  built  in  walls,  as  in  skeleton 
construction,  the  same  coefficients  shall  be  used  as  for  an  interior 
panel,  except  as  follows:  The  positive  bending  moments  on  strips  A 
and  B  midway  between  the  wall  and  the  first  line  of  column  shall 
be  increased  twenty-five    (25)    per   cent. 

(b)  Where  wall  panels  are  carried  on  new  brick  walls, 
the  walls  shall  be  laid  in  Portland  cement  mortar  and 
shall  be  stiffened  with  pilasters  as  follows:  If  a  sixteen  (16)  inch 
wall  is  used,  it  shall  have  a  four  (4)  inch  pilaster.  If  a  twelve 
(12)  inch  wall  is  used,  it  shall  have  an  eight  (8)  inch  pilaster. 
The  width  of  pilasters  shall  be  not  less  than  the  diameter  of  the 
column,  nor  less  than  one-eighth  (%)  of  the  distance  between 
pilasters.  The  pilasters  shall  be  located  opposite  the  column  as 
nearly  as  practicable,  and  shall  be  corbeled  out  four  (4)  inches  at  the 
top,  starting  at  the  level  of  the  base  of  the  column  capital.  No  less 
than  eight  (8)  inches  bearing  shall  be  provided  for  the  slab,  the 
full  length  of  the  wall. 

(c)  The  coefficients  of  bending  moments  required  for  these 
panels  shall  be  the  same  as  those  for  the  interior  panels  except  as 
provided  herewith:  The  positive  bending  moments  on  strips  A  and 
B  midway  between  the  wall  and  first  line  of  columns  shall  be  in- 
creased fifty  (50)  per  cent. 

Where  wall  panels  are  supported  on  old  brick  walls,  there  shall 
be  columns  with  standard  drops  and  capitals  built  against  the  wall 
and  these  columns  shall  be  tied  to  the  walls  in  an  approved  man- 
ner. At  least  an  eight  (#)i  inch  bearing  shall  be  provided 
for  the  slab  for  the  full  length.  Where  this  is  impracticable  a  beam 
shall  be  built  on  the  underside  of  the  slab  adjacent  to  the  wall  between 
columns  strong  enough  to  carry  twenty-five  (25)  per  cent  of  the 
panel  load. 

(d)  The  coefficients  of  bending  moments  for  the  two  (2)  cases 
of  slab  support  herein  described  shall  be  the  same  as  those  specified 
in  paragraphs  (B)  and  (C)  of  this  Section  for  skeleton  and  wall 
bearing  condition  respectively. 
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(e)  Nothing  specified  above  shall  be  construed  as  applying  to  a 
case  of  slabs  merely  resting  on  walls  or  ledges,  without  any  condition 
of  restraint.  These  shall  be  figured  as  in  ordinary  beam  and  girder 
construction. 

Sec.  B-518— FLAT  SLAB  BENDING  MOMENT  COEFFI- 
CIENTS—WALL AND  INTERIOR  COLUMNS: 

(a)  Wall  columns  in  skeleton  construction  shall  be  designed  to 
resist  a  bending  moment  of  WL  at  floors  and  WL  at  roof.  The  amount 


80  40 

of  steel  required  for  this  moment  shall  be  independent  of  that  re- 
quired to  carry  the  direct  load.  It  shall  be  placed  as  near  the  sur- 
faces of  the  columns  as  practicable,  on  the  tension  sides,  and  the  rods 
shall  be  continuous  in  crossing  from  one  side  to  another.  The 
length  of  rods  extending  below  the  base  of  the  capital  and  above  the 
floor  line  shall  be  sufficient  to  develop  their  strength  through  bond, 
but  not  less  than  forty  (40)  diameters,  nor  less  than  one-third  (%) 
the  clear  height  between  the  floor  line  and  the  base  of  the  column 
capital.     (See  figure  4.) 

(b)  The  interior  columns  must  be  analyzed  for  the  worst 
condition  of  unbalanced  loading.  It  is  the  intention  of  this  Code 
to  cover  ordinary  cases  of  eccentric  loads  on  the  columns  by  the  re- 
quirement of  paragraph  (E),  Section  B-508.  Where  the  minimum 
size  of  columns  therein  specified  is  found  insufficient,  the  effect  of  the 
resulting  bending  moment  shall  be  properly  divided  between  the  ad- 
joining slab  and  the  columns  above  and  below  according  to  best  prin- 
ciples of  mechanics  and  the  columns  enlarged  sufficiently  with  addi- 
tional steel  added  to  carry  the  load  safely. 

Sec.  B-519— FLAT  SLAB  BENDING  MOMENT  COEFFI- 
CIENTS—PANELS WITHOUT  DROPS  OR  CAPITALS— OR 
BOTH: 

(a)     In  square  panels  where  no  column  capital  or  no  depressions 
are  used,  the  sum  total  of  positive  and  negative  bending  moments 
shall  be  equal  to  that  computed,  by  the  following  formula: 
B.  M  =WL  (1.53— 4k— 4.18k3) 


8 
where  B.  M.=the  numerical  sum  of  positive  and  negative  bending 
moments,  regardless  of  algebraic  signs. 

W=the  total  live  and  dead  load  on  the  whole  panel. 

L=the  length  of  side  of  square  panel  center  to  center  of  columns. 
k=the  ratio  of  the  radius  of  the  column  or  column  capital  to 

the  panel  length    (L). 

This  total  bending  moment  shall  be  divided  between  the  positive 
and  the  negative  moments  in  the  same  proportion  as  in  the  typical 
square  panels  for  two-way  (2)  or  four-way  (4)  systems  specified 
above  for  interior  and  wall  panels  respectively. 

Sec.  B-520— FLAT  SLAB  POINT  OF  INFLECTION; 

(a)  For  the  purpose  of  making  the  calculations  of  the  bending 
moment  at  the  sections  away  from  the  column  capital,  the  point  of 
inflection  shall  be  considered  as  being  one-quarter  (x/4)  the  distance 
center  to  center  of  columns,  both  cross-wise  and  diagonally,  from  the 
center  of  the  column. 
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Sec.  B-521— FLAT  SLAB  TENSILE  STRESS  IN  STEEL  AND 
COMPRESSIVE  STRESS  IN  CONCRETE: 

(a)  The  tensile  stress  in  steel  and  the  compressive  stress  in 
the  concrete  to  resist  the  bending  moment  shall  be  calculated  on  the 
basis  of  the  steel  reinforcement  and  concrete  in  the  slab  in  the  width 
included  in  a  given  strip,  and  according  to  the  assumptions  and  re- 
quirements otherwise  given  in  this  part. 

(b)  The  steel  shall  be  considered  as  being  concentrated  at  the 
center  of  gravity  of  all  the  bands  of  steel  in  a  given  strip. 

(c)  For  the  four-way  (4)  system  of  reinforcement  the  amount 
of  steel  to  resist  the  negative  bending  moment  over  the  support  in 
each  stripj  A  shall  be  taken  as  the  sum  of  the  areas  of  steel  in  one 
cross  band  and  one  diagonal  band.  The  amount  of  steel  to  resist  the 
positive  bending  moment  of  each  strip  B  shall  be  considered  as  the 
area  of  the  steel  in  a  diagonal  band.  The  amount  of  steel  to  resist 
the  positive  bending  moment  in  each  strip  A  shall  be  considered  as 
the  area  of  the  steel  in  a  cross  band,  and  the  amount  of  steel  to 
resist  the  negative  moment  in  each  strip  B  shall  be  the  steel  included 
inl  the  width  of  strip  B. 

(d)  For  the  two-way  (2)  system  of  reinforcement  the  amount 
of  steel  to  resist  the  bending  moment  in  any  strip  shall  be  considered 
as  the  area  of  the  steel  included  in  the  width  of  the  strip. 

(e)  In  both  systems  of  reinforcement  the  compressive  stress 
in  the  concrete  in  any  strip  shall  be  calculated  by  taking  the  area 
of  the  steel  considered  for  each  strip,  and  applying  it  in  a  beam 
formula  based  on  the  principles  of  moments  and  assumptions  given 
in  Section  B-502  above. 

(f )  Where  drop  panels  are  used,  the  width  of  the  beam  assumed 
to  resist  the  compressive  stresses  over  the  column  capital  shall  be 
the  width  of  the  drop. 

(g)  The  width  of  the  beam  where  no  drop  panels  are  used  shall 
be  the  width  of  the  steel  bands.  Where  this  is  found  insufficient,  the 
area  shall  be  increased  by  introducing  compression  steel  in  the  bot- 
tom of  the  slab. 

Sec.  B-522— FLAT  SLAB  RECTANGULAR  PANELS: 

(a)  When  the  length  of  the  panel  in  either  the  two-way  or  the 
four-way  system  does  not  exceed  the  breadth  by  more  than  five  (5) 
per  cent,  all  computations  shall  be  based  on  a  square  panel  whose 
side  equals  the  mean  of  the  length  and  breadth,  and  the  steel  equally 
distributed  among  the  strips  according  to  the  coefficients  above 
specified. 

(b)  In  no  rectangular  panel  shall  the  length  exceed  the  breadth 
by  more  than  one-third  (Vs)  of  the  latter. 

Sec.  B-523— FLAT  SLAB  RECTANGULAR  PANELS,  FOUR- 
WAY  SYSTEM: 

(a)  In  the  four-way  (4)  system  of  reinforcement  where  the 
length  exceeds  the  breadth  by  more  than  five  (5)  per  cent  the  amount 
of  steel  required  in  strip  A,  long  direction  both  positive  and  negative, 
shall  be  the  same  as  that  required  for  the  same  strip  in  a  square 
panel  whose  length  is  equal  to  the  long  side  of  the  rectangular  panel. 

(b)  The  amount  of  steel  in  strip  A,  short  direction,  positive  and 
negative,  shall  be  the  same  as  that  required  for  the  same  strip  in  a 
square  panel,  whose  length  is  equal  to  the  short  side  of  the  rectangu- 
lar panel. 
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(c)  The  amount  of  steel  in  strip  B,  positive  and  negative,  shall 
be  the  same  as  that  required  for  a  similar  strip  in  a  square  panel 
whose  length  is  equal  to  the  mean  of  the  long  and  the  short  side  of 
the  rectangular  panel. 

(d)  In  no  case  shall  the  amount  of  steel  in  the  short  side  be  less 
than  two-thirds  (%)  of  that  required  for  the  long  side. 

Sec.  B-524— FLAT  SLAB  RECTANGULAR  PANELS,  TWO- 
WAY  SYSTEM. 

(a)  In  the  two-way  (2)  system  of  reinforcement  the  amount  of 
steel  required  for  the  positive  and  the  negative  moment  of  each  strip 
A  shall  be  determined  in  the  same  manner  as  indicated  for  the  four- 
way  system  above. 

(b)  The  amount  of  steel  in  strip  B,  positive  and  negative,  run- 
ning in  the  short  direction,  shall  be  equal  to  that  required  for  the 
same  strip  in  a  square  panel  whose  length  equals  the  long  side  of 
the  rectangular  panel. 

(c)  The  amount  of  steel  in  strip  B,  long  direction,  positive  and 
negative,  shall  be  equal  to  that  required  for  the  same  strip  in  a 
square  panel,  whose  length  equals  the  short  side  of  the  rectangular 
panel. 

(d)  In  no  case  shall  the  amount  of  steel  in  strip  B,  long  di- 
rection, be  less  than  two-thirds    (%)    of  that  in  the  short  direction. 

Sec.  B-525— WALL  AND  OPENINGS  IN  FLAT  SLAB  CON- 
STRUCTION: 

(a)  Girders  and  beams  shall  be  constructed  under  all  walls, 
around  all  openings,  in  excess  of  four  (4)  feet  square;  and  to  carry 
any  other  concentrated  loads. 

Exception — Special  permission. 

Sec.  B-526— SPANDREL  BEAMS  IN  FLAT  SLAB  CON- 
STRUCTION: 

(a)  The  spandrel  beams  or  girders  shall,  in  addition,  to  their 
own  weight  and  the  weight  of  the  spandrel  wall,  be  designed  to  carry 
twenty  (20)  per  cent  of  the  wall  panel  load  uniformly  distributed  up- 
on them. 

Sec.  B-527— PLACING  OF  STEEL: 

(a)  In  order  that  the  slab  bars  shall  be  maintained  in  the  posi- 
tion shown  in  the  design  during  the  work  of  pouring  the  slab,  metal 
or  other  approved  spacers  and  supports  shall  be  provided  satisfactory 
to  the  Commissioner  of  Buildings.  All  bars  shall  be  secured  in  place 
at  intersections,  by  wire  or  other  approved  metal  chains  or  fasten- 
ings. In  no  case  shall  the  spacing  of  the  bars  exceed  nine  (9)  inches. 
The  steel  to  resist  the  negative  moment  in  each  strip  B  shall  extend 
one-quarter  (%)  of  the  panel  length  beyond  the  center  line  of  the 
columns  in  both  directions. 

(b)  Splices  in  bars  may  be  made  wherever  necessary  and  pref- 
erably at  points  of  minimum  stress.  The  length  of  splice  beyond  the 
center  point,  in  each  direction  shall  not  be  less  than  forty  (40)  di- 
ameters of  the  bars,  nor  in  no  case  less  than  two  (2)  feet.  The  splic- 
ing of  adjacent  bars  shall  be  avo'ded. 

(c)  Slab  bars  which  are  lapped  over  the  column;  the  sectional 
area  of  both  being  included  in  the  calculations  for  negative  moment, 
shall  extend  beyond  the  column  center  not  less  than  twenty-five  one 
hundredths  (.25)  of  the  panel  length  for  cross-bands,  and  thirty- 
five  (.35)  one  hundredths  of  the  panel  length  for  diagonal  bands. 
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Sec.  B-528— COMPUTATION  FOR  FLAT  SLABS: 
(a)     Complete  computations  of  interior  and  wall  panels,  columns 
and  such  other  portions  of  the  building  as  may  be  required  by  the 
Commissioner  of  Buildings  shall  be  left  in  the  office  of  the   Com- 
missioner of  Buildings  when  plans  are  presented  for  approval. 
Sec.  B-529— REINFORCED  CONCRETE  COLUMNS: 

(a)  Stayed  columns:  Reinforce^  concrete  may  be  used  for  col- 
umns in  which  the  concrete  shall  not  be  leaner  than  a  1:2:4  mixture 
and  in  which  the  ratio  of  length  to  least  side  diameter  does  not  ex- 
ceed fifteen  (15)  but  in  no  case  shall  the  cross  section  of  the  column 
core  be  less  than  sixty-four  (64)  square  inches  exclusive  of  the  fire- 
proofing.  Longitudinal  reinforcing  rods  must  be  tied  together  to 
effectively  resist  outward  flexure  at  intervals  of  not  more  than  fif- 
teen (15)  times  the  least  diameter  of  the  rod  and  not  more  than 
twelve  (12)  inches.  When  compression  rods  are  not  required,  rein- 
forcing rods  shall  be  used  equivalent  to  not  less  than  one-half  (%) 
of  one  (1)  per  cent  (.005)  of  the  cross-sectional  area  of  the  column 
core,  provided  however,  that  the  total  sectional  area  shall  not  be  less 
than  one  (1)  square  inch;  and  that  no  rod  or  bar  shall  be  of  a  smaller 
diameter  or  least  dimensions  than  one-half  (V2)  inch.  The  area  of 
reinforcing  compression  rods  shall  be  limited  to  a  maximum  of  four 

(4)  per  cent  of  the  cross-sectional  area  of  the  column  core.  The  net 
core  area  of  the  concrete  in  such  columns  may  be  stressed  axially  not 
to  exceed  twenty-five  (25)  per  cent  of  the  ultimate  compressive 
strength  of  the  concrete  (500  pounds  for  2,000  pounds  concrete). 
The  steel  also  shall  be  computed  to  carry  its  proportionate  stress  ac- 
cording to  the  ratio  of  the  moduli  of  elasticity.  Core  areas  only  shall 
be  used  as  a  basis  of  carrying  capacity  of  columns. 

(b)  Hooped  or  Spiral  Columns:  When  the  reinforcement  of  re- 
inforced concrete  columns  consists  of  vertical  bars  and  spiral  hoop- 
ing, the  concrete  may  be  stressed  to  twenty-five  (25)  per  cent  of  its 
ultimate  strength  as  given  in  Section  B-501,  rule  (L),  provided,  that: 

(1)  The  amount  of  vertical  reinforcement  shall  be  not  less 
than  the  amount  of  the  spiral  reinforcement,  nor  greater  than  five 

(5)  per  cent  of  the  area  within  the  hooping. 

(2)  The  percentage  of  spiral  hooping  shall  be  not  less  than  one- 
half  (V2)  of  one  (1)  per  cent  nor  greater  than  one  and  one-half 
(IM2)  per  cent. 

(3)  The  pitch  of  the  spiral  hooping  shall  be  uniform  and  not 
greater  than  one-tenth  (1/10)  of  the  diameter  of  the  column  core 
nor  greater  than  three  (3)  inches. 

(4)  The  spiral  hooping  shall  be  secured  to  the  verticals  at 
every  intersection  in  such  a  manner  as  to  insure  the  maintaining 
of  its  form  and  position. 

(5)  The  verticals  shall  be  spaced  so  that  their  distance  apart 
measured  on  the  circumference  shall  be  not  greater  than  nine  (9) 
inches  or  one-eighth  (%)  of  the  circumference  of  the  column  core. 
In  such  columns,  the  action  of  the  hooping  may  be  assumed  to  in- 
crease the  resistance  of  the  concrete  equivalent  to  two  and  one-half 
(2%)  times  the  amount  of  the  spiral  hooping  figured  as  the  vertical 
reinforcement.  No  part  of  the  concrete  outside  of  the  hooping  shall 
be  considered  as  a  part  of  the  effective  column  section. 

Formula : 

P=Ac   (fc+2.5  nfcxph)    X    (l+(n-l)   pv) 
P=Total  load  column  will  carry  in  pounds 
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Ae=The  area  of  the  concrete  core  of  the  column  in  square 

inches. 
fc=The  allowable  fiber  stress  in  the  concrete  in  pounds  per 

square  inch. 
n=The  ratio  of  the  modulus  of  elasticity  of  concrete  to 
steel. 
ph=The   percentage   of   the    spiral   reinforcement   over   the 
i  core  area. 

pv=The  percentage  of  the  vertical  reinforcement  over  the 
core  area. 

(Considered    Formula). 
Sec.  B-530— STRUCTURAL  STEEL  COLUMNS  ENCASED  IN 
CONCRETE: 

(a)  Solid  Web  Columns:  In  columns  of  this  type  the  steel  shall 
be  designed  to  take  the  total  dead  and  live  loads  and  the  concrete  will 
be  considered  as  fireproofing  only.  All  columns  of  this  type  shall  be 
wrapped  with  approved  wire  or  metal  lath  in  such  a  manner  as  to 
securely  hold  the  concrete  in  posit  on.  All  loose  scale,  rust  or  other 
deleterious  matter  shall  be  removed  before  encasing  the  columns  in 
concrete. 

(b)  Open  Web  Columns:  In  columns  of  this  type  the  steel 
shall  be  designed  to  take  the  full  dead  and  live  loads  with  the  follow- 
ing unit  stresses,  with  no  added  allowance  for  the  concrete: 

(1  )   Gray  Columns  and  Similar  Types 

fs=20,000 — 300  times  the  percentage  of  steel. 

(2)  For  four   (4)   angle  columns,  latticed  four   (4)    sided 
fs=19,000 — 300  times  the  percentage  of  steel 

(3)  For  four  (4)   angles  with  latticed  web, 
fs=17,500 — SOO  times  the  percentage  of  steel 
fs=permissible  fibre  stress  in  steel. 

(c)  Open  web  columns  shall  be  wrapped  with  one-eighth  (Vs) 
inch  or  larger  wire  at  vertical  intervals  not  greater  than  eight  (8) 
inches. 

(d)  The  percentage  of  steel  shall  be  based  on  the  total  area  of 
the  column,  after  deducting  two  (2)  inches  for  fireproofing  all  around. 

(e)  If  the  unsupported  length  of  columns  exceeds  fifteen  (15) 
times  the  least  outside  dimension,  the  stresses  shall  be  reduced  as  re- 
quired for  reinforced  concrete  columns. 

(f )  In  all  columns  under  this  section,  positive  connections  shall 
be  provided  to  transmit  to  the  column  steel,  loads  of  all  reinforced 
beams  and  girders  framing  into  the  column  flanges. 

(g)  Reinforced  concrete  columns,  beams  or  girders  framing 
into  or  on  structural  steel  shall  not  have  the  bearing  on  concrete 
greater  than  five  hundred  (500)  pounds  per  square  inch  unless  all 
load  in  excess  of  this  amount  is  taken  by  rods  threaded  into  the  steel 
or  some  other  method  approved  by  the  Commissioner  of  Buildings. 

Sec.  B-531— COLUMN  SPLICES: 

(a)  All  column  bars  shall  be  spliced  in  such  a  manner  as  to 
transmit  the  stresses  for  which  they  are  designed. 

Sec.  B-532— MINIMUM  THICKNESS  OF  SLAB: 

(a)     Reinforced  concrete  slabs  shall  be  not  less  than  three   (3) 

inches  thick  for  floors  and  two  (2)  inches  for  roofs. 

Exception— These  minimum  thicknesses  do  not  apply  to  flat  slab 

construction  nor  to  concrete  joist  floor  construction. 
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Sec.  B-533— FIREPROOFING: 

(a)  For  the  purpose  of  fire  protection;  reinforcing  steel  shall 
be  protected  by  the  following  minimum  thickness  of  concrete: 

One  and  one-half  (1%)  inches  in  columns. 
One  and  one-fourth   (l1^)   inches  in  girders. 
Three-quarters  (%)  inch  in  slabs  and  joists, 

(b)  Reinforcing  steel  not  protected  as  specified  above,  shall  not 
be  considered  as  adding  to  the  strength  of  the  construction. 

(c)  Heavier  fireproofing  may  be  required. 

Sec.  B-534— MIXTURE  FOR  REINFORCED  CONCRETE 
WORK: 

(a)  Water  used  in  mixing  concrete  shall  be  clean,  free  from 
injurious  amounts  of  oil,  acid,  alkali,  organic  matter  or  other  dele- 
terious substances. 

(b)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
shall  have  the  power  to  make  slump  tests  on  any  concrete  or  re- 
inforced concrete  job  to  determine  the  proper  amount  of  mixing  water. 
This  test  shall  be  made  with  a  cone  shaped  metal  form,  four  (4) 
inches  in  diameter  at  the  top,  eight  (8)  inches  in  diameter  at  the 
bottom  and  tweleve  (12)  inches  high.  The  results  of  this  test 
shall  be  consistent  with  the  following  table: 

Type   of   Concrete  Maximum    Slumps 

Mass  Concrete 2  inches 

Reinforced  Concrete 

Thin   vertical    sections 6  inches 

Heavy   sections 2  inches 

Thin  Confined  Horizontal  Sections  8  inches 

Mixture  for  Floor  Finish 2  inches 

The  following  table  gives  the  amount  of  water  compared  to 
the  amount  of  cement  to  give  different  strength  concrete. 

(c)  Proportion  of  mixing  water  to  cement. 

Ultimate  Strength  Used  in  Design  Water  Cement  Ratio 

Pounds  per  square  inch  Gal.  of  water  per  sack 

of  cement 

1500 8 

2000 7 

2500 .  6% 

3000  5% 

All  structural  drawings  and  plans  submitted  for  approval  shall 
show  the  strength  of  concrete  for  which  the  several  portions  of  the 
structure,  indicated  thereon,  were  designed  and  the  water-cement 
ratio  necessary  to  produce  that  strength  as  per  this  table. 

(d)  The  proportions  of  aggregates  to  cement  for  concrete  of 
any  water-cement  ratio  shall  be  such  as  to  produce  concrete  that  will 
work  readily  into  the  corners  and  angles  of  the  form  and  around  the 
reinforcement  without  permitting  free  water  to  collect  on  the  sur- 
face. The  combined  aggregate  shall  be  of  such  composition  of  sizes 
that  when  separated  by  the  No.  4  standard  sieve  (see  table  below) 
the  weight  retained  on  the  sieve  shall  not  be  less  than  that  passing 
nor  shall  the  amount  of  coarse  material  be  such  as  to  produce  harsh- 
ness in  placing  or  honeycombing  in  the  structure.  When  forms  are 
removed,  the  faces  and  corners  of  the  members  shall  show  smooth  and 
sound  throughout. 
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Screen  Number  Opening 

100     0058    Sq.    In. 

48 .0116      " 

28     0232      " 

14     046 

8     093 

4     185 

% 37 
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1% 1.5 

(e)  Concrete  aggregates  shall  consist  of  natural  sands  and 
gravels,  crushed  rock  or  other  inert  materials  meeting  the  approval  of 
the  Commissioner  of  Buildings,  having  clean,  uncoated  grains  of 
strong  and  durable  minerals.  Aggregates  containing  soft,  pliable, 
thin,  flaky,  elongated  or  laminated  particles  totaling  more  than  five 
(5)  per  cent  by  weight  or  containing  shale,  or  silt  in  excess  of  three 
(3)  per  cent  by  weight,  or  crusher  dust  finer  than  the  No.  100  stand- 
ard sieve  in  excess  of  five  (5)  per  cent  shall  not  be  used.  Aggregates 
shall  not  contain  strong  alkali,  or  organic  material  which  gives  a 
color  darker  than  the  standard  color  when  tested  in  accordance  with 
standard  colorimetric  tests  approved  by  the  Commissioner  of  Build- 
ings. The  maximum  size  of  the  aggregate  shall  not  be  larger  than 
one-sixth  (1/6)  of  the  narrowest  dimension  of  the  member  for  which 
the  concrete  is  to  be  used  nor  larger  than  three-quarters  (24)  of  the 
minimum  clear  spacing  between  any  reinforcing  bar  and  adjacent 
bars  or  forms.  By  maximum  size  of  aggregate  is  meant  the  side 
of  the  smallest  square  opening  through  which  ninety-five  (95)  per 
cent  of  the  material  can  be  passed. 

(f)  The  methods  of  measuring  concrete  materials  shall  be  such 
that  the  proportion  of  water  to  cement  can  be  accurately  controlled 
during  the  progress  of  the  work  and  easily  checked  at  any  time  by 
the  Commissioner  of  Buildings  or  his  authorized  assistants.  A  tol- 
erance of  one-quarter  ( V± )  gal.  of  water  per  sack  of  cement  in  any 
batch  of  concrete  will  be  allowed  provided  that  during  the  work  of  any 
one  (1)  day,  the  average  of  all  the  batches  does  not  show  a  water 
content  greater  than  that  shown  on  plans  as  specified  in  table  para- 
grah   (C)   above. 

(g)  The  mixing  shall  be  done  in  a  batch  machine  mixer  of  a 
type  that  will  insure  the  uniform  distribution  of  the  materials  through- 
out the  mass.  For  machine  mixing,  the  mixing  shall  continue  for  at 
least  one  (1)  minute  after  all  the  materials  are  placed  in  the  mixer. 
Special  permission  may  be  given  by  the  Commissioner  of  Buildings 
for  mixing  small  quantities  of  concrete  by  hand.  When  mixed  by 
hand  cement  and  sand  shall  first  be  mixed  dry,  turned  at  least  three 
(3)  times,  or  to  a  uniform  color,  the  water  then  gradually  added  and 
the  aggregate  turned  at  least  three  (3)  times,  or  until  the  mass  has 
attained  a  uniform  consistency. 

(h)  When  concrete  is  conveyed  or  transported  by  any  means 
from  the  mixer  to  the  forms,  suitable  precaution  must  be  taken  to 
prevent  segregation  of  the  coarse  and  fine  materials,  or  the  ma- 
terials shall  be  remixed  before  placing  the  concrete  in  the  forms. 

(i)  The  remixing  of  mortar  or  concrete  that  has  partly  set 
will  not  be  permitted. 
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(j)  Concrete  shall  be  placed  immediately  after  mixing  with 
water. 

Exception — By  special  permission  concrete  for  each  job  may  be 
received  from  an  approved  Central  Mixing  Plant  if  the  time  of 
transportation  from  the  mixer  to  the  forms  does  not  exceed  forty  (40) 
minutes. 

Sec.  B-535— PLACING  CONCRETE  AND  STEEL: 

(a)  Before  placing  concrete  all  forms  shall  be  thoroughly  cleaned 
of  all  sawdust  and  wood  chips  or  other  foreign  matter. 

(b)  In  filling  in  concrete  around  reinforcing  steel  the  concrete 
must  be  worked  and  puddled  continuously  with  suitable  tools  as  it  is 
put  in  place. 

(c)  Columns  must  not  be  poured  so  rapidly  as  to  interfere  with 
thorough  and  satisfactory  working  of  the  concrete  into  place. 

(d)  Concrete  subject  to  premature  drying  shall  be  kept  wet  dur- 
ing the  first  week  after  put  in  place. 

(e)  When  work  is  suspended  the  joints  shall  be  located  as  fol- 
lows: 

(1)  For  columns:  at  the  underside  of  girders  or  the  underside  of 
capitals. 

(2)  For  girders:  at  a  point  midway  between  supports,  unless 
a  beam  should  occur  at  this  point,  in  which  case  the  joint  shall  be 
offset  a  distance  equal  to  twice  the  width  of  the  beam. 

(3)  For  slabs:  at  the  center  of  the  span. 

(4)  Joints  in  columns,  girders  and  beams  should  be  practically  per- 
pendicular to  the  axis,  and  in  floor  slabs  perpendicular  to  the  planes 
of  their  surfaces. 

(f )  Before  work  is  resumed  the  concrete  previously  placed  shall 
be  roughened,  cleaned  of  all  foreign  material,  thoroughly  wetted  and 
slushed  with  a  mixture  consisting  of  one  (1)  part  cement  and  not 
more  than  two  (2)  parts  fine  aggregate. 

(g)  Beams  and  girders  shall  not  be  constructed  over  columns 
without  permitting  a  period  of  three  (3)  hours  to  elapse  to  provide 
for  settlement  and  shrinkage. 

(h)  When  beams  are  designed  as  tee  beams  the  slab  shall  be 
poured  at  the  same  time  as  the  web. 

(i)  The  reinforcing  steel  shall  be  retained  in  place  horizontally 
and  vertically  by  means  of  suitable  approved  chairs  or  spacers  of 
metal  or  other  approved  incombustible  material. 

(j)  The  lateral  spacing  center  to  center  of  reinforcing  bars  in 
beams  and  girders  shall  be  not  less  than  three  (3)  times  the  diameter 
of  the  bars,  and  the  clear  vertical  spacing  between  two  (2)  layers 
of  bars  shall  be  not  less  than  one  (1)  inch.  Non  circular  bars  shall 
be  spaced  the  same  as  for  circular  bars  of  equivalent  area. 

Sec.  B-536— CONCRETE  PLACED  IN  FREEZING  WEATHER: 
(a)  Concrete  when  deposited  shall  have  a  temperature  of  not 
less  than  fifty  (50)  degrees  Fahrenheit  nor  more  than  one  hundred 
and  twenty  (120)  degrees  Fahrenheit.  In  freezing  weather  suitable 
means  shall  be  provided  for  maintaining  the  concrete  at  a  tempera- 
ture of  at  least  fifty  (50)  degrees  Fahrenheit  for  not  less  than 
seventy-two  (72)  hours  after  placing.  The  methods  of  heating  the 
materials  and  protecting  the  concrete  shall  be  approved  by  the 
Commissioner  of  Buildings. 
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(b)  The  use  of  frozen,  lumpy  sand  or  coarse  aggregate,  de- 
pending on  hot  water  used  in  mixing  to  thaw  it  out  will  not  be  per- 
mitted. 

(c)  A  regular  temperature  chart  shall  be  kept  during  the  pour- 
ing of  a  reinforced  concrete  building  when  any  likelihood  of  tem- 
peratures as  low  as  thirty-two  (32)  degrees  Fahrenheit  are  to  be 
encountered.  Such  temperature  charts  shall  show  hourly  temperature 
readings  of  at  least  ten  (10)  points  on  each  floor  of  such  reinforced 
concrete  buildings  that  has  been  poured  within  thirty  (30)  days. 
Such  readings  shall  be  taken  on  all  exposed  sides  of  the  building  and 
shall  record  the  actual  temperature  of  the  air  adjacent  to  the  con- 
crete. The  Commissioner  of  Buildings  may  require  more  than  ten 
(10)  readings  when  he  thinks  advisable.  A  copy  of  the  daily  tem- 
perature shall  be  filed  at  the  office  of  the  Commissioner  of  Buildings. 

Sec.  B-537— CENTERING  AND  FORMS: 

(a)  All  forms  shall  be  built  in  a  substantial  manner  with  joints 
such  that  no  appreciable  part  of  the  concrete  including  water  can 
escape,  and  shall  be  so  supported  and  braced  that  they  will  carry  all 
the  imposed  loads  and  maintain  in  their  position  without  lateral  or 
vertical  deflection. 

(b)  The  bottom  of  all  column  forms  shall  be  so  arranged  with 
hand  holes  that  the  base  of  the  column  can  be  cleaned  and  inspected 
immediately  prior  to  the  pouring  of  the  concrete. 

(c)  Before  removing  the  shores  under  any  beam,  girder  or  slab, 
the  columns  supporting  it  shall  be  stripped  and  examined. 

(d)  Pouring  columns  in  chases  left  in  masonry  will  not  be 
permitted  except  with  the  written  approval  of  the  Commissioner  of 
Buildings. 

(e)  The  time  which  shall  elapse  before  removing  centering  varies 
with  the  design  of  the  structure  and  with  the  condition  of  the  con- 
crete. 

(f)  Either  the  shoring  or  reshoring  shall  remain  in  place  until 
the  concrete  is  properly  cured  and  as  long  as  may  be  required  by  the 
Commissioner  of  Buildings. 

(g)  In  no  case  shall  the  shores  be  removed  from  under  interior 
beams  or  girders  in  less  than  twenty-one  (21)  days  after  the  con- 
crete is  poured. 

(h)  Under  favorable  conditions  the  shores  under  wall  girders 
may  be  removed  in  ten  (10)  days  after  pouring,  if  the  adjacent  slabs 
are  properly   shored. 

(i)  If  a  slab  has  been  previously  properly  reshored  the  cen- 
tering may  be  removed  in  seven  (7)  days  after  the  pouring  of  the 
concrete.  Either  the  shoring  or  the  reshoring  shall  remain  in  place 
not  less  than  twenty-one  (21)  days  after  the  concrete  is  poured. 

(j)  Provided  ample  shores  are  used  to  carry  the  full  weight  of 
the  floor  above,  column  forms  may  be  removed  in  not  less  than  two 
(2)  days  after  pouring. 

(k)  All  forms  under  concrete  placed  in  freezing  weather  shall 
remain  until  all  evidence  of  frost  is  removed  from  the  concrete  and 
the  natural  hardening  of  the  concrete  has  proceeded  to  the  point  of 
safety,  in  the  opinion  of  the  Commissioner  of  Buildings. 

Sec.  B-538— TESTS: 

(a)  All  tests  called  for  in  these  regulations  or  ordered  by  the 
Commissioner  of  Buildings  or  his  authorized  assistants  shall  be  made 
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in   accordance  with   Standard   Specifications   approved  by  the   Com- 
missioner of  Buildings. 

(b)  All  such  tests  shall  be  made  by  competent  persons  approved 
by  the  Commissioner  of  Buildings  and  copies  of  the  results  shall  be 
kept  on  file  in  the  office  of  the  Commissioner  of  Buildings  for  a  pe- 
riod of  at  least  two  (2)  years  after  the  construction  work  is  com- 
pleted. 

(c)  Tests  shall  be  made  on  all  material  entering  into  concrete  or 
reinforced  concrete  construction  when  in  the  opinion  of  the  Com- 
missioner of  Buildings  or  his  authorized  assistants  there  is  any  doubt 
as  to  its  suitability  for  the  purpose. 

(d)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
shall  have  the  right  to  require  tests  of  the  concrete  from  time  to  time 
during  the  progress  of  the  work  to  determine  whether  the  materials 
and  methods  in  use  are  such  as  to  produce  concrete  of  the  necessary 
quality  or  at  any  other  time  when  in  their  opinion,  there  is  any  doubt 
as  to  the  quality  of  the  concrete  being  produced ;  in  addition  to  those 
tests  required  by  this  Code  to  be  made  on  every  reinforced  concrete 
building  or  structure. 

(e)  On  every  reinforced  concrete  building  or  structure  the  Con- 
tractor, owner  or  architect  shall  prepare  test  specimens  of  each  day's 
run  of  concrete  and  shall  cure  these  specimens  as  near  as  possib'.e 
under  the  same  conditions  as  the  concrete  in  the  structure  is  cured. 
Spcimens  for  such  tests  shall  be  taken  at  the  place  where  concrete  is 
being  deposited. 

Specimens  shall  be  taken  and  formed  as  follows: 

(1)  Six  (6)  inch  cubes  for  floors. 

(2)  Six  (6)  inch  hexagonal  columns  for  columns. 

Specimens  shall  be  cured  and  tested  in  accordance  with  Standard 
Specifications  approved  by  the   Commissioner  of  Buildings. 
Sec.  B-539— WORKMANSHIP  TESTS: 

(a)  The  Commissioner  of  Buildings  or  his  authorized  assistants 
shall  have  the  right  to  order  a  test  under  load  of  any  portion  of  a 
completed  structure  when  in  his  opinion,  the  workmanship  or  ma- 
terials have  been  such  as  to  leave  any  doubt  as  to  the  adequacy  or 
sufficiency  of  the  structure  to  serve  the  purpose  for  which  it  was  in- 
tended. Such  tests  shall  not  be  maHo  on  any  concrete  construction 
which  is  less  than  sixty  (60)  days  old. 

(b)  In  such  tests,  the  member  or  portion  of  the  structure  under 
consideration  shall  be  given  a  superimposed  load  of  two  (2)  times 
the  live  load  plus  the  dead  load.  This  load  shall  be  left  in  position  for 
a  period  of  twenty -four  (24)  hours  before  removal.  If,  during  the 
test  or  upon  removal  of  the  load,  the  member  or  portion  of  structure 
shows  sign  of  failure  the  Commissioner  of  Buildings  shall  have  the 
right  to  rate  the  structure,  or  such  portions  thereof  which  in  his 
opimon  are  of  the  same  character  as  the  portions  tested,  for  proper 
live  load  less  than  that  for  which  it  was  designed. 

(c)  The  Contractor  for  any  building,  which  through  failure  of 
portions  to  pass  the  test  has  been  rated  at  a  live  load 
less*  than  that  for  which  it  was  designed  shall  have  the  right  to 
submit  other  portions  of  the  building  to  test,  and  any  por- 
tions which  he  can  show  to  be  satisfactory  for  the  designed  load,  shall 
be  exempt  from  the  application  of  the  reduced  live  load  rating. 

(d)  He  shall  also  have  the  right  to  retest  any  portion  of  the 
structure,  provided  sufficient  time  has  elapsed  and  proper  effort  been 
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made  to  improve  the  quality  of  the  concrete  by  favorable  curing  con- 
ditions. If  the  portions  retested  prove  satisfactory  to  the  Com- 
missioner of  Buildings,  the  designed  live  load  rating  shall  be  restored 
on  all  portions  which  have  been  given  the  same  favorable  conditions 
of  curing. 

(e)  In  workmanship  tests  applied  to  determine  the  suitability 
of  slab  or  beam  construction;  the  structure  will  be  considered  to  have 
failed  the  test  if  within  twenty-four  (24)  hours  after  the  removal  of 
the  load  the  floor  system  fails  to  recover  seventy-five  (75)  per  cent 
of  the  maximum  deflection  shown  during  the  twenty -four  (24)  hours 
while  under  load. 

Sec.  B-540— INSPECTION: 

(a)  All  concrete  work  shall  be  inspected  by  the  Architect  or 
Engineer  responsible  for  its  design  or  by  a  competent  superintendent 
responsible  to  the  Architect  or  Engineer.  A  record  shall  be  kept  of 
such  inspection  which  shall  cover  the  quality  and  quantity  of  concrete 
materials,  the  mixing  and  placing  of  the  concrete,  and  the  placing  of 
the  reinforcing  steel.  The  record  shall  also  include  a  complete  record 
of  the  progress  of  the  work  and  of  the  protection  given  the  con- 
crete while  curing.  These  records  shall  be  available  for  inspection  by 
the  Commissioner  of  Buildings  at  all  times  during  the  progress  of  the 
work  and  shall  be  preserved  for  at  least  two  (2)  years  after  the  con- 
struction is  completed  and  placed  on  file  in  the  Bureau  of  Buildings 
when  required  by  the  Commisisoner  of  Buildings. 

Sec.  B-541— INSPECTION  OF  REINFORCED  CONCRETE 
SKELETON  CONSTRUCTED  BUILDINGS: 

(a)  No  concrete  in  any  reinforced  concrete  structural  part  of 
any  reinforced  concrete  skeleton  constructed  building  shall  be  placed 
into  final  position  until  the  reinforcing  steel  shall  be  inspected  by  the 
Bureau  of  Buildings  and  marked  with  inspection  marks  to  show  that 
such  steel  has  been  inspected.  It  shall  be  unlawful  for  any  person, 
workman,  or  employee  to  cover  any  steel  unless  the  same  has  been 
inspected. 

(b)  When  reinforcing  steel  is  ready  and  in  place  the  same  shall 
be  inspected  by  an  inspector  from  the  Bureau  of  Buildings.  Such  in- 
spector shall  inspect  all  reinforcing  steel  in  such  skeleton  constructed 
buildings.  Such  inspector  shall  remain  on  such  building  under  con- 
struction sufficient  time  each  day  that  steel  is  being  placed  or  concrete 
is  being  poured  or  placed  in  position  over  and  covering  said  reinforc- 
ing steel. 

(c)  The  owner  or  contractor  shall  notify  the  Bureau  of  Buildings 
in  writing,  at  least  twelve  (12)  hours  in  advance  of  any  day  that  an 
inspector  will  be  required  to  fulfill  the  provisions  of  this  Code  and 
this  Section. 

(d)  The  inspector  shall  keep  a  record  on  the  inspection  slip  of 
each  day's  pourings  and  the  progress  of  such  work. 

(e)  Test  specimens  shall  be  kept  of  each  day's  run  of  both  floors 
and  columns.  Floor  specimens  shall  be  six  (6)  inch  cubes  and  columns 
shall  be  six  (6)  inch  hexagonal  specimens. 

Sec.  B-542— REDUCTION  OF  LOADING  OF  COLUMNS  AND 
GIRDERS: 

(a)  In  all  construction  except  storage  buildings  and  warehouses 
a  column  reduction  of  five  (5)  per  cent  per  floor  may  be  permitted  to 
wit  as  follows : 
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Last  Story  above  the  basement  ....95%  of  all  loads 

Next    Story    90%  of  all  loads 

Next    Story    85%  of  all  loads 

and  likewise  for  each  succeeding  story  until  a  reduction  of  fifty  (50) 
per  cent  for  all  superimposed  loads  for  the  tenth  story  below  the 
roof. 

(b)  A  flat  reduction  of  fifteen  (15)  per  cent  of  all  superimposed 
loads  will  be  permitted  in  all  buildings  except  storage  buildings  and 
warehouses,  for  beams  and  girders. 

Sec.  B-543— THICKNESS  OF  WALLS  FOR  REINFORCED 
CONCRETE  BUILDINGS: 

(a)  The  minimum  thickness  of  reinforced  concrete  panel  walls 
shall  be  six  (6)  inches.  Such  panel  walls  shall  safely  sustain  a  load 
of  thirty  (30)  pounds  per  square  foot  side  pressure  in  either  direction 
perpendicular  to  the  panel. 

Exception — Buildings  outside  first  fire  limits,  by  special  permis- 
sion, may  have  thinner  reinforced  concrete  panel  walls. 

(b)  Below  grade  no  panel  or  other  foundation  reinforced  con- 
crete wall  shall  be  less  than  eight  (8)  inches  in  thickness  and  shall 
be  designed  to  safely  sustain  the  imposed  side  pressure. 

(c)  Reinforced  concrete  parapet  walls  used  to  retain  vehicles 
on  the  roof  of  any  building  shall  be  not  less  than  forty  (40)  inches 
high  and  shall  be  designed  to  safely  sustain  side  pressure  of  five 
hundred   (500)  pounds  per  sq.  foot. 

Sec.  B-544— PROTECTION  OF  COLUMNS  AGAINST  ABRA- 
SION: 

In  all  reinforced  concrete  structures  designed  to  be  used  for 
garage,  warehouse,  factory,  or  wholesale  mercantile  purposes  the 
columns  shall  be  protected  by  heavy  steel  bands  extending  from  the 
floor  to  a  height  of  thirty  (30)  inches  above  the  same.  This  band  shall 
be  No.  12  (U.  S.  Sheet  Metal  Gauge)  or  heavier  and  shall  be  placed  in 
the  building  when  the  forms  are  placed  for  the  pouring  of  the  columns 
in  new  buildings  and  shall  be  placed  in  all  old  buildings  when,  in  the 
opinion  of  the  Commissioner  of  Buildings  the  same  is  necessary. 

DIVISION  B— PART  SIX 
STEEL  SKELETON  CONSTRUCTION 
Sec.  B-601— GENERAL  CONDITIONS: 

(a)  The  rules  set  forth  in  this  part  are  for  structural  grade 
newly  fabricated  steel.  When  reclaimed  steel  shapes  are  to  be  reused 
they  shall  be  thoroughly  inspected  by  the  Commissioner  of  Buildings. 
Such  steel  shall  not  be  stressed  to  more  than  eighty  (80)  per  cent  of 
the  allowable  stresses  herein  given  except  upon  evidence  of  satisfac- 
tory tests  conducted  under  the  supervision  of  the  Commissioner. 

(b)  To  obtain  a  satisfactory  structure,  the  following  major 
requirements  must  be  fulfilled: 

(1)  The  materials  used  must  be  suitable,  of  uniform  quality, 
and  without  defects  affecting  the  strength  or  the  service  of  the 
structure. 

(2)  Proper  loads  and  conditions  must  be  assumed  in  the  design. 

(3)  The  unit  stresses  must  be  suitable  for  the  material  used. 

(4)  The  workmanship  must  be  good,  so  that  defects  or  injuries 
are  not  produced  in  the  erection. 
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(5)  The  computations  and  design  must  be  properly  made  so 
that  the  unit  stresses  specified  shall  not  be  exceeded,  and  the  struc- 
ture and  its  details  shall  possess  the  requisite  strength  and  rigidity. 

Sec.  B-602— LOADING: 

(a)  Steel  structures  shall  be  designed  to  sustain  the  dead  weight 
imposed  upon  them,  including  the  weight  of  the  steel  frame  itself,  and 
in  addition,  the  maximum  live  load  as  specified  in  each  particular 
case.  Proper  provision  shall  be  made  for  temporary  stresses  caused 
by  erection. 

(b)  In  cases  where  live  loads  have  the  effect  of  producing  im- 

f)act  or  vibration,  a  proper  percentage  shall  be  added  to  the  static 
ive  load   stresses  to   provide  for   such  influences,   so  that  the  total 
Stress  found  in  any  member  is  an  equivalent  static  stress. 

(c)  Proper  provisions  shall  be  made  for  stresses  caused  by  wind 
both  during  erection  and  after  completion  of  the  building.  The  wind 
pressure  is  dependent  upon  the  conditions  of  exposure,  but  the  allow- 
able stresses  specified  in  section  four  (B-603),  paragraphs  (F)  and 
(G)  are  based  upon  the  steel  frame  being  designed  to  carry  a  wind 
pressure  of  not  less  than  twenty  (20)  pounds  per  square  foot  on  the 
vertical  projection  of  exposed  surfaces  during  erection,  and  fifteen 
(15)  pounds  per  square  foot  on  the  vertical  projection  of  the  finished 
structure. 

(d)  Proper  provision  shall  be  made  to  securely  fasten  the  re- 
action points  of  all  steel  construction  and  transmit  the  stresses  to  the 
foundations  of  the  structure. 

Sec.  B-603— ALLOWABLE  STRESSES: 

All  parts  of  the  structure  shall  be  so  proportioned  that  the  sum 
of  the  maximum  static  stresses  in  pounds  per  square  inch  shall  not 
exceed  the  following: 

(a)  Tension:  Rolled  steel,  on  net  section  18,000  pounds  per 
square  inch. 

(b)  Compression:  rolled  steel;  (1)  on  short  lengths  or  where 
lateral  deflection  is  prevented  18,000  pounds  per  square  inch, 

(2)     On  gross  section  of  columns, 
18,000 


(         L2         ) 

l+( )   Pounds  per  square  inch 

(    18,000r2    ) 
with  a  maximum  of  15,000  pounds  per  square  inch.     In  which  (L)  is 
the  unsupported  length  of  the  column  and   (r)   is  the  corresponding 
least  radius  of  gyration  of  the  section,  both  in  inches. 

For  main  compression  members,  the  ratio  L/r  shall  not  exceed 
120,  and  for  bracing  and  other  secondary  members,  200. 

(c)     Bending:     On  extreme  fibers  of  rolled  shapes,  and  built  up 
sections,  if  lateral  deflection  is  prevented,  18,000  pounds  per  sq.  in. 

When  the  unsupported  length  (L)  exceeds  fifteen  (15)  times  (b) 
the  width  of  the  compression  flange,  the  stress  in  pounds  per  square 
inch  in  the  latter  shall  not  exceed 
20,000 


(         L2         ) 

l+( )   Pounds  per  square  inch. 

(     2,000b2    ) 
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The  laterally   unsupported   length   of   beams   and   girders   shall 
not  exceed  forty  (40)  times  (b)  the  width  of  the  compression  flange* 
On  extreme  fibers  of  pins,  when  the  forces 

are  assumed  as  acting  at  the  center  of 

gravity    of    the    pieces 27,000  Pounds  per  sq.  in. 

(d)     Shearing  on  pins  13,500  Pounds  per  sq.  in. 

On  power  driven  rivets 13,500       "  "      "     " 

On   turned    bolts    in    reamed    holes    with    a 

clearance   of   not   more   than   one-fiftieth 

(1/50)  of  an  inch  ". 13,500       "  "      "     " 

On  hand  driven  rivets   10,000       "  "      "     " 

On    unfinished    bolts    10,000       "  "      "     " 

On  the  gross  area  of  the  webs  of  beams  and  girders  where  (h) 
the  height  between  flanges  in  inches,  is  not  more  than  sixty  (60) 
times  (t)  the  thickness  of  the  web  in  inches,  12,000  Pounds  per  sq.  in. 

On  the  gross  area  of  the  webs  of  beams  and  girders  if  the  web  is 
not  stiffened  where  (h),  the  height  between  flanges  in  inches,  is  more 
than  sixty   (60)   times    (t)   the  thickness  of  the  web,  the  maximum 
shear  per  square  inch,  S/A  shall  not  exceed 
18,000 


(         h2         ) 

l+( )  Pounds  per  square  inch. 

(     7,200t2      ) 

In  which   (S)   is  the  total  shear,  and    (A)   is  gross  area  of  web  in 
square  inches. 

Pounds  per  sq.  inch 
Double  Shear     Single  Shear 

(e)  Bearings:  on  pins  30,000  24,000 

On  power  driven  rivets 30,000  24,000 

On  turned  bolts  in  reamed  holes  30,000  24,000 

On  hand-driven  rivets  20,000  16,000 

On   unfinished  bolts   20,000  16,000 

On  expansion  rollers  per  lineal  inch  six  hundred  (600)  times  the 
diameter  of  the  roller  in  inches. 

(f)  Combined  Stresses:  For  combined  stresses  due  to  wind  and 
other  loads,  the  permissible  working  stress  may  be  increased  thirty- 
three  and  one-third  (33%)  per  cent,  provided  the  section  thus  found 
is  not  less  than  that  required  by  the  dead  and  live  loads  alone, 

(g)  For  members  carrying  wind  stresses  only,  the  permissible 
working  stresses  may  be  increased  thirty-three  and  one-third  (33%) 
per  cent. 

Sec.  B-604— SYMMETRICAL  MEMBERS: 
Sections  shall  preferably  be  symmetrical. 
Sec.  B-605— BEAMS  AND  GIRDERS: 

(a)  Rolled  beams  shall  be  proportioned  by  the  moment  of  iner- 
tia of  their  net  section.  Plate  girders  with  webs  fully  spliced  for 
tension  and  compression  shall  be  so  proportioned  that  the  unit  stress 
on  the  net  section  does  not  exceed  the  stresses  specified  in  Section 
B-603  as  determined  by  the  moment  of  inertia  of  the  net  section. 

(b)  Plate  girder  webs  shall  have  a  thickness  of  not  less  than 
one-one  hundred  and  sixtieth  of  the  unsupported  distance  between  the 
flanges   (1/160). 
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(c)  Web  bplices  shall  cons'st  of  a  plate  on  each  side  of  the  web 
capable  of  transmitting  the  full  stress  thrc-igh  the  splice  rivets. 

(d)  Stiffeners  shall  be  required  on  the  webs  of  rolled  beams  and 
plate  girders  at  the  ends  and  at  points  of  concentrated  loads,  and  at 
other  points  where  (h)  the  clear  distance  between  flanges  is  greater 
than: 


85t  V     18,000  (A/S)  —1 

in  which  (t)  is  the  thickness  of  the  web. 

When  stiffeners  are  required  the  distance  in  inches  between  them 
shall  not  be  greater  than, 


85t  V  18,000  (A/S)  —1 
or  not  greater  than  six  (6)  feet.  When  (h)  is  greater  than  sixty  (60) 
times  (t)  the  thickness  of  the  web  of  a  plate  girder,  stiffeners  shall 
be  required  at  distances  not  greater  than  six  (6)  feet  apart.  Stiffen- 
ers under  or  over  concentrated  loads  shall  be  proportioned  to  distrib- 
ute such  loads  into  the  web. 

Plate  girder  stiffeners  shall  generally  be  in  pairs,  one  on  each 
side  of  the  web,  and  shall  have  a  close  bearing  against  the  flange 
angles  at  points  of  concentrated  loading;  stiffeners  over  the  end  bear- 
ings shall  be  on  plate  fillers.  The  pitch  of  rivets  in  stiffeners  shall 
not  exceed  six  (6)  inches. 

(e)  Flange  plates  of  all  girders  shall  be  limited  in  width  so  as 
not  to  extend  more  than  six  (6)  inches  or  more  than  twelve  (12) 
times  the  thickness  of  thinnest  plate  beyond  the  outer  row  of  rivets 
connecting   them   to   the   angles. 

(f )  Crane  runway  girders  and  the  supporting  frame  work  shall 
be  proportioned  to  resist  the  greatest  horizontal  stresses  caused  by 
the  operation  of  the  cranes. 

(g)  Rivets  connecting  the  flanges  to  the  web  at  points  of  direct 
load  on  the  flange  between  stiffeners  shall  be  proportioned  to  carry 
the  resultant  of  the  longitudinal  and  tranverse  shears. 

(h)  Rivets  connecting  the  flanges  to  the  webs  of  plate  girders 
of  columns  subject  to  bending  shall  be  so  spaced  as  to  carry  the 
increment  of  the  flange  stress  between  the  rivets. 

Sec.  B-606— COLUMN  BASES: 

(a)  Proper  provision  shall  be  made  to  distribute  the  column 
loads  on  the  footings  and  foundations. 

(b)  The  top  surface  of  all  column  bases  shall  be  planed  for  the 
column  bearing. 

(c)  Column  bases  shall  be  set  true  and  level,  with  full  bearing 
on  the  masonry,  and  shall  be  properly  secured  to  the  footings. 

Sec.  B-607— ECCENTRIC  LOADING: 

Full  provisions  shall  be  made  and  approved  for  stresses  caused  by 
eccentric  loads. 

Sec.  B-608— COMBINED  STRESSES: 

(a)  Members  subject  to  both  direct  and  bending  stresses  shall 
be  so  proportioned  that  the  greatest  combined  stresses  shall  not  ex- 
ceed the  allowed  limits. 

(b)  All  members  and  their  connections  which  are  subject  to 
stresses  of  both  tension  and  compression  due  to  the  action  of  live  loads 
shall  be  designed  to  sustain  stress  giving  the  largest  section,  with 
fifty  (50)  per  cent  of  the  smaller  stress  added  to  it.     If  the  reversal 
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of  stress  is  due  to  the  action  of  wind,  the  member  shall  be  designed 
for  the  stress  giving  the  largest  section  and  the  connections  propor- 
tioned for  the  largest  stress. 

Sec.  B-609— ABUTTING  JOINTS: 

Compression  members  when  faced  for  bearing  shall  be  spliced 
sufficiently  to  hold  the  connecting  members  accurately  in  place.  Other 
joints  in  riveted  work,  whether  in  tension  or  compression,  shall  be 
fully  spliced. 

Sec.  B-610— NET  SECTIONS: 

(a)  In  calculating  tension  members,  the  net  section  shall  be 
used,  and  in  deducting  the  rivet  holes  they  shall  be  taken  one  eighth 
(Va)  inch  greater  in  diameter  than  the  nominal  diameter  of  the 
rivets. 

(b)  Pin-connected  tension  members  shall  have  the  section 
through  the  pin  hole  twenty-five  (25)  per  cent  in  excess  of  the  net 
section  of  the  member,  and  a  net  section  back  of  the  pin  hole  equal 
to  seventy-five  (75)  per  cent  of  that  required  through  the  pin  hole. 

Sec.  B-611— RIVETS  AND  BOLTS: 

(a)  In  proportioning  rivets,  the  nominal  diameter  of  the  rivet 
shall  be  used. 

(b)  Rivets  carrying  calculated  stresses,  and  whose  grip  exceeds 
five  (5)  diameters,  shall  have  their  number  increased  one  (1)  per 
cent  for  each  additional  one-tenth  (1/10)  inch  in  the  rivet  grip.  Spe- 
cial care  shall  be  used  in  heating  and  driving  such  rivets. 

(c)  Rivets  shall  be  used  for  the  connections  of  main  members 
carrying  live  loads  which  produce  impact  and  for  connections  subject 
to  reversal  of  stresses  including  all  roof  trusses. 

(d)  Finished  bolts  in  reamed  holes  may  be  used  in  shop  or 
field  work  where  it  is  impracticable  to  obtain  satisfactory  power 
driven  rivets.  The  finished  shank  shall  be  long  enough  to  provide 
full  bearing,  and  washers  used  under  the  nuts  to  give  full  grip  when 
turned  tight. 

Unfinished  bolts  may  be  used  in  shop  or  field  work  for  connec- 
tions in  small  structures  used  for  shelters,  and  for  secondary  members 
of  all  structures  such  as  purlins,  girts,  door  and  window  framing 
alignment  bracing  and  secondary  beams  in  floor. 

Sec.  B-612— RIVET  SPACING: 

(a)  The  minimum  distance  between  centers  of  rivet  holes  shall 
be  not  less  than  four  (4)  and  one-half  (V2)  inches  for  one  and  one- 
quarter  (l1/*)  inch  rivets,  four  (4)  inches  for  one  and  one-eighth 
(1%)  inch  rivets,  three  and  one-half  (3%)  inches  for  one  (1)  inch 
rivets,  three  (3)  inches  for  seven-eighths  (%)  inch  rivets,  two  and 
one-half  (2  MO  inches  for  three-fourths  (3A)  inch  rivets,  two  (2) 
inches  for  five-eighths  (%)  inch  rivets  and  one  and  three-fourths 
(1%)  inches  for  one-half  (V2)  inch  rivets. 

The  maximum  pitch  in  the  line  of  stress  of  compression  members 
composed  of  plates  and  shapes  shall  not  exceed  sixteen  (16)  times 
the  thinnest  outside  plate  or  shape,  nor  twenty  (20)  times  the  thin- 
est  enclosed  plate  or  shape  with  a  maximum  of  twelve  (12)  inches, 
and  at  right  angles  to  the  direction  of  stress  the  distance  between 
lines  of  rivets  shall  not  exceed  thirty  (30)  times  the  thinnest  plate  or 
shape. 

For  angles  in  built  up  sections  with  two  (2)  gauge  lines,  with 
rivets  staggered,  the  maximum  pitch  in  the  line  of  stress  in  each  gage 
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line  shall  not  exceed  twenty-four  (24)  times  the  thinnest  plate  with  a 
maximum  of  eighteen   (18)   inches. 

(b)  In  tension  members  composed  of  two  (2)  angles,  a  pitch 
of  three  (3)  feet  six  (6)  inches  will  be  allowed  and  in  compression 
members,  two  (2)  feet,  but  the  ratio  L/r  for  each  angle  between  rivets 
shall  not  be  more  than  three  fourths  ( % )  of  that  for  the  whole 
member. 

(c)  The  pitch  of  rivets  at  the  ends  of  built  up  compression  mem- 
bers shall  not  exceed  four  (4)  diameters  of  the  rivets  for  a  length 
equal  to  one  and  one-half  (l1/^)  times  the  maximum  width  of  the 
member. 

(d)  The  minimum  distance  from  the  center  of  any  rivet  hole  to 
a  sheared  edge  shall  be  two  and  seven-eighths  (2%)  inches  for  one 
and,  one-quarter  (1%)  inch  rivets,  two  (2)  inches  for  one  and  one- 
eighth  (lVs)  inch  rivets,  one  and  three-quarter  (1%)  inches  for  one 
(1)  inch  rivets,  one  and  one-half  (l1/^)  inches  for  seven-eighths  (%) 
inch  rivets,  one  and  one-quarter  (l1^)  inches  for  three-fourths  (%) 
inch  rivets,  one  and  one-eighth  (1%)  inches  for  five-eighths  (%) 
inch  rivets,  and  one  (1)  inch  for  one-half  (V2)  inch  rivets.  The  max- 
imum distance  from  any  edge  shall  be  twelve  (12)  times  the  thick- 
ness of  the  plate,  but  shall  not  exceed  six  (6)  inches. 

Sec.  B-613— CONNECTIONS: 

(a)  Connections  carrying  calculated  stresses  except  for  lacing, 
sag  bars,  or  angles,  hand  rails,  or  beam  connections,  shall  not  have 
less  than  two  (2)  rivets;  or  for  field  connections  not  less  than  three 
(3)  rivets. 

(b)  Members  meeting  at  a  joint  shall  have  their  lines  of  cen- 
ter of  gravity  meet  at  a  point  if  practicable;  if  not,  provision  shall 
be  made  for  any  eccentricity. 

(c)  The  rivets  at  the  ends  of  any  member  transmitting  the 
stresses  into  that  member  should  have  their  centers  of  gravity  in  the 
line  of  the  center  of  gravity  of  the  member;  if  not,  provision  shall  be 
made  for  the  effect  of  the  resulting  eccentricity.  Pins  may  be  so 
placed  as  to  counteract  the  effect  of  bending  due  to  dead  load. 

(d)  When  a  beam  or  girder  "A"  is  connected  to  another  member 
in  such  a  manner  that  "A"  acts  as  a  continuous  or  fixed  end  beam, 
proper  provision  shall  be  made  for  the  bending  moments  at  such  a 
connection. 

(e)  Where  stress  is  transmitted  from  one  (1)  piece  to  another 
through  a  loose  filler,  the  number  of  rivets  shall  be  properly  in- 
creased; tight-fitting  fillers  shall  be  used. 

Sec.  B-614— LATTICE : 

(a)  The  open  sides  of  compression  members  shall  be  provided 
with  lattice  having  tie  plates  at  each  end  and  at  intermediate  points 
if  the  lattice  is  interrupted.  Tie  plates  shall  be  as  near1  the  ends  as 
practicable.  In  main  members  carrying  calculated  stresses  the  end 
tie  plates  shall  have  a  length  of  not  less  than  the  distance  between  the 
lines  of  rivets  connecting  them  to  the  flanges,  and  intermediate 
ones  of  not  less  than  one-half  ( V2 )  of  this  distance.  The  thickness  of 
tie  plates  shall  not  be  less  than  one-fiftieth  (1/50)  of  the  distance 
between  the  lines  of  rivets  connecting  them  to  the  segments  of  the 
members,  and  the  rivet  pitch  shall  not  be  more  than  four  (4)  di- 
ameters. Tie  plates  shall  be  sufficient  in  size  and,  number  to  equal- 
ize the  stress  in  the  parts  of  the  members. 
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(b)  Lattice  bars  shall  have  neatly  finished  ends.  The  thickness 
of  lattice  bars  shall  be  not  less  than  one-fortieth  (1/40),  for  single 
lattice,  and  one-sixtieth  (1/60),  for  double  lattice,  of  the  distance 
between  end  rivets;  their  minimum  width  shall  be  as  follows: 

For  fifteen  (15)  inch  channels,  or  built  sections  with  three  and 
one-half  (3%)  inch  and  four  (4)  inch  angles — two  and  one-fourth 
(2*4)  inches,  three-fourths  (%)  inch  rivets,  or  two  and  one-half 
(2%)   inches   (seven-eighths  inch    (%)   rivets). 

For  twelve  (12)  inch,  ten  (10)  inch,  and  nine  (9)  inch  channels, 
or  built  sections  with  three  (3)  inch  angles — two  and  one-fourth 
(2x/4)   inch    (three-fourths    (3A)   inch  rivets). 

For  eight  (8)  inch  and  seven  (7)  inch  channels,  or  built  sec- 
tions with  two  and  one-half  (2%),  inch  angles — two  (2)  inches, 
(five-eighths  (%)  inch  rivets),  or  two  and  one-quarter  (2%)  inches 
(three-fourths    (%)   inch  rivets. 

For  six  (6)  inch  and  five  (5)  inch  channels,  or  built  sections 
with  one  (1)  inch  angles — one  and  one-half  (l1/^)  inch  (one-half 
(V2)  inch  rivets),  or  one  and  three-fourths  (1%)  inch  (five-eighths 
(%)   inch  rivets). 

(c)  The  inclination  of  lattice  bars  to  the  axis  of  the  members 
shall  be  not  less  than  forty-five  (45)  degrees;  but  when  the  distance 
between  the  rivet  lines  in  the  flanges  is  more  than  fifteen  (15)  inches, 
the  lattice  shall  be  double  and  riveted  at  the  intersection  if  bars  are 
used,  or  else  shall  be  made  of  angles. 

(d)  Lattice  bars  shall  be  so  spaced  that  the  ratio  L/r  of  the 
flange  included  between  their  connections  shall  be  not  over  three- 
fourths  ( % )  of  that  of  the  member  as  a  whole. 

Sec.  B-615— EXPANSION: 

Proper  provision  shall  be  made  for  expansion  and  contraction. 

Sec.  B-616— MINIMUM  THICKNESS: 

No  steel  less  than  five-sixteenths  (5/16)  inch  thick  shall  be  used 
for  exterior  or  exposed  construction,  nor  less  than  one-quarter  (1/4) 
inch  for  interior  construction,  except  for  linings  or  fillers  and  rolled 
structural  shapes. 

These  provisions  do  not  apply  to  light  structures  such  as  sky- 
lights, marquees,  fire-escapes,  fourth  class  one-story  buildings,  or 
light  miscellaneous  steel  work. 

For  trusses  having  end  reactions  of  thirty-five  thousand  (35,- 
000)  pounds  or  over,  the  Gusset  Plates  shall  be  not  less  than  three- 
eighths    (%)    inch  thick. 

Sec.  B-617— ADJUSTABLE  MEMBERS: 

The  initial  stress  in  adjustable  members  shall  be  assumed  as  not 
less  than,  five  thousand   (5,000)   pounds. 

Sec.  B-618— WORKMANSHIP: 

(a)  All  workmanship  shall  be  equal  to  the  best  practice  in 
modern  structural  shops. 

(b)  Drifting  to  enlarge  unfair  holes  shall  not  be  permitted. 

(c)  The  several  pieces  forming  built  sections  shall  be  straight 
and  fit  close  together;  and  finished  members  shall  be  free  from 
twists,  bends,  or  open  joints. 

(d)  Rolled  sections,  except  for  minor  details,  shall  not  be 
heated. 

(e)  Whenever  steel  castings  are  used,  they  shall  be  properly 
annealed. 
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(f)  Material  may  be  punched  one-sixteenth  (1/16)  inch  larger 
than  the  nominal  diameter  of  the  rivets,  whenever  the  thickness  of 
the  metal  is  equal  to  or  less  than  the  diameter  of  the  rivets,  plus  one- 
eighth  (Vs)  inch.  When  the  metal  is  thicker  than  the  diameter  of 
the  rivet,  plus  one-eighth  (%)  inch,  the  holes  shall  be  drilled,  or 
sub-punched  and  reamed. 

(g)  Rivets  are  to  be  driven  hot,  and  wherever  practicable,  by 
power.  Rivet  heads  shall  be  of  hemispherical  shape  and  uniform 
size  throughout  the  work  for  the  same  size  rivet,  full,  neatly  finished, 
and  concentric  with  the  holes.  Rivets,  after  driving,  shall  be  tight, 
completely  filling  the  holes,  and  with  heads  in  full  contact  with  the 
surface. 

(h)  Compression  joints  depending  upon  contact  bearing  shall 
have  the  bearing  surfaces  truly  faced  after  the  members  are  riveted. 
All  other  joints  shall  be  cut  or  dressed  true  and  straight,  especially 
where  exposed  to  view. 

(i)  The  use  of  a  burning  torch  is  permissible  if  the  burned 
metal  is  not  carrying  stresses  during  the  burning.  Stresses  shall  not 
be  transmitted  into  the  metal  through  a  burned  surface. 

Sec.  B-619— PAINTING: 

(a)  Parts  not  in  contact,  but  inaccessible  after  assembling, 
shall  be  properly  protected  by  paint. 

(b)  All  steel  work,  except  where  encased  in  concrete,  shall  be 
thoroughly  cleaned  and  given  one  (1)  coat  of  acceptable  metal  pro- 
tection well  worked  into  the  joints  and  open  spaces. 

(c)  Machine  finished  surfaces  shall  be  protected  against  cor- 
rosion. 

(d)  Field  painting  is  a  phase  of  maintenance,  but  it  is  im- 
portant that  unless  otherwise  properly  protected,  all  steel  work 
shall  after  erection  be  protected  by  a  field  coat  of  good  paint  applied 
by  a  competent  painter. 

Sec.  B-620— ERECTION: 

(a)  The  frame  of  all  steel  skeleton  buildings  shall  be  carried 
up  true  and  plumb,  and  temporary  bracing  shall  be  introduced 
wherever  necessary  to  take  care  of  all  loads  to  which  the  structure 
may  be  subject  including  erection  equipment,  and  the  operation  of 
same.  Such  bracing  shall  be  left  in  place  as  long  as  may  be  re- 
quired for  safety. 

(b)  As  erection  progresses  the  work  shall  be  securely  bolted 
and  riveted  up  to  take  care  of  all  dead  load,  wind  and  erection 
stresses. 

(c)  Wherever  piles  of  material,  erection  equipment,  or  other 
loads  are  carried  during  erection,  proper  provision  shall  be  made 
to  take  care  of  stresses  resulting  from  the  same. 

(d)  No  riveting  shall  be  done  until  the  structure  has  been 
properly  aligned. 

(e)  Rivets  driven  in  the  field  shall  be  heated  and  driven  with 
the  same  care  as  those  driven  in  the  shop. 

(f)  As  near  as  practical  rivets  shall  be  driven  so  that  not 
more  than  four  (4)  stories  are,  in  any  case,  left  standing  without 
full  riveting  of  all  r'veted  connections. 

Sec.  B-621— FINISH  OF  STRUCTURAL  STEEL: 
The  finished   product  shall  be  free  from  injurious  defects   and 
shall  have  a  workmanship  finish. 
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Sec.  B-622— MARKING  OF  STEEL: 

The  name  or  brand  of  the  manufacturer  and  the  melt  number 
shall  be  legibly  stamped  or  rolled  on  all  finished  material,  except 
that  rivet  and  lattice  bars  and  other  small  sections  may  be  properly 
separated  and  marked  for  identification.  The  identification  marks 
shall  be  legibly  stamped  on  the  end  of  each  pin  and  roller. 

Sec.    B-623— PROTECTION    OF    WORKINGMEN— RIVETING: 

(a)  Workingmen  erecting  structural  steel  skeleton  constructed 
buildings  shall  have  the  maximum  protection  afforded  with  the 
class  of  work  they  are  doing. 

(b)  Men  working  on  the  skeleton  shall  have  a  platform  erected 
below  them  not  more  than  two  (2)  stories  below. 

(c)  As  near  as  practical  rivets  shall  be  driven  so  that  not 
more  than  four  (4)  stories  are,  in  any  case  left  standing  without 
full  riveting  of  all  riveted  connections. 

Sec.  B-624— ROOF  TRUSSES: 
All  roof  trusses  shall  be  riveted. 

DIVISION  B— PART  SEVEN 
STORAGE  OF  OILS  AND  INFLAMMABLE  LIQUIDS 

Sec.  B-701— PERMITS: 

No  oil)  storage  tank,  gasoline  or  inflammable  liquid  pump  or  oil 
burning  equipment  shall  be  installed  in  any  building  or  in  or  upon 
any  lot  or  premises  without  a  permit  so  to  do. 

Such  permits  shall  be  obtained  from  the  City  Controller  after 
application  to  the  Commissioner  of  Buildings. 

A  permit  shall  be  taken  out  for  each  tank,  gasoline  or  inflam- 
mable liquid  pump,  or  oil  burning  equipment  and  the  same  shall  not 
be  grouped  together  in  one  permit  without  including  the  minimum 
fee  for  each,  i.  e.,  every  tank,  pump  or  oil  burning  equipment. 

No  tank  or  piping  shall  be  covered  with  any  material  whatsoever 
without  an  inspection  certificate. 

A  complete  record  of  permits  for  all  oil  storage  shall  be  kept 
by  the  Commissioner  of  Buildings  in  a  record  book.  This  record 
shall  show  as  near  as  possible  the  capacity  and  location  of  all  oil 
storage  or  inflammable,  liquid  tanks. 

Sec.  B-702— CONSTRUCTION  OF  BUILDING  FOR  INFLAM- 
MABLE LIQUIDS: 

(a)  It  shall  hereafter  be  unlawful  for  any  person,  firm  or 
corporation  to  build,  construct  or  erect  any  building  designed  for 
the  storage  of  crude  petroleum,  gasoline,  naptha,  benzine,  camphine, 
carbon  oil,  spirit  gas,  burning  fluids,  alcohol,  spirits  of  turpentine, 
coal  oil,  rock  oil,  earth  oil,  or  any  other  liquid  except  in  conformity 
with  this  Code. 

(b)  Buildings  now  or  hereafter  erected  or  designed  for  the 
storage  of  the  fluids  mentioned  in  the  preceding  paragraphs  shall 
be  buildings  of  the  first  class  and  must  conform  to  the  following 
provisions : 

(1)  The  walls  shall  be  solid  and  of  brick,  stone,  or  concrete, 
and  shall  be  not  less  than  twelve  (12)  inches  thick  nor  more  than 
sixteen   (16)  feet  high. 

(2)  The  lower  floor  of  such  building  shall  be  at  least  three 
feet  (3)  below  the  grade  of  the  adjoining  street  and  shall  be  made 
of  earth,  concrete  or  brick. 
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(3)  The  roofing  of  such  building  shall  be  made  of  tile,  metal 
or  other  incombustible  material,  and  the  outside  walls  of  any  such 
building,  having  a  flat  roof,  shall  extend  at  least  eighteen  (18) 
inches  above  the  roof. 

(4)  The  coping  upon  the  roof  of  such  building  shall  be  made 
of  incombustible  material. 

(5)  Such  building  shall  be  detached  from  all  other  buildings,  and 
shall  be  properly  ventilated. 

(6)  Where  any  such  building  shall  be  located  less  than  twenty- 
five  (25)  feet  away  from  any  other  building  or  structure,  the  wall 
or  walls  of  such  oil  storage  building  on  the  side  or  sides  thereof  that 
are  less  than  twenty-five  (25)  feet  from  any  other  building  or 
structure  shall  have  no  windows  or  other  opening  therein;  provided, 
however,  that  if  such  building  cannot  be  so  constructed  that  no  out- 
side wall  thereof  shall  be  less  than  twenty-five  (25)  feet  away  from 
any  other  building  or  structure  openings  shall  be  permitted  on  one 

(1)  side  for  the  purpose  of  admitting  light  or  providing  means  of 
access  thereto  or  egress  therefrom.  If  such  opening  be  a  window, 
such  window  shall  be  wired  glass  and  steel  sash,  and  such  window 
shall  be  provided  with  a  steel  shutter. 

Note:  It  is  recommended  that  a  light,  all  metal  roof  be  used 
for  oil  storage  buildings. 

(c)  No  such  building  shall  be  occupied  for  any  purpose  other 
than  the  storage  of  oils,  and  no  person  shall  be  permitted  to  use  any 
such  building  as  a  sleeping  apartment,  or  other  dwelling  place. 

(d)  Such  buildings  and  the  equipment  thereof,  including  the 
protection  of  the  doors  and  windows,  shall  be  constructed  according 
to  plans  and  specifications  submitted  to  and  approved  by  the  Com- 
missioner of  Buildings. 

Sec.  B-703— STORAGE  OF  OILS— LOW  FLASH  POINT: 

(a)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
keep  or  store  crude  petroleum,  gasoline,  naptha,  benzine,  coal  oil,  rock 
oil,  earth  oil,  or  any  other  liquid  except  such  as  will  stand  a  test  of  one 
hundred  and  fifty  (150)  degrees  Fahrenheit,  closed  cup  aester,  in  any 
quantity  exceeding  ten    (10)    gallons  upon  or  in,  any    (1)    building, 

(2)  structure  or  (3)  premises,  within  the  city,  except  in  such  build- 
ing or  enclosure  as  has  been  constructed  in  accordance  with  the 
provisions  of  this  Code  and  in  such  tanks  as  provided  herein. 

(b)  Where  ten  (10)  gallons  or  less  of  any  of  the  above  men- 
tioned oils  or  fluids,  except  such  as  will  stand  the  test  above  men- 
tioned, are  kept  upon  or  in  any  building  or  structure  within  the 
city,  they  must  be  kept  in  safety  cans  made  of  not  less  than  twenty- 
four  (24)  gauge  galvanized  iron  or  other  suitable  approved  metal 
with  opening  or  openings  protected  by  self-closing  stops,  and  such 
safety  cans  must  be  of  an  approved  type.  Such  openings  shall  be 
only  at  the  top  of  such  cans. 

(c)  No  gas,  candle,  oil  or  other  like  artificial  light  or  lighted 
stove,  gas  grate  or  other  open  flame  or  electric  switch  or  cutout  of 
any  kind  shall  be  allowed  within  fifteen  (15)  feet  of  any  receptacle 
or  receptacles  containing  any  of  the  oils  or  fluids  mentioned  in  this 
section,  nor  shall  electric  switches  or  cutouts  be  located  within  oil 
storage  houses. 

Sec.  B-704— TANKS  FOR  STORAGE  OF  OILS: 
(a)      Any  person,  firm  or  corporation  desiring  to  use  any  space 
underneath  the  surface  of  the  ground  or  underneath  any  building  in 
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the  city,  except  in  such  a  building  or  enclosure  as  is  authorized  under 
the  provisions  of  this  Code,  for  the  maintenance  or  use  of  any  tank 
thereunder;  for  the  storage  of  any  one  (1)  or  more  of  the  oils  or 
fluids  mentioned  in  this  part  shall  first  obtain  a  permit  so  to  do 
from  the  Commissioner  of  Buildings.  If  the  tank  is  to  be  located 
underneath  any  public  street  or  alley  the  same  must  be  approved 
by  the  Board  of  Public  Works  and  said  permit  may  be  revoked  by 
the  Board  of  Public  Safety  at  any  time  for  a  just  cause. 

(b)  Tanks  for  the  storage  of  oils  or  fluids  mentioned  in  this 
part  with  the  exception  herein  provided,  shall  be  made  of  galvanized 
steel,  open  hearth  basic  steel  or  wrought  iron  of  a  gauge  depending 
upon  the  capacity  as  follows: 

Fourteen  (14)  U.  S.  Gauge  for  capacities  of  one  hundred  and 
eighty  (180)  gallons  or  less;  twelve  (12)  U.  S.  Gauge  for  capacities 
of  one  hundred  and  eighty-one  (181)  to  three  hundred  (300)  gal- 
lons; seven  (7)  U.  S.  Gauge  for  capacities  of  three  hundred  and  one 
(301)   to  four  thousand   (4,000)   gallons: 

One-fourth  (1/4)  inch  with  three-eighths  (%)  inch  leads  for 
capacities  of  four  thousand  (4,000)  to  ten  thousand  (10,000)  gallons; 
three-eighths  (%)  inch  for  capacities  of  ten  thousand  (10,000)  to 
twentv-five  thousand  (25,000)  gallons.  All  portions  of  such  tanks 
must  be  either  riveted  and  soldered  or  caulked  or  welded  or  brazed 
together  and  made  oil  tight  and  shall  be  coated  on  the  outside  with 
tar,  asphaltum  or  other  rust-resisting  material. 

(c)  All  tanks  shall  be  placed  and  maintained  with  the  tops  at 
least  two  (2)  feet  under  the  surface  of  the  ground  or  other  approved 
insulating  medium. 

Exception : 

(a)  Tanks  in  oil  storage  buildings  or  enclosures. 

(b)  Portable  tanks  and  safety  cans. 

No  such  tank  or  safety  can  shall  have  any  openings  or  pipe 
connections,  except  on  the  top  thereof,  nor  shall  it  be  connected 
either  directly  or  indirectly  with  any  public  or  private  sewer.  All 
pipes  leading  to  or  from  such  tanks  shall  be  of  galvanized  wrought 
iron  with  heavy  galvanized  cast  iron  or  brass  fittings  protected 
against  injury,  and  shall  be  so  placed  when  located  in  buildings  so 
that  the  tops  of  such  tanks  shall  be  lower  than  the  level  of  the 
lowest  pipe  in  the  building  used  in  connection  therewith.  All  such 
tanks  shall  be  so  placed  that  no  artificial  lights  shall  be  required 
while  filling.  Each  tank  shall  be  provided  with  a  filler  pipe  of 
galvanized  iron  or  brass  not  less  than  one  and  one-fourth  (1%) 
inches  in  diameter  entering  at  the  top  of  the  tank,  and  extending 
not  less  than  four  (4)  inches  below  the  top  of  the  tank,  the  upper 
end  of  which  said  filler  pipe  shall  terminate  in  a  locked  screw  cap 
or  metal  filler  box,  which  must  be  kept  securely  locked  at  all  times, 
except  when  such  tank  is  being  filled,  and  each  such  tank  shall  be 
used,  and  shall  terminate  in  a  gooseneck  spark  protector,  the  open- 
ing of  which  shall  be  covered  with  thirty  (30)  mesh  wire  screen  and 
shall  be  located  at  least  twenty  (20)  feet  from  all  windows  in  higher 
adjacent  buildings.  If  there  is  no  building  within  twenty  (20) 
feet  of  such  tank,  said  vent  pipe  shall  terminate  in  a  locked  screw 
cap  or  other  device  which  shall  be  approved.  The  installation  of 
said  tanks  shall  be  subject  to  the  supervision  and  approval  of  the 
Bureau  of  Buildings  and  they  shall  not  be  covered  up  until  inspected 
and  found  that  the  tanks  and  their  equipment  are  according  to  this 
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Code.     Such  tanks  shall  not  be  used  until  a  certificate  of  approval 
has  been  issued  by  the  Bureau  of  Buildings. 

(d)  Tanks  for  the  storage  of  all  fluids  that  have  a  flash  point 
below  one  hundred  and  fifty  (150)  degrees  Fahrenheit  closed  cup 
tester  in  an  aggregate  capacity  of  not  more  than  three  hundred 
(300)  gallons  may  be  installed  beneath  buildings.  Every  such 
tank  shall  be  inclosed  by  a  casing  of  concrete  at  least  two  (2)  feet 
below  the  upper  surface  of  the  lowest  floor,  which  shall  be  con- 
structed of  concrete  not  less  than  eight  (8)  inches  thick.  The  filler 
pipes  of  tanks  installed  underneath  buildings  must  terminate  out- 
side of  the  outer  walls  of  said  building  in  a  locked  screw  cap  or 
other  device  of  a  design  which  shall  be  approved,  and  said  screw  cap 
or  devics  must  be  kept  securely  locked  at  all  times  except  when  such 
tank  is  being  filled  and  where  any  such  filler  pipe  runs  to  a  side- 
walk, alley  or  public  highway  it  must  terminate  in  a  locked  screw 
cap  or  other  device  of  a  design  which  shall  be  approved  and  which 
shall  be  set  flush  with  the  surface  of  the  sidewalk,  alley  or  highway 
and  provided  with  a  locked  iron  cover,  which  must  be  kept  securely 
locked  at  all  times  except  when  such  tank  is  being  filled.  The  filling 
pipes  and  the  vent  pipe  of  any  such  tank  must  be  laid  underneath 
the  concrete  floor  of  the  building  until  they  reach  the  outside  of  the 
outer  wall  of  said  building.  Such  tanks  shall  comply  in  all  other  respects 
with  the  provisions,  conditions  and  requirements  of  the  preceding 
paragraphs  of  this  section,  provided,  however,  that  no  such  tank 
shall  be  constructed  underneath  any  building,  any  part  of  which  is 
used  for  residence,  hotel,  or  lodging  purposes.  Such  tanks  must  be 
supplied  with  pumps  or  other  device  for  the  removal  of  the  contents 
thereof,  which  shall  have  been  approved.  Each  pipe  connecting  such 
tank  with  the  pump  of  the  device  for  the  removal  of  its  contents  shall 
be  of  galvanized  iron,  or  its  equivalent,  and  must  be  so  laid  that  no 
portion  thereof  is  lower  than  its  level  at  the  point  where  such  pipe 
is  connected  with  the  tank  and  it  shall  be  pitched  upward  from 
the  tank  to  the  pump  or  other  device  used  for  the  removal  of  the 
contents  of  such  tank,  and  said  pipe  shall  be  located  at  least  eight 
(8)  inches  below  the  surface  of  the  insulation  and  all  exposed  por- 
tions thereof  shall  be  properly  protected. 

(e)  Sealed  portable  filling  tanks  of  a  capacity  of  not  more  than 
sixty  (60)  gallons  may  be  used  inside  of  garages  for  the  storage  and 
handling  of  any  one  (1)  or  more  of  the  oils  or  fluids  mentioned  in 
this  section.  Such  tanks  shall  be  constructed  of  not  less  than  No. 
seven  (7)  U.  S.  Gauge  steel  supported  on  steel  wheels  not  less  than 
thirty  (30)  inches  in  diameter,  with  rubber  tires  and  provided  with 
an  approved  pump  or  other  device  for  the  removal  of  the  contents 
thereof,  and  the  hose,  of  length  not  to  exceed  eight  (8)  feet,  through 
which  oil  or  fluid  is  to  flow. 

(f)  Pressure  tanks  not  exceeding  six  (6)  gallons  capacity  con- 
structed of  not  less  than  eighteen  (18)  U.  S.  Gauge  steel,  and  used 
in  connection  with  approved  lighting  systems,  may  be  placed  above 
ground  and  attached  to  the  outside  wall  of  building. 

Sec.  B-705— OIL  STORAGE  HIGH  FLASH  POINT: 

Tanks  for  the  storage  of  oil  or  liquids  which  have  a  flash  point  in 
excess  of  one  hundred  and  fifty  (150)  degrees  Fahrenheit  closed  cup 
tester  shall  be  constructed  in  the  same  manner  as  tanks  for  the 
storage  of  liquids  with  a  low  flash  point.     (Sec.  B-704.) 
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When  such  tanks  are  located  inside  or  underneath  of  buildings, 
not  built  as  oil  huuses,  they  shall  be  limited  to  twelve  thousand  (12,- 
000)  gallons  capacity. 

Such  tanks  over  three  hundred  (300)  gallons  capacity  shall  be 
completely  insulated  with  eight  (8)  inches  of  fireproof  material. 

Exception:  First  class  buildings  and  oil  houses. 

Note:  It  is  recommended  that  a  concrete  wall  be  built  around 
the  tank  and  the  space  between  the  tank  and  enclosure  walls  be 
filled  with  sand  or  other  approved  material. 

Such  high  flash  point  liquids  may  be  stored  in  residence  build- 
ings, dwellings  of  all  classes,  and  hotels,  providing  the  aggregate 
capacity  of  all  tanks  shall  not  exceed  twelve  thousand  (12,000)  gal- 
lons capacity. 

Sec.  B-706— STORAGE  OF  LIQUIDS  OF  ANY  FLASH  POINT 
IN  OPEN  STORAGE: 

(a)  All  oil  storage  tanks  as  described  in  this  part  that  are 
stored  above  ground  and  not  in  an  oil  house  shall  be  located  as  pro- 
vided in  Section  B-707,  below  and  shall  be  completely  surrounded  by 
an  unpierced  fire  retaining  wall  at  least  eight  (8)  inches  thick  at 
the  top  forming  an  oil  tight  enclosure  of  a  capacity  one  and  one- 
half  (1%)  times  the  total  capacity  of  such  tanks  within  enclosures. 

(b)  The  retaining  and  fire  wall  shall  be  constructed  according 
to  the  engineering  rules  set  forth  in  this  Code  and  designed  with 
ample  strength  to  maintain  the  side  pressure  if  the  enclosure  were 
filled  with  water. 

(c)  Drainage  from  such  open  enclosures  shall  be  through  an 
approved  open  sump  that  can  be  closed  off  by  a  valve  from  the  en- 
closure. Such  valve  shall  be  located  at  least  twenty-five  feet  away 
from  the  enclosure  wall.  Such  pipe  leading  to  the  sump  from  the 
enclosure  shall  not  be  over  six   (6)   inches  in  diameter  in  any  case. 

Sec.  B-707— LOCATION  OF  TANKS— OPEN,  HOUSED  OR 
BURIED  STORAGE: 

Capacity  of  Minimum  distance  of  tanks 

tank  to  line  of  adjoin-  to  any 

in  ing  property  which  other 

gallons  may  be  built  upon  tank 

300  or  less  5  Ft.  2  Ft. 

500  or  less  10    "  2    "  ! 

1,000  or  less  20    "  2    " 

8,000  or  less  25    "  2    "  [ 

13,000  or  less  30    "  2    " 

18,000  or  less  40    "  2    "  ■    I 

25,000  or  less  50    "  2    " 

Exception:     Special  Permission. 

Sec.  B-708— MAXIMUM  SIZE  OF  TANKS: 

No  oil  storage  tank  may  be  located  in  the  city  that  has  a  capacity 
in  excess  of  twenty-five  thousand  (25,000)  gallons  of  fluid  as  outlined 
in  this  part. 

Sec.  B-709— PROTECTION  OF  MANHOLES— VENT  HOLES: 
Each  above  ground  tank  over  one  thousand  (1,000)  gallons 
capacity  located  outside  of  a  building  must  have  all  manholes,  vent 
holes,  and  all  other  openings  which  may  contain  inflammable  vapor, 
covered  with  twenty  by  twenty  (20x20)  mesh,  or  its  equivelent,  brass 
wire  screen,  so  attached  as  to  completely  cover  the  opening.     Such 
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screen  shall  be  protected  against  clogging.  A  safety  valve  must  be 
provided,  or  in  lieu  thereof  a  manhole  with  a  tight  cover  closed  by 
its  own  weight  and  not  firmly  attached.  The  screen  opening  may 
be  made  removable,  but  must  be  so  arranged  as  to  close  normally. 

Sec.  B-710— DANGER  SIGNS   ON  TANKS: 

The  location  of  all  tanks  for  storage  of  all  oils  of  any  flash 
point  and  inflammable  liquids  shall  be  clearly  designated  in  a  con- 
spicuous place  to  public  view  with  the  following: 

"INFLAMMABLE— KEEP  FIRE  AWAY"  in  letters  at  least 
two   (2)   inches  high. 

Sec.  B-711— REGULATIONS  FOR  INSTALLATIONS  OF  OIL 
BURNING  EQUIPMENT  TANKS:   (See  Sec.  F-102.) 

Unprotected  tanks  shall  be  limited  to  three  hundred  (300)  gal- 
lons aggregate  capacity,  except  in  first  class  buildings. 

All  tanks  with  a  capacity  of  over  three  hundred  (300)  gallons 
shall  be  thoroughly  protected  with  fireproof  material  to  at  least 
eight    (8)    inches  in  thickness. 

Exception:     First  class  buildings. 

All  tanks  over  sixty  (60)  gallons  in  capacity  for  gravity  feed 
systems  shall  be  equipped  with  a  properly  protected,  approved  fire 
key  painted  with  red  paint  and  so  situated  that  the  key  will  be 
easily  accessible  in  case  of  fire. 

All  fire  keys  shall  have  their  locations  marked  with  a  sign  in 
letters  at  least  four  (4)  inches  high  marked  "Fire  Key." 

Note:  It  is  recommended  that  all  fire  keys  be  so  arranged  that 
the  handle  is  located  within  a  box  containing  a  glass  front  marked 
"Fire  Key." 

All  fire  keys  shall  be  so  arranged  that  "off"  and  "on"  are 
readilv  discernible. 

All  tanks  located  inside  of  a  building  must  have  approved  vents 
leading  to  the  outside;  installed  in  a  safe  manner. 

Sec.  B-712— LOCATION  OF  TANKS  IN  BUSINESS  DIS- 
TRICTS AND  FOR  FILLING  STATIONS: 

(a)  No  tank  containing  more  than  one  (1)  tank  car  of  in- 
flammable liquid  or  any  other  oil  or  any  petroleum  product  of  any 
flash  point  shall  be  located  on  any  lot  in  any  business  district  as 
defined  by  the  zoning  ordinances. 

(b)  The  aggregate  capacity  of  tanks  to  hold  inflammable 
liquid  with  a  flash  point  below  one  hundred  and  fifty  (150)  degrees 
closed  cup  tester,  for  filling  stations  shall  not  exceed  six  thousand 
(6,000)  gallons  in  any  case.  Such  tanks  may  contain  not  to  exceed 
one  thousand    (1,000)   gallons  each. 

Sec.  B-713— GLASS  GAUGES: 

(a)     No  glass  gauge  shall  be  used  on  tanks  within  buildings. 

DIVISION  B— PART   EIGHT 
PLASTERING  AND  METAL  LATH 
Sec.   B-801— WALLS   AND    PARTITIONS    BEHIND    WAINS- 
COTING TO  BE  PLASTERED: 

The  surface  of  all  walls  and  partitions  back  of  any  wainscoting 
in  any  building  hereafter  constructed,  enlarged  or  repaired  within 
the  City  of  Indianapolis  shall  be  plastered  with  at  least  one  (1) 
coat  of  plastering  of  three-eighths  (%)  inch  or  more  in  thickness, 
unless  such  wainscoting  is  placed  against  a  fireproof  wall. 


696  journal  of  common  council       [Special  Meeting 


Sec.   B-802— KEY— LATH   JOINTS: 

All  ceilings,  studding,  partitions  and  furred  walls  of  all  build- 
ings, when  plastered  with  lime  mortar  on  wood  lath,  shall  have  not 
less  than  a  three-eighths  (%)  inch  key,  and  the  ends  of  the  lath 
shall  not  be  crowded  tight  together. 

Sec.  B-803— THREE-COAT  WORK  ON  STUDDING: 

(a)  Wherever  three  (3)  coat  plastering  work  is  to  be  done, 
there  shall  be  provided,  on  all  partition  and  wall  openings,  seven- 
eighths  (%)  inch  grounds,  or  the  frames  shall  be  set  projecting 
seven-eighths  (%)  of  an  inch  outside  of  the  face  of  the  studding, 
said  grounds  or  frames  to  be  of  substantial  construction  and  set 
true  and  straight.  Lath  shall  in  no  case  be  used  as  grounds.  The 
first,  or  scratch-coat  of  all  three  (3)  coat  work  shall  be  made  of 
materials  and  proportions  at  least  equal  to  the  following:  The 
lime  shall  be  of  the  best  quality,  evenly  and  thoroughly  burned  lime- 
stone. The  sand  shall  be  angular  grains,  sharp,  properly  screened 
and  free  from  loam  or  other  deleterious  substances.  The  hair  binder 
shall  be  water-soaked,  well  beaten,  clean,  long  winter  hair,  or  in  lieu 
thereof,  approved  vegetable  fiber  cut  in  two  (2)  inch  to  three  (3) 
inch  lengths  may  be  used  for  such  binder. 

(b)  First  or  Scratch  Coat: 

The  mortar  for  the  first  or  scratch-coat  shall  be  mixed  in  the 
proportion  of  one  (1)  barrel  of  lump  lime,  two  (2)  and  one-half 
(V2)  barrels  of  clean,  sharp  sand,  and  the  binder  in  the  proportion 
of  two  (2)  pounds  of  hair  or  three  (3)  pounds  of  fibre  to  one  hun- 
dred (100)  pounds  of  lump  lime.  This  first  coat  shall  be  applied  at 
least  three-sixteenths  (3/16)  of  an  inch  thick,  and  shall  be  well  keyed 
into  the  lath.  It  shall  be  scored  or  scratched  with  diagonal  lines  in 
two  (2)  directions  nearly  through  its  thickness.  The  lime  shall  be 
thoroughly  slacked,  the  putty  being  allowed  to  cool  before  incorporat- 
ing the  hair,  to  avoid  burning.  The  sand  shall  then  be  added  and 
thoroughly  mixed  and  the  mortar  banked  for  at  least  one  (1)  week 
before  it  is  applied. 

(c)  Second  or  Brown  Coat: 

The  second  or  brown  coat  shall  be  at  least  one-fourth  (1/4)  inch 
thick  and  shall  not  be  applied  until  the  scratching  is  dry,  and  it 
shall  be  brought  to  a  true  plane.  The  mortar  shall  be 
composed  of  one  (1)  barrel  of  lump  lime  to  five  (5),  barrels 
of  sand,  with  approved  binder  in  the  proportion  of  one  (1)  pound  of 
hair  or  fiber  to  one  hundred  (100)  pounds  of  lump  lime.  The  mortar 
for  said  brown  coat  shall  be  prepared  as  for  the  scratch  coat,  and 
banked  for  at  least  one   (1)   week  before  it  is  applied. 

(d)  Third   or   Finish    Coat: 

The  third  or  finish  coat  shall  be  the  best  quality  of  prepared 
finish  or  well  slacked  lime  putty  gauged  with  plaster  of  paris  or 
marble  dust  or  white  sand  in  combination.  The  mix  shall  be  pro- 
portioned as  follows:  To  one  (1)  part  of  plaster  add  two  (2)  parts 
of  white  mortar.  The  lime  shall  be  thoroughly  slacked  in  a  box, 
mixing  in  a  small  proportion  of  white  sand  or  marble  dust.  It  shall 
then  be  run  through  a  No.  10  mesh  wire  sieve  into  a  storage  box 
and  allowed  to  stand  for  at  least  forty-eight  (48)  hours  before 
gauging  with  plaster  and  applying  the  finish  coat. 

Hydrated  limes  of  approved  brands  may  be  used  in  place  of  lump 
lime.  The  third  coat  when  finished  shall  present  an  even  and  true 
surface. 
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Sec.  B-804— CORNICES  OR  COVES: 

All  cornices  or  coves  shall  be  run  straight,  true  and  smooth. 

Sec.  B-805— PATENT  OR  HARD  WALL  PLASTER: 

Patent  or  hard  wall  plasters  shall  be  of  brands  approved  by  the 
Commissioner  of  Buildings  and  shall  be  received  at  the  scene  of 
building  operations  in  the  manufacturer's  original  packages  and  shall 
be  mixed  and  applied  in  accordance  with  the  manufacturer's  speci- 
fications. The  lath  shall  be  spaced  not  less  than  three-eighths  (%) 
of  an  inch  apart,  joints  to  be  broken  at  least  every  ninth  (9th)  lath, 
leaving  a  space  between  the  ends  of  the  lath.  The  mortar  of  patent 
t)r  hard  wall  plasters  shall  be  applied  promptly  after  mixing,  and 
with  sufficient  pressure  to  form  a  good  and  sufficient  key  or  clinch 
on  the  opposite  side  of  said  lath.  The  several  coats  to  be  applied  in 
the  manner  prescribed  in  either  Section  803  or  Section  806  of  this 
Part. 

Sec.   B-806— TWO-COAT   WORK: 

Lath  shall  in  no  case  be  used  as  grounds.  All  grounds  or  jambs 
for  two  (2)  coat  work,  where  patent  plasters  are  used,  shall  be  of 
substantial  construction  and  shall  project  beyond  the  face  of  the 
studding  or  wall  three-quarters  ( % )  of  an  inch.  Where  wood  lath 
are  used  for  such  work,  they  shall  be  spaced  not  less  than  three- 
eighths  (%)  of  an  inch  apart,  with  joints  broken  every  ninth  (9th) 
lath.  The  proportions  of  the  materials  for  two  (2)  coat  patent 
plaster  work  shall  be  the  same  as  specified  by  the  manufacturers  of 
the  plaster  used,  and  shall  be  applied  promptly  after  mixing  and 
with  sufficient  pressure  to  insure  a  good  key  or  clinch  on  the  opposite 
side  of  the  lath.  The  first  coat  shall  be  straight,  true  and  square  to 
the  floor  line,  leaving  an  even  and  regular  surface,  and  the  second 
coat  shall  not  be  applied  until  the  first  coat  shall  have  thoroughly 
dried  out. 

All  white  mortar  finishing  coats,  on  any  kind  of  plastering  work, 
shall  be  laid  on  and  troweled  to  a  smooth  surface,  leaving,  on  com- 
pletion, neither  deficiencies  nor  brush  marks. 

Sec.  B-807— PLASTERING  ON  CONCRETE  WORK: 

Wherever  plastering  is  applied  to  concrete  work,  the  concrete 
shall  be  thoroughly  cleaned  and  wet  before  the  plastering  is  put  on. 
Wherever  unsanded  patent  plaster  is  used,  the  proportion  of  plaster 
to  sand  in  the  mix  of  the  first  or  scratch-coat  shall  be  not  less  than 
cne  (1)  part  of  plaster  to  one  (1)  part  of  sand,  and  such  plaster  shall 
be  so  applied  as  to  thoroughly  cover  all  concrete  work  to  which  it 
is  applied. 

Sec.  B-808— EXTERIOR  STUCCO  WORK— CONSTRUCTION: 

(a)  All  exterior  stucco  work  shall  consist  of  three  (3)  coat 
work;  first,  a  scratch-coat;  second,  a  brown  coat;  and  third,  a  dash 
cr  finish  coat. 

Exception:     Magnesite  or  patented  stucco. 

(b)  The  first  coat  of  all  such  stucco  work  shall  consist  of  one 
(1)  part  Portland  Cement  and  three  (3)  parts  of  sand,  and  sufficient 
hair  shall  be  added  thereto  to  properly  bind  the  mortar.  Provided, 
however,  that  not  to  exceed  ten  (10)  pounds  of  lime  putty  may  be 
added  to  each  sack  of  Portland  Cement,  at  the  discretion  of  the 
architect  or  owner.  Said  first  coat  shall  be  properly  scratched  with 
diagonal  lines  in  two  (2)  directions,  nearly  through  its  thickness, 
and  shall  be  thoroughly  set  before  the  second  coat  is  applied. 
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(c)  The  second  coat  shall  consist  of  one  (1)  part  Portland 
Cement  and  not  more  than  three  (3)  parts  of  sand.  Ten  (10)  per 
cent  of  lime  may  be  used  therein,  and  said  second  coat  shall  be 
thoroughly  dry  before  the  third  coat  is  applied. 

(d)  The  third  coat  shall  consist  of  one  (1)  part  of  Portland 
Cement  and  not  more  than  four  (4)  parts  of  sand  or  pebbles,  and 
may  be  finished  as  directed  by  the  architect  or  owner. 

(e)  The  thickness  of  the  first  two  (2)  coats  of  such  stucco 
plastering  shall  not  be  less  at  any  point  than  one  (1)  inch,  measured 
from  the  outer  side  of  the  lath.  No  such  stucco  work  shall  be  done  in 
freezing  weather,  it  shall  be  sprayed  occasionally  with  water  so  as 
to  prevent  it  from  checking  or  cracking. 

(f )  Wherever  non-furring  metal,  consisting  of  expanded  metal 
lath,  woven  wire  lath  or  wire  lath,  is  used  for  stucco  work,  furring  at 
least  five-eighths  (%)  of  an  inch  in  thickness  shall  be  properly  fast- 
ened to  the  outside  walls  in  a  vertical  position,  said  furring  to  be 
spaced  not  more  than  eight  (8)  inches  on  centers. 

(g)  Stucco  shall  not  be  run  down  to  the  ground.  If  on  wood 
frame,  the  frame  should  rest  on  a  masonry  foundation  at  least  six 
(6)  inches  above  the  finished  grade. 

(h)  Window  sills  and  other  horizontal  woodwork  shall  be  given 
a  liberal  overhang  and  drip  beyond  the  face  of  the  stucco,  and  the 
ends  of  all  sills  shall  be  provided  with  a  piece  of  metal  or  other 
block  to  prevent  concentration  of  water  at  the  ends  of  sills.  No 
horizontal  surfaces  of  stucco  on  wood  shall  be  permitted. 

(i)  Flashings  shall  be  provided  to  prevent  water  getting  behind 
the  stucco,  such  as  at  the  roof  and  wall  intersections,  under  joints  of 
masonry,  and  stucco  shall  be  stopped  at  least  one  (1)  inch  above  any 
projections  forming  a  roof  or  valley  for  conduct  of  water  below  a 
stucco  surface. 

(j)  Chimneys  should  be  topped  with  impervious  caps  having  a 
drip  cut  into  the  under  side,  and  if  stuccoed,  must  be  wrapped  with 
expanded  metal  lath  before  stuccoing. 

(k)  Wood  lath  or  other  materials  unsuitable  for  making  con- 
tinuous bends  around  corners  shall  be  reinforced  with  metallie  mesh 
at  least  six  (6)  inches  each  side  of  the  corners. 

(1)  Stucco  of  all  kinds,  irrespective  of  bases  on  which  they  are 
applied,  shall  at  no  point,  be  less  than  three-fourths  (%)  of  an  inch 
thick. 

Note:  It  is  recommended  that  all  stucco  be  seven-eighths  (%) 
inch  thick. 

(m)  Portland  Cement  stucco  shall  be  applied  to  conform  with 
the  approved  standard  recommended  practice  for  Portland  Cement 
Stucco,  and  shall  not  be  applied  in  freezing  weather  except  when 
suitably  protected  from  freezing.  Other  stuccos  shall  be  aoplied  in 
accordance  with  recommendations  of  the  respective  manufacturers 
thereof. 

Sec.  B-809— MAGNESITE  STUCCO  WORK: 

(a)  All  magnesite  stucco  or  other  patented  stucco  for  similar 
use,  hereafter  used  or  applied  in  the  City  of  Indianapolis  shall  be 
applied  at  least  one-half  (Y2)  inch  thick  over  the  face  of  the  lath, 
tile  or  other  construction,  said  thickness  to  be  exclusive  of  the 
stone  or  dash.  If  the  factory  specifications  for  the  particular  type 
of  such  stucco  to  be  used  call  for  one-coat  work,  the  stucco  shall  be 
troweled  on  and  brought  to  a  level  surface  and  to  a  thickness  of  not 
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less  than  one-half  (%)  inch,  outside  of  the  lath  or  other  construc- 
tion to  which  it  is  applied,  before  the  stone  or  dash  is  applied.  If 
such  factory  specifications  call  for  two  (2)  coat  work,  the  first  or 
scratch  coat  shall  be  put  on  to  a  thickness  of  not  less  than  one- 
quarter  0/4)  of  an  inch  over  the  face  of  the  lath  or  other  construc- 
tion to  which  it  is  applied  and  brought  to  a  smooth  surface,  and  the 
finish  or  second  coat  shall  be  applied  to  a  thickness  of  not  less  than 
one-quarter  ( % )  of  an  inch  before  the  stone  or  dash  is  thrown  on. 

(b)  No  magnesite  stucco  or  other  patented  stucco  for  similar 
use  shall  hereafter  be  applied  to  lath,  tile  or  other  absorbent  sur- 
face or  material  until  after  such  surface  shall  have  been  thoroughly 
wet  with  the  chloride  or  other  similar  solution  which,  under  the 
manufacturer's  specifications,  is  to  be  used  in  the  mixing  of  the  stucco 
which  is  to  be  applied  to  such  surface. 

(c)  The  chloride  solution  shall  be  at  least  as  strong  (i.  e.,  its 
specific  gravity  shall  test  as  high)  as  the  factory  specifications  call 
for. 

(d)  Magnesite  stucco  or  other  patented  stucco  for  similar  use 
shall  be  used  only  over  those  materials  or  constructions  recommended 
by  the  manufacturer  of  the  particular  type  of  such  stucco  which  is  to 
be  used. 

(e)  All  such  stucco  work  shall  be  mixed  and  applied  except  as 
above  provided,  strictly  in  accordance  with  the  specifications  of  the 
manufacturer.  No  ingredients  or  materials  shall  be  added  to  any  such 
stucco  except  such  as  are  called  for  by  such  specifications,  and  any 
such  ingredients  or  materials  so  added  shall  conform,  as  to  propor- 
tions and  quality,  with  such  specifications. 

(f)  No  magnesite  stucco  or  other  patented  stucco  for  similar 
use,  or  materials  for  same,  shall  hereafter  be  used  in  the  City  of 
Indianapolis  until  the  manufacturer  thereof  shall  have  first  sub- 
mitted such  materials  to  the  Commissioner  of  Buildings,  together  with 
the  chemical  ingredients  for  same  and  full  and  complete  printed 
specifications  and  instructions  for  the  use  of  such  materials,  and 
secured  said  Commissioner's  approval  thereof,  and  such  printed 
specifications  and  instructions  of  the  manufacturer,  so  submitted  and 
approved  as  above  provided,  shall  thereafter  govern,  except  as  herein- 
above provided,  in  the  use  of  such  stucco  and  in  all  questions  arising 
as  to  the  manner  of  mixing  and  applying  such  material  and  as  to 
the  nature  of  the  material,  surface  or  construction  on  which  it  is  to 
be  applied,  until  superseded  by  other  printed  specifications  and  in- 
structions subsequently  furnished  by  said  manufacturer  and  approved 
by  said  Commissioner  of  Buildings. 

(g)  Magnesite  stucco  shall  not  be  used  on  metal  fabric  unless 
the  same  is  galvanized  or  cut  from  galvanized  sheets  or  unless  the 
stucco  manufacturer  gives  a  written  five  (5)  year  guarantee  to  the 
owner  and  copy  filed  with  the  Building  Commissioner  for  replacement 
of  any  part  of  the  construction  which  may  disintegrate  inside  of  five 
(5)  years. 

(h)  No  form  of  metal  lath  shall  be  used  which  cannot  be  im- 
bedded in  the  stucco  either  by  means  of  backplastering  or  through 
proper  manipulation  and  consistency  of  stucco  which  will  insure  this 
result. 

(i)  Specifications  for  Wood  Frame  Exterior  Covered  with  Back- 
Plastered  Metal  Lath  Stucco  Construction. 
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Any  wall,  in  any  building  which  is  not  over  two  and  one-half 
(2V2)  stories  in  height  permitted  to  be  constructed  of  wood  studs 
not  less  than  two  (2)  by  four  (4)  inches,  spaced  not  to  exceed  sixteen 
(16)  inches  on  center  may  be  protected  on  the  exterior  exposure  with 
two  (2)  or  more  coats  of  Portland  Cement  Stucco  with  a  total  thick- 
ness not  less  than  three-quarters  (%)  of  an  inch  applied  on  metal 
lath  weighing  not  less  than  three-and  four  tenths  (3.4)  pounds  per 
square  yard,  back-plastered  between  the  studs  with  one  or  more  coats 
of  the  same  material  not  less  than  five-eighths  ( % )  of  an  inch  thick. 
The  spaces  between  the  studs  at  their  juncture  with  the  floor  and  ceil- 
ing joists  and  midway  between  the  same  shall  be  properly  fire-stopped 
and  not  less  than  one  (1)  layer  of  building  paper,  felt  or  quilting 
shall  be  imposed  vertically  as  insulation  between  the  exterior  and  in- 
terior faces  of  such  walls  before  plaster  is  applied  on  the  inner  face 
of  the  studs., 

(j)     Specifications  for  Stucco  on  Metal  Lath  Over  Sheathing. 

Whe  ,i  stucco  on  metal  lath  over  approved  sheathed  construction 
is  used  ior  exterior  walls,  studs  in  such  walls  shall  not  be  less  than 
two  (2)  by  four  (4)  inches,  spaced  not  to  exceed  sixteen  (16)  inches 
on  center  and  shall  be  covered  with  horizontal  sheathing  boards 
with  a  nominal  thickness  not  less  than  seven-eighths  (%)  of  an  inch. 
Sheathing  boards  shall  not  be  less  than  six  (6)  inches  wide.  (See 
Sec.  A-908.)  Vertical  joints  of  sheathing  shall  be  staggered  and 
over  the  sheathing  boards  shall  be  laid  a  substantial  properly  lapped 
paper  or  membrane  well  impregnated  and  thoroughly  water-proofed 
with  tar  or  asphalt  or  similar  materials.  The  spaces  between  the 
studs  at  their  juncture  with  the  floor  and  ceiling  joists  and  midway 
between  the  same  shall  be  properly  firestopped.  Cement  stucco  shall 
consist  of  not  less  than  two  (2)  coats  aggregating  not  less  than  seven- 
eighths  ( % )  of  an  inch  thickness  on  the  exterior  face  of  the  metal 
lath.  Metal  lath  shall  weigh  not  less  than  three  and  four-tenths  (3.4) 
pounds  per  square  yard  and  shall  be  furred  out  from  the  building 
paper  or  other  backing.  Stucco  shall  be  so  applied  as  to  thoroughly 
imbed  the  back  side  of  the  lath. 

Sec.  B-809— PLASTERED  CORNERS: 

Where  exposed  corners  are  constructed  in  any  plastered  building 
or  structure  the  said  corners  shall  be  provided  with  corner  strips  or 
plaster  grounds  made  an  integral  part  of  the  plastering  so  as  to  pro- 
tect the  corners  from  abrasion. 

Sec.  B-810— CLOSETS  TO  BE  PLASTERED: 

In  any  frame  constructed  building  or  any  other  building  in  which 
the  stairs  thereof  are  of  wood  construction  the  under  side  of  all  such 
stairs  shall  be  plastered  with  metal  lath  and  plaster  unless  such  space 
is  open  and  has  no  enclosed  space  thereunder. 

Sec.  B-811— PLASTERING  OF  CHIMNEYS: 

In  cases  where  chimneys  are  constructed  in  an  approved  man- 
ner without  high  temperature  flue  lining  the  outside  of  the  chimney 
shall  be  wrapped  with  approved  metal  lath  and  plastered  the  full 
height  of  the  chimney  above  the  cleanout  and  to  the  top. 

Sec.  B-812— PRIVATE  GARAGES  ATTACHED  TO  A  DWELL- 
ING: 

A  one  (1)  or  two  (2)  car  approved  frame  constructed  garage 
may  be  attached  or  built  into  any  frame  constructed  dwelling  pro- 
viding the   garage   is   not   over   five   hundred    (500)    square   feet   in 
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area  outside  of  the  foundation  walls  and  the  inside  thereof  is  com- 
pletely lined  with  approved  metal  lath  and  plaster.  Only  one  (1) 
opening  from  the  garage  into  the  dwelling  shall  be  permitted  and  this 
opening  shall  be  equipped  with  a  fire  door  approved  by  the  Bu- 
reau of  Buildings  for  the  purpose.  The  underside  of  the  eaves 
above  the  garage  entrance  doors  shall  also  be  plastered  with  ap- 
proved metal  lath  and  plaster. 

Any  building  on  any  premises  which  has  an  entrance  door  large 
enough  and  so  constructed  that  an  automobile  can  be  made  to  enter 
shall  be  classed  as  a  garage. 

Sec.  B-813— METAL  LATH: 

Ordinary  metal  lath  or  wire  cloth  of  any  sort  used  for  plastering 
either  inside  or  outside  of  building  shall  be  fastened  to  the  structure 
in  a  firm  and  secure  manner  approved  by  the  Commissioner  of 
Buildings.  On  wooden  frame  construction  where  the  studs  or  other 
supports  are  not  over  sixteen  (16)  inches  apart  ordinary  metal  lath 
or  other  approved  wire  cloth  shall  be  fastened  every  four  (4)  inches 
to  each  stud,  plate,  joist  and  fire  block  with  either  eight  (8)  penny 
nails  driven  almost  home  and  then  bent  over  or  with  one  (1)  inch  ap- 
proved wire  staples. 

Exception — Other  approved  construction. 

Wire  or  metal  lath  weighing  three  and  four-tenths  (3.4)  pounds 
per  square  yard  or  other  approved  metal  cloth  shall  be  used. 

Metal  lath  in,  which  a  metal  rib  is  made  as  a  furring  and  sup- 
porting member  shall  not  be  used  on  any  span  over  two  (2)  feet  un- 
less special  methods  approved  by  the  Commissioner  of  Buildings  are 
used  to  properly  secure  the  metal  lath  to  the  structure.  Screws,  lags 
or  other  approved  metal  hangers  shall  be  used. 

Sec.  B-814— BASEMENT  WALLS— PLASTERING  ON  INTER- 
IOR OF: 

Wherever  the  interior  walls  of  basements  are  plastered  below  the 
grade  of  the  lot,  Portland  cement  mortar  shall  be  used. 

DIVISION   B— PART    NINE 
RESTRICTING    THE    MANUFACTURE    AND    HANDLING    OF 
CALCIUM   CARBIDE  AND   PRODUCT   THEREOF 
Sec.  B-901— PLANTS: 

(a)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
erect  or  maintain  any  plant  for  the  purpose  of  filling  any  tank  or 
container  with  acetylene  gas  within  the  corporate  limits  of  the  City 
of  Indianapolis  except  under  the  following  conditions  and  restrictions : 

(b)  Such  plants  shall  not  be  maintained  or  such  business  shall 
not  be  engaged  in,  within  a  radius  of  one  (1)  mile  in  any  direction 
from  the  Soldiers'  and  Sailors'  Monument  in  said  City. 

(c)  A  danger  zone  of  at  least  one  hundred  (100)  feet  shall  be 
maintained  between  any  building  or  buildings  in  which  such  acetylene 
gas  is  manufactured  or  compressed  and  the  outside  property  line  of 
the  re  1 1  estate  containing  such  building  or  buildings. 

(d)  Such  property  line  shall  be  marked  by  a  substantial  fence 
or  enclosure  containing  suitable  signs  on  the  outside  thereof  evi- 
dencing the  nature  of  the  business  conducted  within  as  a  warning  to 
the  public. 

(e)  No  waste  from  any  such  plant  or  business  shall  be  disposed 
of  by  means  of  any  covered  sewer. 
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(f )  Acetylene  gas  shall  not  be  stored  under  a  pressure  of  more 
than  twelve  (12)  inches"  of  water  except  in  the  tanks  herein  de- 
scribd,  which  tanks  shall  be  completely  filled  with  asbestos  saturated 
with  acetone. 

(g)  Whenever  acetylene  gas  is  compressed  the  process  shall  be 
in  at  least  three  (3)  stages.  Each  compression  cylinder  shall  be 
surrounded  by  a  water  jacket.  The  gas  shall  be  cooled  between  each 
stage  of  compression  the  water  being  kept  in  constant  circulation. 

(h)  Such  gas  shall  never  be  compressed  to  the  point  of  lique- 
faction. 

(i)  No  copper  shall  be  used  in  the  machinery,  apparatus  or 
equipment  in  such  business,  in  such  a  way  as  to  come  in  contact  with 
acetylene. 

(j)  All  buildings  in  such  business  shall  be  buildings  of  the  first 
class. 

(k)  No  open  light  or  flame  shall  be  permitted  in  or  about  such 
plant  or  business. 

(1)  In  generating  said  gas  the  carbide  or  calcium  shall  be  in- 
troduced into  an  excess  of  water,  and  water  shall  not  be  introduced  in- 
to an  excess  of  carbide. 

(m)  Every  possible  precaution  shall  be  used  to  prevent  a  flash 
or  fire  where  filling  generators  with  carbide  of  calcium. 

(n)  Calcium  carbide  shall  be  stored  only  in  air  and  water  tight 
drums.     No  water  or  moisture  shall  be  admitted  to  said  drum. 

(o)  All  such  impurities  shall  be  removed  from  such  gas  so  far 
as  possible. 

(p)  Each  such  establishment  of  business  shall  maintain  constant 
supervision  to  prevent  carelessness  of  workman,  defects  in  apparatus 
or  machinery  and  violations  of  the  provisions  of  this  Code.  In  ad- 
dition duly  authorized  city  officials  shall  be  admitted  at  all  times 
to  such  places  for  the  purpose  of  inspection. 

Sec.  B-902— STORAGE  AND  HANDLING: 

(a)  The  storage  and  handling  of  tanks  or  cylinders  containing 
acetylene  gas  under  pressure  in  the  City  of  Indianapolis  shall  be  sub- 
ject to  the  following  rules  and  restrictions  and  it  shall  be  unlawful  to 
store  or  handle  same  otherwise. 

(b)  All  tanks  shall  be  made  of  seamless  steel  properly  brazed  or 
of  other  safe  and  approved  type  of  construction,  capable  of  withstand- 
ing tests  of  twelve  hundred  (1200)  pounds  pressure  to  the  square 
inch  without  rupture.  They  shall  withstand  strain  beyond  the  point 
of  usefulness  at  six  hundred  (600)  pounds  pressure  to  the  square 
inch  and  shall  be  tested  at  the  place  of  manufacture  to  a  pressure  of 
at  least  five  hundred  (500)  pounds  to  the  square  inch.  They  shall 
be  absolutely  gas  and  water  tight  at  the  test  pressure.  When 
threaded  fittings  are  provided,  the  length  of  the  thread 
shall  be  equal  to  the  diameter  of  the  opening.  Each  tank 
shall  be  provided  with  an  opening  to  which  an  accurate 
pressure  gauge  may  be  attached.  Each  tank  shall  be 
supplied  with  one  (1)  or  more  fusible  safety  plugs  so  made  as  to 
release  automatically  at  a  temperature  of  three  hundred  (300)  de- 
grees Fahrenheit.  Each  tank  shall  be  filled  completely  with  asbestos 
or  other  approved  porous  material  saturated  with  acetone.  Such  tanks 
shall  be  filled  to  a  pressure  of  not  to  exceed  two  hundred  and  fifty 
(250)  pounds  to  the  square  inch  at  seventy  (70)  degrees  Fahrenheit. 
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(c)  When  any  number  of  such  tanks  from  ten  (10)  to  twenty- 
five  (25)  are  stored  together,  they  shall  be  kept  in  fireproof  boxes 
wiih  self-closing  covers  and  shall  be  separated  from  other  kinds  of 
stock  and  merchandise  and  arranged  for  ventilation  to  the  outside  of 
the  buildings. 

(d)  When  more  than  twenty-five  (25)  such  tanks  are  stored  to- 
gether they  shall  be  kept  in  fireproof  vaults  or  rooms  which  shall  con- 
tain no  open  flame.  Such  vault  or  room  shall  be  so  arranged  as  to 
insure  ample  ventilation  to  the  outside  of  the  building. 

DIVISION  B— PART  TEN 
DRESSED  STONE  FACINGS 
Sec.  B-1001— DRESSED  STONE  VENEER  CONSTRUCTION: 
Sawed  or  dressed  Stone  Ashlar  facing,  three  (3)  inches  or  more 
in  thickness,  may  be  used  as  a  veneer  over  wood  stud  wall  construc- 
tion in  buildings  of  Class  four,  or  over  masonry  bearing  wall  con- 
struction in  buildings  not  over  three  (3)  stories  high;  when  securely 
attached   to   the   backing   with   galvanized   or   asphalt   coated   metal 
anchors.     Anchors  shall  not  be  less  than  one-eighth  (Vs)  by  one  (1) 
inch  in  section.    There  shall  be  at  least  one  (1)  anchor  to  each  stone 
and  two  (2)  anchors  to  all  stone  over  eighteen  (18)  inches  in  length. 
With  frame  construction,  each  anchor  shall  be  fastened  with  one  (1) 
ten  (10)  penny  galvanized  nail. 

Sec.  B-1002— STRUCTURAL  STONE  FACINGS: 
(a)  Sawed  or  dressed  square  Stone  Ashlar  facing,  three  (3) 
inches  or  more  in  thickness,  may  be  used  as  facing  on  masonry  bear- 
ing walls  in  buildings  not  exceeding  three  (3)  stories  high  when 
properly  bonded  into  the  backing  as  hereinafter  provided;  and  such 
facing,  four  (4)  inches  or  more  in  thickness,  when  so  bonded  may  be 
used  for  buildings  of  any  height. 

(b  )  Stone  Ashlar  faced  walls  shall  have  a  total  thickness  of 
not  less  than  the  required  thickness  for  brick  or  hollow  tile  walls. 

(c)  Stone  Ashlar  facing  to  comply  with  the  requirements  for 
bond  and  be  figured  as  a  part  of  the  wall,  shall  have  at  least  fifteen 
(15)  per  cent  of  the  superficial  area  of  the  wall  facing  made  four 
(4)  inches  thicker  than  the  remainder  of  the  facing,  to  form  bond 
stones,  which  shall  be  uniformly  distributed  throughout  the  available 
area  of  the  wall. 

Stone  Ashlar  facing  which  is  more  than  nine  (9)  inches  thick 
shall  have  at  least  a  similar  area  of  uniformly  distributed  bond 
stone  eight  (8)  inches  thicker  than  the  facing. 

(d)  The  height  of  facing  stone  courses  shall  not  exceed  eight 
(8)  times  the  thickness  of  said  Ashlar;  excepting  that  spandrel  and 
other  recessed  panels,  when  approved,  may  exceed  this  height,  pro- 
vided they  are  of  the  minimum  thickness,  as  herein  provided. 

(e)  Every  stone  over  one-half  (%)  square  foot  in  area  and  not 
a  bond  stone  shall  be  anchored  to  the  backing  with  galvanized  or 
asphalt  coated  iron  or  steel  anchors  three-sixteenths  (3/16)  by  one 
(1)  inch  in  section,  extending  at  least  eight  (8)  inches  into  backing 
masonry.  There  shall  be  at  least  one  (1)  anchor  to  each  stone  and 
not  less  than  two  (2)  anchors  for  each  stone  more  than  two  (2)  feet 
in  length  or  three  (3)  square  feet  in  superficial  area.  Facing  stones 
over  twelve  (12)  square  feet  in  area  shall  have  at  least  one  (1) 
anchor  for  each  four  (4)  square  feet  of  superficial  face  area. 
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(f  )  Isolated  piers  twenty-four  (24)  inches  or  less  in  width  faced 
with  Ashlar  shall  have  bond  stones  in  every  alternate  course  but  the 
area  of  such  bond  stones  need  not  exceed  the  requirement  specified  in 
Rule  C  above. 

(g)  Where  eight  (8)  inch  brick,  hollow  tile  or  concrete  block 
walls  are  permitted  for  dwellings,  sheds  and  private  garages,  walls 
built  of  a  sawed  or  dressed  stone  facing  three  (3)  inches  in  thickness 
bonded  into  a  six  (6)  inch  thick  backing  of  hollow  tile  or  concrete 
blocks,  by  header  stone  two  (2)  inches  thicker  than  the  facing  and 
equal  to  at  least  fifteen  (15)  per  cent  of  the  face  area,  may  be  used. 

Sec.  B-1003— BEDDING  OF  SANDSTONE: 

Sandstone  and  other  laminated  stones  showing  pronounced  cleav- 
age shall  be  laid  on  their  natural  bed,  excepting  for  cornices  and 
other  projecting  members  which  shall  have  the  grain  or  bedding 
planes  vertical  and  at  right  angles  to  the  face  of  the  wall. 

Sec.  B-1004— ALLOWABLE  LOADS  ON  STONE  ASHLAR 
MASONRY  AND  ASHLAR  FACED  MASONRY: 

(a)  The  loading  on  sawed  or  dressed  stone  shall  not  exceed  the 
following  unit  stress  in  pounds  per  square  inch. 

Uniform  load     Concentrated  loads 
Per  sq.  in.  Per  sq.  in. 

(1)  Solid  Limestone  and  Granite: 
Set  in  Cement  and  Lime  Mor- 
tar, or  Natural  Cement  Mor- 
tar, 1:3  mix 400  Lbs.  500  Lbs. 

(2)  Solid    Standstone: 

Set  in  Cement  and  Lime  Mor- 
tar, or  Natural  Cement  Mor- 
tar, 1:3  mix 300  Lbs.  400  Lbs. 

(3)  Ashlar  faced  brick,  hollow  tile  or  concrete  block  walls: 

Unit  loading  on  entire  sectional  area  of  walls  built  of  brick,  hol- 
low tile  or  concrete  blocks,  faced  with  Stone  Ashlar,  shall  not  exceed 
the  allowable  loading  on  the  particular  class  of  backing  masonry 
used. 

DIVISION  B— PART  ELEVEN 
RUBBLE  AND  RANDOM  ASHLAR  MASONRY 
Sec.  B-1101— ROUGH  OR  ORDINARY  RUBBLE: 

Masonry  walls  composed  of  unsquared  or  field  stone,  laid  in  mor- 
tar without  regularity  or  coursing,  shall  be  at  least  sixteen  (16) 
inches  thick  and  in  no  case  less  than  four  (4)  inches  thicker  than 
that  required  for  brick  walls. 

Boulder  work,  snake  Ashlar  and  other  forms  of  Stone  Masonry 
laid  without  level  beds  shall  be  included  in  this  classification. 

Sec.  B-1102— COURSED  RUBBLE: 

The  thickness  of  solid  masonry  walls  composed  of  roughly  shaped 
stone  sized  the  full  thickness  of  the  wall,  and  fitted  approximately  on 
level  beds,  shall  be  not  less  than  the  thickness  required  for  brick  walls 
under  similar  conditions. 

Sec.  B-1103— RANDOM  RUBBLE: 

Masonry  walls  when  built  of  stone  extending  the  full  thick- 
ness of  the  wall;  composed  of  roughly  shaped  stones,  laid  without  reg- 
ularity of  coursing  but  fitting  together  with  approximately  level  beds; 
shall  be  not  less  in  thickness  than  brick  walls;  but  when  such  walls. 
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are  built  of  smaller  stone  or  as  a  facing  to  brick  or  other  masonry, 
they  shall  have  a  thickness  of  not  less  than  sixteen  (16)  inches  in  any 
case  and  in  all  cases  shall  be  four  (4)  inches  thickner  than  brick 
walls  under  similar  conditions. 

At  least  ten  (10)  per  cent  of  the  face  area  of  such  walls  shall 
be  header  stone  bonded  at  least  four  (4)  inches  into  the  backing  ma- 
sonry. 

Sec.  B-1104— SOLID  EIGHT  (8)  INCH  STONE  WALLS: 
Where  an  eight   (8)   inch  thickness  of  brick,  hollow  tile  or  con- 
crete block  walls  are  permitted  in  this  Code  for  Class  D  buildings, 
solid  walls  of  sawed  or  roughly  dressed,  coursed  or  random  jointed 
cut  stone  eight  (8)  inches  in  thickness  may  be  used. 

Sec.  B-1105— RANDOM  ASHLAR: 

Walls  built  of  a  facing  of  sawed  or  dressed  squared  stone  of 
various  sizes,  bonded  into  the  masonry  backing;  built  of  brick,  stone, 
hollow  tile  or  concrete  block;  by  header  stone  four  (4)  inches  thicker 
than  the  facing,  equal  to  at  least  ten  (10).  per  cent  of  the  face  area, 
shall  be  equal  or  greater  in  thickness  to  brick  walls  under  similar  con- 
ditions. 

In  cases  where  less  than  the  specified  minimum  area  of  bond 
stone  is  employed  in  Random  Ashlar  facing,  Metal  Ashlar  anchors 
shall  be  used  in  supplement  thereto,  for  all  of  the  larger  size  facing 
stones,  in  order  that  such  facing  may  be  counted,  as  a  part  of  the 
wall  thickness;  but  in  no  case  shall  the  area  of  bond  stone  be  equal 
to  less  than  seven  (7)  per  cent  of  the  superficial  area  of  solid  wall. 

Sec.  B-1106— ALLOWABLE  LOADS  ON  RUBBLE  AND  RAN- 
DOM ASHLAR  MASONRY: 

(a)  The  uniform  or  concentrated  loading  on  Stone  Masonry 
faced  walls,  shall  not  exceed  the  following: 

(1)  Rough  or  Ordinarv  Rubble,  seventy-five  (75)  per  cent  of  the 
load  permitted  on  brick  walls. 

(2)  Solid  Coursed  Rubble,  loading  equal  to  that  on  brick  walls. 

(3)  Walls  faced  with  Random  Rubble,  eighty  (80)  per  cent  of 
the  load  permitted  on  backing  masonry. 

(4)  Walls  faced  with  Random  Ashlar  eighty-five  (85)  per  cent 
of  the  load  permitted  on  backing  masonry. 

DIVISION  B— PART  TWELVE 

RESTRICTING  THE  HANDLING  AND   STORING  OF   MOTION 

PICTURE   FILMS   AND   OTHER   HIGHLY   INFLAMMABLE 

MATERIALS 

Sec.     B-1201— MOTION     PICTURE     FILMS— STORAGE     AND 

HANDLING: 

(a)  It  shall  be  unlawful  to  handle,  store  or  use  motion  picture 
films,  including  negatives,  raw  stock,  finished  product,  discarded  scrap 
or  used  film  or  sheet  celluloid  in  any  building  structure,  or  lot  except 
as  hereinafter  provided  in  this  section. 

(b)  The  handling,  storing  or  use  of  motion  picture  films,  in- 
cluding negatives,  raw  stock,  finished  product,  discarded  scrap  or 
used  film,  or  sheet  celluloid,  is  prohibited  in  any  building  or  structure 
which  is  occupied  or  is  intended  to  be  occupied  as  a  hotel,  school,  a 
place  of  public  assembly,  or  tenement  house,  rooming  house,  residence 
of  more  than  one  family. 
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Exception — 'Twelve  reels  of  motion  picture  film  are  permitted  in 
theatres;  motion  picture  theatres  and  shows  or  other  public  assem- 
bly provided  with  an  approved  projection  booth. 

(c)  The  handling,  storing  or  use  of  motion  picture  films,  in* 
eluding  negatives,  raw  stock,  finished  product,  discarded  scrap  or 
used  film,  or  sheet  celluloid,  is  prohibited  in  any  building  or  struc- 
ture used  for  the  sale  of  merchandise  or  for  factory  purposes,  except 
in  the  top  story  of  a  fireproof  building  or  structure.  Such  room 
used  for  the  handling,  or  storing  of  motion  picture  films  or  sheet 
celluloid,  shall  be  completely  separated  from  other  parts  of  the 
building  by  a  fireproof  wall  as  specified  in  Section  B-1207. 

(d)  The  handling,  storing  or  use  of  motion  picture  films,  includ- 
ing negatives,  raw  stock,  finished  product,  discarded  scrap  or  used 
film,  or  sheet  celluloid  is  prohibited  in  any  building  hereafter  erected 
or  occupied,  any  portion  of  which  is  situated  within  twenty-five  (25) 
feet  opposite  of  any  wall  of  another  building  which  is  devoted  to  any 
use  described  in  rule  B  above. 

(e)  The  handling,  storing  or  use  of  motion  picture  films,  in- 
cluding negatives,  raw  stock,  finished  product,  discarded  scrap  or  used 
film,  or  sheet  celluloid,  is  prohibited  in  any  building  not  of  fireproof 
construction. 

Exception:  Film  storage  is  permitted  in  any  second  or  third 
class  building  three  (3)  stories  or  less  in  height,  and  with  no  other 
occupancy  except  the  storage,  keeping  or  handling  of  motion  picture 
films. 

(f)  It  shall  be  unlawful  to  store  or  place  sheet  celluloid  in 
larger  amount  than  twenty-five  (25)  pounds  in  any  building  as  de- 
scribed above  unless  stored  or  placed  in  a  fireproof  vault  as  de- 
scribed in  Section  B-1206  and  A-507  of  this  Code. 

(g)  No  motion  picture  films  or  sheet  celluloid  shall  be  handled, 
stored,  or  used  in  any  building  or  place,  except  by  a  permit  issued 
by  the  Commissioner  of  Buildings. 

Sec.  B-1202— MEANS  OF  EGRESS  FROM  BUILDINGS 
WHERE  MOTION  PICTURE  FILMS  ARE  STORED: 

(a)  All  buildings  used  for  film  storage  shall  be  provided  with 
at  least  two  (2)  independent  means  of  escape  in  case  of  fire,  situated 
as  remote  from  one  another  as  possible.  One  means  of  escape  to  be 
a  smoke  tower  fire  escape,  and  each  means  of  escape  shall  lead  to 
an  unobstructed  fireproof  exit  to  the  street  or  alley. 

(b)  The  rules  in  this  part  shall  not  apply  to  theaters,  moving 
picture  shows,  exhibiting  picture  films,  except  that  such  theaters  are 
prohibited  from  handling,  storing,  keeping  or  using  in  excess  of 
twelve  (12)  reels  of  film  at  the  same  time. 

Sec.  B-1203— SIZE  OF  REELS: 

A  reel  of  film  as  the  term  is  used  in  this  Code  shall  be  a  standard 
reel  containing  one  thousand  (1.000)  feet  of  film,  and  weighing  ap- 
proximately five  (5)  pounds.  Where  any  section  of  this  Code  is 
based  upon  a  given  number  of  reels  of  film  in  a  vault  or  cabinet,  the 
capacity  of  that  vault  or  cabinet  shall  be  deemed  to  be  the  maximum 
number  of  reels  which  can  be  stored  in  such  vault  or  cabinet. 

Sec.  B-1204— VIOLATIONS : 

After  one  conviction  by  any  owner,  manager  or  user  of  any 
building,  room  or  place,  for  the  violation  of  any  provisions  of  this  part 
and  after  one  written  notice  of  such  violation  has  not. been  complied 
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with  within  twenty-four  (24)  hours  after  such  notice,  the  Commis- 
sioner of  Buildings  is  hereby  authorized  and  empowered  to  seize  all 
motion  picture  films,  sheet  celluloid  handled,  stored  or  used  without 
a  permit  or  in  violation  of  the  provisions  of  this  Code,  and  to  remove 
same  to  a  place  of  safety  and  in  case  of  danger  to  destroy  the  same. 
Any  and  all  expense  incurred  by  the  public  authorities  caused  by  such 
action  shall  constitute  a  lien  for  the  amount  of  such  expense  against 
the  films  and  sheet  celluloid,  which  if  not  destroyed,  shall  be  sold  at 
public  auction  to  satisfy  the  said  lien  on  three  (3)  days'  notice,  pub- 
lished in  the  official  newspaper  of  the  City  of  Indianapolis. 

Sec.  B-1205— PERMITS: 

(a)  Upon  receipt  of  an  application  for  permit,  the  Commissioner 
of  Buildings  shall  make  an  investigation  for  the  purpose  of  ascer- 
taining whether  or  not  the  building  or  place  at  which  it  is  desired 
or  intended  to  keep,  store  or  handle  motion  picture  films  and  sheet  cel- 
luloid, will  comply  with  the  provisions  of  this  Code. 

(b)  The  Commissioner  of  Buildings  may  approve  such  appli- 
cation and  transmit  the  same  with  his  approval  thereon  to  the  City 
Controller,  who  shall  upon  the  payment  by  such  applicant  to  the  City 
Controller  of  a  license  fee  of  twenty-five  (25)  dollars,  issue  to  such 
applicant  a  license  attested  by  the  City  Controller,  authorizing  such 
applicant  to  keep  or  store  at  the  place  designated  in  the  application, 
motion  picture  films,  unexposed  films,  motion  film  negatives,  subject 
to  the  conditions  imposed  by  the  ordinances  of  the  City  of  Indianap- 
olis, now  in  force  or  hereafter  passed,  relating  to  the  storage  or  keep- 
ing of  such  films.  The  aforesaid  license  fee  may  be  prorated  accord- 
ing to  month:  Provided,  however,  that  no  license  shall  be  issued  for 
a  sum  less  than  six  dollars  and  fifty  cents  ($6.50)  and  all  licenses 
shall  expire  on  the  31st  day  of  December  of  each  year. 

(c)  No  permits  for  the  storage  or  handling  of  films  shall  be 
granted  by  the  Commissioner  of  Buildings  unless  the  following  con- 
ditions are  complied  with  in  such  buildings  or  structures  occupied  or 
to  be  occupied  by  the  applicant  for  such  permit. 

Sec.  B-1206— FILM  VAULTS: 

(a)  It  shall  hereafter  be  unlawful  for  any  person,  firm,  or  cor- 
poration to  keep,  handle  or  store  more  than  fifty  (50)  reels  of  moving 
picture  films  as  defined  in  this  Code  unless  such  films  are  stored  in  a 
fireproof  vault. 

(b)  Such  vaults  shall  be  constructed  with  walls,  floor  and  ceil- 
ing not  less  than  six  (6)  inches  in  thickness  of  reinforced  concrete, 
or  eight  (8)  inches  of  solid  brick  or  twelve  (12)  inches  of  hollow  tile. 
In  computing  the  thickness  of  a  floor,  wall  and  ceiling  of  the  build- 
ing may  be  included  provided  it  shall  be  of  fireproof  construction. 
No  vault  shall  exceed  seven  hundred  and  fifty  (750)  cubic  feet  of 
interior  capacity  or  more  than  ten  (10)  feet  high  in  size  from  finished 
floor  to  finished  ceiling.  Each  vault  shall  have  a  ventilating  duct 
or  ducts  of  total  sectional  area  of  seven  hundred  (700)  square  inches 
or  thirty  (30)  inches  in  diameter  and  such  duct  or  ducts  shall  lead 
to  the  outside  air.  The  opening  of  each  duct  to  the  outside  air  shall 
be  at  a  point  not  less  than  forty  (40)  feet  from  any  opening  of  any 
building  opposite  the  opening  of  such  duct  unless  the  mouth  of  such 
ductus  at  least  ten  (10)  feet  above  all  such  openings.  Such  duct 
openings  shall  never  in  any  case  be  placed  nearer  to  the  side  property 
line  than  ten  (10)  feet.  All  ducts  from  a  vault  or  vaults  located  in 
any  building  shall  lead  to  the  outside  air  vent  pipes  extending  not 
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less  than  four  (4)  feet  above  the  roof  of  the  building.  No  films, 
vaults,  inspection  rooms  or  cabinets  shall  be  allowed  in  the  basement 
of  any  building.  All  interior  ducts  shall  be  constructed  of  metal  not 
less  than  one-eighth  (%)  of  an  inch  in  thickness  and  lined  on  the 
outside  with  approved  fireproof  material  not  less  than  two  (2)  inches 
trick.  No  openings  shall  be  allowed  in  any  film  vault,  except  the 
ventilating  duct  and  entrance  door.  Only  one  entrance  shall  be  al- 
lowed in  each  vault,  and  this  opening  shall  be  equipped  with  approved 
standard  vault,  inner  and  outer  fire  doors  with  metal  frames,  the 
inner  door  to  be  so  arranged  that  it  cannot  obstruct  or  interfere  with 
the  outer  door.  The  outer  door  shall  be  equipped  with  automatic  or 
self-closing  attachments.  All  shelving  and  fixtures  shall  be  of  incom- 
bustible material.  All  lighting  shall  be  controlled  by  indicator 
switches  on  the  outside  of  the  vault.  Only  vapor  proof  globes  equipped 
with  wire  guards  and  keyless  sockets  shall  be  used  inside  of  the 
vault.  The  ventilator  duct  shall  be  shielded  from  the  weather  and 
provided  at  the  outlet  with  a  wire  mesh  screen  not  larger  than  one- 
fourth  (^4)  inch  mesh,  and  if  so  desired  single  strength  glass  may 
be  installed.  Where  fifty  (50)  reels  of  moving  picture  film  or  less 
are  kept,  an  approved  metal  cabinet  not  exceeding  fifty  (50)  reels  in 
individual  capacity  must  be  provided.  Such  cabinet  shall  be  made  of 
at  least  number  eight  (8)  U.  S.  Gauge  sheet  metal  and  provided  with 
a  double  wall  containing  one  (1)  inch  air  space,  and  provided  with 
doors  to  be  constructed  equivalent  to  the  cabinet  walls.  Doors  shall 
be  self-closing,  closely  fitting  at  all  points  of  contact  and  shall  be  kept 
closed  and  locked.  There  shall  not  be  more  than  one  (1)  cabinet  in 
any  premises  described  in  any  one  permit  unless  located  within  a 
vault  as  described  herein.  Each  reel  must  be  kept,  when  not  under 
inspection,  in  a  separate  metal'  container,  and  each  container  must 
be  placed  on  edge  in  a  vault  or  cabinet.  Films  shall  not  be  left  out- 
side of  the  cabinet  or  vault  during  the  non-operation  of  such  film 
plant  or  exchange. 

Sec.  B-1207— EXAMINATION  ROOM— PROJECTION  ROOM: 

(a)  There  must  be  a  room  separated  from  the  rest  of  the  prem- 
ises by  a  fireproof  partition  for  the  examination,  rewinding,  cleaning 
or  repairing  of  any  film,  and  no  more  than  twelve  (12)  exposed  reels 
shall  be  handled  at  any  one  time  in  such  room.  All  tables  and  work 
benches  or  chairs  in  such  room  shall  be  made  of  metal  or  wood  en- 
cased in  metal  and  securely  fastened  in  place.  There  shall  be  at  least 
one  sand  pail,  one  filled  water  bucket  and  one  approved  two  and  one- 
half  gallon  chemical  extinguisher  in  each  room  or  division  of  the 
premises  which  the  license  covers. 

(b)  A  room  if  provided  for  the  projection  of  pictures  shall  be 
separated  from  the  rest  of  the  premises  by  fireproof  partitions  and 
so  arranged  that  not  more  than  twenty-five  (25)  persons  shall  be  al- 
lowed in  such  room  at  any  one  time;  provided,  however,  that  when  a 
machine  is  so  arranged  in  a  booth  that  the  danger  of  burning  film  is 
eliminated  and  the  machine  is  approved  by  the  Commissioner  of  Build- 
ings no  such  room  shall  be  necessary. 

(c)  All  lighting  in  the  examination,  rewinding,  cleaning  or  re- 
pairing rooms  shall  be  by  electricity  and  only  vapor-proof  globes  shall 
be  used.  No  flame  shall  be  used  for  either  lighting  or  heating,  and  all 
heating  shall  be  either  by  hot  water  or  low  pressure  steam,  and  all 
radiators  shall  b^  provided  with  a  wire  screen  or  mesh  not  greater 
than  one-fourth    (34)    inch,   and   so   arranged   that  nothing   can   be 
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placed  upon  same,  and  all  pipes  carrying  heated  air,  water  or  steam 
shall  be  covered  with  fireproof  insulating  material. 

(d)  A  fireproof  partition  shall  be  a  partition  of  eight  (8) 
inches  of  hollow  tile,  plaster  block,  or  brick;  four  (4)  inches  of  re- 
inforced concrete;  two  (2)  inches  of  metal  lath  and  plaster;  or  other 
approved  non-combustible  material,  not  less  than  six  inches  in  thick- 
ness. All  openings  in  the  partition  shall  be  protected  by  self-closing 
fire  doors. 

Sec.  B-1208— CARE  OF  PREMISES: 

(a)  In  all  places  where  a  permit  is  granted  for  the  handling, 
storing  or  use  of  motion  picture  films,  the  following  rules  must  be  ob- 
served : 

(1)  Smoking  must  be  prohibited. 

(2)  All  films  when  not  under  examination  must  be  kept  in 
tightly  closed  metal  containers. 

(3)  In  receiving  rooms  films  must  be  immediately  placed  in  a 
cabinet  or  vault. 

(4)  All  film  scrap  or  waste  shall  be  kept  in  tightly  closed  metal 
receptacles  not  exceeding  one  foot  in  height  and  one  foot  in  diameter, 
and  provided  with  metal  standards  not  less  than  four  inches  in 
length  so  that  the  bottom  of  the  receptacle  shall  not  rest  on  the  floor. 
The  place  shall  be  kept  clean  from  rubbish,  debris  and  waste  and  such 
scrap  or  rubbish  shall  be  removed  each  day.  Combustible  material 
shall  not  be  allowed  in  any  room  where  motion  picture  film  is  handled, 
stored  or  used. 

(5)  All  fire  preventatives  and  protecting  apparatus  and  de- 
vices shall  be  kept  in  good  working  order. 

(6)  All  electrical  machinery,  wiring  and  equipment  must  be 
placed  and  installed  as  provided  in  the  Electrical  Division  of  this 
Code. 

(7)  No  collodion,  amyl,  acetate,  or  other  similar  inflammable 
cement,  liquid  or  substance,  in  quantities  greater  than  one  pint,  shall 
be  kept  in  any  room  where  inflammable  motion  picture  films  are 
manufactured,  stored,  used,  handled  or  repaired. 

(8)  No  person  shall  carry  a  lighted  cigar,  cigarette,  pipe  or  any 
lighted  flame  in  any  room  or  floor  for  which  a  permit  has  been  is- 
sued for  the  storage,  handling,  or  use  of  motion  picture  films. 

Sec.  B-1209— DUTIES  OF  COMMISSIONER  OF  BUILDINGS: 

The  Commissioner  of  Buildings  or  his  assistants  may  visit  any 
motion  picture  show  and  theater  within  the  city  limits  and  every  li- 
censed building  or  place  where  motion  picture  films  are  stored, 
handled,  repaired  or  used  and  report  any  violations  of  this  Code  to 
the  Board  of  Public  Safety. 

DIVISION  B— PART   THIRTEEN 
BRICK  AND  OTHER  CLAY  PRODUCTS 
Sec.  B-1301- -MASONRY: 

(a)     All  masonry  construction  shall  be  laid  up  with  cement-lime 
or  cement  mortar.     (See  Sections  B-102,  B-103,  B-104,  and  B-105.) 
Sec.  B-1302— OPENINGS: 

(a)  All  openings  in  any  masonry  wall  shall  be  closed  at  the 
uppermost  point  by  approved  lintels  or  arches  sufficient  to  carry  the 
superimposed  loads. 
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(b)  Whenever  the  openings  in  any  horizontal  plane  of  any 
section  of  any  masonry  load  bearing  wall  become  more  than  forty 
(40)  per  cent  of  the  total  wall  area,  the  wall  shall  be  considered  as 
piers  and  figured  as  such. 

(c)  Openings  for  doors  and  windows  shall  have  well  buttressed 
arches;  or  lintels  of  masonry,  massive  or  reinforced  concrete  or  metal 
beams  which  shall  have  a  bearing  at  each  end  of  not  less  than  four 
(4)  inches  on  the  wall. 

(d)  On  the  outside  of  the  openings  that  are  less  than  four  (4) 
feet  wide,  in  which  the  thickness  of  the  lintels  or  arches  is  less  than 
the  thickness  of  the  wall  supported,  timber  may  be  permitted  which 
will  rest  at  each  end  not  more  than  two  (2)  inches  on  the  wall  and  be 
chamfered  or  cut  to  serve  as  centers  for  arches.  No  structural  load 
shall  be  carried  on  such  centers. 

Sec.  B-1303— WALL  THICKNESS: 
(a)     Buildings  of  the  first  class  shall  be  constructed  with  walls 
of  masonry  or  concrete  of  a  thickness  required  as  follows: 

Thickness   in   inches   of   Masonry   bearing   walls   for   first   class 
buildings  with  a  live  load  in  excess  of  two  hundred  pounds  per  sq. 
foot  for  any  or  all  floors  shall  be  as  follows,  to  wit : 
Stories  B123456789      10 

1 12     12 

2    12     12     12 

3    16     16     12     12 

4    20     16     16     12     12 

5   24     20     16     16     12     12 

6    24     20     20     16     16     12     12 

7   28     24     20     20     16     16     12     12 

8   28     24     24     20     20     16     16     12     12 

9    32     28     24     24     20     20     16     16     12     12 

10 32     28     28     24     24     20     20     16     16     12     12 

Thickness  in  inches  of  masonry  bearing  walls  for  first  class  build- 
ings with  a  live  load  less  than  one  hundred  and  ninety-nine  pounds 
per  square  foot  for  any  or  all  floors  shall  be  as  follows  to  wit: 
Stories  B123456789      10 

1   12     12 

2    12     12     12 

3   16     12     12     12 

4   16     16     12     12     12 

5    16     16     16     12     12     12 

6   20     16     16     16     12     12     12 

7   20     20     16     16     16     12     12     12 

8    20     20     20     16     16     16     12     12     12 

9   24     20     20     20     16     16     16     12     12     12 

10   24     24     20     20     20     16     16     16     12     12     12 

Exception — Skeleton  constructed  first  or  second  class  buildings, 
(b)     Buildings  of  the  second  class,  unless  of  skeleton  construc- 
tion with  panel  walls,  shall  be  constructed  with  walls  of  masonry  or 
concrete  of  a  thickness  required  as  follows,  to  wit: 

(1)      Thickness  in  inches  of  masonry  bearing  walls  for  second 
class  buildings  with  a  live  load  in  excess  of  two  hundred  (200)  pounds 
per  square  feet  for  any  or  all  floors  shall  be  as  follows: 
Stories  B      1       2      3      4      5       6 

1    12     12 

2    12     12     12 
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3   16     16     12     12 

4    20     16     16     12     12 

5    24     20     16     16     12     12 

6   24     20     20     16     16     12     12 

(2)      Thickness  in  inches  of  masonry  bearing  walls  for  second 
class  buildings  with  a  live  load  less  than  one  hundred  and  ninety-nine 
(199)  pounds  per  square  foot  for  any  or  all  floors  shall  be  as  follows, 
to  wit: 
Stories  B      1       2       3       4       5       6 

1 12     12 

2    12     12     12 

3    16     12     12     12 

4   16     16     12     12     12 

5    16     16     16     12     12     12 

6    20     16     16     16     12     12     12 

(c)  Buildings  of  the  third  class  shall  be  constructed  with  walls 
of  masonry,  massive  concrete  or  approved  incombustible  materials 
of  a  thickness  as  follows,  to-wit: 

Walls  minimum  thickness  in  inches   (See  Sec.  A-722.) 
Stories  B      1      2      3 

1  12     12 

2  12     12     12 

3  16     12     12     12 

(d)  Non-bearing  masonry  curtain  walls  built  between  piers  or 
pilasters  shall  be  not  less  than  twelve  (12)  inches  thick  for  the  upper- 
most fifty  (50)  feet  of  height  increasing  four  (4)  inches  in  thickness 
for  each  next  lower  section  of  fifty  (50)  feet. 

(e)  Non-bearing  masonry  panel  walls  supported  at  each  story 
shall  be  not  less  than  eight  (8)  inches  thick  or  four  (4)  inch  heavy 
duty  tile  bonded  to  four  (4)  inches  of  brickwork,  bonded  with  ma- 
sonry bonds,  or  eight  (8)  inches  thick  for  solid  masonry. 

(f)  Three  (3)  inch  and  six  (6)  inch  hollow  tile  partition  walls 
of  hard  burnt  clay,  porous  terra  cotta  or  other  suitable  fireproofing, 
set  in  cement  lime  mortar,  may  be  built  not  exceeding  in  their  vertical 
measurement  eleven  (11)  and  twenty  (20)  feet  respectively,  or  one 
(1)  story  in  height  and  in  their  horizontal  measurements  a  length 
not  exceeding  twenty-five  (25)  feet  for  both  unless  strengthened  by 
a  steel  frame,  cross  walls,  piers,  columns  or  buttresses. 

(g)  In  masonry  bearing-wall-constructed  buildings  metal  ties 
shall  not  be  used  except  in  one  (1)  or  two  (2)  story  buildings  where 
twelve  (12)  inch  walls  are  used;  then  four  (4)  inches  of  the  twelve 
(12)  may  be  tied  to  the  remaining  eight  (8)  inch  wall  with  non- 
corrosive  metal  ties  of  heavy  corrugated  metal  approved  by  the 
Commissioner  of  Buildings  for  the  purpose.  The  eight  (8)  inch  wall 
thereof  shall  be  bonded  with  masonry  bonds. 

Sec.  B-1304— HEIGHT  OF  STORIES: 

In  all  buildings  of  all  classes  of  construction  the  height  of 
stories  shall  not  exceed  the  following  without  adequate  provision  be- 
ing made  to  safely  sustain  the  increased  stresses. 

First  Story  16  Ft.  in  the  Clear 

Second    Story   14  Ft.  in  the  Clear 

Third  Story  12  Ft.  in  the  Clear 

Fourth  and  Upper  Stories 11  Ft.  in  the  Clear 

Exception — Special  permission. 
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Sec.  B-1305— PARAPET  WALLS: 

(a)  Parapet  walls  for  second  class  buildings  shall  be  the  same 
thickness  as  the  wall  below  the  roof  including  the  last  story  and  shall 
extend  thirty  (30)  inches  above  the  roof  at  all  points  and  in  no  case 
shall  be  less  than  twelve  (12)  inches  in  thickness. 

(b)  Division  or  fire  and  party  walls  in  second  class  buildings 
shall  be  run  through  the  roof  and  shall,  extend  at  least  thirty  (30) 
inches  above  all  roofs  or  upward  projections  from  the  roof  and  shall 
be  not  less  than  twelve  (12)  inches  in  thickness  and  shall  be  capped 
with  a  tile  or  other  approved  coping  so  applied  as  to  prevent  moisture 
from  entering  the  wall. 

(c)  Parapet  walls  for  third  class  buildings  shall  be  of  the 
same  thickness  as  the  walls  of  the  last  story  or  story  immediately 
below  the  roof  timbers;  and  shall  be  at  least  eighteen  (18)  inches 
above  the  roof  at  all  points. 

(d)  All  parapet  walls  shall  be  coped  with  approved  coping. 

Sec.  B-1306— CORBLES: 

Under  each  floor  of  a  second  class  building  there  shall  be  four 
(4)  inch  masonry  corbie  at  all  points  around  the  walls  of  the  build- 
ing for  the  subfloor  to  rest  upon. 

Sec.  B-1307— WALL  REDUCTION: 

(a)  The  last  story  above  the  basement  in  third  class  buildings 
may  have  the  walls  thereof  reduced  to  eight  (8)  inch  walls  in  build- 
ings of  Grade  C  and  Grade  D.  If  the  first  story  of  any  building  is  of 
Grade  E  (except  garage  buildings  or  any  other  buildings  where 
gasoline  or  other  explosive  and  inflammable  materials  are  kept  in  any 
quantity  in  excess  of  ten  (10)  gallons),  then  the  top  story  or  last 
story  above  the  basement  may  have  the  walls  thereof  reduced  to  eight 
(8)  inches  providing  the  height  of  such  eight  (8)  inch  wall  includ- 
ing   the  parapet  is  not  over  fourteen  (14)  feet. 

Sec.  B-1308— PILASTER  CONSTRUCTION: 

(a)  Where  first,  second  or  third  class  buildings  are  of  pilaster 
and  panel  wall  construction  and  all  structural  loads  are  carried  by  the 
pilasters,  eight  (8)  inch  panel  walls  may  be  used  between  the  pilas- 
ters. 

(b)  The  unsupported  height  of  isolated  piers  of  brick,  concrete 
block  or  massive  concrete  shall  not  be  greater  than  ten  (10)  times  the 
least  dimension  of  said  pier.  Rubble  or  other  stone  shall  not  be 
used  in  piers. 

Sec.  B-1309— FOUNDATIONS: 

(a)  All  first  and  second  class  buildings  or  structures  shall  have 
solid  combustible  water  resisting  foundations  completely  and  contin- 
uously around  the  building  or  structure;  constructed  no  less  than 
twelve  (12)  inches  in  thickness  for  panel  or  curtain  walls  and  as  per 
above  schedule  for  load  bearing  walls.  (See  Sec.  B-1303.)  Such  foun- 
dations shall  be  placed  to  a  depth  below  the  established  grade  of  no 
less  than  four   (4)   feet. 

(b)  All  footings  under  any  wall  shall  be  at  least  four  (4)  inches 
wider  than  the  wall  and  shall  not  be  less  in  depth  than  one-third  ( V3 ) 
of  the  width  of  the  footing.  Such  footings  shall  be  of  sufficient  size 
to  safely  carry  the  superimposed  loads.  Footings  in  filled  ground 
shall  be  extended  downward  until  a  test  satisfactorily  proves  that 
the  footing  will  stand  the  superimposed  load.     All  tests  of  footings 
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shall  be  under  the  direction  of  the  Commissioner  of  Buildings.     (See 
Sec.   B-108.) 

(c)  All  foundation  footings  for  third  class  buildings  shall  be 
forty-eight  (48)  inches  below  the  established  grade  (except  one  (1) 
story  accessory  garages  and  porch  columns  of  masonry  shall  have 
footings  not  less  than  thirty  (30)  inches  below  the  established  grade). 
All  such  foundations  shall  be  of  masonry,  massive  concrete  or  re- 
inforced concrete. 

(d)  No  foundation  wall  shall  be  constructed  of  any  material 
which  will  absorb  more  than  fourteen  (14)  pounds  of  water  per  cubic 
foot  of  actual  material. 

(e)  All  foundations  for  fourth  class  buildings  of  frame  shall  be 
at  least  eight  (8)  inches  with  an  additional  four  (4)  inches  in  thick- 
ness provided  when  buildings  are  veneered  with  brick,  stone  or 
cement. 

Exception — If  massive  concrete  is  used  in  the  foundation  the 
foundation  walls  for  such  veneer  buildings  shall  not  be  less  than  ten 
(10)  inches  in  thickness.  Ten  (10)  feet  of  veneer  may  be  placed  on 
an  eight  (8)  inch  wall  with  a  corbie  at  the  top  of  the  foundation  if 
necessary. 

(f )  Hollow  building  tile  or  hollow  concrete  blocks  shall  not  be 
used  for  isolated  piers  unless  the  hollow  spaces  are  filled  solidly  with 
concrete  with  a  mixture  of  1:2:4  or  other  mix  approved  by  the  Com- 
missioner of  Buildings.  The  unsupported  height  of  such  piers  shall 
not  be  greater  than  ten  (10)  times  their  least  dimension. 

Sec.  B-1310— BONDING: 

(a)  In  all  masonry  walls  of  brick  at  least  every  sixth  course 
shall  be  a  header  course  or  there  shall  be  at  least  one  (1)  full  header 
brick  in  every  seventy-two   (72)   inches  of  wall  surface. 

In  walls  more  than  twelve  (12)  inches  thick  the  inner  joints  of 
header  courses  shall  be  covered  with  another  header  course  which 
shall  break  joints  with  the  course  below. 

Where  running  bond  is  used,  every  sixth  course  on  each  face  shall 
be  bonded  into  the  backing  by  cutting  the  face  brick  course  and  using 
diagonal  headers  behind  it  or  by  using  a  split  brick. 

(b)  No  metal  tie  or  metal  bond  shall  be  used  in  masonry  walls 
in  any  building  except  in  one  (1)  or  two  (2)  story  buildings  where 
twelve  (12)  inch  walls  are  required  the  outer  four  (4)  inches  of  the 
twelve  (12)  inch  wall  may  be  tied  to  the  remaining  eight  (8)  inch 
wall  by  approved  non-corrosive  metal  ties.  The  eight  (8)  inch  part 
thereof  shall  have  masonry  bonds. 

(c)  In  veneered  buildings  where  brick,  stone,  cement  or  similar 
heavy  veneer  is  used  on  wood  frame  such  veneer  shall  be  fastened  by 
approved  non-corrosive  metal  ties  to  approved  sheathing  or  the  wooden 
framing  lined  on  the  outside  with  approved  sheathing. 

Exception — Accessory  one  (1)   story  buildings. 
Waterproof  building  paper  shall  be  used  in  all  masonry  veneer 
buildings  between  the  masonry  and  the  lining  of  the  framing. 
Exception — Other  approved  material. 

(d)  In  grade  D  buildings  the  minimum  thickness  of  hollow  tile, 
or  hollow  concrete  block  walls  shall  be  eight  (8)  inches  for  the  upper- 
most twenty-two  (22)  feet  in  height  with  an  additional  five  (5)  feet 
in  gable  ends. 

(e)  Tile  used  for  back  up  of  veneer  shall  be  heavy  duty  tile. 
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Sec.  B-1311— LATERAL  SUPPORT  OF  WALLS: 
The  lateral  unsupported  length  or  height  of  massive  concrete 
or  masonry  walls,  except  as  otherwise  provided,  shall  not  exceed  six- 
teen (16)  times  the  thickness  for  top  stories  and  eighteen  (18)  times 
the  thickness  for  other  stories.  Walls  need  not  be  limited  in  both  di- 
rections. 

Sec.  B-1312— LENGTH  OF  WALLS: 

The  maximum  length  of  vertically  supported  walls  shall  not  ex- 
ceed the  following  between  piers,  pilasters  or  other  supports. 

(1)  Twenty-five  (25)  feet  for  load  bearing  eight  (8)  inch  walls 
for  third  class  construction. 

(2)  Forty  (40)  feet  for  eight  (8)  inch  panel  or  curtain  walls 
for  first  and  second  class  construction. 

(3)  Sixty  (60)  times  the  thickness  for  all  walls  twelve  (12) 
inches  or  over  in  thickness  for  third  class  construction. 

(4)  Ninety  (90)  times  the  thickness  of  all  walls  twelve  (12) 
inches  or  over  in  thickness  for  first  and  second  class  buildings. 

Sec.  B-1313— WALLS  OF  HOLLOW  CONCRETE  BLOCK  OR 
HOLLOW  BUILDING  TILE: 

Walls  of  hollow  building  tile  or  hollow  concrete  block  shall  have 
all  hollow  tile  or  all  hollow  blocks  filled  solidly  with  approved  con- 
crete, immediately  under  any  floor  joists,  beams,  lintels,  girders,  door 
sills,  window  sills  or  any  other  openings  in  said  walls. 

Sec.  B-1314— CHASES  IN  WALLS  OF  HOLLOW  BUILDING 
TILE  OR  CONCRETE  BLOCK: 

Pipe  chases  shall  not  be  cut  in  eight  (8)  inch  walls  of  hollow 
building  tile  or  concrete  block  nor  in  any  such  wall  used  as  backing 
for  veneer  except  properly  formed  concrete  blocks  or  built  in  solid 
pipe  chases  are  permitted  not  to  exceed  one-third  (%)  the  thickness 
of  the  wall.  When  such  chases  are  built  in;  the  adjacent  tile  or  blocks 
shall  be  filled  solid  for  a  distance  of  at  least  three  (3)  inches. 

Sec.  B-1315— ROOF  ANCHORS— JOIST  ANCHORS— BEAM 
OR  GIRDER  ANCHORS: 

(a)  Each  tier  of  joists  shall  be  anchored  to  masonry,  reinforced 
concrete,  or  massive  concrete  walls  with  (T)  shaped  anchors  at  in- 
tervals of  not  more  than  six  (6)  feet  and  shall  be  fastened  so  as  to 
provide  for  easy  release  of  the  joists  in  case  of  fire. 

(b)  All  beams,  girders,  or  trusses  shall  be  anchored  to  masonry 
work. 

Sec.  B-1316— FIRE  CUTTING— WOODEN  STRUCTURAL 
PARTS: 

All  joists,  beams  or  girders  that  enter  any  masonry  reinforced 
concrete  or  massive  concrete  wall  or  pier  shall  be  fire-cut  with  only 
one  (1)  inch  of  the  top  of  the  member  remaining  in  the  said  wall. 

Sec.  B-1317— ALL  ROLOCK  WALL  IN  GRADE  D  BUILDINGS: 
Eight  inch  hollow  brick  walls  generally  known  as  all  Rolock 
brick  walls  consisting  of  alternate  layers  of  headers  and  stretchers, 
are  permitted  in  one  story  Grade  D  Buildings  or  one  story  accessory 
buildings  providing  all  mortar  joints  are  completely  filled  with  ap- 
proved cement-lime  or  cement  mortar. 
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DIVISION  C— PART  ONE 
ELk  V  ATORS  —ESCALATORS— DUMB  WAITERS— HOIST  WAYS 
ADMINISTRATION 
Sec.  C-101— ELEVATOR  PERMITS  MUST  BE  OBTAINED: 

(a)  No  person,  firm  or  corporation  shall  hereafter  enter  upon  the 
installation  or  alteration  of  any  passenger  or  freight  elevator,  dumb- 
waiter, hoistway,  escalator  or  any  part  of  the  machinery  thereof  or 
any  hatchway  or  enclosures  or  perform  any  work  in  connection  there- 
with, until  said  person,  firm  or  corporation  shall  have  filed  with  the 
Commissioner  of  Buildings  plans  and  specifications  giving  all  the  in- 
formation and  description  in  regard  to  the  construction  and  material 
to  be  used  in  or  about  said  machinery,  hatchway  or  enclosures  and  to 
have  obtained  from  said  Commissioner  of  Buildings  a  permit  to  make 
such  installation  or  alteration. 

(b)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
install,  rebuild,  or  alter  any  such  elevator  or  any  part  of  the  enclosure 
connected  therewith,  before  securing  such  necessary  permit  therefor. 
Provided,  however,  that  whenever  the  cost  of  any  such  changing  or  re- 
pairing shall  be  less  than  twenty-five  (25)  dollars  no  such  permit 
shall  be  required. 

Sec.  C-102— PLANS  AND  SPECIFICATIONS: 
Before  any  permit  shall  be  issued  for  any  repairs  or  for  the  in- 
stallation of  any  elevator,  elevator  hoistway,  dumbwaiter,  escalator, 
or  other  machine  of  like  nature  used  to  haul  materials  or  persons  with- 
in any  building  or  premises  the  owner  or  architect  shall  file  in  the 
Bureau  of  Buildings  two  (2)  complete  sets  of  blue  prints  and  two  (2) 
sets  of  specifications  describing  and  showing  all  parts  necessary  to 
the  installation  including  the  structural  supporting  members  and  all 
enclosures. 

An  affidavit  shall  accompany  such  blue  prints  unless  the  Com- 
missioner of  Buildings  shall  not  require  the  same.  Such  affidavit  shall 
be  by  the  owner  or  architect  showing  that  the  application  for  permit 
is  true  and  the  work  will  be  carried  out  according  to  this  Code  and 
the  approved  plans  issued  under  said  permit.  (See  Sec.  A-202;  A-206; 
A-214.) 

Sec.  C-103— BUILDING  LICENSE  TO  BE  POSTED   ON  JOB: 

It  shall  hereafter  be  unlawful  for  any  person  or  owner  to  do  any 
construction  work  or  repairs  on  any  elevator,  escalator,  dumbwaiter 
or  like  machine  or  device  covered  by  this  Code  unless  the  license 
issued  so  to  do  is  posted  on  the  job  in  a  conspicuous  manner  and  ac- 
cording to  this  Code.     (See  Sec.  A-215.) 

Sec.  C-104— AUTHORITY  OF  THIS  CODE: 

Any  part  of  this  Code,  its  parts,  sections  and  rules  shall  apply 
to  this  division  known  as  the  elevator  Code  and  the  Commissioner 
of  Buildings  shall  have  full  authority  to  make  rules  and  regulations 
as  provided  in  Section  A-240. 

Note — Read  carefully  all  of  part  two,  Division  A. 

Sec.  C-105— WHEN  UNLAWFUL  TO  PUT  INTO  SERVICE: 
It  shall  be  unlawful  for  any  person,  firm  or  corporation  to  oper- 
ate or  to  put  into  service  any  elevator  that  has  been  installed,  re- 
built or  changed  until  after  the  same  shall  have  been  inspected  and 
approved  by  the  Bureau  of  Buildings. 
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Sec.  C-106— RESPONSIBILITY: 

(a)  It  shall  be  the  duty  of  the  owner  of  the  property  upon  which 
an  elevator  is  or  may  be  installed  to  specify  in  any  lease  which  he 
may  execute,  the  party  responsible  for  the  care  and  maintenance  of 
the  elevator. 

(b)  It  shall  then  become  the  duty  of  the  designated  party  to 
make  periodic  inspections  and  maintain  in  proper  working  order  all 
parts  of  the  elevator  installations. 

Sec.  C-107— INSPECTION: 

(a)     The  following  is  the  schedule  of  inspections  required: 

Hoistway-door  and  car-gate  interlocks,  contacts  control  appara- 
tus, controller,  automatic  stop,  limit  stops,  car  and  counterweight 
cables,  safeties,  guide  rails  and  elevator  machines,  shall  in  passenger- 
elevator  installations  be  inspected  quarterly  and  in  freight-elevators 
installations  shall  be  inspected  semi-annually. 

Plunger  shoes,  bypasses  and  piston  rods  of  hydraulic  elevators 
shall  be  inspected  at  least  once  in  three  (3)  years. 

Inspection  shall  be  made  by  a  competent  person  or  representative 
of  the  Bureau  of  Buildings.  A  certificate  of  inspection  shall  be  posted 
in  the  car,  stating  the  name  of  the  inspector  and  the  date  of  inspec- 
tion. 

Sec.  C-108— AUTHORITY  OF  INSPECTOR: 

(a)  Whenever  any  elevator  or  parts  thereof,  or  appurtenances 
thereto  are  defective,  or  unsafe,  or  liable  to  cause  injury  to  persons 
or  property,  said  Commissioner  of  Buildings  may  condemn  such  ele- 
vator or  parts  thereof  and  he  may  remove  or  cause  to  be  removed 
such  elevator  from  service  and  may,  at  his  discretion,  disconnect  the 
power  supply  and  lock  the  elevator  against  use. 

(b)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
put  any  such  defective  unsafe  or  condemned  elevator  into  service,  op- 
erate or  permit  such  operation  of  the  same  until  after  all  defects  per- 
taining thereto  shall  have  been  remedied  and  said  Commissioner  has 
reinspected  and  approved  said  elevator. 

(c)  The  Commissioner  of  Buildings  and  his  assistants  shall 
have  the  power  and  are  authorized  to  enter  any  building  in  the  City 
of  Indianapolis,  without  the  hindrance  from  any  one,  for  the  purpose 
of  examining  elevators  and  for  the  enforcement  of  the  provisions  of 
this  Code,  and  the  engineer  and  operator  and  all  persons  having 
charge  of  any  such  elevator,  shall  assist  such  inspector  or  inspectors 
in  making  such  examination  of  any  portion  of  such  elevator,  hatch- 
way, enclosures,  or  operating  machinery  connected  with  any  such 
elevator. 

Sec.  C-109— MAINTENANCE: 

(a)  Cable,  guides  and  all  parts  of  machinery  shall  be  kept  well 
lubricated.  The  oil  in  bearings  and  gear  casings  shall  be  renewed 
every  six  months. 

The  use  of  lubricant  containing  graphite  or  other  opaque  sub- 
stance shall  not  be  permitted  on  elevator  cables. 

(b)  Pressure  and  discharge  tanks  of  hydraulic  elevators  shall 
be  thoroughly  cleaned  at  least  once  every  three  (3)  years. 

(c)  Pressure  tanks  of  hydraulic  elevators  shall  be  tested  with 
hydrostatic  pressure  fifty  (50)  per  cent  in  excess  of  the  maximum 
working  pressure  at  least  once  every  three   (3)   years.. 
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Sec.  C-110— INSTALLATION: 

(a)  Elevator  hoistways  and  pits  shall  be  kept  clean.  No  rubbisl 
shall  be  allowed  to  accumulate  therein  nor  shall  any  part  be  used  foi 
storage. 

(b)  A  hatch  cover  of  the  vertical  lifting  type  for  a  platform 
elevator  shall  not  be  used  for  storage  or  a  similar  purpose. 

(c)  No  explosives  or  highly  inflammable  substances  shall  be 
stored  under  or  near  any  elevator  hoistway. 

(d)  No  material  not  a  permanent  part  of  the  elevator  equipment 
shall  be  permitted  on  the  top  or  cover  of  any  elevator  car. 

(e)  No  wire  or  current-carrying  device  shall  be  substituted  for 
the  proper  fuse  or  circuit  breakers  in  an  elevator  circuit. 

(f)  Freight  elevators  shall  have  legible  signs  posted  on  the 
car  and  at  each  landing  prohibiting  unauthorized  persons  from  riding 
on  the  elevator  car. 

(g)  No  hand  elevator  shall  be  used  for  carrying  safes  or  other 
concentrated  loads  of  weight  greater  than  the  normal  rated  capacity 
of  the  elevator. 

(h)  The  water  level  in  the  pressure  tank  of  a  hydraulic  elevator 
should  be  maintained  at  about  two-thirds  (%)  of  the  capacity  of  the 
tank. 

(i)  Operators  shall  be  so  clothed  as  to  offer  no  undue  accident 
hazard  to  themselves  or  the  occupants  of  the  car. 

Sec.  C-lll— NOTIFICATION  OF  INJURY  AND  ACCIDENT: 

In  every  case  where  any  injury  occurs  to  any  person  upon  or 
about,  and  by  reason  of  the  operation  or  condition  of  any  such  eleva- 
tor or  appurtenances  thereto,  and  in  every  case,  of  any  accident  af- 
fecting in  any  manner,  the  strength  or  efficiency  of  any  elevator,  it 
shall  be  the  duty  of  the  owner,  lessee,  occupant  or  person  in  control 
and  possession  of  the  premises  and  elevator  wherein  any  such  elevator 
is  located,  to  notify  the  Bureau  of  Buildings  immediately. 

Sec.  C-112— QUALIFICATIONS  OF  OPERATORS: 

(a)  Operators  shall  not  be  less  than  eighteen  (18)  years  of  age. 

(b)  Operators  shall  be  free  from  serious  physical  or  mental  de- 
fects and  shall  be  selected  with  consideration  for  their  ability  to  per- 
form their  duties  in  a  careful  and  competent  manner. 

Sec.  C-113— TRAINING  OF  OPERATORS: 

(a)  One  week's  training  under  the  direction  of  a  competent  op- 
erator shall  be  required  before  a  new  (inexperienced)  operator  is 
placed  in  charge  of  a  passenger  elevator. 

(b)  Two  days'  training  under  the  direction  of  a  competent  op- 
erator shall  be  required  before  a  new  (inexperienced)  operator  is 
placed  in  charge  of  a  freight  elevator. 

(c)  Operators  not  having  previous  experience  in  handling 
passenger  elevators  shall  not  be  placed  in  charge  of  cars  operating 
at  a  speed  in  excess  of  six  hundred  (600)  feet  per  minute  until 
properly  trained  for  this  service. 

Sec.  C-114— INSTRUCTIONS  TO  OPERATORS. 

(a)  Always  open  the  service  switch  of  an  electric  elevator  or 
lock  the  control  mechanism  of  a  hydraulic,  steam  or  belted  elevator 
before  cleaning  or  oiling  any  part  of  your  machine  or  regulator  and 
when  placing  the  elevator  out  of  service. 

(b)  Be  sure  the  control  mechanism  is  in  the  "stop"  position 
before  closing  the  service  switch. 
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(c)  Make  a  trial  inspection  trip  each  moraing  before  carrying 
passengers.  -,r 

(d)  Report  any  defects  promptly  to  the  person  in  charge. 

(e)  Do  not  attempt  to  make  repairs  unless  instructed  to  do  so. 

(f)  Carry  no  passengers  or  freight  while  inspections,  repairs 
or  adjustments  are  in  progress  and  operate  the  car  only  in  response 
to  directions  from  the  inspector  or  person  in  charge.  Do  not  move 
the  car  when  anyone  is  in  the  pit  or  on  top  of  the  car  except  as 
t}  „y   may   direct. 

(g)  See  that  the  "locking  device"  and  "safe-hoisting"  attach- 
ments are  in  place  before  a  safe  or  other  heavy  concentrated  load 
is  moved  on  or  off  the  car  platform. 

(h)  Do  not  ride  in  the  elevator  or  allow  others  to  ride  while 
a  safe  or  other  heavy  object  in  excess  of  the  rated  capacity  of  the 
elevator  is  being  carried. 

(i)  Hoistway  doo/s  or  gates  shall  always  be  closed  and  locked 
oefore  the  car  is  started.  The  car  shall  be  brought  to  a  stop  at  the 
landing  level  before  the  hoistway  door  is  opened. 

(j)  Keep  car  gates,  if  any,  closed  while  running,  and  where  no 
car  gates  are  piovided  keep  passengers  away  from  the  open  edge 
of  the  car  platlorm. 

(k)  Limit  the  number  of  passengers  to  the  rated  capacity  of 
the  car  and  do  not  permit  crowding. 

(1)  Do  not  reverse  the  control  while  passing  a  landing  on 
receipt  of  a  stop  signal.  In  passenger  service,  continue  the  trip  and 
respond  to  the  signal  on  the  next  trip. 

(m)  Move  control  mechanism  to  the  "stop"  position  on  ap- 
proaching the  terminal  landings.  Do  not  depend  on  the  limit  switches 
in  the  ordinary  operation  of  the  car. 

(n)  If  the  power  goes  "off"  wh'le  the  car  is  in  motion,  move 
the  control  mechanism  to  "stop"  position  and  start  the  car  in  the 
usual  manner  upon  return  of  the  power. 

(0)  If  the  car  refuses  to  stop  do  not  attempt  to  jump  off.  The 
car  will  be  stopped  by  the  application  of  the  safeties  if  it  attains  ex- 
cessive speed  of  descent  or  by  the  automatic  terminal  stops  at  either 
end)  of  the  hoistway. 

(p)  If  the  car  should  stop  suddenly,  call  for  the  engineer  in 
jharge  and  operate  the  machine  at  his  direction.     —-• 

(q)  If  the  car  will  not  start,  return  the  control?  to  the  "istop" 
position  and  look  for  the  following  causes: 

(1)  Open  circuit  in  main  line  or  service  fuses. 

(2)  Open  circuit  in  control-circuit  fuses. 

(3)  Open  circuit  in  the  service  circuit. 

(4)  Controlling  device  not  properly  functioning. 

(5)  Automatic  switch  contacts,  slack-cable  switch,  limit 
switches,  door  contacts,  etc.,  open. 

(6)  The  brakes  releasing  improperly. 

(7)  Lack  of   lubrication   in  bearings  or  thrusts. 

If  this  inspection  shows  no  defects,  remove  part  of  the  load. 

(r)  Before  allowing  freight  to  be  loaded  or  unloaded,  lock  the 
control  mechanism  of  hydraulic,  steam  or  belted  machines  in  the 
"stop"  position  or  open  the  auxiliary  control  switch  of  an  electric 
elevator. 

(s)  Familiarize  yourself  with  the  emergency  devices,  under- 
stand their  function  and  know  how  to  operate  them. 
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(t)  Never  leave  the  car  in  the  ordinary  course  of  operation 
nor  leave  the  control  mechanism  unprotected.  When  going  off  duty, 
for  any  reason,  even  for  a  few  minutes,  be  sure  that  the  power  is 
disconnected  or  that  the  control  mechanism  is  locked  and  the  hoist- 
way  doors  closed.  When  service  is  suspended  for  any  reason  during 
the  ordinary  operating  hours  display  a  "NOT  RUNNING"  sign  at 
each  landing. 

(u)  Learn  these  rules  thoroughly  and  keep  a  copy  on  your  per- 
son or  in  the  car. 

DIVISION  C— PART  TWO 
HOISTWAY     CONSTRUCTION     FOR     PASSENGER     FREIGHT 
ELEVATORS   AND   FOR   DUMBWAITERS 
Sec.    C-201— FIRE-RESISTING    HOISTWAY    ENCLOSURES: 

(a)  Passenger  elevators  in  all  buildings  shall  be  installed  in 
fire-resisting  hoistways.     (A-415.) 

Exception:   Elevators  in  private  residences. 

Note — Experience  has  demonstrated  the  value  of  the  elevator 
as  a  life-saving  device  in  case  of  fire.  A  simple  form  of  fire-resisting 
construction  (cement  plaster  on  metal  lath)  will  usually  resist  a  fire 
for  a  greater  length  of  time  than  the  elevator  can  be  used  as  an 
exit  from  a  burning  building.  Fire-resisting  hoistways  are  therefore 
required  for  all  elevators. 

(b)  All  landing  openings  in  a  fire-resisting  hoistway  enclosure 
shall  be  provided  with  fire-resisting  doors. 

Sec.  C-202— CLEARANCE  ON  THE  SIDES  OF  THE  HOIST- 
WAYS OF  POWER  ELEVATORS: 

(a)  The  hoistway  of  a  power  elevator  shall  have  a  clearance 
of;  not,  less  than  three-fourths  (%)  inch  between  the  sides  of  the 
car  and  the  hoistway  enclosure,  and  not  less  than  one  (1)  inch 
clearance  between  the  car  and  its  counterweights. 

Exception:  Platform  and  sidewalk  elevators  having  a  travel  of 
more  than  thirty  (30)  feet. 

(b)  The  clearance  between  the  car  platform  and  the  landing 
thresholds  shall  be  not  less  than  three-fourths  (%)  inch  nor  more 
than  one  and  one-half   (1%)   inches. 

Exception:  Platform  and  sidewalk  elevators  having  a  travel 
of  not  more  than  thirty   (30)   feet. 

TABLE  ONE   (1)   OVERTRAVEL  AND  CLEARANCE  FOR 
POWER  ELEVATORS 
Speed  feet  per  min. 

To   and    Overtravel     Clearance     Overtravel     Clearance 
Above  including     at  top  Ft.     at  top  Ft.     at  bot.  Ft.  at  bot.  Ft. 

FOR  PLUNGER  ELEVATORS 

0  50  2V2  2  12 

50  150  3  2  iy2  2 

150  300  5  2  2%  2 

300  500  7  2  3V2  2 

FOR  POWER  ELEVATORS  OF  OTHER  TYPES 
0  150  3  2  iy2  2 

150  350  4  2  2%  2 

350  500  5  2  3V2  2 

500  600  5V2  2  4y2  2 

600  800  6  2  5V2  2 
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(c)  The  clearance  between  a  hoistway  enclosure  and  a  loading 
side  of  the  car  platform  shall  be  not  more  than  four   (4)   inches. 

Exceptions:  (1)  Platform  and  sidewalk  elevators  having  a 
travel  of  no  more  than  thirty  (30)  feet;  (2)  Elevators  having  car 
gates  provided  with  electric  contacts. 

(d)  If  two  (2)  or  more  cars  are  operated  in  adjacent  hoist- 
ways,  the  clearance  between  cars  shall  be  not  less  than  two  (2)  inches. 

(e)  If  "furring  out"  be  necessary  to  comply  with  the  forego- 
ing requirements,  the  "furring"  shall  conform  to  the  requirements 
of  Section  C-211,  rule  D,  for  hoistway  enclosures. 

Sec.  C-203— PITS— OVERTRAVEL  AND  CLEARANCES: 

(a)  A  pit  shall  be  provided  at  the  bottom  of  every  power- 
elevator  hoistway. 

Exception:  Platform  elevators  having  a  travel  of  not  more  than 
fifteen  (15)  feet. 

(b)  The  minimum  clearance  and  overtravel  at  the  top  and  bot- 
tom of  power-elevator  hoistway  shall  be  those  given  in  table  one  (1). 

Exceptions:  (1)  The  pit  for  power  sidewalk  elevators  shall  be 
not  less  than  two  (2)  feet  deep;  (2)  No  overtravel  shall  be  required 
at  the  bottom  of  the  hoistway  of  platform  elevators  having  a  travel 
not  in  excess  of  fifteen  (15)  feet. 

(c)  The  floor  of  the  pit  shall  be  approximately  level.  Suffi- 
cient slope  shall  be  allowed  for  drainage  but  no  recess  shall  be  al- 
lowed under  the  car  sling. 

The  requirements  of  this  paragraph  may  be  waived  if  old  foun- 
dation footings  are  encountered  in  a  new  installation  and  it  is  inad- 
visable to  remove  the  footing  entirely.  The  hazard  due  to  an  uneven 
pit,  however,  should  be  recognized  and  precautions  taken  to  mini- 
mize this  hazard. 

(d)  The  movement  necessary  to  compress  the  bumpers  may  be 
included  in  the  overtravel  at  the  bottom. 

(e)  A  minimum  overtravel  of  eighteen  (18)  inches  shall  be 
provided  at  the  top  for  hand  elevators.  No  overtravel  is  required 
at  the  bottom  for  hand  elevators. 

(f )  No  overtravel  or  clearance  shall  be  required  for  hand  dumb- 
waiters. 

(g)  The  minimum  overtravel  at  the  top  and  the  bottom  of 
power  dumb-waiter  hoistways  shall  be  as  given  in,  Table  2. 

Exception :  No  overtravel  shall  be  required  at  the  top  for  "under- 
counter"  dumb-waiters. 
TABLE  TWO  (2)  OVERTRAVEL  FOR  POWER  DUMB-WAITERS 

Speed  Ft.  per  Min. 
Above         To  and  Including  Overtravel  at  top  and  bottom 

0  100  9  inches 

100  200  1  Foot  6  inches 

200  500  2  Feet  6  inches 

Sec.  C-204— HOISTWAY  WINDOWS  AND  PENTHOUSES: 

(a)  Windows  in  the  hoistway  enclosures  of  a  power  freight 
elevator  shall  be  provided  with  vertical  bars  or  grating  having  a 
clearance  of  four  (4)  inches  as  specified  in  Section  C-202,  clause  c,  if 
the  car  has  an  entrance  toward  this  wall.  The  upper  surface  of  the 
recess  formed  by  or  between  the  vertical  bars  shall  be  beveled  as 
specified  for  projections  in  Section  C-211,  rule   (G).      (A-415.) 

Exception:  Elevators  having  car  gates  equipped  with  electric 
contacts. 
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(b)  Windows  in  the  hoistway  enclosure  below  the  seventh  floor 
above  the  street  and  at  least  two  (2)  stories  above  the  roof  of  an 
adjacent  building  shall  be  fitted  on  the  outside  with  vertical  metal 
bars  not  less  than  five-eighths  ( % )  inch  in  diameter  and  spaced 
not  more  than  ten  (10)  inches  apart. 

Note:  This  is  the  unusual  method  of  indicating  on  the  exterior 
of  the  building  the  location  of  an  elevator  hoistway,  and  serves  to 
warn  firemen  attempting  to  enter  the  building  or  placing  ladders 
against  such  windows. 

In  connection  with  the  fire  protection  of  hoistways  involving 
such  features  as  skylights,  windows  and  platforms  below  overhead 
machinery,  reference  should  be  made  to  the  requirements  relating 
thereto  of  fire  protection  sections  of  this  Code. 

(c)  Adequate  permanent  provisions  for  artificial  light  (electric 
light,  if  available)  shall  be  made  in  the  penthouses  and  machine 
rooms  of  power  elevators. 

The  penthouse  lighting  switch,  if  electric  light  is  used,  or  the 
lamp,  if  electricity  is  available,  shall  be  within  easy  reach  of  the 
entrance  to  the  penthouse. 

It  is  recommended  that  the  elevator  service  switch  and  the 
penthouse  lighting  switch  be  located  at  the  lock  jamb  side  of  the 
penthouse  entrance  door.  Both  these  switches  shall  be  of  the 
enclosed  type. 

(d)  Safe  and  convenient  access  to  the  penthouse  entrance  shall 
be  provided.  When  penthouse  entrance  is  more  than  four  (4)  feet 
above  the  adjacent  floor  or  roof  surface,  access  shall  be  provided  by 
means  of  an  iron  ladder  or  stairs  with  an  incline  not  in  excess  of 
sixty   (60)   degrees  from  the  horizontal. 

The  ladder  or  stairs  shall  be  fitted  with  metal  handrail  above 
the  outside  stringers.  When  the  entrance  door  opens  outwardly  a 
platform  shall  be  provided  not  more  than  eight  (8)  inches  below 
the  door  sill.  The  platform  shall  be  not  less  than  two  (2)  feet 
wide  and  shall  project  not  less  than  two  (2)  feet  beyond  the  "lock" 
jamb  of  the  door.  A  guardrail  shall  be  provided  at  the  edge  of  this 
platform  except  where  the  ladder  or  stairs  join  the  platform. 

Elevator  penthouses  shall  not  be  used  as  a  public  thoroughfare. 
Doors  to  elevator  penthouses  shall  be  fitted  with  pressure  releasing 
locks  which  permit  the  door  to  be  opened  from  the  inside  without 
a  key. 

(e)  Penthouses  of  power  elevators  shall  be  constructed  with  a 
minimum  headroom  of  six  (6)  feet  above  the  platform  required  in 
Section    C-206. 

Sec.  C-205— MACHINE  SUPPORTS— LOADS  OR  SUPPORTS 
AND  FACTORS  OF  SAFETY: 

(a)  All  beams  for  the  support  of  overhead  machinery  of  power 
driven  elevators  hereafter  installed  shall  consist  of  iron  or  steel 
and  these  beams  shall  rest  on  supports  of  steel,  concrete,  masonry, 
or  wood  of  sufficient  strength  to  sustain  the  required  load.  The 
factor  of  safety  of  all  supports  must  be  at  least  six  (6).  If  ver- 
tical wood  supports  are  used  they  shall  be  not  less  than  eight  (8) 
inches  by  eight  (8)  inches  in  size.  All  vertical  supports  shall 
rest  on  foundations  of  concrete  or  masonrv. 

(b)  All  machinery  and  sheaves  shall  be  so  supported  and  an- 
chored as  to  effectually  prevent  any  part  becoming  loose  or  displaced. 
The  supporting  beams  shall  be  of  steel,  iron  or  reinforced  concrete. 
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It  shall  not  be  necessary,  however,  to  install  beams  under  ma- 
chinery anchored  directly  to  independent  foundations,  to  the  floor  of 
the  machine  room  or  to  the  platform  if  such  foundation,  floor  or 
platform  is  properly  constructed  to  support  the  loads. 

(c)  In  computing  loads  on  overhead  supports,  due  allowance 
must  be  made  for  the  additional  stress  imposed  by  the  acceleration 
and  retardation   (32.2  feet  per  sec.  per  sec.)  of  the  moving  parts. 

(d)  No  elevator  machinery  shall  be  hung  underneath  the 
supporting  beams  at  the  top  of  the  hoistway. 

Exception:  (1)  The  idler  or  deflecting  sheaves  with  their  guards 
and  frames;  (2)  Devices  and  their  accessories  for  limiting  or  re- 
tarding the  car  speed;  and  (3)  Dumb-waiter  machines. 

(e)  The  factor  of  safety  based  on  the  ultimate  strength  of 
the  material  and  the  loads  assumed  in  this  section  shall  Le  not  less 
than  the  following: 

For    Steel    6 

For  Timber  10 

For  Reinforced  Concrete  8 

Sec.    C-206— PLATFORMS    UNDER    MACHINERY: 

(a)  A  flooring  of  iron,  steel,  wood  or  reinforced  concrete, 
capable  of  sustaining  a  concentrated  load  of  three  hundred  (300) 
pounds  shall  be  provided  at  the  top  of  the  hoistway  immediately 
below   the    sheaves   or    at   the    machine   beams. 

Exceptions:  (1)  The  hoistways  of  elevators  operating  through 
automatic  hatch  covers;  (2)  Sidewalk  elevators  outside  the  building 
line;    (3)   Hand  elevators;   and    (4)    Dumb-waiters. 

If  a  metal  grating  is  used  the  mesh  shall  be  not  larger  than 
one  and  one-half  (l1/^)  inches.  Any  grating  with  mesh  larger  than 
one  (1)  inch  shall  be  covered  by  an  additional  screen  of  not  larger 
than  three-eighths  ( % )  inch  mesh.  This  screen  shall  be  securely 
fastened  in  place. 

(b)  If  the  grating  members  are  laid  flat,  they  shall  be  sup- 
ported by  battens  spaced  not  more  than  three  (3)  feet  apart.  If 
the  grating  members  are  placed  on  edge,  there  shall  be  thimbles  be- 
tween each  two  (2)  members  strung  on  metal  rods  running  through 
the  members.  The  rods  shall  be  riveted  at  their  ends  and  spaced 
not  more  than  three  (3)  feet  apart.  Equivalent  construction  may 
be  provided. 

(c)  Wood  platforms  in  fire-resisting  hoistways  shall  be  not 
less  than  three  (3)  inches  in  thickness.  If  the  platform  is  made  of 
two  (2)  or  more  layers  and  any  layer  is  less  than  three  (3)  inches 
in  thickness,  the  layers  shall  be  securely  spiked  or  bolted  together. 

(d)  The  grating  or  flooring  must  fill  the  entire  hoistway  if 
the  cross-sectional  area  is  fifty  (50)  square  feet  or  less,  otherwise 
the  platform  shall  extend  not  less  than  two  (2)  feet  beyond  the 
general  contour  of  the  sheaves  or  machines,  and  to  the  entrance  of 
the  hoistway  at  or  above  the  level  of  the  platform. 

(e)  If  the  platform  does  not  entirely  cover  the  hoistway,  the 
open  or  exposed  sides  shall  be  provided  with  a  standard  handrail  and 
toeboard,  or  with  a  screened  railing  not  less  than  forty-two  (42) 
inches  high. 

(f )  Deflecting  sheaves  extending  below  the  machine  level  shall 
be  provided  with  cradles  which  comply  with  the  requirements  for 
Class  B  guards  referred  to  in  Section  C-210. 

Exception :    Dumb-waiters. 
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Sec.  C-207— STOPS  FOR  COUNTERWEIGHTS: 
(a)      Where  winding  drum  machines  are  used  there  shall  be  a 
permanent,  substantial  beam,  or  bar  at  the  top  of  the  counterweight 
guides  and  beneath  the  counterweight  sheaves  to  prevent  the  coun- 
terweights from  being  drawn  into  the  sheaves. 
Exception :  Dumb-waiters. 

Sec.  C-208— PIPES  AND  WIRING: 

(a)  The  electrical  conductors  installed  in  or  under  an  elevator 
or  counterweight  hoistway  except  the  flexible  cables  connecting  the 
car  with  the  fixed  wiring,  shall  be  encased  in  metal  conduits  or  shall 
be  armored  cables. 

No  pipes  conveying  gases  or  liquids  which  if  discharged  into  the 
hoistway  would  endanger  life,  shall  be  installed  in  or  under  any 
elevator  or  counterweight  hoistway. 

No  electrical  conduits  or  cables,  except  such  as  are  used  to  fur- 
n'sh  or  control  power,  light,  heat  or  signals  for  the  elevator  or 
hoistways,  shall  have  an  opening,  terminal,  outlet  or  junction  within 
the  hoistway,  but  shall  be  continuous  between  outlets  or  terminals 
situated  outside  the  hoistway. 

Note :  It  is  not  intended  to  prohibit  the  interruption  of  long 
runs  for  the  purpose  of  supporting  or  pulling  in  conductors,  and 
pull  boxes  may  be  installed  for  this  purpose. 

Pipes,  conduits  and  armored  cables  shall  be  securely  fastened 
k>  the  hoistway  enclosure. 

(b)  No  part  of  any  electric  circuit  having  a  nominal  voltage 
in  excess  of  seven  hundred  and  fifty  (750)  volts  shall  be  used  on 
any  car-control  system.  Circuits  of  higher  nominal  voltages  may, 
however,  be  used  in  machine  rooms  or  penthouses  for  the  operation 
of  motors,  provided  that  all  control  and  signal  wiring  is  thoroughly 
insulated  from  the  power  circuits  and  all  machine  frames  and  metal 
handropes   are  thoroughly   grounded. 

(c)  All  live  parts  of  electrical  apparatus  in  elevator  hoistways 
shall  be  protected  against  accidental  contact  with  current-carrying 
parts  by  suitable  enclosing  coverings.  Metal  coverings  shall  be  thor- 
oughly grounded.  All  wiring  shall  comply  with  the  requirements 
of  this  Code. 

Sec.  C-209— THOROUGHFARES: 

(a)  No  thoroughfare  shall  be  permitted  across  the  hatch  cover 
of  a  hoistway  whether  inside  or  outside  of  a  building,  except  over 
the  hatch  cover  at  the  top  landing  of  a  platform  or  sidewalk  elevator. 

(b)  A  hatch  cover  of  the  vertical  lifting  type  for  a  platform 
elevator  shall  not  be  used  as  a  thoroughfare  unless, 

(1)  There  is  a  space  of  two  (2)  feet  above  the  hatch  cover 
when  at  thei  top  of  its  travel,  and 

(2)  Gates  not  less  than  thirty  (30)  inches  high  are  placed  at 
the  exposed  sides  before  the  hatch  cover  is  raised. 

(c)  A  hatch  cover  of  the  swinging  type  for  a  sidewalk  elevator 
shall  not  be  arranged  to  open  against  the  building  nor  shall  it  be 
used  as  a  thoroughfare  unless  when  vertically  opened  there  is  a 
space  of  eighteen  (18)  inches  between  the  covers  and  any  obstruc- 
tion in  the  direction  of  opening. 

(d)  There  shall  be  no  thoroughfare  under  the  hoistway  of 
an  elevator,  or  counterweight  unless  all  of  the  following  conditions 
exist : 
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(1)  Bumpers  or  buffers  are  provided  conforming  to  the 
requirements  of  such  devices. 

(2)  The  car  and  counterweights  are  provided  with 
safety  devices  conforming  to  the  requirements  of  such  de- 
vices. 

(3)  There  shall  be  a  floor  under  the  hoistway  suffi- 
ciently strong  to  withstand  without  injury  the  impact  of  the 
car  or  counterweight  descending  with  rated  load  and  at 
normal  speed,  or  at  governor  tripping  speed  where  a  gov- 
ernor is  used. 

Exceptions :  Dumb-waiters. 

Sec.  C-210— STANDARD  GUARDS: 

(a)  The  standard  railings,  toeboards,  guards  for  cables  and 
machinery,  etc.,  mentioned  in  this  Code  shall  conform  to  the  re- 
quirements of  the  Commissioner  of  Buildings  in  each  case. 

(b)  When  projections  into  elevator  shafts  are  necessary,  such 
as  floors,  beams,  sills  or  bolts  shall  have  guards  fitted  directly  under 
such  projections  so  as  to  push  any  projecting  portion  of  the  body 
back  into  the  car  instead  of  crushing  it.  These  beveled  guards  shall 
be  set  at  an  angle  of  not  less  than  sixty  (60)  degrees'  with  the  floor 
level.  On  new  installations  these  guards  shall  be  made  of  smooth 
metal  not  less  than  one-sixteenth  (1/16)  inch  in  thickness,  or 
smooth  concrete  in  first  class  buildings. 

Sec.  C-211— NON-FIRE  RESISTING  HOISTWAY  ENCLO- 
SURES: 

(a)  Where  hoistways  do  not  serve  more  than  two  (2)  floors; 
they  shall  be  enclosed  to  a  height  not  less  than  six  (6)  feet  from 
each  floor  on  all  sides  not  used  for  loading  or  unloading.  Where 
material  is  stored  near  a  hoistway  enclosure  the  enclosure  shall  ex- 
tend from  floor  to  ceiling. 

Exception:  The  hoistways  of  dumb-waiters  or  elevators  serving 
more  than  two  (2)  floors  shall  be  enclosed  from  floor  to  ceiling. 

(b)  Where  an  elevator  is  located  adjacent  to  a  stairway,  that 
portion  of  the  hoistway  adjoining  the  stairway  shall  be  enclosed  to  a 
height  of  not  less  than  six  (6)  feet  above  each  stair  tread.  An 
elevator  and  a  stairway  will  not  be  permitted  in  the  same  shaft 
or  well  enclosure  in  any  case.     (See  Section  A-415.) 

(c)  The  hoistways  of  power  pas&»nger  and  freight  elevators 
shall  be  enclosed  from  door  lintel  to  ceiling,  on  the  sides  used  for 
loading  and  unloading. 

Exceptions:  (1)  Platform  elevators  within  a  building  having  a 
travel  not  exceeding  fifteen  (15)  feet;  (2)  Sidewalk  elevators  having 
a  travel  not  exceeding  thirty  (30)  feet;  three  (3)  elevators  operat- 
ing through  automatic  hatch  covers;  and  four  (4)  elevators  having 
gates  provided  with  car-gate  electric  contacts. 

The  enclosures  shall  be  not  more  than  four  (4)  inches  from  the 
edge  of  the  car  platform  on  the  sides  used  for  loading  or  unloading. 

(d)  Enclosures  shall  be  building  walls,  solid  or  latticed  parti- 
tions, grille  work,  metal  grating,  expanded  metal,  or  wood  not  less 
than  one  and  five-eighths   ( 1  % )  of  an  inch  thick. 

Where  wire  grille  work  is  used,  the  wire  shall  be  not  less  than 
No.  13  Steel  Wire  Gauge  ( 0.0915  in.  diam.),  and  the  mesh  shall  be 
not  more  than  two   (2)   inches. 

Where  expanded  metal  is  used,  the  thickness  shall  be  not  less 
than  No.  13  U.  S.  Gauge  (0.094  in.  diam.) 
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Wood  slats  shall  be  not  less  than  one  and  five-eighths  (1%) 
inches  thick. 

The  spacing  between  vertical  bars  shall  be  not  less  than  one  (1) 
inch,  except  where  used  as  "furring"  material  required  in  Section 
202.  In  this  case  the  spacing  between  vertical  bars  or  slats  shall 
be  not  more  than  four   (4)   inches. 

(e)  When  any  of  the  following  conditions  exist,  openings  in 
the  enclosures  shall  be  covered  with  a  netting  of  a  square  mesh  not 
greater  than  one-half  (V2)  inch  and  of  wire  not  smaller  than  No. 
20  Steel  Wire  Gauge   (0.0348  in.  diam.)  : 

(1)  The  clearance  between  the  enclosure  and  any  part 
of  the  car,  counterweight,  or  any  sliding  landing  door  is  less 
than  one   (1)   inch. 

(2)  The  enclosure  is  grille  or  openwork  having  open- 
ings which  will  pass  a  one  and  one-half  (l1/^)  inch  diam- 
eter ball. 

(3)  The  openings  in  the  enclosure  are  within  reach 
of  a  person  standing  on  a  landing,  stairway,  floor  or  car 
platform. 

(f)  Projections  extending  one  (1)  inch  or  more  from  the  gen- 
eral surface  of  the  hoistway  enclosure,  and  which  are  opposite  a  car 
entrance  of  a  power  elevator  shall  be  beveled  on  the  under  side  at 
an  angle  of  not  less  than  sixty  (60)  degrees  from  the  horizontal  or 
shall  be  guarded  with  metal  plates  or  by  wood  faced  with  metal  of 
not  less  than  No.  11  U.  S.  Gauge   (0.125  in.). 

These  plates  or  guards  shall  be  firmly  and  permanently  fast- 
ened to  the  hoistway  enclosure. 

Exception:  Elevators  having  cars  provided  with  car-gate  elec- 
tric contacts. 

(g)  Recesses,  other  than  windows  and  landing  openings  in  the 
general  surface  of  the  hoistway  enclosure  of  a  power  freight  ele- 
vator, which  are  opposite  a  car  opening  shall  be  filled  in  flush  with 
the  general  surface  of  the  hoistway  to  comply  with  Section  C-211, 
rule  D. 

The  under  surface  of  a  recess  formed  by  or  between  vertical 
bars  shall  be  beveled  as  specified  for  projections  in  Section  C-211, 
rule  F. 

(h)  Hoistways  for  freight  elevators  having  hatch  covers  as 
set  forth  in  Section  212  will  be  accepted  in  lieu  of  the  enclosure  here- 
in required,  provided  that  in  addition  to  such  hatch  covers  the  hoist- 
way shall  be  guarded  on  all  sides  not  used  for  loading  and  unloading, 
by  a  standard  railing  and  toeboard  as  described  in  Section  210. 
Such  railing  shall  be  placed  not  less  than  twelve  (12)  inches  from 
the  general  line  of  the  hoistway. 

(i)  The  hoistway  enclosure  adjacent  to  a  landing  opening  shall 
be  of  sufficient  strength  to  support  in  true  alignment  the  landing 
doors  and  gates  with  their  operating  mechanism  and  interlocks. 

Sec.  C-212— PROTECTION  OF  HATCH  OPENINGS: 
(a)  Automatic  hatch  covers  shall  be  capable  of  sustaining  a  uni- 
formly distributed  load  of  fifty  (50)  pounds  per  square  foot  when 
closed.  The  hatch  covers  of  sidewalk  elevators  shall,  when  closed, 
be  capable  of  sustaining  a  live  load  of  three  hundred  (300)  pounds 
per  square  foot.  The  dimensions  of  sidewalk  openings  shall  not  ex- 
ceed five  (5)  feet  at  right  angles  to  the  curb,  and  seven  (7)  feet 
parallel  to  the  curb. 
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(b)  Wood  hatch  covers  shall  be  metal-clad  on  their  under  side 
and  edges,  except  at  the  top  landing  of  sidewalk  elevators,  wood 
will  not  be  permitted. 

(c)  Hinged  hatch  covers  shall  not  be  used  if  the  elevator  cars 
have  a  clear  platform  area  of  more  than  fifty  (50)  square  feet. 
Hinges  to  hatch  covers  shall  be  approved  and  of  sufficient  strength 
and  be  securely  fastened  to  withstand  the  service  of  normal  opera- 
tion. No  means  shall  be  provided  for  fastening  hatch  covers  open, 
except   for   sidewalk   elevators. 

(d)  The  sidewalk  landing  of  a  sidewalk  elevator  shall  be; 
guarded  on  each  exposed  side  by  a  gate  not  less  than  thirty  (30)' 
inches  high  when  the  hatch  cover  is  open  and  the  car  is  not  at  the 
landing. 

The  sidewalk  landing  shall  also  be  guarded  as  specified  above 
when  the  unattended  car  is  at  the  landing. 

Sec.    C-213— COUNTERWEIGHT-RUNWAY    ENCLOSURES: 

(a)  Runways  for  counterweights  located  outside  of  the  ele- 
vator hoistway  and  for  elevators  operating  through  automatic  hatch 
covers  shall  be  enclosed  throughout  their  height,  whether  located 
inside  or  outside  of  the  building. 

(b)  Counterweight  runways  of  power  elevators  located  in  the 
elevator  hoistway  shall  be  enclosed  from  a  point  twelve  (12)  inches 
above  the  floor  of  the  pit  to  a  point  at  least  seven  (7)  feet  above 
the  floor  of  the  pit  except  where  compensating  chains  or  cables 
which  practically  compensate  for  the  weight  of  the  hoisting  cables 
are  used.  In  this  case  counterweight  enclosures  shall  not  be  re- 
quired on  the  side  facing  the  elevator. 

(b)  Access  shall  be  provided  for  inspection,  maintenance  and 
repair  of  all  counterweights  and  cables.  Where  swinging  doors 
provide  access,  they  shall  be  equipped  with  spring  hinges  to  close 
the  doors. 

Sec.  C-214— CABLE  ENCLOSURES: 

(a)  Where  cables  pass  through  floors  outside  the  hoistway  en- 
closures, such  cables  shall  be  guarded  to  a  height  of  at  least  six 
(6)  feet  from  each  floor  with  a  standard  approved  power-trans- 
mission guard.  The  floor  openings  shall  be  not  greater  than  neces- 
sary  for   the   free    passage    of   the    cables. 

Sec.   C-215— GATE-COUNTERWEIGHT    ENCLOSURES: 
(a)     Gate  or  door  counterweights  shall  run  in  metal  guides  from 
which  they  cannot  become  dislodged    or    shall  be  "boxed  in."      The 
bottom  of  the  guides  or  boxes  shall  be  so  constructed  as  to  retain 
the  counterweight  rope  breaks. 

Sec.  C-216— HOISTWAY-DOOR  INTERLOCK: 

(a)  The  functioning  of  a  hoistway-door  interlock,  to  prevent 
the  movement  of  the  car,  shall  not  be  dependent  on  the  action  of  a 
spring  or  springs  in  tension,  nor  upon  the  closing  of  an  electric 
circuit. 

(b)  Any  forces  used  to  perform  any  interlocking  function  shall 
be  so  arranged  that  their  failure  to  cause  the  interlocking  action 
will  prevent  the  movement  of  the  elevator  car. 

(c)  A  hoistway  door  or  gate  shall  be  considered  closed  and 
locked  when  within  four  (4)  inches  of  full  closure,  if  at  this  posi- 
tion and  any  other,  up  to  full  closure,  the  door  or  gate  cannot  be 
opened  from  the  landing  side  more  than  four   (4)  inches. 
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(d)  Interlocks  may  permit  the  starting  of  the  elevator  when 
the  door  is  within  four  (4)  inches  or  less  of  full  closure,  provided 
that  the  door  can  again  be  opened  up  to  four  (4)  inches  from  full 
closure  from  any  position  within  this  range  except  that  of  full 
closure. 

Exception:  The  interlock  shall  not  prevent  the  movement  of  the 
car  when  the  emergency  is  in  temporary  use  or  when  the  car  is 
being  moved  by  a  car-leveling  device. 

Sec.  C-217— HOISTWAY-DOOR  AND  CAR-GATE  ELECTRIC 
CONTACT: 

(a)  The  functioning  of  an  electric  contact  to  prevent  the  move- 
ment of  the  car,  shall  not  be  dependent  upon  the  action  of  a  spring 
or  springs  in  tension  nor  upon  the  closing  of  an  electric  circuit. 

(b)  Electric  contacts  shall  be  designed  so  that  they  are  directly 
opened  by  a  lever  or  other  device  attached  to  and  operated  by  the 
door  or  gate,  or  by  the  attendant. 

(c)  Car-gate  contacts  shall  be  held  open  by  the  opened  gate, 
unless  they  are  installed  so  as  to  be  inaccessible  from  the  elevator 
car. 

Exception :  The  contact  shall  not  prevent  the  movement  of 
the  car  when  the  emergency  release  is  in  temporary  use  or  when  the 
car  is  being  moved  by  a  car-leveling  device. 

Sec.   C-218— EMERGENCY   RELEASE: 

(a)  The  emergency  release  control  shall  be  in  the  car,  plainly 
visible  to  the  occupants  of  the  car  and  reasonably,  but  not  easily, 
accessible  to  the  operator. 

(b)  To  operate  the  car  under  emergency  conditions  it  shall  be 
necessary  for  the  operator  to  break  a  glass  cover  protecting  the 
emergency  release  and  to  hold  the  emergency  release  in  operating 
position.  The  emergency  release  shall  be  so  constructed  and  in- 
stalled that  it  cannot  be  readily  tampered  with  or  "plugged"  in  the 
operating  position.      (See  Section  C-421.) 

(c)  Rods,  connections  and  wiring  used  in  the  operation  of  the 
emergency  release,  that  are  accessible  from  the  car,  shall  be  enclosed 
to  prevent  being  tampered  with  readily. 

Sec.  C-219— CAR-LEVELING  DEVICE: 

Rules  governing  the  construction  and  operation  of  car-leveling 
devices  will  be  promulgated  when  these  devices  are  more  fully  de- 
veloped. 

Sec.  C-220— HOISTWAY  DOORS  FOR  PASSENGER  ELE- 
VATORS: 

(a)  No  automatic  fire  door,  the  functioning  of  which  is  depend- 
ent on  the  action  of  heat,  shall  lock  any  landing  opening  in  the 
hoistway  enclosure  of  any  passenger  elevator  nor  any  exit  leading 
from  any  hoistway  landing  door  to  the  outside  of  the  building 

(b)  Landing  openings  in  passenger  elevators  hoistway  en- 
closures shall  be  protected  by  sliding  doors,  combination  sliding  and 
swinging  doors  or  by  swinging  doors.  See  Section  A-415,  rule  E 
to  rule  R  inclusive. 

(c)  The  distance  between  the  hoistway  side  of  the  landing  door 
opposite  the  car  opening  and  the  hoistway  edge  of  the  landing 
threshold,  shall  be  not  more  than  four  (4)  inches.  If  the  door  slides 
in  two  (2)  or  more  sections,  the  four  (4)  inch  dimension  applies  to 
that  section  which  closes  against  the  door  jamb. 
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No  hardware,  except  that  required  for  interlocking  indicator  and 
signal  devices,  shall  project  into  the  hoistway  beyond  the  line  of  the 
landing  threshold.  The  lower  edge  of  the  interlocking  devices  shall 
be  beveled  as  required  in  Section  C-211,  rule  F. 

(d)  Hoistway-door  interlocks  which  conform  to  Section  216 
shall  be  used  on  the  hoistway  doors  of  power  passenger  elevators. 

(e)  Provision  shall  be  made  to  render  the  car  operative  inde- 
pendent of  the  position  of  the  landing  doors,  in  case  of  fire,  panic, 
or  other  emergency,  by  means  of  an  emergency  release  conforming 
to  Section  218. 

(f )  Hoistway  doors  for  hand  passenger  elevators  shall  be 
equipped  with  interlocks,  unless  (1)  hoistway  gates  which  close 
when  the  car  leaves  the  landing  are  installed  in  addition  to  the  hoist- 
way doors;  or  (2)  the  hoistway  door  is  made  in  two  (2)  parts  one 
above  the  other „  the  lower  part  extending  not  less  than  thirty  (30) 
inches  above  the  floor  and  arranged  to  be  opened  only  after  the 
upper  part  has  been  opened. 

(g)  Ho'stway  doors  shall  be  arranged  to  be  opened  by  hand 
from  the  hoistway  side,  except  when  locked  "out  of  service."  Neither 
the  main  exit  doors  nor  the  doors  at  the  lower  terminal  landing  shall 
be  locked  "out  of  service"  while  the  elevator  is  in  operation. 

(h)  If  the  entire  control  or  a  power  passenger  elevator  is 
located  on  the  car,  the  hoistway  doors  shall  be  so  arranged  that 
they  cannot  be  opened  from  the  landing  side,  except  by  a  key  or  a 
special  mechanism.  If  the  control  is  not  locked  entirely  on  the  car, 
the  hoistway  doors  shall  be  so  arranged  that  unless  the  car  is  at  the 
landing,  the  doors  cannot  be  opened  from  the  landing  side  except  by 
a  key  or  a  special  mechanism. 

(i)  The  landing  doors  of  a  passenger  hand  elevator  enclosure 
may  be  opened  from  the  landing  side  of  the  door  and 

(1)  The  openings  are  equipped  with  gravity  clos- 
ing gates  extending  to  the  floor;  or  (2)  If  the  hoistway  door 
is  made  in  two  (2)  parts,  one  above  the  other,  the  lower 
part  extending  not  less  than  thirty  (30)  inches  above  the 
floor  and  arranged  to  be  opened  only  after  the  upper  part 
has  been  opened  or  (3)  The  landing  door  is  equipped  with 
two  (2)  spring  locks  or  latches,  one  (1)  located  not  less  than 
six   (6)   feet  above  the  floor. 

(j)  Provision  shall  be  made  for  opening  all  landing  doors  from 
the  landing  side  by  means  of  a,  key  or  a  special  mechanism. 

(k)  Landing  doors  for  passenger  elevators  shall  be  so  ar- 
ranged that  it  is  not  necessary  to  reach  back  of  any  panel,  jamb 
or  sash  to  operate  them. 

Sec.  C-221— HOISTWAY  DOORS  AND  GATES  FOR  FREIGHT 
ELEVATORS: 

(a)  Landing  openings  in  freight-elevator  hoistway  enclosures, 
except  for  one-story  sidewalk  elevators,  shall  be  equipped  with  doors 
or  gates.  If  doors  are  used  they  shall  comply  with  the  fire-resist- 
ing requirements  for  doors  in  such  enclosures. 

Landing  openings  in  the  outside  wall  of  a  building  shall  be 
equipped  with  doors  complying  with  the  fire-resisting  requirements 
for  doors  in  such  walls. 

(b)  Hoistway  doors  or  gates  shall  withstand  a  force  of  seventy- 
five  (75)  pounds  applied  perpendicularly  to  the  door 'or  gate  at  any 
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point    without    permanent    deformation    and    without    being    sprung 
from  their  guides. 

(c)  Hoistway  gates  made  of  grille,  lattice  or  other  openwork 
shall  reject  a  ball  two   (2)   inches  in  diameter. 

(d)  Gates  shall  extend  from  the  landing  threshold  to  a  height 
of  at  least  sixty-six  (66)  inches  when  closed,  unless  lack  of  head- 
room makes  gates  of  this  height  impracticable.  Nails  shall  not  be 
used  in  wooden  gates. 

The  openings  between  the  slats  or  bars  of  such  gates  shall  be 
not  more  than  two  (2)  inches  in  width  except  of  that  on  the  side 
where  the  operating  cable  is  operated,  an  opening  may  be  made 
sufficiently  large  to  allow  for  the  operation  of  the  cable.  The  bot- 
tom cross  slat  of  the  gate  shall  come  to  within  two  (2)  inches  of 
the  floor  when  the  gate  is  down  or  to  within  six  (6)  inches  of  the 
floor  when  the  platform  is  equipped  with  a  covering  as  herein  pro- 
vided for.  In  this  case  the  gates  shall  be  not  less  than  forty-two 
(42)  inches  high,  and — except  top  landing  gates  for  elevators  operat- 
ing through  automatic  hatch  covers  shall  be  set  back  at  least  twelve 
(12)  inches  from  the  landing  threshold  and  the  car  shall  be  pro- 
vided on  landing  sides  with  warning  chains  suspended  from  the 
car  platform. 

Where  lack  of  headroom  precludes  a  standard  gate  at  the  low- 
est landing,  the  bottom  rail  of  the  gate  may  be  placed  not  more  than 
eighteen   (18)   inches  above  the  floor. 

Warning  chains  shall  be  not  less  than  three  (3)  feet  long  and 
spaced  not  more  than  six  (6)  inches  apart.  They  shall  be  of  wire 
not  smaller  than  No.  7  Steel  Wire  Gauge  (0.177  in.  diam.),  and 
fastened  to  wood  sills  or  cleats  with  one  (1)  inch  staples. 

(e)  Collapsible  gates  are  not  recommended,  but  if  used  shall  be 
so  made  and  guarded  as  to  prevent  accidents  due  to  shear.  Nails 
shall  not  be  used  in  wooden  gates 

(f)  The  hoistway  doors  or  gates  for  freight  elevators  and 
locks  except  when  semi-  or  full-automatic  gates  or  doors  are  used. 
Interlocks  and  electric  contacts  shall  conform  to  the  requirements 
of  Rules  C-216  and  C-217,  respectively. 

(g)  Provisions  shall  be  made  to  render  the  car  operative  in- 
dependent of  the  position  of  the  landing  doors  in  case  of  fire,  panic 
or  other  emergency,  by  means  of  an  emergency  release  conforming  to 
Rule  C-218. 

(h)     Semi-  or  full-automatic  gates  shall  move  in  guides. 

(i)  Terminal  and  intermediate  landing  openings  of  elevators 
operating  at  a  speed  of  not  in  excess  of  seventy-five  (75)  feet  per 
minute,  and  designed  for  carrying  automobiles  and  trucks,  may  be 
provided  with  full  automatic  doors  or  gates. 

(j)  Hoistway  doors  or  gates  closed  by  gravity  and  not  by 
direct  motion  of  the  car  shall  be  permitted  only  if  the  car  speed  does 
not  exceed  seventy-five   (75)   feet  per  minute. 

(k)  Semi-automatic  gates  or  doors  of  power  elevators  shall  be 
provided  with  a  locking  device  which  will  prevent  the  normal  open- 
ing of  the  gate  or  door  unless  the  car  floor  is  at  or  near  the  landing. 

(1)  A  sign  shall  be  placed  on  the  landing  side  of  all  freight 
elevators  that  are  equipped  with  automatic  fire  or  trap  doors  as 
follows : 
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NEVER  USE  THIS   ELEVATOR  IN   CASE   OF  FIRE;   USE 
THE  STAIRWAY 
in  letters  two  (2)  inches  high  of  metal  or  other  durable  material. 
Sec.  C-222— DOORS  AT  DUMBWAITER  LANDINGS: 

(a)  Landing  openings  in  dumbwaiter  hoistway  enclosures,  ex- 
cept at  the  upper  terminal  landing  of  "under-counter"  dumbwaiters 
serving  only  two  (2)  adjacent  floors  shall  be  equipped  with  gates  or 
doors,  unless  the  bottom  of  the  opening  is  not  less  than  thirty  (30) 
inches  above  the  floor. 

(b)  The  upper  terminal  landing  opening  of  "under-counter" 
dumbwaiters  serving  more  than  two  (2)  adjacent  floors  shall  be 
provided  with  approved  means  to  guard  persons  from  falling  down 
the  hoistway. 

(c)  Landing  doors  of  power  dumbwaiters  serving  two  (2) 
adjacent  floors  may  be  counter  weighted  to  remain  open  if  the  bot- 
tom of  the  floor  is  not  less  than  eighteen  (18)  inches  above  the  floor. 

(d)  Landing  openings  for  "button-control"  dumbwaiter  hoist- 
ways  serving  more  than  two  (2)  landings  shall  be  protected  with 
gates  or  doors  equipped  with  electric  contacts  which  prevent  the 
operation  of  the  machine  while  any  hoistway  gate  or  door  is  open. 

(e)  If  the  bottom  of  the  opening  is  large  enough  to  be  mis- 
taken for  a  door  to  a  room,  the  landing  door  shall  be  in  two  (2) 
parts,  one  (1)  above  the  other,  the  lower  part  extending  not  less 
than  thirty  (30)  inches  high  above  the  floor,  arranged  to  be  opened 
only  after  the  upper  part  has  been  opened,  except  where  approved 
gates  which  close  when  the  car  leaves  the  landing  are  installed  in 
addition  to  the  landing  doors. 

(f)  Landing  openings  of  power  dumbwaiters  hoistways  serv- 
ing three  (3)  or  more  floors  shall  be  provided  with  fire-resisting  gates 
or  doors  conforming  to  the  requirements  specified  in  Section  C-201, 
rule  A  and  Section  A-415. 

Sec.  C-223— LIGHTING  AT  LANDINGS: 

(a)  When  the  car  of  a  power  elevator  is  in  service  at  the 
landing,  the  landing  edges  of  the  threshold  and  car  platform  shall 
be  plainly  visible.  The  minimum  allowable  illumination  on  car  floor 
and  landing  threshold  shall  be  0.75  foot-candle. 

Note:  This  illumination  is  approximately  that  given  by  a  forty 
(40)  watt  metallic-filament  lamp  with  a  plain  glass  globe  placed 
seven  (7)  feet  three  (3)  inches  from  the  landing  edge  of  the  car 
platform  or  of  a  sixty  (60)  watt  lamp  of  the  same  type  placed  nine 
(9)   feet  from  the  landing  edge. 

Sec.  C-224— LANDING  FLOORS  FOR  PASSENGERS  AND 
FREIGHT  ELEVATORS: 

(a)  The  door  saddle  shall  'be  constructed  and  maintained  so 
that  persons  will  not  readily  slip  thereon. 

(b)  If  there  is  a  railroad  track  upon  any  elevator  landing,  the 
tops  of  the  rails  shall  be  flush  with  the  floor  for  a  distance  of  six  (6) 
feet  from  the  threshold. 

Sec.  C-225— MACHINE-ROOM  LOCATION: 

(a)  Elevator  machine  rooms  shall  be  provided  with  ample 
illumination. 

For  machine  rooms  located  in  the  penthouse,  see  Section  C-204. 

(b)  Power-elevator  machines  shall  be  surrounded  by  substantial 
approved  grille  work  or  other  enclosure  unless  located  in  machine, 
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engine  or  pump  rooms  in  charge  of  an  attendant  or  secure  against 
unauthorized  access. 

Sec.  C-226— ACCESS  TO  MACHINERY: 

(a)  Safe  and  convenient  access  shall  be  provided  to  power- 
elevator  machinery.  This  access  shall  be  exterior  to  and  independ- 
ent of  the  hoistway  or  car.  If  the  parts  are  located  on  or  over  a 
platform  at  the  top  of  the  hoistway,  access  shall  be  above  the  level 
of  the  platform,  if  practicable.     (See  Section  A-415.) 

(b)  Exposed  gears,  belts  and  other  moving  parts  of  elevator 
machinery  shall  be  guarded  in  accordance  with  the  standards  as 
recommended   by    Commissioner    of   Building's. 

(c)  When  double-belted  elevator  machines  are  hung  from  ceil- 
ings, roofs  or  mezzanines,  a  working  platform  extending  not  less 
than  eighteen  (18)  inches  beyond  the  general  contour  of  the  machine 
shall  be  provided  underneath  the  machine  between  the  floor  when  the 
supporting  beam  is  ten   (10)   feet  six   (6)   inches  or  more. 

The  distance  between  the  under  side  of  this  platform  and  the 
floor  shall  be  not  less  than  six  (6)  feet,  six  (6)  inches,  and  the 
distance  between  the  under  side  supporting  beams  and  the  platform 
shall  be  not  less  than  five  (5)  feet,  six  (6)  inches  from  the  support- 
ing beams  when  the  distance  from  the  supporting  beams  and  the 
floor  is  more  than  twelve    (12)   feet. 

This  platform  shall  be  capable  of  sustaining  a  concentrated  load 
of  three  hundred  (300)  pounds  per  square  foot,  and  provided  with 
handrails  and  access  ladder. 

DIVISION  C— PART  THREE 

POWER  PASSENGER  ELEVATORS 

Sec.   C-301— CAR  AND   ENCLOSURE   CONSTRUCTION: 

(a)  Power  passenger-elevator  car  enclosures  shall  not  deflect 
more  than,  one-quarter  (1/4)  inch  if  subjected  to  a  force  of  seventy- 
five  (75)  pounds  applied  at  any  point  perpendicular  to  the  en- 
closure. The  car  enclosure  shall  be  secured  to  the  car  floor  and 
sling  in  such  a  manner  that  it  cannot  work  loose  or  become  dis- 
placed in  ordinary  service. 

(b)  Power  passenger-elevator  cars  shall  have  steel  slings 
designed  with  a  factor  of  safety  of  at  least  six  (6)  based  on  the 
rated  load  uniformly  distributed,  except  that  elevators  in  private 
residences  and  elevators  of  the  plunger  type  which  are  not  provided 
with  counter-weights  need  not  comply  with  the  requirements  of  this 
paragraph. 

(c)  Except  for  a  cable  anchorage  no  cast  iron  in  tension  shall 
be  used  for  a  suspension  member  of  any  car  sling.  Plunger  heads 
shall  be  of  steel  when  subject  to  tension. 

(d)  Elevator  cars  shall  be  lighted  at  all  times  when  in  use. 
Electric  light  shall  be  used  if  current  is  available.  The  intensity  of 
illumination  shall  be  not  less  than  0.75  foot-candly  at  the  landing 
edge  of  the  car  platform. 

Note :  This  illumination  is  approximately  that  given  by  a  forty 
(40)  watt  metallic-filament  lamp  with  a  plain  glass  globe  placed 
seven  (7)  feet  three  (3)  inches  from  the  landing  edge  of  the  car 
platform  or  of  a  sixty  (60)  watt  lamp  of  the  same  type  placed  nine 
(9)  feet  from  the  landing  edge. 

(e)  No  glass  shall  be  used  in  elevator  cars  except  to  cover  certifi- 
cates, lighting  fixtures  and  appliances  for  the  operation  of  the  car. 
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Note:  It  is  recommended  that  no  piece  of  glass  exceed  one  (1) 
square  foot  in  area. 

Sec,  C-302— CAR  COMPARTMENTS: 

(a)  No  passenger-elevator  car  except  mine  elevators  shall  have 
more  than  one   (1)   compartment. 

Sec.  C-303— CAR  ENCLOSURES: 

(a)  Cars  for  passenger  elevators  shall  be  enclosed  at  sides  and 
top,  except  the  openings  necessary  for  entrance  or  exit.  An  emerge 
ency  exit  is  not  considered  a  car  opening. 

(b)  The  car  enclosure  shall  be  solid  from  the  car  platform  up 
to  at  least  six  feet  in  height,-  the  remainder  either  "openwork"  or 
solid,  may  be  of  metal  or  wood. 

If  of  "openwork"  it  shall  reject  a  ball  two  (2)  inches  in 
diameter.  If  the  openings  are  larger  than  one-half  (%)  inch  square 
they  shall  be  covered  with  wire  netting  of  not  more  than  one-half 
inch  square  mesh  and  of  wire  not  smaller  than  No.  20  Steel  Wire 
Gauge  (0.0348  in.  diam.N  to  a  height  of  at  least  six  (6)  feet  from  the 
car  floor. 

(c)  No  passenger-elevator  car  shall  have  more  than  two  (2) 
entrances. 

(d)  Power  passenger-elevator  cars  shall  be  provided  with  an 
emergency  exit  in  the  top  of  the  car.  This  exit  shall  be  not  less 
than  sixteen  (16)  inches  wide  and  not  less  than  four  hundred  (400) 
square  inches  in  area.  If  there  is  an  elevator  in  an  adjacent  hoist- 
way  without  intervening  enclosures  and  the  vertical  distance  be- 
tween any  two  (2)  consecutive  landing  openings  exceeds  thirty  (30) 
feet,  there  shall  be  provided  in  addition  to  the  top  exit  an  emergency 
side  exit  to  the  adjacent  car. 

(e)  A  car  door  or  gate  shall  be  provided  at  each  entrance  to 
power  passenger  cars  and  each  door  or  gate  shall  be  provided  with 
car-gate  electric  contacts. 

Exception:  "Button-control"  elevators  may  be  operated  with  an 
open  gate  if  there  is  no  passenger  in  the  car. 

(fy  Automatic  Push  Button  Control  Elevator  Cars.  All  auto- 
matic push  button  control  elevator  cars  shall  be  provided  with  a 
sliding  door  at  the  entrance  of  such  car  which  shall  be  equipped 
with  an  electric  interlocking  switch  which  will  prevent  the  car  from 
moving  until  said  door  is  closed. 

(g)  The  car  gate  of  passenger  elevators  shall  be  so  placed 
in  the  car  that  there  is  at  least  a  space  of  six  (6)  inches  of  car 
side  wall  between  the  car  door  opening  and  either  adjacent  corner  of 
the  car. 

Exception:     Elevator  cars  with  an  inner  gate  or  car  gate  which 
must  close  in  order  to  operate  the  car,  as  in  push  button  type  cars. 
Sec.  C-304— CAR  COUNTERBALANCING  ONE  ANOTHER: 

(a)  Passenger-elevator  cars  shall  not  be  arranged  to  counter 
balance  one  another. 

Sec.  C-305— PLATFORM  ELEVATORS: 

(a)  Platform  elevators  used  for  passenger  service  shall  con- 
form to  the  requirements  of  power  passenger  elevators. 

Sec.  C-306— CAR  SAFETIES  AND  SPEED  GOVERNORS: 
(a)     Passenger  elevators  suspended  by  cables  shall  be  provided 

with    a   "safety"    attached    to    the    underside    of   the    car    sling    and 

capable  of  stopping  and  sustaining  the  car. 


August  19, 1925]  city  of  Indianapolis,  inl  733 


The  "safety"  shall  be  so  constructed  that  if  applied  it  cannot 
decrease  its  retarding  force  until  the  car  has  stopped  and  that  no 
decrease  in  the  tension  of  the  governor  cable  or  motion  of  the  car  or 
counterweight  in  the  descending  direction  shall  release  the  "safety". 

(b)  For  elevators  having  a  speed  in  excess  of  twenty  (20) 
feet  per  minute,  the  "safety"  shall  be  operated  by  a  down  speed 
governor.  The  "safety"  shall  be  designed  so  that  the  retardation  of 
the  car  shall  not  exceed  64.4  feet  per  second. 

Note:  For  retardation  between  car  speed  and  stopping  distance 
at  above  retardation,  see  Fig.  2. 

(c)  The  speed  governor  shall  be  "set"  to,  cause  the  application 
of  the  "safety"  before  the  speed  of  the  descending  car  exceeds  the 
maximum  tripping  speed  given  in  Fig.  1,  corresponding  tot  the  rated 
car  speed. 

No  "car  cafety"  shall  be  permitted  for  stopping  an  ascending  car. 
If  a  "safety"  is  used  to  stop  an  ascending  car,  the  "safety"  shall  be 
applied  to  the  counterweight. 

(d)  The  governor  shall  be  located  where  it  cannot  be  struck 
by  the  car  in  case  of  overtravel. 

(e)  The  motor  circuit  and  the  brake-control  circuit  shall  be 
open  before  or  at  the  time  the  governor  trips. 

(f)  The  governor  cable  shall  be  of  iron,  steel  or  phosphor 
bronze.  The  cable  shall  be  not  less  than  three-eighths  ( % )  inch  in 
diameter. 

(g)  The  arc  of  contact  between  the  governor  rope  and  the 
driving  sheave  shall,  in  conjunction  with  a  tension  device,  provide 
sufficient  traction  to  cause  proper  operation  of  the  governor. 

(h)  Elevators  having  winding-drum  machines  shall  be  pro- 
vided with  a  "slack-cable"  device  which  will  cut  off  the  power  and 
stop  the  elevator  machine  if  the  car  is  obstructed  in  its  descent. 

(i)  No  car  "safety"  which  depends  on  the  completion  or 
maintenance  of  an  electric  circuit  for  the  application  of  the  "safety" 
shall  be  used.     Car  "safeties"  shall  be  applied  mechanically. 

(j)  The  gripping  surfaces  of  car  or  counterweight  "safeties" 
shall  not  be  used  to  guide  the  car  or  counterweights. 

(k)  A  pawl  and  ratchet  shall  not  be  considered  a  sufficient 
safety  device. 

(1)  The  car  and  counterweights  shall  respectively  be  brought 
to  rest  on  the  bumpers  or  buffers  before  the  counterweights  or  car 
pass  their  limits  of  over-travel  at  the  top  of  the  hoistway. 

Sec.  C-307— CAR-SAFETY  TESTS: 

(a)  A  rated-capacity  test  under  the  supervision  of  a  designated 
authority  and  in  presence  of  the  Commissioner  of  Buildings  or  his 
authorized  assistants  shall  be  made  of  every  new  elevator  before  the 
elevator  is  placed  in  regular  service. 

(b)  Every  installation  of  a  "safety"  designed  to  sustain  the 
car  shall  be  tested  with  the  rated  load  on  the  car. 

(c)  The  application  of  the  "safety"  by  a  speed  governor  shall 
be  obtained  by  causing  the  car  to  descend  at  the  governor  tripping 
speed  corresponding  to  the  rated  speed  of  the  car  as  indicated  in 
Fig.  1. 

(d)  With  alternating  current  machines  when  the  car  and  rated 
load  are  not  sufficient  to  overhaul  the  machine  at  the  governor  trip- 
ping speed,  the  governor  may  be  tripped  by  hand. 
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Sec.     C-308— CAPACITY  AND   LOADING: 

(a)  The  minimum  carrying  capacity  of  a  power  passenger 
elevator,  shall  be  seventy-five  (75)  pounds  per  square  foot  of  plat- 
form area  inside  the  car  enclosure. 

(b)  A  metal  plate  shall  be  fastened  in  a  conspicuous  place  in 
the  car  and  shall  bear  the  following  information  in  not  less  than 
one-fourth  (*&)■  inch  letters  or  figures  stamped  in,  etched  or  raised 
on  the  surface  of  the  plate. 

(1)  The  rated  capacity  of  the  elevator  in  pounds, 

(2)  The  maximum  number  of  passengers  to  be  carried, 
based  on  one  hundred  and  fifty  (150)  pounds  per  person. 

(3)  The  rated  speed  in  feet  per  minute  at  which  the 
elevator  is  designed  to  operate. 

(4)  The  cable  data  required  by  Section  C-317,  rule  C. 

(c)  No  passenger  elevator  shall  be  used  for  carrying  safes  or 
other  concentrated  loads  greater  than  the  rated  capacity  of  the 
elevator,  unless  the  elevator  is  provided  with  a  "safe-hoisting"  at- 
tachment designed  for  the  "safe-lift"  load.  The  car  platform,  car 
slings,  sheaves,  shafts  and  cables  shall  be  designed  for  the  "safe- 
lift"  load  with  a  factor  of  safety  of  not  less  than  five  (5).  The 
car  "safeties"  for  this  type  of  elevator  need  not  be  designed  to  hold 
the  "safe-lift"  load. 

(d)  Passenger-elevator  cars  used  for  carrying  safes  or  other 
concentrated  loads  shall  be  provided  with  a  "locking  device"  which 
will  hold  the  car  at  any  landing  independently  of  the  hoisting  cables 
while  the  safe  or  other  object  is  being  loaded  or  unloaded. 

Sec.  C-309— COUNTERWEIGHTS: 

(a)  Counterweights  shall  run  in  guides. 

(b)  If  two  (2)  counterweights  run  in  the  same  guides  the 
car  counterweight  shall  be  above  the  machine  counterweight  and 
there  shall  be  a  clearance  of  not  less  than  eight  (8)  inches  between 
the  counterweights. 

(c)  If  an  independent  car  counterweight  is  used,  it  shall  not 
be  of  sufficient  weight  to  cause  undue  slackening  in  any  of  the 
cables  during  acceleration  or  retardation  of  the  car. 

(d)  Counterweight  sections,  whether  carried  in  frames  or  not, 
shall  be  secured  by  at  least  two  (2)  tie  rods  passing  through  holes 
in  the  sections.  The  tie  rods  shall  have  lock  nuts  at  each  end,  the 
lock  nuts  being  secured  by  cotter  pins. 

Sec.  C-310— CAR  AND  COUNTERWEIGHT  BUMPERS  OR 
BUFFERS: 

(a)  Car  bumpers  or  buffers  shall  be  installed  in  the  pits  under 
power  passenger  or  freight  elevators,  where  the  speed  is  more  than 
fifty  (50)  feet  per  minute.  Spring  bumpers  or  their  equivalent 
may  be  used  with  elevators  having  a  speed  not  exceeding  two  hundred 
and  fifty   (250)   feet  per  minute. 

Oil  buffers  or  their  equivalent  shall  be  used  with  elevators  hav- 
ing a  speed  greater  than  two  hundred  and  fifty  (250)  feet  per 
minute. 

(b)  The  spring  bumpers  or  oil  buffers  shall  be  designed  to 
cause  a  retardation  of  the  car  not  in  excess  of  64.4  feet  per  second 
per  second : 

(1)  When  descending  with  one    (1)    person  in  the  car 
at  rated  car  speed,  and 

(2)  With  fully  loaded  car  at  governor  tripping  speed. 
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(See  figures  one  (1)  and  two  (2). 

Exception:  For  plunger  elevators  the  bumpers  or  buffers  shall 
stop  the  fully  loaded  car  at  the  maximum  operating  speed. 

(c)  Bumpers  or  buffers  shall  be  located  symmetrically  with 
reference  to  the  center  of  the  car. 

(d)  Adequate  provision  in  the  design  of  plunger  elevators  shall 
be  made  to  stop  the  plunger  as  well  as  the  car. 

(e)  Counterweight  bumpers  or  buffers  shall  be  installed  under 
the  counterweights  of  passenger  elevators. 

Sec.  C-311— GUIDE  RAILS: 

(a)  Car  and  counterweight  guide  rails  of  passenger  elevators 
shall  be  of  steel,  except  for  elevators  having  a  travel  of  not  more 
than  one  hundred    (100)    feet  per  minute. 

Note:  It  is  recommended,  however,  that  steel  guide  rails  be 
used  for  all  power  passenger  elevators. 

Where  the  use  of  steel  rails  presents  an  accident  hazard  as  in 
chemical  or  explosive  factories,  wood  guide  rails  may  be  used  for 
any  rise  or  car  speed. 

(b)  Guide  rails,  particularly  where  in  contact  with  the  guide 
shoes  when  the  car  is  at  the  landing,  shall  be  securely  fastened  with 
iron  or  steel  brackets  (or  their  equivalent)  of  such  strength,  design 
and  spacing  that  the  guide  rails  and  their  fastenings  shall  not 
deflect  more  than  one-fourth   ( Vi )   inch  under  normal  operation. 

They  shall  withstand  the  application  of  the  "safety"  when  stop- 
ping a  fully  loaded  car  or  the  counterweight.  The  guiding  surfaces 
of  the  guide  rails  upon  which  "safeties"  operate  shall  be  finished 
smooth  and  the  joints  shall  be  tongued  and  grooved  or  doweled. 

Guide  rails  and  their  fastenings  shall  be  secured  in  position  by 

clips  or  through  bolts  of  not  less  than  the  following  sizes: 

6y2  and  7 V2 -lb.  rails.    y2-In.  bolts 

14  m       »        " z/&    »       » 

30  "     "     !"!"I"!"!!I""!!"""!"!""!!"!"!!"!!Z!!!""!%  "     » 

The  guide  rails  shall  be  "bottomed"  on  suitable  supports  and  ex- 
tended at  the  top  to  prevent  guide  shoes  running  off  in  case  the 
overtravel  is  exceeded. 

Cast  iron  shall  not  be  used  for  guide  rails. 

(c)  The  weight  of  steel  guide  rails  shall  be  not  less  than  given 
in  Table  three   (3). 

The  size  of  wood  guide  rails  shall  be  not  less  than  given  in 
table  four  (4).     (See  rule  A  above.) 

TABLE  3 
WEIGHT  PER  LINEAL  FOOT  OF  EACH  GUIDE  RAIL 

Total    weight    of     Car  Minimum  Minimum  weight  of  each  counter- 
and  Load :  Total  weight      weight  weight  Guide  Rail 

of   Counterweights   per         of  (lb.) 

pair   of  rails.  each  With  Without   Guide 

(lb.)  Car   Guide        Guide  Rail   Safeties 

To  and  Rail  Rail  Roping  Roping 

Above  Including        (lb.)  Safeties         1  to  1  2  to  1 

o  4000         7  y2  7  y2  6  y2  6  y2 

4000       15000     14        14       7  %      7  y2 
15000      40000     30        30       7  %      14 
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TABLE   4 
SIZE   OF  WOOD   GUIDE   RAILS 
Total  weight  of  Car  and  Load  per 

Pair  of  Maple  Guide  Rails  Size  of  each  Guide 

(lb.)  Strip  in  Inches. 

Above  To  and  including 

0  5,000  2     x2V2 

5000  8,000  2%x3 

(d)  When  practicable  but  one  (1)  pair  of  car  guide  rails  shall 
be  used  for  passenger  elevators. 

When  more  than  two  (2)  car  guide  rails  are  used,  the  car 
"safety"  shall  be  so  constructed  and  adjusted  as  to  maintain  the  car 
floor  substantially  level  when  the  "safety"  operates. 

Sec.  C-312— MACHINES  AND  MACHINERY: 

(a)  Drums  and  leading  sheaves  shall  be  of  cast  iron  or  steel, 
and  shall  have  finished  grooves.  U-grooves  shall  be  not  more  than 
one-sixteenth   (1/16)   inch  larger  than  the  cables. 

(b)  The  factors  of  safety  based  on  the  static  loads  (the  rated 
load  plus  the  weight  of  the  car,  cable,  counterweight,  etc.)  to  be 
used  in  the  design  of  elevator  machines  shall  be: 

Eight  (8)  for  wrought  iron  or  wrought  steel. 

Ten  (10)  for  cast  iron,  cast  steel  and  other  materials. 

(c)  Set-screw  fastenings  shall  not  be  used  in  lieu  of  keys  or 
pins. 

(d)  No  friction  gearing  nor  clutch  mechanism  shall  be  used 
for  connecting  the  drums  or  sheaves  to  the  main  driving  gear. 

(e)  No  belt,  nor  chain-driven  machine  shall  operate  any 
passenger  car. 

(f)  Worm  gears  having  cast-iron  teeth  shall  not  be  used  for 
passenger  elevator  machines. 

(g)  Winding  drum  and  traction  machines  for  passenger  eleva- 
tors shall  be  equipped  with  brakes  which  are  applied  automatically 
by  springs  or  gravity  when  the  control  is  at  the  stop  posi- 
tion. Electric  passenger  elevator  machines  shall  be  equipped  with 
electrically  released  brakes. 

Exception:  When  the  rated  load  will  not,  within  the  limits  of 
travel,  accelerate  the  car  speed  above  one  hundred  and  fifty  (150) 
per  cent  of  rated  speed,  the  brakes  shall  not  be  released  until  power 
has  been  applied  to  the  motor. 

(h)  Under  normal  operating  conditions  the  action  of  the  brake 
magnet  shall  not  be  retarded  by  any  motorfield  discharge  or  counter- 
voltage  nor  by  any  single  ground  or  short  circuit. 

Sec.  C-313— HYDRAULIC  MACHINES: 

(a)  Hydraulic  elevator  machines,  whether  of  the  vertical  or 
horizontal  type,  shall  be  so  constructed  and  so  roped  that  the  piston 
will  be  stopped  before  the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring  the  piston  to  rest 
under  full  pressure,  without  causing  damage  to  the  cylinder  or 
cylinder  heaa. 

(b)  The  traveling  si  eaves  for  vertical  hydraulic  elevators  shall 
be  guided.     The  guide  rails  and  guide  shoes  shall  be  of  metal. 

(c)  The  side  frames  of  traveling  sheaves  for  vertical  hydraulic 
elevators  shall  be  either  of  structural  or  forged  steel.. 
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The  construction,  commonly  known  as  the  "U"  strap  connec- 
tion shall  not  be  used  between  the  piston  rods  and  the  traveling 
sheaves. 

(d)  Where  more  than  one  (1)  piston  rod  is  used  on  the  vertical 
pulling  type,  an  equalizing  crosshead  shall  be  provided  for  attach- 
ing the  rods  to  the  traveling  sheave  frame,  to  insure  an  equal  dis- 
tribution of  load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under  the  piston  rod 
nuts  to  insure  a  true  bearing. 

(e)  Cylinder  or  hydraulic  elevator  machines  shall  be  provided 
with  means  for  releasing  air  or  other  gas. 

(f)  Piston  rods  of  tensio'i  type  hydraulic  elevators  shall  have 
a  factor  of  safety  of  not  less  than  eight  (8),  based  on  the  cross 
sectional  area  at  the  root  of  the  thread.  A  true  bearing  shall  be 
maintained  under  the  nuts  at  both  ends  of  the  piston  rod  to  prevent 
eccentric  loading  on  the  rods. 

(g)  The  outlet  of  pressure  tanks  shall  be  located  to  prevent 
the  probability  of  the  entrance  of  air  or  other  gas  into  the  elevator 
cylinder. 

(h)  Automatic  stop  valves  for  elevators  shall  be  packed  with 
cup  leathers,  or  other  means  shall  be  used  to  prevent  sticking  of  the 
valve  stems. 

(i)  Each  pump  connected  to  the  pressure  tank  of  a  hydraulic 
passenger  elevator  shall  be  equipped  with  a  relief  valve,  so  installed 
that  it  cannot  be  shut  off.  The  relief  valve  shall  be  of  sufficient  size 
and  so  set  as  to  pass  the  full  capacity  of  the  pump  at  full  speed 
without  exceeding  the  safe  working  pressure  of  the  pump  or  tank. 
The  relief  valve  shall  be  piped  to  discharge  into  the  discharge  tank 
or  pump  section.  Two  (2)  or  more  relief  valves  may  be  used  to 
obtain  the  capacity. 

(j)  Elevator  pumps  unless  equipped  with  pressure  regulators 
which  control  the  motive  power,  shall  be  equipped  with  automatic 
by-passes. 

(k)  Pressure  tanks  shall  be  tested  and  approved  by  the  Com- 
missioner of  Buildings. 

(1)  Each  pressure  tank  shall  be  provided  with  a  water  gage 
glass,  having  brass  fittings  and  valves,  attached  directly  to  the  tank 
and  so  located  as  to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage  which  cor- 
rectly indicates  pressure  to  at  least  one  and  one-half  (l1/^)  times 
the  normal  working  pressure  allowed  in  the  tank.  This  gage  shall 
be  connected  to  the  tank  by  a  brass  or  other  non-corrodible  pipe  in 
such  a  manner  that  the  gage  cannot  be  shut  off  from  the  tank  ex- 
cept by  a  cock  with  a  "T"  or  lever  handle  (the  "T"  or  lever  set  in 
line  with  the  direction  of  the  flow.)  The  cock  shall  be  in  the  pipe 
near  the  gage. 

The  tank  shall  be  provided  with  a  one-quarter  (1/4)  inch  pipe- 
sized  valve  connection  for  attaching  an  inspector's  gage  while  the 
tank  is  in  service.  This  is  for  testing  the  accuracy  of  the  pressure 
gage. 

(m)  Pressure  tanks  that  may  be  subjected  to  vacuum  shall 
be  provided  with  one  or  more  vacuum  valves  to  prevent  collapse  of 
the  tanks. 
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(n)  Pressure  tanks  shall  be  so  located  and  supported  that  in- 
spection may  be  made  of  the  entire  exterior. 

(o)  Discharge  tanks  open  to  the  atmosphere  shall  be  so  de- 
signed that  when  completely  filled  the  factor  of  safety  shall  be  not 
less  than  four  (4),  based  on  the  ultimate  strength  of  the  material. 
Discharge  tanks  shall  be  covered  to  prevent  the  entrance  of  material 
and  shall  be  provided  with  a  suitable  vent  to  the  atmosphere. 

(p)  Hydraulic  elevators  operated  from  a  pressure  tank  where 
the  fluid  pressure  is  obtained  by  directly  admitting  steam,  air  or 
other  gas  to  the  tank  shall  comply  with  all  the  rules  covering 
hydraulic  elevators. 

Sec.  C-314— MACHINE  SAFETIES  AND  TERMINAL  STOPS: 

(a)  Power  passenger  elevators  shall  be  provided  at  each  end 
of  the  hoistway  with  at  least  two  (2)  independent  means,  exclusive 
of  the  manually  operated  car  control  (i.  e.,  the  car  switch,  push 
buttons,  handrope  or  lever  devices,  etc.),  to  automatically  stop  the 
car  within  the  limits  of  overtravel. 

Exception:      Hydraulic  elevators. 

Suitable  bumpers  or  buffers  will  be  considered  one  of  the  in- 
dependent means  required  by  this  rule  for  elevators  having  traction 
machines,  provided  that  when  the  car  or  counterweight  is  resting 
on  the  bumpers  or  buffers  there  is  insufficient  traction  to  raise  the 
counterweight  or  car. 

If  one  or  more  speeds  slower  than  full  speed  are  used,  the 
slow-down  device  shall  not  be  considered  one  of  the  independent 
means  of  stopping  required  by  this  rule. 

(b)  Hydraulic  elevators  shall  be  provided  with  an  independent 
automatic  means  for  gradually  stopping  the  car  at  the  upper  and 
lower  terminal  landings  independently  of  the  operator. 

If  the  speed  of  the  elevator  does  not  exceed  one  hundred  and 
fifty  (150)  feet  per  minute,  the  means  employed  may  operate  in 
combination  with  the  car  control  mechanism  and  the  main  operating 
valve. 

If  the  speed  of  the  elevator  exceeds  one  hundred  and  fifty 
(150)  feet  per  minute,  an  automatic  stop  valve  shall  be  provided 
for  this  purpose.  This  valve  shall  be  independent  of  the  main 
operating  valve  and  preferably  in  the  piping  between  the  main 
operating  valve  and  the  cylinder. 

Sec.   C-315— CONTROL: 

(a)  No  passenger  elevator  having  a  speed  greater  than  one 
hundred  (100)  feet  per  minute  shall  be  controlled  by  a  direct  hand 
operated  rope,  cable  or  rod. 

(b)  No  passenger  elevator  having  a  speed  greater  than  one 
hundred  and  fifty  (150)  feet  per  minute,  except  by  hydraulic 
elevators,  shall  be  controlled  by  a  rope  or  cable  operated  by  a 
wheel  or  lever  mechanism. 

(c)  Passenger  elevators  controlled  by  a  rope  or  cable  accessible 
from  the  outside  of  the  hoistway  shall  be  equipped  with  all  the 
safeguards  required  for  button  control  elevators. 

(d)  Overhead  tension  weight  for  handropes  shall  be  secured 
by  chains  attached  to  the  weights  and  to  a  suitable  anchorage. 

(e)  Guards  which  will  keep  the  handropes  on  the  sheaves  shall 
be  installed,  unless  means  are  used  to  maintain  the  handropes  in 
tension. 
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(f)  No  electric  circuit  having  a  nominal  voJtage  in  excess  of 
seven  hundred  and  fifty  (750)  volts  to  ground  shall  be  used  for  any 
power  passenger  elevator  control  system. 

(g)  The  handle  of  the  "car  switch"  controlled  elevators  shall 
be  arranged  to  return  to  the  "stop"  position  and  lock  there  auto- 
matically when  the  hand  of  the  operator  is  removed. 

The  directional  buttons  of  button-control  elevators  shall  be 
arranged  to  return  to  the  "open"  position  when  the  hand  of  the 
operator  is  removed. 

(h)  Electrically  driven  elevators  shall  have  an  emergency 
switch  adjacent  to  the  control  apparatus  on  the  car  to  cut  off  the 
source  of  power.  In  automatic  button-control  elevators  the  stop 
button  on  the  car  may  be  used  as  the  emergency  switch  if  it  is  a 
red  button  marked  "STOP". 

(i)  A  manually  operated  double-pole  "disconnecting"  switch 
shall  be  installed  in  the  main  line  of  electrically  controlled  elevator 
machines.  This  switch  shall  be  located  adjacent  to  and  visible  from 
the  elevator  machine.  No  provision  shall  be  made  to  close  the  dis- 
connecting switch  from  any  other  part  of  the  building. 

Note:  It  is  recommended  when  practicable  that  this  switch  be 
located  in  the  machine  room  at  the  lock-jamb  side  of  the  entrance 
door. 

(j)  The  breaking  of  a  circuit  to  stop  an  automatic  button 
control  elevator  shall  not  depend  on  the  operation  of  a  spring  or 
springs  nor  upon  the  completion  of  an  electric  circuit. 

(k)  The  frames  of  electric  elevator  apparatus  shall  be 
thoroughly  grounded.     Handropes  shall  also  be  grounded. 

(1)      Electric  "slack-cable"  switches  shall  be  enclosed. 

(m)  No  control  system  shall  be  used  which  depends  on  the 
completion  or  maintenance  of  an  electric  circuit  for  the  interrup- 
tion of  the  power,  for  the  application  of  electro  mechanical  brakes, 
for  the  operation  of  "safeties"  or  for  the  closing  of  a  contactor  by 
an  emergency  stop  button  except  that  this  paragraph  does  not  apply 
to  dynamic-braking  and  speed-control  devices. 

(n)  "Car-switch"  or  hand-lever  control  levers  shall  be  so  ar- 
ranged that  the  movement  of  the  lever  toward  the  car  gate  (which 
the  operator  usually  faces)  will  cause  the  car  to  descend  and  move- 
ment of  the  lever  away  from  the  gate  will  cause  the  car  to  ascend. 

(o)  On  mechanically  controlled  elevators  the  operation  of 
directional  switches  or  operating  valves  shall  not  depend  solely  upon 
cast  or  malleable  iron  chains.  If  a  handrope  is  used,  the  cable 
shall  be  securely  anchored  to  the  operating  sheave  or  drum. 

(p)  No  circuit  breaker  operated  automatically  by  a  fire  alarm 
system  shall  cut  off  either  the  power  or  the  control  from  a  passenger 
elevator. 

(q)  Automatic  button  control  elevators  shall  conform  to  the 
following  requirements : 

(1)  If  the  car  has  started  for  a  given  landing  no  im- 
pulse can  be  given  from  any  landing  to  send  the  car  in  the 
reverse  direction  until  the  car  has  reached  the  destination 
corresponding  to  the  first  impulse.  It  is  permissible  to  stop 
the  car  at  any  intermediate  landing  to  take  on  or  discharge 
passengers  going  in  the  original  direction. 

(2)  If  the  car  has  been  stopped  to  take  on  or  dis- 
charge  passengers   and   is  to   continue   in   the   direction   de- 


740  tourn^l  of  common  council     [Special   Meeting 


termined  by  the  first  impulse,  it  is  permissible  to  start  the 

car  by  the  closing  of  the  car  gate. 

(3)     The  car  cannot  be  started  under  normal  operation 

unless  every  hoistway  door  is  closed  and  locked  in  the  closed 

position.     (Hoistway  Unit  Interlocking  System). 

(r)  Electric  elevators  operated  by  polyphase  alternating 
current  motors  shall  be  provided  with  relays  of  the  potential  type 
which  will  prevent  starting  the  motor: 

(1)  If  the  phase  rotation  is  in  the  wrong  direction,  or 

(2)  If  there  is  a  failure  in  any  phase. 

Sec.  C-316— LIMITS  FOR  ACCELERATION  AND  RETARD- 
ATION: 

Under  normal  operation,  no  passenger  elevator  shall  have  a 
maximum  rate  of  acceleration  or  a  retardation  greater  than  four- 
teen (14)  feet  per  second  per  second. 

Note:  For  relation  between  car  speed  and  accelerating  distance, 
see  Fig.  3. 

Sec.  C-317— CABLES: 

(a)  All  power  driven  elevators  shall  have  no  less  than  two 
(2)  hoistway  cables. 

(b)  Car  and  counterweight  cables  for  power  passenger  eleva- 
tors shall  be  of  iron  or  steel  without  covering,  except  that  marline- 
covered  cables  are  permitted  where  liability  to  excessive  corrosion 
or  other  hazard  exists.     No  chains  shall  be  used  for  hoisting. 

(c)  Capacity  Plates. 

(1)  Where  winding  drum  machines  are  used  the  ca- 
pacity plate  shall  bear  the  following  information  :  (See  Sec- 
tion C-308.) 

CABLE  SPECIFICATIONS 

Diameter  in  Rated  Ultimate 

Cable  Number  Inches  Strength  in  Lbs, 

Hoisting 
Car   Counter- 
weight 
Machine  Counter- 
weight : 

(2)  "Where  traction  machines  are  used,  the  capacity 
plate  shall  bear  the  following  information: 

CABLE   SPECIFICATIONS 
Number  Diameter  in  Rated  Ultimate 

Inches  Strength  in  Lbs. 

Hoisting 
Cables 

Where  hydraulic  machines  are  used,  the  capacity  plate 
required  in  Section  308  shall  bear  the  following  information: 
CABLE   SPECIFICATIONS 

Diameter  in  Rated  Ultimate 

Cable  Number  Inches  Strength  in  Lbs. 

Hoisting 
Car   Counter- 
weight 

In  addition  a  metal  tag  shall  be  attached  to  the  cable  fastenings. 
On  this  tag  shall  be  given  the  diameter,  ultimate  strength,  and 
material  of  the  cable,  and  the  date  of  the  cable  installation. 
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(c)  Unless  the  ultimate  strength  and  material  are  known, 
the  loads  shall  be  limited  to  the  loads  allowed  for  iron  cables  of 
the  same  diameter. 

(d)  The  factor  of  safety  based  on  static  loads  for  car  and 
counterweight  cables  for  power  passenger  elevators  shall  be  not 
less  than  the  values  given  in  Fig.  4,  corresponding  to  the  rated  speed 
of  the  car. 

(e)  The  number  and  diameter  of  the  cables  are  determined 
by  using  the  factor  of  safety  found  by  rule  D,  above,  together  with 
the  ultimate  strength  of  the  cable.  The  computed  load  on  the  cables 
shall  be  the  weight  of  the  car,  plus  its  rated  load,  plus  the  weight 
of  hoisting  cables  and  the  compensation. 

(f)  All  cables  anchored  to  a  winding  drum  shall  have  not  less 
than  one  (1)  turn  of  cable  on  the  winding  drum  when  the  car  or 
counterweight  has  reached  the  extreme  limit  of  its  over-travel. 

(g)  (1)  Where  idler  or  sheaves  are  necessary  for  align- 
ment of  counterweight  cables  a  size  idler  or  sheaves  as 
large  as  possible  shall  be  used. 

(2)  (a)  All  tight  sheaves  and  drums  shall  be  keyed 
on  the  shaft,  (b)  The  following  shall  be  the  schedule  of 
cables  within  minimum  size  of  sheaves  and  drums  for  eleva- 
tors other  than  dumbwaiters: 

%-inch  cable  shall  have  a  20-inch  minimum  diameter 
sheave  or  drum. 

7/16-inch  cable  shall  have  a  twenty  (20)  inch  minimum 
diameter  sheave  or  drum. 

^-inch  cable  shall  have  a  twenty  (20)  inch  minimum 
diameter  sheave  or  drum. 

9/16-inch  cable  shall  have  a  twenty-two  (22)  inch 
minimum  diameter  sheave  or  drum. 

%-inch  cable  shall  have  a  twenty-four  (24)  inch 
minimum  diameter  sheave  or  drum. 

%-inch  cable  shall  have  a  thirty  (30)  inch  minimum 
diameter  sheave  or  drum. 

%-inch  cable  shall  have  a  thirty-six  (36)  inch  mini- 
mum diameter  sheave  or  drum. 

1-inch  cable  shall  have  a  forty  (40)  inch  minimum 
diameter  sheave  or  drum. 

(3)  Deflecting  Sheaves. 

Deflecting    sheaves    may   be    smaller    where    necessary   to 

alignment  of  counterweight  cables. 

(h)  No  car  or  counterweight  cable  shall  be  repaired  or 
lengthened  by  splicing. 

(i)  The  winding  drum  ends  of  car  or  counterweight  cables 
shall  be  secured  by  clamps  on  the  inside  of  the  drums  or  by  one  of 
the  methods  specified  in  the  following  paragraphs  for  fastening 
cables  to  cars  or  counterweights. 

(j)      The  car  and  counterweight  ends  of  cables  shall  be  fastened 
by  spliced  eyes,  by  return  loop,  or  by  individual  tapered  babbitted 
sockets.      Such    fastenings    are    not    required    for    the    compensating 
counterweight  cables  of  plunger  elevators. 
(1)      Method  of  Splicing  Cables. 
If  the  spliced  eye  is  used  a  metal  thimble  shall  be  placed 

within  the  eye  and  the  splice  made  with  not  less  than  the 

following  number  of  tucks:  first  strand,  four   (4)  tucks;  re- 
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mainder  of  strands,  five  (5)  tucks.  The  eye  shall  be  drawn 
tightly  around  the  thimble,  the  strands  drawn  tightly  after 
each  tuck  and  the  tuck  smoothly  laid.  After  the  last  tuck  is 
made  each  strand  shall  be  cut  off  not  closer  than  one-fourth 
(i/i)  inch  from  the  tuck  and  beaten  down  flush.  The  splices 
may  be  left  bare  or  served  with  marline. 

(2)  Method  of  Making  Return  Loops. 

When  the  two  (2)  ends  of  one  (1)  continuous  cable 
are  both  secured  to  the  winding  drum,  to  the  car  or  to  the 
counterweight,  a  return  loop,  without  cutting  the  cables,  may 
be  made  at  the  counterweight  or  car.  To  form  such  loop  the 
cable  shall  be  passed  around  a  metal  thimble  a  "clamp"  shall 
be  placed  on  the  double  cable  and  securely  bolted  to  pre- 
vent slipping  of  either  leg  of  the  cable  through  the  clamp 
should  the  opposite  leg  be  entirely  released. 

(3)  Method  of  Socketing  Cables. 

If  a  babbitted  socket  is  used  the  length  of  the  socket 
shall  be  not  less  than  four  (4)  times  the  diameter  of  the 
cable.  The  hole  at  the  small  end  shall  be  as  given  in  Table 
5. 

The  small  end  of  the  socket  shall  be  free  from  cutting 
edges.  The  hole  at  the  large  end  of  the  socket  shall  be  not 
less  than  three  (3)  times  the  diameter  of  the  cable.  The 
socket  shall  be  drop-forged  steel,  steel  casting,  or  formed 
in  a  substantial  block  of  cast  iron.  The  socket  shall  be  of 
such  strength  that  the  cable  will  break  before  the  socket 
is  perceptibly  deformed. 

Before  cutting,  the  cables  shall  be  served  with  wire 
at  the  end  of  the  length  to  be  used.  After  cutting,  the 
cable  shall  be  served  with  wire  at  a  distance  from  the  end 
of  the  cable  equal  to  the  length  of  the  socket  plus  two  and 
one-half   (2V2)  times  the  diameter  of  the  cable. 

Note:  Large  cables  should  be  served  for  a  distance  of 
several  inches  to  prevent  unwrapping. 

The  socket  shall  be  slipped  over  the  cable  and  the  serv- 
ing at  the  end  of  the  cable  removed.  The  fiber  core  shall 
be  removed  to  the  remaining  serving,  the  wires  separated 
and  thoroughly .  cleaned. 

TABLE  5 
RELATION   OF   CABLE   TO   SMALL   DIAMETER  OF 
CABLE  SOCKET 
Nominal  Diameter  of  Cable         Inside  Diameter  of  Small 

in  Inches  End   of   Cable   Socket 

%  to  11/16  inclusive  shall  not  be  more  than  1/16  in. 

larger  than  Cable  diameter. 
%    to   1  1/16  inclusive  shall  not  be  more  than  3/32  in. 

larger  than  Cable  diameter. 
lVs  to  IVz  inclusive  shall  not  be  more  than  Vs  in. 

larger  than  Cable  diameter. 
The  wires   shall  be   "turned   in"  toward  the   center  of 
the  cable  for  a  distance  of  not  less  than  two  and  one-half 
(2%)  times  the  diameter  of  the  cable. 
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The   wires    shall   be   sprinkled    with    powdered   rosin   or 

dipped  in  a  suitable  fluxing  solution  and  the  socket  shall  be 

put  in  place. 

The  socket  and  cable  shall  be  warmed  and  poured  full  of 

melted  babbitt  or  spelter  metal.     Care  shall  be  taken  not  to 

overheat  the  metal  thereby  injuring  the  cable  wires. 

Whichever  method  is  used  for  fastening  the  cable,  the 

fastening  shall  be  capable  of  sustaining  a  load  of  not  less 

than  eighty    (80)    per  cent  of  the  ultimate  strength  of  the 

undisturbed  portion  of  the  cable. 

Sec.   C-318— CABLE   EQUALIZERS: 

(a)  Equalizers  shall  be  provided  at  car  and  counterweight 
ends  of  hoisting  cables  for  traction  elevators  having  two  (2)  or 
more  cables.  Equalizers  shall  be  provided  at  car  and  counterweight 
if  the  cables  to  them  wind  in  right-and-left-hand  grooves  of  a  wind- 
ing drum.  It  is  recommended  that  for  traction  elevators  the  equal- 
izers consist  of  compression  springs. 

Sec.  C-319— SIGNAL  SYSTEMS: 

(a)  The  hoistway  of  every  power  passenger  elevator  except 
automatic  button-control  elevators  shall  be  provided  with  a  signal 
system  by  means  of  which  signals  can  be  given  from  any  landing 
whenever  the  elevator  is  desired  at  that  landing. 

(b)  Automatic  button-control  elevators  shall  be  provided  with 
an  audible  emergency  signal  operative  from  the  car. 

DIVISION   C— PART  FOUR 
POWER   FREIGHT   ELEVATORS 
Sec.  C-401— CAR  CONSTRUCTION: 

(a)  Power  freight  elevator  car  enclosures  shall  not  deflect  more 
than  one-fourth  (1/4)  of  an  inch  if  subjected  to  a  force  of  seventy- 
five  (75)  pounds  applied  at  any  point  perpendicularly  to  the  car  en- 
closure. The  car  enclosure  shall  be  secured  to  the  car  floor  and  sling 
in  such  a  manner  that  it  cannot  work  loose  or  become  displaced  in 
ordinary  servivce. 

(b)  All  elevators  not  designed  for  freight  service  exclusively 
shall  be  classed  as  passenger  elevators,  and  shall  be  subject  to  all 
the  provisions  of  this  ordinance  relative  to  passenger  elevators. 

(c)  Power  freight  elevator  cars  shall  have  steel  slings  designed 
with  a  factor  of  safety  of  at  least  six  (6)  based  on  the  rated  load 
uniformly  distributed.  Elevators  of  the  plunger  type  which  are  not 
provided  with  counterweights  need  not  comply  with  the  requirements 
of  this  paragraph. 

(d)  Elevators  for  carrying  automobiles  shall  have  car  plat- 
forms of  sufficient  strength  to  support  safely  seventy  (70)  per  cent 
of  the  live  load  concentrated  equally  at  any  two  (2)  points  fifty-six 
(56)  inches  apart  on  a  line  parallel  with  the  entrance  sill  of  the  car. 

(e)  Freight  elevator  platforms  over  sixteen  (16)  feet  in  length 
and  with  a  capacity  of  five  thousand  (5,000)  pounds  or  more  shall 
either  have  a  double  set  of  guide  posts  or  be  of  what  is  termed  three 
(3)  point  suspensions,  having  one  (1)  set  of  guide  posts  and  two  (2) 
independent  counterweight  sl*ngs — one  near  either  end  of  platform; 
all  car  weight  cables  to  be  attached  to  one  (1)  common  car  counter- 
weight. All  freight  elevator  platforms  shall  be  enclosed  on  all  sides 
except  the  sides  used  for  loading  or  unloading  to  a  height  of  not 
less  than  six   (6)   feet  six   (6)   inches,  or  to  the  cross  head  if  it  be 
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less  than  six  (6)  feet  six  (6)  inches.  Said  enclosures  shall  be  of 
wood  or  metal  or  heavy  screen  wire  of  not  less  than  No.  10  U.  S. 
Standard  Gauge,  the  mesh  of  which  shall  not  be  larger  than  one  and 
one-half   (1MO   inch. 

(f )  All  freight  elevator  platforms  shall  be  equipped  with  a  cov- 
ering over  the  top  either  solid  or  made  of  wire  screen  not  less  than 
No.  10  wire,  and  with  a  mesh  of  not  over  one  and  one-half  (1%)  inch, 
except  where  solid  doors  are  used  or  where  the  bottom  cross  slat  of 
the  gate  comes  within  two  (2)  inches  of  the  floor.  The  parts  of  such 
covering  which  face  the  openings  to  the  shaft  shall  be  constructed 
with  a  section  not  less  than  eighteen  (18)  inches  in  depth  and  ex- 
tending the  width  of  the  opening  of  the  platform,  such  section  shall 
be  so  hinged  as  to  raise  when  meeting  an  obstruction  as  the  car 
descends. 

(g)  Except  for  cable  anchorages  no  cast  iron  in  tension  shall 
be  used  for  a  suspension  member  of  any  car  sling. 

(h)  Power  sidewalk  elevators  shall  be  provided  with  either  flat 
metal  hatch  cover  tops  or  anchored  bows  of  sufficient  strength  to  open 
the  hatch  cover,  and  to  be  provided  with  some  device  that  will  stop 
the  car  before  a  person  riding  on  it  could  be  injured,  if  the  hatch 
cover  should  fail  to  open. 

(i)  If  there  is  a  railroad  or  other  track  on  the  elevator  car, 
the  tops  of  the  rails  shall  be  flush  with  the  car  floor. 

(j)  Elevator  cars  shall  be  lighted  at  all  times  when  in  use.  Elec- 
tric light  shall  be  used  if  current  is  available.  The  intensity  of  illu- 
mination shall  be  not  less  than  0.75  foot-candle  at  the  edge  of  the 
car  platform. 

Note:  This  illumination  is  approximately  that  given  by  a  forty 
(40)  watt  metallic-filament  lamp  with  a  plain  glass  globe  placed  seven 
(7)  feet  three  (3)  inches  from  the  landing  edge  of  the  car  platform 
or  of  a  sixty  (60)  watt  lamp  of  the  same  type  placed  nine  (9)  feet 
from  the  landing  edge. 

(k)  No  glass  of  any  nature  shall  be  used  in  elevator  cars  ex- 
cept to  cover  certificates,  lighting  fixtures  and  appliances  necessary 
for  the  operation  of  the  car. 

Note:  It  is  recommended  that  no  piece  of  glass  shall  exceed  one 
(1)  square  foot  in  area. 

Sec.    C-402— CAR    COMPARTMENTS: 

(a)  No  power  freight  elevator  car  except  mine  hoists  and  spe- 
cial elevators  upon  which  no  persons  are  permitted  to  ride,  shall  have 
more  than  one   (1)   compartment. 

Sec.  C-403— CAR  ENCLOSURES: 

(a)  Cars  for  power  freight  elevators  other  than  platform  ele- 
vators shall  be  enclosed  on  all  sides,  except  openings  necessary  for 
loading  and  unloading  will  be  permitted,  to  a  height  of  at  least  five 
(5)  feet  six  (6)  inches,  or  to  the  crosshead  if  the  crosshead  is  lower. 

(b)  The  car  enclosure,  either  "openwork"  or  solid,  may  be  of 
metal  or  wood. 

If  of  "openwork"  it  shall  reject  a  ball  two  (2)  inches  in  diam- 
eter. If  the  openings  are  larger  than  one-half  (%■)  inch  square 
they  shall  be  covered  with  wire  netting  of  not  more  than  one-half 
(V2)  inch  square  mesh  and  of  wire  not  smaller  than  No.  20  Steel 
Wire  Gage  (0.0384  in.  diam.)  to  a  height  of  at  least  six  (6)  feet 
from  the  car  floor,  where  the  clearance  to  any  part  of  the  hoistway 
structure   or  the  counterweight  is  less  than  five    (5)   inches. 
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(c)  If  the  car  enclosure  is  cut  away  at  the  front  to  provide 
access  to  the  handrope,  the  enclosure  shall  be  cut  low  enough  \,o 
prevent  injury  to  the  operator's  hand. 

(d)  Power  freight-elevator  cars  shall  be  equipped  with  solid- 
top  covers  or  wire  grille  work  having  a  mesh  that  will  reject  a  ball 
one  and  one-half  (IVz)  inches  in  diameter  and  of  wire  not  less  than 
No.  10  Steel  Wire  Gage  (0.135  in.  diam.)  or  its  equivalent.  The  top 
or  cover  shall  be  sufficiently  strong  to  sustain  a  load  of  one  hundred 
and  fifty   (150)  pounds  applied  to  any  point. 

Exceptions:  (1)  Elevators  operating  through  automatic  hatch 
covers;  (2)  Sidewalk  elevators;  (3)  Platform  elevators;  (4)  Elevators 
having  automatic  closing  gates  extending  to  the  floor  at  all  landings 
above  the  lowest  landing;  and  (5)  Elevators  with  landing  doors 
which  open  only  from  the  hoistway  side  except  by  a  key  and  which 
are  kept  closed  unless  the  car  is  at  the  landing. 

(e)  Car  gates  or  doors  for  freight  elevators  when  closed  shall 
guard  the  full  opening,  except  that  they  need  not  be  more  than  five 
(5)   feet  six   (6)  inches  high. 

(f)  Elevator  cars  operating  in  hoistways  outside  the  build- 
ing are  enclosed  only  at  the  ground  landing,  shall  be  protected  on 
the  exposed  side  or  sides  either  by  independently  operated  bars  or 
gates  equipped  with  electric  contacts,  or  by  semi-automatic  bars  or 
gates. 

Sec.  C-404— CARS  COUNTERBALANCING  ONE  ANOTHER: 

Power  freight  elevator  cars  shall  not  be  arranged  to  counter- 
balance one  another  if  persons  are  permitted  to  ride  on  them  or  to 
step  on  them  for  the  purpose  of  loading  or  unloading,  unless  hoist- 
way  gcXes  or  doors  are  provided  which  are  equipped  with  door  inter- 
locks or  electric  contacts. 

Sec.  C-405— CAR  SAFETIES  AND  SPEED  GOVERNORS: 

(a)  Freight  elevators  suspended  by  cables  shall  be  provided 
with  a  "safety"  attached  to  the  under  side  of  the  car  sling  and 
capable  of  stopping  and  sustaining  the  car  and  rated  load. 

The  "safety"  shall  be  so  constructed  that  if  applied  it  cannot  de- 
crease its  retarding  force  until  the  car  has  stopped  and  that  no 
decrease  in  the  tension  of  the  governor  cable  or  motion  of  the  car 
or  counterweight  in  the  descending  direction  shall  release  the 
"safety". 

(b)  For  elevators  having  a  speed  in  excess  of  twenty  (20) 
feet  per  minute  the  "safety"  shall  be  operated  by  a  down  speed 
governor,  and  the  "safety"  shall  be  designed  so  that  the  retardation 
of  the  car  shall  never  exceed  sixty-four  and  four-tenths  (64.4)  feet 
per  second  per  second. 

Note:  For  relation  between  car  speed  and  stopping  distance  at 
above  retardation,  see  Fig.  2. 

(c)  The  speed  governor  shall  be  "set"  to  cause  the  applica- 
tion of  the  "safety"  before  the  speed  of  the  descending  car  exceeds 
the  maximum  tripping  speed  given  in  Fig.  1. 

No  "car  safety"  shall  be  permitted  for  stopping  an  ascending 
car,  if  a  "safety"  is  used  to  stop  an  ascending  car  the  "safety"  shall 
be  applied  to  the  counterweight. 

(d)  The  governor  shall  be  located  where  it  cannot  be  struck 
by  the  car  in  case  of  overtravel. 

(e)  The  motor  circuit  and  the  brake  control  circuit  shall  be 
opened  before  or  at  the  time  the  governor  trips. 
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(f)  The  governor  cable  shall  be  of  iron,  steel  or  phosphor 
bronze.  The  cable  shall  not  be  less  than  three-eighths  (%)  inch  in 
diameter. 

(g)  The  arc  of  contact  between  the  governor  rope  and  the 
driving  sheave  shall,  in  conjunction  with  a  tension  device,  provide 
sufficient  traction  to  cause  proper  operation  of  the  governor. 

(h)  Elevators  having  winding  drum  machines  shall  be  provided 
with  a  "slack  cable"  device  which  will  cut  off  the  power  and  stop  the 
elevator  machine  if  the  car  is  obstructed  in  its  descent. 

(i)  No  "car  safety"  which  depends  on  the  completion  or  main- 
tenance of  an  electric  circuit  for  the  application  of  the  "safety"  shall 
be  used.     "Car  safeties"  shall  be  applied  mechanically. 

(j)  The  gripping  surfaces  of  car  or  counterweight  "safeties" 
shall  not  be  used  to  guide  the  car  or  counterweights. 

(k)  A  pawl  and  ratchet  shall  not  be  considered  a  sufficient 
safety  device. 

(1)  The  car  and  counterweights  shall  respectively  be  brought 
to  rest  on  the  bumpers  or  buffers  before  the  counterweights  or  car 
pass  their  limits  of  overtravel  at  the  top  of  the  hoistway. 

Sec.  C-406— CAR  SAFETY  TESTS: 

(a)  A  rated  capacity  test  shall  be  made  of  every  new  elevator 
before  the  elevator  is  placed  in  regular  service. 

(b)  Every  installation  of  a  "safety"  designed  to  sustain  the 
car  shall  be  tested  with  the  rated  load  on  the  car. 

(c)  The  application  of  the  "safety"  by  a  speed  governor  shall 
be  obtained  by  causing  the  car  to  descend  at  the  governor  tripping 
speed  corresponding  to  the  rated  speed  of  the  car  as  indicated  in 
Fig.  1. 

(d)  With  alternating  current  machines  when  the  car  and 
rated  load  are  not  sufficient  to  overhaul  the  machine  at  the  governor 
tripping  speed,  the  governor  may  be  tripped  by  hand. 

Sec.  C-407— CAPACITY  AND  LOADING: 

(a)  A  metal  plate  shall  be  provided  which  shall  be  fastened 
in  a  conspicuous  place  in  the  elevator  car  and  shall  bear  the  fol- 
lowing information  in  not  less  than  one-fourth  (1/4)  inch  letters  or 
figures,  stamped,  etched  or  raised  on  the  surface  of  the  plate. 

(1)  The  capacity  of  the  elevator  in  pounds. 

(2)  The  rated  speed  at  which  the  elevator  is  designed 
to  operate. 

(3)  The  cable  data  required  in  Section  C-418. 

The  capacity  of  the  elevator  shall  be  also  indicated  in  a  con- 
spicuous place  in  the  car,  in  letters  and  figures  not  less  than  one  (1) 
inch  high,  by  the  word  CAPACITY,  followed  by  figures  giving  the 
rated  capacity  in  pounds. 

(b)  No  freight  elevator  shall  be  used  for  carrying  safes  or 
other  concentrated  loads  greater  than  the  rated  capacity  of  the 
elevator,  unless  the  elevator  is  provided  with  a  "safe  hoisting"  at- 
tachment, designed  for  the  "safe-lift"  load.  The  car  platform,  car 
slings,  sheaves,  shafts  and  cables  shall  be  designed  for  the  "safe- 
lift"  load  with  a  factor  of  safety  of  not  less  than  five  (5).  The  car 
"safeties"  for  this  type  elevator  need  not  be  designed  to  hold  the 
"safe-lift"  load. 
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Sec.  C-408— COUNTERWEIGHTS: 

(a)  Counterweights  shall  run  in  guides. 

(b)  If  two  (2)  counterweights  run  in  the  same  guides,  the 
car  counterweight  shall  be  above  the  machine  counterweight  and 
there  shall  be  a  clearance  of  eight  (8)  inches  between  the  counter- 
weights. 

(c)  If  an  independent  car  counterweight  is  used,  it  shall  not 
be  of  sufficient  weight  to  cause  undue  slackening  in  any  of  the  cables 
during  acceleration  or  retardation  of  the  car. 

(d)  Counterweight  sections,  whether  carried  in  frames  or  not, 
shall  be  secured  by  at  least  two  (2)  tie  rods  passing  through  holes  in 
all  the  sections.  The  tie  rods  shall  have  lock  nuts  at  each  end.  The 
lock  nuts  shall  be  secured  by  cotter  pins. 

Sec.  C-409— CAR  AND  COUNTERWEIGHT  BUMPERS  OR 
BUFFERS: 

(a)  Car  bumpers  or  buffers  shall  be  installed  in  the  pits  under 
power  freight  elevators. 

Spring  bumpers  or  their  equivalent  shall  be  used  with  elevators 
having  a  speed  greater  than  fifty  (50)  feet  per  minute  and  not  ex- 
ceeding three  hundred  and  fifty   (350)   feet  per  minute. 

Oil  buffers  or  their  equivalent  shall  be  used  with  elevators  having 
a  speed  greater  than  three  hundred  and  fifty  (350)  feet  per  minute. 

(b)  The  spring  bumpers  or  oil  buffers  shall  be  designed  to  cause 
a  retardation  of  the  car  at  a  rate  not  in  excess  of  64.4  feet  per 
second  per  second. 

(1)  When  descending  with  one  (1)  person  in  the  car  at 
rated  car  speed,  and 

(2)  With  fully  loaded  car  at  governor  tripping  speed. 

Exception:  For  plunger  elevators  the  bumpers  or  buf- 
fers shall  stop  the  fully  loaded  car  at  the  maximum  operat- 
ing speed. 

(c)  Bumpers  or  buffers  shall  be  located  symmetrically  with 
reference  to  the  center  of  the  car. 

(d)  Adequate  provision  in  the  design  of  plunger  elevators  shall 
be  made  to  stop  the  plunger  as  well  as  the  car. 

(e)  Counterweight  bumpers  or  buffers  similar  to  those  re- 
quired for  cars  in  Rule  409A  shall  be  installed  under  the  counter- 
weights of  freight  elevators. 

Sec.  C-410— GUIDE  RAILS: 

(a)  Car  and  counterweight  guide  rails  of  all  power  freight 
elevators  shall  be  of  steel  except  for  elevators  having  a  travel  of 
not  more  than  one  hundred  (100)  feet  and  operating  at  a  rated  speed 
not  in  excess  of  one  hundred   (100)  feet  per  minute. 

It  is  recommended,  however,  that  steel  guide  rails  be  used  for 
all  power  freight  elevators. 

Where  the  use  of  steel  rails  presents  an  accident  hazard,  as  in 
chemical  or  explosive  factories,  wood  guide  rails  may  be  used  for 
any  rise  or  car  speed,  but  shall  be  replaced  frequently. 

Guide  rails,  particularly  where  in  contact  with  the  guide  shoes 
when  the  car  is  at  the  landing,  shall  be  securely  fastened  with  iron 
or  steel  brackets  (or  their  equivalent)  of  such  strength,  design  and 
spacing  that  the  guide  rails  and  their  fastenings  shall  not  deflect 
more  than  one-fourth    ( M )    inch  under  normal  operation. 

They  shall  withstand  the  application  of  the  "safety"  when  stop- 
ping a  fully  loaded  car  or  the  counterweight.     The  guiding  surface 
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of  the  guide  rails  upon  which  "safeties"  operate   shall  be  finished 
smooth  and  the  joints  shall  be  tongued  and  grooved  or  doweled. 

Guide  rails  and  their  fastenings  shall  be  secured  in  position  by- 
clips  or  through  bolts  of  not  less  than  the  following  sizes: 

6V2   lb.  and  7V2   lb.  rails %  inch  bolts 

14  lb.  rails %     " 

30  lb.  rails %     " 

The  guide  rails  shall  be  "bottomed"  on  suitable  supports  and  ex- 
tended at  the  top  to  prevent  guide  shoes  running  off  in  case  the 
overtravel  is  exceeded. 

TABLE  6 
WEIGHT    PER    LINEAL    FOOT    OF    EACH    GUIDE    RAIL    IN 

POUNDS 
Total    Weight    of    Car  Minimum  Minimum  Weight  of  each 

and  Load :  Total  weight  Weight   of         Counterweight  Guide  Rail  , 
of   Counterweights   per  each    car  (lb.) 

pair  of  Rails  (lb.)      Guide    Rail       With  Without  Guide- 

Guide  Rail  Safeties 

To  and  (lb.)  Rail  1  to  1  2  to  1 

Above        Including  Safeties        Roping         Roping 

0  4000  IV2  7M$  QY2  6y2 

4000  15000  14  14  7%  IV2 

15000  40000  30  30  7%  14 

TABLE  7 
SIZE  OF  WOOD  GUIDE  RAILS  WHERE  PERMITTED 
Total  Weight  of  Car  and  Load  a.         »  i?nni,  n„;Aa 

per  pair  of  Maple  Guide  Rails  ^of  Each  Guute 

Above  To  and  Including 

0  5000  2     x2V2 

5000  8000  2%x3 

Cast  iron  shall  not  be  used  for  guide  rails. 

(b)  The  weight  of  steel  guide  rails  shall  be  not  less  than  as 
given  in  Table  6. 

(c)  The  size  of  wood  guide  rails  shall  be  not  less  than  given 
in  Table  7. 

Sec.  C-411— MACHINES  AND  MACHINERY: 

(a)  Drums  and  leading  sheaves  shall  be  of  cast  iron  or  steel, 
and  shall  have  finished  grooves.  Grooves  shall  be  not  more  than 
one-sixteenth  (1/16)  inch  larger  than  the  cables. 

(b)  The  factors  of  safety  based  on  the  static  loads  (the  rated 
load  plus  the  weight  of  the  car,  cables,  counterweights,  etc.)  to  be 
used  in  the  design  of  elevator  hoisting  machines  shall  be: 

Eight  (8)  for  wrought  iron  or  wrought  steel. 

Ten  (10)   for  cast  iron,  cast  steel  or  other  materials. 

(c)  Set  screw  fastenings  shall  not  be  used  in  lieu  of  keys  or 
pins. 

(d)  Worm  gears  having  cast  iron  teeth  shall  not  be  used  to 
drive  power  freight  elevator  drums  or  sheaves. 

(e)  Winding  drum  and  traction  machines  for  freight  elevators 
shall  be  equipped  with  brakes  which  are  applied  automatically  by 
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springs  or  gravity  when  the  control  is  at  the  "stop"  position. 
Electric  freight  elevator  machines  shall  be  equipped  with  electrically 
released  brakes. 

Except  when  the  rated  load  will  not,  within  the  limits  of  travel, 
accelerate  the  car  speed  above  one  hundred  and  fifty  (150)  per 
cent  of  rated  speed,  the  brakes  shall  not  be  released  until  power  has 
been  applied  to  the  motor. 

(f)  Under  normal  operating  conditions  the  action  of  the  brake 
magnet  shall  not  be  retarded  by  any  motor  field  discharge  or  counter 
voltage  or  by  any  single  ground  or  short  circuit. 

Sec.   C-412— HYDRAULIC   MACHINES: 

(a)  Hydraulic  elevator  machines,  whether  cf  the  vertical  or 
horizontal  type,  shall  be  so  constructed  and  so  roped  that  the  piston 
will  be  stopped  before  the  car  can  be  drawn  into  the  overhead  work. 
Stops  of  ample  strength  shall  be  provided  to  bring  the  piston  to  rest, 
when  under  full  pressure,  without  causing  damage  to  the  cylinder  or 
cylinder  head. 

(b)  The  traveling  sheaves  for  vertical  hydraulic  elevators 
shall  be  guided.    The  guide  rails  and  guide  shoes  shall  be  of  metal. 

(c)  The  side  frames  of  traveling  sheaves  for  vertical  hydraulic 
elevators  shall  be  either  of  structural  or  forged  steel. 

The  construction  commonly  known  as  the  "U"  strap  connection 
shall  not  be  used  between  the  piston  rod  and  traveling  sheaves. 

(d)  Where  more  than  one  piston  rod  is  used  on  the  vertical 
pulling  type,  an  equalizing  crosshead  shall  be  provided  for  attach- 
ing the  rods  to  the  traveling  sheave  frame,  to  insure  an  equal  dis- 
tribution of  load  on  each  rod. 

Equalizing  or  cup  washers  shall  be  used  under  the  piston  rod 
nuts  to  insure  a  true  bearing. 

(e)  Cylinders  of  hydraulic  elevator  machines  shall  be  provided 
with  means  of  releasing  air  or  other  gas. 

(f)  Piston  rods  of  tension  type  hydraulic  elevators  shall  have 
a  factor  of  safety  of  not  less  than  eight  (8),  based  on  the  cross 
section  area  of  the  thread.  A  true  bearing  shall  be  maintained 
under  the  nuts  at  both  ends  of  the  piston  rod  to  prevent  eccentric 
loading  on  the  rods. 

(g)  The  outlet  of  the  pressure  tanks  shall  be  arranged  to 
prevent  the  probability  of  the  entrance  of  air  or  other  gas  into  the 
elevator  cylinder. 

(h)  Automatic  stop  valves  for  elevators  shall  be  packed  with 
cup  leathers,  or  other  means  shall  be  used  to  prevent  sticking  of  the 
valve  stems. 

(i)  Each  pump  connected  to  the  pressure  tank  of  a  hydraulic 
freight  elevator  shall  be  equipped  with  a  relief  valve  so  installed  that 
it  cannot  be  shut  off.  The  relief  valve  shall  be  of  sufficient  size  and 
so  set  as  to  pass  the  full  capacity  of  the  pump  at  full  speed  without 
exceeding  the  safe  working  pressure  of  the  pump  or  tank.  The 
relief  valve  shall  be  piped  to  discharge  into  the  discharge  tank  or 
the  pump  section.  Two  (2)  or  more  relief  valves  may  be  used  to 
obtain  the  capacity. 

(j)  Elevator  pumps,  unless  equipped  with  pressure  regulators 
which  control  the  motive  power,  shall  be  equipped  with  automatic 
by-passes. 
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(k)  Pressure  tanks  shall  be  made  and  tested  in  accordance 
with  the  A.  S.  M.  E.  Boiler  Code  requirements  for  hydraulic  pressure 
vessels. 

(1)  Each  pressure  tank  shall  be  provided  with  a  water  gage 
glass  having  brass  fittings  and  valves,  attached  directly  to  the  tank 
and  so  located  as  to  show  the  level  of  the  water  when  the  tank  is 
more  than  half  filled. 

Each  pressure  tank  shall  have  a  pressure  gage  which  correctly 
indicates  pressure  to  at  least  one  and  one-half  (l1/^)  times  the  normal 
working  pressure  allowed  in  the  tank.  This  gage  shall  be  connected 
to  the  tank  by  a  brass  or  other  non-corrodible  pipe  in  such  a  man- 
ner that  the  gage  cannot  be  shut  off  from  the  tank  except  by  a 
cock  with  a  "T"  or  lever  handle  (the  "T"  or  lever  set  in  line  with 
the  direction  of  the  flow).  The  cock  shall  be  in  the  pipe  near  the 
gage. 

The  tank  shall  be  provided  with  one-quarter  (1/4)  inch  pipe  size 
valve  connection  for  attaching  an  inspector's  gage  when  the  tank  is 
in  service.    This  is  for  testing  the  accuracy  of  the  pressure  gage. 

(m)  Pressure  tanks  that  may  be  subjected  to  vacuum  shall  be 
provided  with  one  or  more  vacuum  valves  to  prevent  collapse  of  the 
tanks. 

Vacuum  valves  shall  have  openings  of  sufficient  size  to  prevent 
the  collapse  of  the  tank  if  a  vacuum  occurs.  If  necessary  more  than 
one  vacuum  valve  may  be  used  to  obtain  sufficient  capacity. 

(n)  Pressure  tanks  shall  be  so  located  and  supported  that  in- 
spection may  be  made  of  the  entire  exterior. 

(o)  Discharge  tanks  open  to  atmosphere  shall  be  so  designed 
that  when  completely  filled  the  factor  of  safety  shall  be  not  less  than 
four  (4)  based  on  the  ultimate  strength  of  the  material.  Discharge 
tanks  shall  be  covered  to  prevent  the  entrance  of  foreign  material  and 
provided  with  a  suitable  vent  to  the  atmosphere. 

(p)  Hydraulic  elevators  operated  from  a  pressure  tank  where 
the  fluid  pressure  is  obtained  by  directly  admitting  steam,  air  or 
other  gas  to  the  tank  shall  comply  with  all  the  rules  covering  hy- 
draulic elevators. 

Sec.  C-413— BELTED  MACHINES: 

(a)  Belt  or  chain  drivan  freight  elevator  machines  shall  be 
operated  at  a  car  speed  not  in  excess  of  sixty  (60)  feet  per  minute. 

(b)  Double  belted  approved  elevator  machines  are  permitted 
when  driven  from  a  line  shafting  which  also  supplies  power  for 
other  purposes. 

(c)  Single  belted  or  chain  driven  elevator  machines  are  pro- 
hibited for  passenger  elevators  or  for  car  platforms  in  excess  of  one 
hundred  (100)  square  feet  for  freight  elevators. 

(d)  Means  shall  be  provided  to  stop  the  elevator  belts  of  a 
double  belted  elevator  machine  without  stopping  other  machinery 
driven  from  the  same  source  of  power. 

(e)  Elevator  belts  within  seven  (7)  feet  of  the  floor  except 
when  located  within  machine  enclosures  shall  be  guarded  in  accord- 
ance with  the  standards  mentioned  in  Section  210. 

(f )  Belted  elevators  driven  by  electric  motors  shall  have  ap- 
proved electric  resistance  controllers  for  such  elevator  motors.  No 
motor  will  be  permitted  when  the  full  line  voltage  is  thrown  onto  the 
motor. 
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Sec.  C-414— MACHINE  SAFETIES  AND  TERMINAL   STOPS: 

(a)  Power  freight  elevators  shall  be  provided  at  each  end  of 
the  hoistway  with  at  least  two  (2)  independent  means  exclusive  of 
the  manually  operated  car  control  (i.  e.,  car  switch,  push  buttons, 
handrope  or  lever  devices,  etc.)  to  automatically  stop  the  car  within 
the  limits  of  overtravel. 

Exception:     Hydraulic  elevators. 

Suitable  bumpers  or  buffers  will  be  considered  one  of  the  inde- 
pendent means  required  by  this  rule  for  elevators  having  traction 
machines  provided  that  when  the  car  or  counterweight  is  resting  on 
the  bumpers  or  buffers  there  is  sufficient  traction  to  raise  the  counter- 
weight or  car. 

Stop  balls  securely  fastened  to  the  handropes  may  be  considered 
one  of  the  independent  means  of  stopping. 

If  one  or  more  speeds  slower  than  normal  speed  are  used,  the 
slow-down  device  shall  not  be  considered  one  of  the  independent 
means  of  stopping. 

(b)  Hydraulic  elevators  shall  be  provided  with  an  independ- 
ent automatic  means  for  gradually  stopping  the  car  at  the  upper 
and  lower  terminal  landings  independently  of  the  operator. 

If  the  speed  of  the  elevator  does  not  exceed  one  hundred  and 
fifty  (150)  feet  per  minute,  the  means  employed  may  operate  in 
combination  with  the  car  control  mechanism  and  the  main  operat- 
ing valve. 

If  the  speed  of  the  elevator  exceeds  one  hundred  and  fifty  (150) 
feet  per  minute,  an  automatic  stop  valve  shall  be  provided  for  this 
purpose.  This  valve  shall  be  independent  of  the  main  operating 
valve  and  preferably  in  the  piping  between  the  main  operating  valve 
and  the  cylinder. 

Sec.  C-415— CONTROL: 

(a)  No  freight  elevator  having  a  speed  greater  than  one  hun- 
dred (100)  feet  per  minute  shall  be  controlled  by  a  direct  hand- 
operated  rope,  cable  or  rod. 

(b)  No  freight  elevator,  except  hydraulic  elevators,  having  a 
speed  greater  than  one  hundred  and  fifty  (150)  feet  per  minute,  shall 
be  controlled  by  a  rope  or  cable  operated  by  a  wheel  or  lever 
mechanism. 

(c)  No  handrope  shall  be  accessible  from  the  outside  of  a 
building  if  the  elevator  hoistway  is  in  the  building.  No  handrope 
shall  be  accessible  from  the  outside  of  the  hoistway  if  the  hoistway  is 
located  outside  the  building. 

(d)  Overhead  tension  weight  for  handropes  shall  be  secured 
by  chains  or  cables  attached  to  the  weights  and  to  a  suitable  anchor- 
age. 

(e)  Guards  which  will  keep  the  ropes  from  leaving  the  sheaves 
shall  be  installed  unless  means  are  used  to  maintain  the  handropes 
in  proper  tension. 

(f)  Power  freight  elevators  operated  by  means  of  a  direct- 
operated  handrope  shall  be  provided  with  a  centering  device  which 
will  insure  the  operating  mechanism  being  placed  in  the  stop  position 
when  it  is  desired  to  stop  the  car. 

Exception:     Sidewalk  elevators. 

(g)  No  electric  circuit  having  a  nominal  voltage  in  excess  of 
seven  hundred  and  fifty  (750)  volts  to  ground  shall  be  used  for  any 
power  freight  elevator  control  system. 
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(h)     The  handle  of  the  "car  switch"  control  elevators  shall  be 

arranged  to  return  to  the  "stop"  position  and  lock  there  automatically 
when  the  hand  of  the  operator  is  removed. 

(i)  Electrically  driven  elevators  controlled  by  a  handrope  or 
car  switch  shall  have  an  emergency  switch  on  the  car  to  cut  off 
the  source  of  power. 

Exception :     Elevators  operating  through  automatic  hatch  covers. 

In  button  controlled  elevators  the  stop  button  on  the  car  may 
be  used  as  the  emergency  switch  if  it  is  a  red  button  marked  "STOP." 

(j)  The  breaking  of  a  circuit  to  stop  an  automatic  button  con- 
trol elevator  shall  not  depend  upon  the  operating  of  a  spring  or 
springs  nor  upon  the  completion  of  an  electric  circuit. 

(k)  A  manually  operated  double  pole  disconnecting  switch  shall 
be  installed  in  the  main  line  of  electrically  controlled  elevator 
machines.  This  switch  shall  be  located  adjacent  to  and  visible  from 
the  elevator  machine.  No  provision  shall  be  made  to  close  this  dis- 
connecting switch  from  any  other  part  of  the  building. 

Note:  It  is  recommended  that  where  practicable  this  switch  be 
located  in  the  machine  room  at  the  lock-jamb  side  of  the  entrance  door. 

(1)  The  frames  of  electric  elevator  apparatus  shall  be  grounded. 
Handropes  shall  be  grounded. 

(m)     Electric  "slack-cable"  switches  shall  be  enclosed. 

(n)  No  control  system  shall  be  used  which  depends  on  the  com- 
pletion or  maintenance  of  an  electric  circuit  for  the  interruption  of 
the  power,  for  the  application  of  electro-mechanical  brakes,  for  the 
operation  of  "safeties,"  nor  for  the  closing  of  a  contact  or  by  an 
emergency  stop  button,  except  that  this  paragraph  does  not  apply  to 
dynamic-breaking  and  speed  control  devices. 

(o)  "Car-switch"  or  hand-lever  control  levers  shall  be  so  ar- 
ranged that  the  movement  of  the  lever  toward  the  opening  (which 
the  operator  usually  faces)  will  cause  the  car  to  descend  and  a  move- 
ment of  the  lever  away  from  the  opening  will  cause  the  car  to  ascend. 

(p)  Power  freight  elevators  controlled  by  handropes  shall  be 
equipped  with  rope  locks  for  holding  the  car  at  any  landing. 

Exceptions:  (1)  Sidewalk  elevators;  (2)  Elevators  equipped  with 
an  emergency  switch,  and  three  (3)  Elevators  equipped  with  inter- 
locks or  electric  contacts. 

(q)  No  circuit  breaker  operated  automatically  by  a  fire-alarm 
system  shall  cut  off  either  the  power  or  the  control  from  a  power 
freight  elevator. 

(r)  Automatic  button-control  elevators  shall  conform  to  the  fol- 
lowing requirements: 

(1)  If  the  car  has  started  for  a  given  landing  it  shall 
be  impossible  to  give  an  impulse  from  any  landing  to  send 
the  car  in  reverse  direction  until  the  car  has  reached  the 
destination  corresponding  to  the  first  impulse.  It  is  permis- 
sible, however,  to  stop  the  car  at  any  intermediate  landing 
to  take  on  or  discharge  attendants  or  freight  going  in  the 
original  direction. 

Exception:  Elevators  installed  in  building  used  exclusive- 
ly by  owner  or  by  single  tenant. 

(2)  If  the  car  has  been  stopped  to  take  on  or  discharge 
attendants  or  freight  and  is  to  continue  in  the  direction 
determined  by  the  first  impulse,  it  is  permissible  to  Ftart 
the  car  by  the  closing  of  the  car  gate. 
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Exception:  Elevators  installed  in  buildings  used  exclu- 
sively by  owner  or  by  single  tenant. 

(3)  It  shall  not  be  possible  to  start  the  car  under  nor- 
mal operation  unless  every  hoistway  door  is  closed  and 
locked  in  the  closed  position.  (Hoistway  Unit  Interlock 
system.) 

(s)  Electrical  elevators  operated  by  polyphase  alternating  cur- 
rent motors  shall  be  provided  with  relays  of  the  potential  type  which 
will  prevent  starting  the  motor  if: 

(1)  The  phase  rotation  is  in  the  wrong  direction,  or 

(2)  There  is  a  failure  in  any  phase. 

Sec.  C-416— LIMITS  OF  SPEED  ACCELERATION  AND  RE- 
TARDATION: 

(a)  No  platform  elevator  shall  have  a  speed  greater  than 
thirty  (30)  feet  per  minute. 

(b)  The  speed  of  elevators  operating  through  automatic  hatch 
covers  shall  not  exceed  fifty  (50)  feet  per  minute. 

(c)  Except  automatic  button-control  elevators  and  elevators 
controlled  exclusively  by  an  authorized  person,  no  power  freight 
elevator  shall  have  a  speed  in  excess  of  one  hundred  (100)  feet  per 
minute. 

(d)  Under  normal  operation,  no  power  freight  elevator  shall 
have  a  maximum  rate  of  acceleration  or  retardation  greater  than 
fourteen  (14)  feet  per  second  per  second. 

Note:  For  relation  between  car  speed  and  acceleration  distance 
see  Figure  3. 

Sec.  C-417— LIMITS  OF  TRAVEL  FOR  FREIGHT  ELEVA- 
TORS: 

(a)  Platform  elevators  within  the  building  line,  having  a  travel 
exceeding  fifteen  (15)  feet,  shall  conform  to  the  requirements  for 
freight  elevators. 

(b)  Sidewalk  elevators  having  a  travel  exceeding  thirty  (30) 
feet  shall  conform  to  the  requirements  of  power  freight  elevators. 

Sec.  C-418— HOISTING  CABLES: 

(a)  Car  and  counterweight  cables  for  power  freight  elevators 
shall  be  of  iron  or  steel  without  covering  except  that  marline-covered 
cables  are  permitted  where  liability  to  excessive  corrosion  or  other 
hazard  exists.  Hoisting  chains  may  be  used  only  for  power  platform 
and  sidewalk  elevators. 

(b)  Where  winding  drum  machines  are  used,  the  capacity  plate 
required  in  Section  C-407  A,  shall  bear  the  following  information: 


CABLE  SPECIFICATIONS 
Diameter 
Number  in  inches 


Rated  Ultimate 
Strength  in  pounds 


Cable 

Hoisting 

Car  Counterweight 

Machine  Counterweight 

Where  traction  machines  are  used,  the  capacity  plate  required 
in  Section  C-407  shall  bear  the  following  information: 
CABLE  SPECIFICATIONS 
Number  Diameter  Rated  Ultimate 

in  inches  Strength  in  pounds 

Hoisting 
Cables 
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Where  hydraulic  machines  are  used,  the  capacity  plate  required 
in  Section  C-407  shall  bear  the  following  information: 
CABLE  SPECIFICATIONS 

Diameter  Rated  Ultimate 

Cable  Number  in  inches  Strength  in  pounds 

Hoisting 
Car  Counterweight 

In  addition  a  metal  tag  shall  be  attached  to  the  cable  fastenings. 
On  this  tag  shall  be  stated  the  diameter,  ultimate  strength  and  mate- 
rial of  the  cables,  and  the  date  of  the  cable  installation. 

(c)  Where  the  ultimate  strength  and  material  of  the  cables 
are  not  known,  the  loads  shall  be  limited  to  the  loads  for  iron  cables 
of  the  same  diameter. 

(d)  The  factor  of  safety  based  on  static  loads  for  car  and  coun- 
terweight cables  for  power  freight  elevators  shall  be  not  less  than 
the  values  given  in  Figure  5,  corresponding  to  the  speed  of  the  car. 

(e)  The  number  and  diameter  of  the  cables  are  determined  by 
using  the  factor  of  safety  found  in  Section  C-418,  rule  D,  together 
with  the  ultimate  strength  of  the  cable.  The  computed  load  on  the 
cables  shall  be  the  weight  of  the  car,  plus  its  rated  load,  plus  the 
weight  of  hoisting  cables  and  the  compensation. 

(f )  Cables  anchored  to  a  winding  drum  shall  have  not  less  than 
one  (1)  turn  of  cable  on  the  winding  drum  when  the  car  or  counter- 
weight has  reached  the  extreme  limit  of  its  overtravel. 

(g)  Sheaves  and  drums. 

(1)  All  tight  sheaves  and  drums  shall  be  keyed  on  the 
shaft. 

(2)  The  following  shall  be  the  schedule  of  cables  with 
minimum  size  of  sheaves  and  drums  for  elevators  other  than 
dumb  waiters:  \ 
%  inch  cable  shall  have  a  twenty  (20)  inch  minimum  diam- 
eter sheave  or  drum. 

ik  inch  cable  shall  have  a  twenty  (20)  inch  minimum  diam- 
eter sheave  or  drum. 

V2  inch  cable  shall  have  a  twenty  (20)  inch  minimum  diam- 
eter sheave  or  drum. 

is  inch  cable  shall  have  a  twenty-two   (22)   inch  minimum 
diameter  sheave  or  drum. 

%   inch  cable  shall  have  a  twenty-four  (24)   inch  minimum 
diameter  sheave  or  drum. 

3A  inch  cable  shall  have  a  thirty  (30)  inch  minimum  diam- 
eter sheave  or  drum.  ! 
%    inch   cable   shall   have   a   thirty-six    (36)    inch   minimum 
diameter  sheave  or  drum. 

One   (1)   inch  cable  shall  have  a  forty   (40)   inch  minimum 
diameter  sheave  or  drum. 

(h)  No  car  or  counterweight  cable  shall  be  lengthened  or  re- 
paired by  splicing. 

(i)  The  drum  ends  of  car  or  counterweight  cables  shall  be  se- 
cured by  clamps  on  the  inside  of  the  drums  or  by  one  of  the  methods 
specified  in  the  following  paragraphs,  for  fastening  cables  to  cars 
or  counterweights. 

(j)  The  car  and  counterweight  ends  of  cables  shall  be  fastened 
by  spliced  eyes,  return  loop,  or  by  individual  tapered  babbitted  sock- 
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ets.  Such  fastenings  are  not  required  for  compensating  counter- 
weight cables  of  plunger  elevators. 

(1)  Method  of  Splicing  Cables:  If  the  spliced  eye  is  used  a 
metal  thimble  shall  be  placed  within  the  eye  and  the  splice  made 
with  not  less  than  the  following  number  of  tucks;  first  strand,  two 
(2>  tucks;  second  strand,  three  (3)  tucks;  third  strand,  four  (4) 
tucks;  remainder  of  strands,  five  (5)  tucks.  The  eye  shall  be  drawn 
tightly  around  the  thimble,  the  strands  drawn  tightly  after  each 
tuck  and  the  tucks  smoothly  laid.  After  the  last  tuck  is  made  each 
strand  shall  be  cut  off  not  closer  than  one-fourth  ( XA )  inch  from  the 
tuck  and  beaten  down  flush.  The  splice  may  be  left  bare  or  served 
with  marline. 

(2)  Method  of  Making  Return  Loops:  When  the  two  (2)  ends 
of  one  continuous  cable  are  both  secured  to  the  winding  drum,  to  the 
car  or  to  the  counterweight  a  return  loop,  without  cutting  the  cable, 
may  be  made  at  the  counterweight  or  the  car.  To  form  such  loop  the 
cable  shall  be  passed  around  the  thimble,  a  clamp  shall  be  placed  on 
the  doubled  cable  and  securely  bolted  to  prevent  slipping  of  either 
leg  of  the  cable  through  the  clamp  should  the  opposite  leg  be  en- 
tirely released. 

(3)  Method  of  Socketing  Cables:  If  a  babb'tted  socket  is  used 
the  length  of  the  socket  shall  be  not  less  than  four  (4)  times  the 
diameter  of  the  cable.  The  hole  at  the  end  shall  be  as  given  in  Table  8. 

The  small  end  of  the  socket  shall  be  free  from  cutting  edges. 

The  hole  at  the  large  end  of  the  socket  shall  be  not  less  than 
three  (3)  times  the  diameter  of  the  cable.  The  socket  shall  be  a 
drop-forged  steel,  steel  casting  or  formed  in  a  substantial  block 
of  cast  iron.  The  socket  shall  be  of  such  strength  that  the  cable 
will  break  before  the  socket  is  perceptibly  deformed. 

Before  the  cutting  the  cable  shall  be  served  with  wire  at  the 
end  of  the  length  to  be  used.  After  cutting  the  cable  shall  be  served 
with  wire  at  a  distance  from  the  end  of  the  cable  equal  to  the  length 
of  the  socket  plus  two  and  one-half  (2%)  times  the  diameter  of  the 
cable. 

Note:  Large  cables  should  be  served  for  several  inches  to  prevent 
unwrapping. 

The  socket  shall  be  slipped  over  the  cable,  and  the  serving  at 
the  end  of  the  cable  removed.  The  fiber  core  shall  be  removed  to  the 
remaining  serving  and  the  wires  separated  and  thoroughly  cleaned. 
Nominal  Diameter 

of  Cable  in  Inches  Inside  Diam.  of  Small  End  of  Cable  Socket 

*/4  to  14  inclusive  shall  not  be  more  than  -fa  in.  larger  than  cable  diam. 
%  to  liV  inclusive  shall  not  be  more  than  wz  in.  larger  than  cable  diam. 
1%  to  1%  inclu.  shall  not  be  more  than  %  in.  larger  than  cable  diam. 

The  wires  shall  be  "turned  in"  toward  the  center  of  the  cable 
for  a  distance  not  less  than  two  and  one-half  (2^)  times  the  diam- 
eter of  the  cable. 

The  wires  shall  be  sprinkled  with  powdered  rosin  or  dipped  in 
a  suitable  flaxing  solution  and  the  socket  shall  be  put  in  place. 

The  socket  and  cable  shall  be  warmed  and  poured  full  of  melted 
babbitt  or  spelter  metal.  Care  shall  be  taken  not  to  overheat  the 
metal,  thereby  impairing  the  cable  wires. 

(k)  Whichever  method  is  used  for  fastening  the  cable,  the 
fastening   shall   be   capable   of   sustaining   a   load   of   not   less   than 


756  tourn^l  or  common  council     [Special    Meeting 


eighty  (80)  per  cent  of  the  ultimate  strength  of  the  undisturbed  por- 
tion of  the  cable. 

Sec.  C-419— CABLE  EQUALIZERS: 

(a)  Equalizers  shall  be  provided  at  car  and  counterweight  ends 
of  hoisting  cables  for  traction  elevators  having  two  (2)  or  more 
cables.  Equalizers  shall  be  provided  for  elevators  having  winding 
drums,  if  the  cables  wind  in  grooves  on  drums  scored  right  and  left 
hand. 

It  is  recommended  that  for  traction  elevators,  the  equalizers  shall 
consist  of  compression  springs. 

Sec.   C-420— SIGNAL   SYSTEMS: 

(a)  The  hoistway  of  every  power  freight  elevator,  except  auto- 
matic button-control  elevators,  shall  be  provided  with  a  signal  sys- 
tem by  means  of  which  signals  can  be  given  from  any  landing 
Whenever  the  elevator  is  desired  at  that  landing. 

(b)  Automatic  button-control  elevators  shall  be  provided  with 
an  audible  emergency  signal  that  is  operated  from  the  car. 

Sec.  C-421— EMERGENCY  CONCEALED  MASTER  SWITCH 
FOR  PUSH  BUTTON  AND  OTHER  ELEVATORS: 

(a)  In  all  push-button  elevators  a  master  concealed  switch  shall 
be  installed.  The  Commissioner  of  Buildings  shall  have  the  right 
to  require  such  a  master  switch  in  any  elevator  he  may  see  fit. 

(b)  The  master  switch  shall  be  installed  in  a  cabinet  with  a 
glass   front   on  which   shall    be    painted    in    letters   the   following: 

BREAK  THIS  GLASS  IN  CASE  OF  ACCIDENT  TO  CAR. 
PUSH   THIS   SWITCH   AND    OPERATE    CAR   AS   USUAL. 

(c)  The  master  switch  shall  be  so  wired  in  an  approved  man- 
ner that  all  automatic  and  safety  mechanism  will  be  cut  out  so  the 
car  will  operate  in  an  emergency  or  during  a  fire  located  in  any  of  the 
interlocks. 

DIVISION  C— PART  FIVE 
HAND    ELEVATORS   AND   HAND    INVALID   LIFTS 
Sec.  C-501— CAR  CONSTRUCTION: 

(a)  Hand  invalid  lifts,  hospital  elevators  and  elevators  operat- 
ing outside  the  building — except  sidewalk  elevators — shall  have  cars 
enclosed  on  the  top  and  sides  not  used  for  entrances.  The  enclosure 
shall  deflect  not  more  than  one-fourth  (1/4)  inch  subjected  to  a  force 
of  seventy-five  (75)  pounds  applied  at  any  point  perpendicular  to 
the  car  enclosure.  The  car  enclosure  shall  be  secured  to  the  car 
platform  or  frame  in  such  a  manner  that  it  cannot  work  loose  or 
become  displaced  in  ordinary  service. 

(b)  Car  slings  shall  be  of  metal  or  sound  seasoned  wood  de- 
signed with  a  factor  of  safety  of  not  less  than  four  (4)  for  metal  or 
six  (6)  for  wood  based  on  the  rated  load  uniformly  distributed.  If 
of  wood  the  frame  members  shall  be  securely  bolted  and  braced. 

(?)  No  glass  shall  be  used  in  elevator  cars  except  to  cover 
certificates,  etc.  No  piece  of  glass  shall  exceed  one  (1)  square  foot 
in  area. 

(d)  Elevators  operating  in  hoistways  outs:de  the  building 
which  are  enclosed  only  at  the  ground  landing  shall  be  protected  on 
the  exposed  side  or  sides  either  by  independently  operated  gates  or 
bars  interlocked  with  the  car  control,  or  by  semi-automatic  gates  or 
bars. 
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Sec.  C-502— CAR  COMPARTMENTS: 

(a)  No  hand  elevator  car  upon  which  persons  are  permitted  to 
ride  shall  have  more  than  one  (1)  compartment. 

Sec.  C-503— CARS  COUNTERBALACING  ONE  ANOTHER: 

(a)  Hand  elevator  cars  shall  not  be  arranged  to  counterbal- 
ance one  another  if  persons  are  permitted  to  ride  on  them  or  to  step 
on  them  for  the  purpose  of  loading  or  unloading,  unless  hoistway 
gates  or  doors  are  provided  which  are  equipped  with  interlocks  or 
electric  contacts  and  doorlocks. 

Sec.  C-504— CAR  SAFETIES  AND  SPEED  RETARDERS: 

(a)  Hand  elevators  shall  have  two  (2)  cables  and  in  cases  of  a 
travel  of  more  than  fifteen  (15)  feet  shall  be  provided  with  a 
"safety"  attached  to  the  under  side  of  the  car  sling  capable  of 
stopping  and  sustaining  the  car  and  rated  load. 

(b)  The   "car   safety"   shall  be  applied   automatically. 

(c)  No  "car  safety"  shall  be  permitted  for  stopping  an  ascend- 
ing car. 

(d)  A  "speed  retnrder"  may  be  used  to  apply  the  brakes  if  the 
car  speed  becomes  excessive  in  either  direction. 

Hand  elevators  having  a  travel  of  more  than  thirty    (30)    feet 
shall  be  equipped  whh  a  brake  which  operates  automatically. 
Note :     For.  hard  brakes,  see  section  C-509. 

(e)  The  "spe^d  retarder"  shall  be  located  where  it  cannot  be 
struck  by  the  car  in  case  of  overtravel. 

Sec.  C-505— CAPACITY  AND  LOADING: 

(a)  The  minimum  carrying  capacity  of  hand  invalid  lifts  and 
hospital  elevators  shall  be  thirty-five  (35)  pounds  per  square  foot  of 
platform  area  inside  of  the  car  enclosure. 

(b)  A  metal  plate  shall  be  fastened  in  a  conspicuous  place 
in  the  elevator  car  and  shall  bear  the  following  information,  in  not 
less  than  one-fourth  (V*)  inch  letters  or  figures.  These  letters  or 
figures  shall  be  stamped,  etched  or  raised  on  the  surface  of  the  plate. 

(1)  The  capacity  of  the  elevator  in  pounds. 

(2)  The  maximum  number  of  passengers  to  be  carried, 
based  on  one  hundred  and  fifty  (150)  pounds  per  person 
(if  passenger  elevator). 

(3)  The  suspension  data  required  in  Section  C-510. 

(c)  A  rated  capacity  test  shall  be  made  of  every  new  elevator 
before  the  elevator  is  placed  in  regular  service. 

Sec.  C-506— COUNTERWEIGHTS: 

(a)  Counterweights  shall  run  in  guides. 

(b)  Counterweight  sections  of  hospital  elevators  and  invalid 
lifts  whether  carried  in  frames  or  not  shall  be  secured  by  at  least 
two  (2)  tie  rods  passing  through  holes  in  the  sections.  The  tie 
rods  shall  have  lock  nuts  at  each  end.  The  lock  nuts  shall  be  secured 
by  cotter  pins. 

Sec.  C-507— CAR  AND  COUNTERWEIGHT  BUMPERS: 

(a)  Car  bumpers  of  the  spring  type  or  their  equivalent  shall 
be  installed  in  the  pits  of  hand  invalid  lifts  and  hospital  elevators. 

(b)  Bumpers  •  shall  stop  the  car  when  descending  with  its 
rated  load.  The  bumpers  shall  be  designed  to  cause  a  retardation  of 
the  car  not  in  excess  of  64.4  feet  per  second  per  second. 

(c)  Bumpers  shall  be  located  symmetrically  with  reference  to 
the  center  of  the  car. 
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(d)  Counterweight  bumpers  similar  to  those  required  for  cars 
shall  be  installed  under  the  counterweights  if  the  space  below  the 
counterweight  runway  is  used  for  any  purpose. 

Sec.  C-508— GUIDE  RAILS: 

(a)  Car  and  counterweight  guide  rails  shall  be  of  steel,  wrought 
iron,  or  straight-grained,  seasonad  wood  free  from  knots,  shakes, 
dry  rot  or  other  imperfections.  Guide  rails  shall  be  securely  fastened 
with  through  bolts  of  such  strength,  design  and  spacing  that  the 
guide  rails  and  their  fastenings  shall  not  deflect  more  than  one- 
fourth  (%)  inch  under  normal  operation,  particularly  where  in  con- 
tact with  the  guide  shoe  when  the  car  is  at  landing.  Guide  rails 
shall  withstand  the  application  of  the  "safety"  when  stopping  a  fully 
loaded  car  of  the  counterweight.  The  guiding  surfaces  of  the  guide 
rails  for  elevators  requiring  "safeties"  shall  be  finished  smooth.  The 
guide  rails  shall  be  "bottomed"  on  suitable  supports  and  extended 
at  the  top  to  prevent  guide  shoes  running  off  in  case  the  overtravel  is 
exceeded. 

Sec.  C-509— MACHINE  AND  MACHINERY: 

(a)  Hand  elevators  shall  be  equipped  with  a  hand  brake  that 
operates  in  either  direction.  When  the  brake  has  been  applied  it  shall 
remain  locked  in  the  "on"  position  until  released. 

(b)  The  factors  of  safety  based  on  the  static  loads  to  be  used 
in  the  designs  of  all  parts  of  hoisting  machines  shall  not  be  less 
than  five  (5)  for  wrought  iron  or  wrought  steel,  eight  (8)  for  cast 
iron  or  other  materials. 

(c)  The  sheaves  or  idlers  of  hand  invalid  lifts  and  hospital 
elevators  shall  not  be  suspended  in  stirrups  of  cast  iron  from  the 
under  side  of  the  supporting  beams. 

(d)  No  hand  elevator  machine  shall  be  equipped  with  any  means 
or  attachment  for  applying  any  other  power  unless  such  elevator  is 
jiermanently  and  completely  converted  into  a  power  elevator  comply- 
ing with  requirements  of  this  Code  for  power  elevators. 

(e)  Power  shall  not  be  applied  to  hand  elevators  by  means  of 
rope-grip  attachment  or  clutch  mechanisms. 

Sec.  C-510— HOISTING  CABLES,  ROPES  AND  CHAINS: 

(a)  The  capacity  plate  required  in  Rule  505-B  shall  bear  the 
following  information: 

SUSPENSION  SPECIFICATIONS 
Suspension  Number  Nominal  Rated  Ultimate 

Member  Material  Size  Strength  in  Lbs. 

Hoisting 
Counter- 
weight 

(b)  In  addition  a  metai  tag  shall  be  attached  to  the  suspension 
fastenings  stating  the  size,  rated  ultimate  strength  and  material  of 
the  suspension  and  the  date  of  its  installation. 

(c)  The  factor  of  safety  used  in  determining  the  size  of  the 
suspension  member  shall  be  five  (5),  based  on  the  weight  of  the  car 
and  its  rated  load. 

(d)  Suspension  members  shall  be  so  adjusted  that  either  the 
car  shall  rest  upon  its  bumpers  or  the  counterweight  upon  the  floor 
of  the  pit  before  the  counterweight  of  the  car  strikes  any  part  of  the 
overhoistway  construction. 
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(e)  Suspension  members  secured  to  a  winding  drum  shall 
have  not  less  than  one  (1)  complete  turn  of  the  suspension  member 
around  the  winding  drum  when  the  car  or  counterweight  has  reached 
the  extreme  limit  of  its  overtravel. 

The  drum  end  of  cables  shall  be  secured  by  clamps  inside  of  the 
drum. 

DIVISION  C— PART   SIX 
DUMBWAITERS 
Sec.   C-601— CAR  CONSTRUCTION: 

(a)  Dumbwaiter  cars  shall  be  of  such  strength  and  stiffness 
they  will  not  deform  appreciably  if  the  load  leans  or  falls  against 
the  sides  of  the  car. 

(b)  Cars  shall  be  made  of  wood  or  metal  and  of  "solid"  con- 
struction. 

Cars  for  power  dumbwaiters  shall  be  reinforced  with  metal 
from  the  bottom  of  the  car  to  the  point  of  suspension. 

Metal  cars  shall  be  of  metal  sections  rigidly  riveted  or  welded 
together. 

Cars  may  be  provided  with  hinged  or  removable  shelves. 

(c)  Dumbwaiter  cars,  machines,  and  hoisting  ropes  or  cables 
shall  sustain  the  loads  given  in  the  following  table.  The  motive 
power  need  not  be  sufficient  to  raise  the  structural  capacity  load. 

Horizontal  Dimensions  in  Structural  Capacity  in 

Inches.  Pounds. 

24x24  100 

24x30  150 

30x30  300 

36x36  500 

(d)  When  any  dumbwaiter  car  is  of  sufficient  size  as  to  per- 
mit the  hauling  of  one  (1)  or  more  persons  the  installation  shall  be 
made  to  ^onform  to  a  freight  or  passenger  elevator. 

Sec.   C-602— DUMBWAITER   MACHINES: 

(a)  Dumbwaiter  machines  shall  be  securely  fastened  to  their 
supports.  The  factors  of  safety — based  upon  the  ultimate  strength 
of  the  material  and  the  static  load,  i.  e.,  the  loading  specified  in  Sec- 
tion C-601,  plus  the  weight  of  the  car,  cables,  counterweights,  etc., 
used  in  the  design  of  dumbwaiter  machines — shall  be  not  less  than 

six    (6)    for  steel,  and 

nine  (9)  for  cast  iron  or  other  materials. 

(b)  Sheaves  or  idlers  shall  not  be  suspended  in  cast  iron 
stirrups  from  the  under  side  of  the  supporting  beam. 

Sec.  C-603— GUIDE  RAILS: 

(a)  Guide  rails  shall  be  rigidly  secured  to  the  hoistway  and 
the  joints  either  tongued  and  grooved,  doweled  or  fitted  with  splice 
plates. 

(b)  One  set  of  guides  may  be  used  for  both  the  car  and  the 
counterweight. 

(c)  Hand  dumbwaiters  having  a  capacity  of  not  more  than 
twenty  (20)  pounds  and  their  counterweights  shall  have  guides  of 
wood,  metal,  metal  and  wood  bolted  together,  metal  tubes  or  spring 
steel  wires  maintained  in  tension  by  turnbuckles. 

(d)  Dumbwaiters  having  a  capacity  of  more  than  twenty  (20) 
pounds  and  a  speed  not  in  excess  of  one  hundred    (100)    feet  per 
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minate  shall  have  guide  rails  of  metal,  wood,  or  metal  and  wood 
bolted  together. 

Sec.  C-604— COUNTERWEIGHTS: 

(a)  Counterweights  of  dumbwaiters  having  a  capacity  ex- 
ceeding one  hundred  (100)  pounds  or  having  a  speed  exceeding  one 
hundred  (100)  feet  per  minute  shall  have  their  counterweight  sec- 
tions secured  by  at  least  two  (2)  tie  rods  passing  through  holes  in 
all  sections,  unless  suitable  counterweight  frames  or  boxes  are  pro- 
vided. The  tie  rods  shall  have  lock  nuts  at  each  end.  The  lock 
nuts  shall  be  secured  by  cotter  pins. 

Sec.  C-605— HOISTING  CABLES: 

(a)  Power  dumbwaiters  shall  be  provided  with  one  or  more 
iron  or  steel  hoisting  cables.  Where  cables  are  exposed  to  corrosion, 
they  may  be  covered  with  marline  or  other  equivalent  protective 
covering. 

(b)  The  minimum  factor  of  safety  for  static  loads  of  car  or 
counterweight  cable  shall  be  not  less  than  the  value  given  in  Fig. 
6,  corresponding  to  the  rated  speed  of  the  car. 

(c)  The  number  and  diameter  of  the  cables  are  determined  by 
using  the  factor  of  safety  found  in  Section  C-605B  and  the  rated 
ultimate  strength  of  the  cable.  The  computed  load  on  the  cables 
shall  be  weight  of  the  car  plus  its  rated  load  plus  the  weight  of  hoist- 
ing cables  and  compensation. 

(d)  No  car  or  counterweight  hoisting  cable  or  power  dumb- 
waiters shall  be  lengthened  or  repaired  by  splicing. 

(e)  The  drum  end  of  the  car  and  counterweight  cables  shall 
be  secured  by  clamps  inside  the  drums. 

(f)  All  cables  secured  to  a  winding  drum  shall  have  not  less 
than  one  (1)  turn  of  cable  on  the  winding  drum  when  the  car  or 
counterweight  has  reached  the  extreme  limit  of  its  overtravel. 

Sec.  C-606— SPEED  AND  CONTROL: 

(a)  No  belt  dumbwaiter  shall  have  a  speed  greater  than  fifty 
(50)   feet  per  minute. 

(b)  No  power  dumbwaiter  controlled  by  a  handrope  shall  have 
a  speed  greater  than  fifty  (50)  feet  per  minute. 

(c)  The  speed  of  power  dumbwaiters  other  than  those  men- 
tioned in  Section  C-606  shall  not  exceed: 

(1)  One  hundred  (100)  feet  per  minute  if  the  travel  is 
less  than  thirty  (30)  feet. 

(2)  One  hundred  and  fifty  (150)  feet  per  minute  if 
the  travel  is  thirty  (30)  feet  or  more  and  less  than  fifty 
(50)  feet. 

(3)  Two  hundred  and  fifty  (250)  feet  per  minute  if 
the  travel  is  fifty  (50)  feet  or  more  and  less  than  one  hun- 
dred  (100)  feet. 

(4)  Four  hundred  (400)  feet  per  minute  if  the  travel 
is  one  hundred   (100)   feet  or  more. 

(5)  Five  hundred  (500)  feet  per  minute  if  the  travel  is 
in  excess  of  one  hundred  (100)  feet  without  intermediate 
landing,  and  the  dumbwaiter  is  button-controlled  and  pro- 
vided with  a  "slow-down"  device. 

(d)  Guards  which  will  keep  the  ropes  on  the  sheaves  shall 
be  installed  unless  means  are  used  to  maintain  the  hand  ropes  in 
proper  tension. 
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Sec.  C-607— TERMINAL  STOPS: 

(a)  Power  dumbwaiters  shall  be  equipped  with  brakes  which 
a2re  automatically  applied  when  the  power  is  cut  off  the  motor. 

Exception:     Hydraulic  dumbwaiters. 

(b)  Power  dumbwaiters  shall  be  provided  at  each  terminal 
with  independent  means  of  manual  operation  to  automatically  stop 
the  car  within  the  limits  of  over-travel. 

(c)  Power  dumbwaiters  having  a  travel  of  more  than  thirty 
(30)  feet  and  a  capacity  of  more  than  one  hundred  (100)  pounds 
and  operated  by  winding-drum  machines  shall  be  provided  with  a 
"slack-cable"  device  which  will  cut  off  the  power  and  stop  the  car 
if  the  car  is  obstructed  in  its  descent. 

Exception:     Hydraulic  dumbwaiters. 

DIVISION  C— PART   SEVEN 
ESCALATORS 
Sec.  C-701— ANGLE  OF  INCLINATION: 

(a)  The  angle  of  inclination  of  an  escalator  shall  not  exceed 
thirty    (30)   degrees  with  the  horizontal. 

Sec.  C-702— WIDTH  OF  ESCALATORS: 

(a)  The  width  of  an  escalator  shall  be  measured  between  the 
balustrading  at  a  vertical  height  of  twenty-four  (24)  inches  above 
the  nose  line  of  the  treads. 

(b)  Escalators  shall  be  not  less  than  twenty-two  (22)  inches 
nor  more  than  forty-eight   (48)   inches  wide. 

Escalators  greater  than  twenty-nine   (29)   inches  in  width  shall 
have  a  horizontal  tread  formation. 
Sec.  C-703— BALUSTRADING: 

(a)  Escalators  shall  be  provided  on  each  side  with  "solid 
balustrading".  On  the  escalator  side  the  "balustrading"  shall  be 
smooth,  without  depression  or  raised  paneling  or  molding.  Glass 
panels  in  "balustrading"  shall  be  prohibited. 

There  shall  be  no  abrupt  changes  in  the  width  between  the 
"balustrading"  on  the  two  (2)  sides  of  the  escalator.  Should  any 
change  in  the  width  be  necessary,  the  change  shall  be  not  more  than 
eight  (8)  per  cent  of  the  greatest  width. 

In  changing  from  the  greater  to  the  smaller  width  the  change 
in  the  direction  of  the  "balustrading"  shall  not  exceed  fifteen  (15) 
degrees  from  the  line  of  the  escalator. 

(b)  "Balustrading"  shall  be  equipped  with  a  hand-rail  moving 
at  the  same  speed  and  in  the  same  direction  as  the  travel  of  the 
escalator. 

Sec.  C-704— TREAD  GUARDS: 

(a)  Stationary  tread  guards  shall  be  provided  on  the  escalator 
side  of  "balustrading"  along  the  whole  length  of  and  immediately 
above  the  nose  line  of  the  escalator  treads. 

(b)  Escalator  treads  and  landings  shall  be  of  material  afford- 
ing secure  foothold,  such  as  wool  or  material  used  for  "safety 
treads."  If  the  landing  is  of  concrete,  it  shall  have  edge  insertions 
of  metal,  wood  or  other  antislip  material. 

Sec.  C-705— STRENGTH  OF  TRUSSES  OR  GIRDERS: 

(a)  Escalator  trusses  or  girders  shall  be  designed  with  a  fac- 
tor of  safety  not  less  than  five  (5),  based  on  the  static  loads. 

(b)  The  escalator  truss  or  girder  shall  be  designed  to  safely 
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retain  the  escalator  treads  in  their  runs  if  the  tread  chain  breaks 
while  supporting  the  maximum  load. 

Sec.  C-706— TRACK  ARRANGEMENT: 

(a)  The  track  arrangement  for  guiding  the  escalator  tread 
shall  prevent  the  displacement  of  the  upper  line  of  treads  if  the 
tread  chain  breaks. 

Sec.  C-707— CAPACITY  AND  LOADING: 

(a)  The  maximum  load  permitted  on  an  escalator  twenty-four 
(24)  inches  or  less  in  width  shall  be  computed  by  the  following 
formula : 

Maximum  Load=110  A 

(b)  The  maximum  load  permitted  on  an  escalator  wider  than 
twenty-four  (24)  but  not  exceeding  thirty-six  (36)  inches  shall  be 
computed  by  the  following  formula: 

Maximum  Load=[110  plus  9  (W-24)]xA 

(c)  The  maximum  load  permitted  on  an  escalator  wider  than 
thirty-six  (36)  but  not  exceeding  forty-eight  inches  shall  be  computed 
by  the  following  formula: 

Maximum  Load=[218  plus  5  (W-36)]XA. 
In  these  formulas,   (W)   is  the  width  of  the  escalator  in  inches 
and   (A)   is  the  horizontal  projected  length  in  feet  of  the  exposed 
treads.     The  maximum  load  is  expressed  in  pounds. 

Sec.  C-708— LIMITS  OF  SPEED: 

(a)  The  speed  of  an  escalator  shall  not  exceed  one  hundred 
(100)   feet  per  minute. 

Sec.  C-709 — Application  of  power: 

(a)  Escalators  shall  be  driven  by  direct-connected  electric 
motors.  Two  (2)  or  more  escalators  placed  side  by  side  and  operated 
as  a  single  unit  may  be  driven  by  one  (1)  motor. 

(b)  The  chain  or  chains  used  for  driving  escalators  shall  have 
a  factor  of  safety  of  not  less  than  ten  (10). 

Sec.  C-710— SAFETIES: 

(a)  Every  escalator  "drive"  shall  be  provided  with  an  elec- 
trically released,  mechanically  applied  brake  which  shall  stop  the 
escalator  automatically  when  the  power  is  cut  off. 

(b)  There  shall  be  an  emergency  "stop"  button  or  other  type 
of  switch  accessible  to  the  public,  conspicuously  located  at  the  top 
and  at  the  bottom  of  each  escalator  runway. 

The  operation  of  either  one  of  these  buttons  or  switches  shall 
cause  the  opening  of  the  power  circuit,  application  of  the  brake  and 
stoppage  of  the  escalator.  It  shall  be  impossible  to  start  an  escalator 
by  means  of  these  buttons  or  switches. 

These  buttons  or  switches  shall  be  marked  "ESCALATOR  STOP 
BUTTONS"  or  "ESCALATOR  STOP  SWITCH". 

(c)  Escalators  operated  in  the  ascending  direction  shall  be 
equipped  with  a  safety  mechanism  to  prevent  accidental  reversal  of 
the  escalator. 

On  a  reversible  escalator  the  safety  mechanism  shall  be  arranged 
to  be  inoperative  when  the  escalator  is  descending  and  operative  when 
the  escalator  is  ascending.  The  safety  mechanism  shall  be  provided 
with  a  contactor,  the  function  of  which  will  cause  the  opening  of  the 
power  circuit  and  the  application  of  the  brake. 
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(d)  Escalators  operating  in  a  descending  direction  shall  be 
provided  with  a  safety  mechanism  to  prevent  the  escalator  attaining 
excessive  speed. 

(e)  Escalators  operated  by  polyphase  alternating  current 
motors  shall  be  provided  with  relays  of  the  potential  type  which  will 
prevent  starting  the  motor  while — 

(1)  The  phase  rotation  is  in  the  wrong  direction. 

(2)  There  is  a  failure  in  any  phase. 

DIVISION   D— -ELECTRICAL 
PART   ONE— ADMINISTRATION 
Sec.  D-101— PERMITS:     (See  Sec.  A-223Q  and  A-223R.) 

(a)  Before  any  electrical  work  shall  be  commenced  for  any 
building  or  structure  or  on  any  premises  within  the  city  a  permit  and 
license  shall  be  obtained  from  the  City  Controller,  so  to  do,  after 
application  to  the  Commissioner  of  Buildings  and  his  approval 
thereof. 

(b)  No  application  for  a  permit  shall  be  issued  by  the  Com- 
missioner of  Buildings  unless  the  person  or  persons,  firm  or  cor- 
poration agree  to  do  all  the  work  for  which  a  permit  is  granted  ac- 
cording to  the  provisions  of  this  Code  and  the  approval  issued  there- 
under either  on  said  application  or  according  to  plans  and  specifica- 
tions approved  by  the  Commissioner  of  Buildings  and  kept  on  file 
with  him.  The  Commissioner  of  Buildings  may  require  affidavits  to 
this  effect  in  any  case. 

Sec.  D-102— PLANS  AND  SPECIFICATIONS: 

(a)  Blue  prints  in  duplicate  shall  be  provided  the  Bureau  of 
Buildings  before  application  for  building  license  and  permit:  for  all 
electrical  work  in  buildings  or  structures  and  on  all  premises  both 
new  or  old  and  public  and  private. 

(b)  Such  blue  prints  shall  show: 

(1)  All  construction  and  details. 

(2)  Exact  location  of  all  apparatus,  the  size  and  ca- 
pacity thereof. 

(3)  The  size  of  all  conduits;  location  of  all  openings, 
cabinets  and  the  capacity  of  all  conductors. 

Exception:  Blue  prints  may  be  omitted  by  special  permission  or 
for  any  repairs  not  in  excess  of  fifteen  (15)  dollars,  which  repairs 
are  done  by  a  licensed  person. 

Sec.  D-103— CORRECTIONS  TO  BLUE  PRINTS: 
After  such  blue  prints  are  read  by  the  Bureau  of  Buildings  any 
corrections  to  the  same  shall  be  made  in  acid  by  the  applicant  be- 
fore a  permit  or  building  license  is  issued. 

Sec.  D-104— NUMBERING  OF  BLUE  PRINTS: 
All  blue  prints  in  sets  shall  be  numbered  and  an  index  furnished 
on  the  first  blue  print  setting  forth  each   sheet  and   the  character 
thereof. 

Sec.  D-105— ERRORS  IN  BLUE  PRINTS  AFTER  PERMIT 
IS  ISSUED  NOT  LEGAL: 

After  the  blue  prirts  are  stamped  as  follows:  "APPROVED  SUB- 
JECT TO  ALL  BUILDING  AND  ZONING  ORDINANCES,"  such 
approval  shall  not  be  considered  as  evidence  to  allow  any  person  or 
persons  to  violate  any  law  or  Ordinance  of  this  Code.  Such  above 
approval   shall   not  guarantee   any   person  or   persons   that   the   ap- 
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proved  plans  are  in  exact  accordance  with  all  building  and  zoning 
laws  or  ordinances,  and  any  errors  found  later  shall  be  immediately 
rectified  and  the  construction  or  location  of  the  electrical  work 
changed  to  conform  to  the  law,  ordinance  and  this  Code. 

Sec.  D-106— SCALE   OF  PLANS: 

All  plans  shall  be  drawn  to  a  scale  of  one-quarter  ( % )  of  an  inch 
to  one  (1)  foot  of  actual  structure  or  building  measurement;  except 
by  special  permission  in  writing  from  the  Commissioner  of  Build- 
ings one-eighth  (%)  inch  to  one  (1)  foot  scale  may  be  used  in  large 
buildings  not  used  for  apartment  or  tenement  purposes. 

Sec.  D-107— REGISTERED  ENGINEER: 

The  Commissioner  of  Buildings  shall  require  plans  and  specifica- 
tions of  any  electrical  work  to  be  approved  by  a  registered  profes- 
sional engineer  registered  in  the  State  of  Indiana  as  such. 

Sec.  D-108— CHANGES  NOT  TO  BE  MADE  IN  PLANS 
AFTER  PERMIT  IS  ISSUED: 

No  changes  are  to  be  made  in  any  plan  or  specifications  of  con- 
struction after  a  building  license  has  been  issued  except  by  special 
permission,  in  writing,  from  the  Commissioner  of  Buildings. 

Sec.  D-109— APPROVAL  OF  PART  OF  BUILDING: 

Nothing  in  this  division  shall  be  construed  to  prevent  the  Com- 
missioner of  Buildings  from  granting  his  approval  for  the  perform- 
ing of  any  part  of  the  work,  where  approved  plans  of  the  same  are 
on  file  at  the  Bureau  of  Buildings. 

Sec.  D-110— REVOCATION  OF  BUILDING  LICENSE: 

(a)  Should  the  Commissioner  of  Buildings  become  convinced 
that  the  work  under  the  building  license  is  not  proceeding  accord- 
ing to  the  plans  and  specifications  upon  which  such  building  license 
was  issued,  but  is  proceeding  in  violation  of  the  law  or  ordinance 
or  this  Code,  it  shall  be  his  duty  to  notify,  by  parole  or  otherwise,  the 
owner  or  owners,  or  his  agent,  that  the  work  is  being  done  in  viola- 
tion of  the  approval,  permit  and  ordinance  and  that  such  work  shall 
immediately  be  stopped  and  changed  to  conform  to  the  Building 
Code. 

(b)  Such  building  license  may  be  revoked  by  parole  or  other- 
wise by  the  Commissioner  of  Buildings  or  his  authorized  assistants 
when  it  is  believed  any  part  of  this  Code  is  being  violated.  Such 
revocation  of  a  building  license  shall  be  by  letter  to  the  applicant  at 
the  address  shown  on  the  building  license  application  or  in  lieu 
thereof  the  Commissioner  of  Buildings  or  his  authorized  assistants 
may  cause  a  tag,  sticker  or  notice  of  such  revocation  of  the  license 
to  be  written  on  or  attached  to  the  building  license,  which  is  re- 
quired by  the  law  to  be  posted  in  a  conspicuous  place  on  the  con- 
struction job. 

Sec.  D-lll— BUILDING  LICENSE  TO  BE  POSTED  ON  THE 
JOB. 

It  shall  hereafter  be  unlawful  for  any  person  or  persons,  firm  or 
corporation  to  do  any  electrical  work  on  any  new  or  old  structure, 
including  repairs,  in  Indianapolis,  unless  said  person  or  persons, 
firm  or  corporation,  including  the  contractor,  foreman  or  workman 
doing  such  work  shall  maintain  in  full  view  and  in  a  conspicuous 
place  during  the  construction  or  repair  work  called  for  by  a  permit 
and  until  the  said  work  shall  be  finished  and  finally  inspected,  a 
building  license  for  such  work  on  such  building  or  structure. 
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Sec.  D-112— REMOVAL  OF  LICENSE— FINAL  INSPECTION: 

Such  license  shall  not  be  removed  until  the  permission  so  to  do 
is  granted  by  the  Commissioner  of  Buildings  or  his  authorized  as- 
sistants, either  by  letter  or  parole.  Such  parole  notice  when  final 
inspection  is  made  shall  be  in  the  form  of  a  sticker  which  shall  be 
attached  to  the  license  by  the  inspector  and  signed  by  him. 

Sec.  D-113— PLANS  AND  SPECIFICATIONS  OF  JOB: 

It  shall  further  be  unlawful  for  any  person  or  persons,  firm  or 
member  of  a  corporation  to  do  any  electrical  work  on  any  new  or  old 
building  or  structure  or  premises  in  Indianapolis  unless  there  is 
maintained  on  such  construction  or  repair  job  at  all  times  during 
working  hours  a  complete  set  of  plans  and  specifications  stamped: 
"APPROVED  SUBJECT  TO  ALL  BUILDING  AND  ZONING 
ORDINANCES/ 

Sec.  D-114— LEGAL  EXPIRATION  OF  ANY  BUILDING 
LICENSE: 

Every  permit  and  license  shall  expire  by  limitation  if  active 
work  has  not  been  commenced  within  two  (2)  months  of  the  date  of 
issue. 

Sec.  D-115— REJECTION  OF  PLANS: 

It  shall  be  the  duty  of  the  Commissioner  of  Buildings  to  accept 
or  reject  any  plan  or  set  of  plans  within  a  reasonable  time  from  date 
of  filing  same  in  his  office  pursuant  to  the  provisions  of  this  build- 
ing Code  and  all  Zoning  laws  and  ordinances  or  other  laws  and 
ordinances  in  effect  in  the  City  of  Indianapolis. 

Sec.  D-116— ORDINARY  REPAIRS: 

Ordinary  repairs  to  the  electrical  work  of  buildings  or  structures 
or  any  of  the  appurtenances  thereto,  the  value  of  which  shall  not 
exceed  fifteen  (15)  dollars  in  any  one  (1)  month  or  fifty  (50)  dollars 
in  one  year,  may  be  made  without  notice  to  the  Commissioner  of 
Buildings. 

Sec.  D-117— ILLEGAL  INSPECTION: 

It  shall  be  unlawful  for  any  person,  firm  or  corporation,  organi- 
zation or  bureau  to  charge  fees  for  inspection  either  directly  or  in- 
directly and  to  perform  inspection  work  as  required  by  this  Code 
in  lieu  of  that  inspection  and  those  fees  required  through  the 
Bureau  of  Buildings.     (See  Sec.  A-228.) 

Sec.  D-118— IRON  CONDUIT  AND  ARMORED  CABLE  RE- 
QUIRED—WOOD  MOULDING  PROHIBITED. 

(a)  All  wiring  hereafter  installed  within  the  territory  known 
as  the  fire  limits  described  in  Sec.  A-301,  shall  be  installed  in  ap- 
proved metal  conduit  or  armored  cable. 

(b)  Approved  metal  conduit  or  approved  armored  cable  will 
be  required  for  all  wiring  in  any  of  the  following  classes  of  build- 
ings wherever  located:  Buildings  occupied  as  asylums,  sanitariums, 
hospitals,  theaters,  moving  picture  shows  and  airdomes,  state,  county, 
and  city  public  buildings,  public  schools  and  livery  stables,  provided, 
however,  that  minor  alterations  and  repairs  may  be  made  in  existing 
systems  when  approved  by  the  Commissioner  of  Buildings. 

(c)  No  wood  moulding  will  be  permitted. 

Sec.  D-119— CUTTING  OF  WIRES: 

No  person  shall  maliciously  cut,  disturb,  alter  or  change  or 
cause  to  be  cut,  altered  or  changed  any  electrical  apparatus  or  elec- 
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trical  wires  in  such  a  manner  as  to  render  same  inoperative  or  de- 
fective or  not  in  accordance  with  the  provisions  of  this  Code. 

Sec.   D-120— COVERING   OF   CONCEALED   WIRING: 
No  so-called  concealed  wiring  shall  be  lathed  over  or  in  any  man- 
ner covered  from  sight  until  inspected  and  accepted. 

Sec.  D-121— DEFECTIVE  APPARATUS  AND  MATERIAL: 

(a)  The  Commissioner  of  Buildings  may  condemn  any 
electrical  work  or  apparatus  within  any  building  or  on 
any  lot  or  premises  or  in  any  street  or  alley  or  other  place 
which  is  unsafe  in  his  opinion  and  has  not  been  installed  according 
to  the  provisions  of  this  Code. 

(b)  The  person  or  persons  owning  or  using  the  same  shall  im- 
mediately cause  the  condemned  work  to  be  corrected  to  comply  with 
the  requirements  of  this  Code. 

(c)  If  the  person  owning  or  operating  the  defective  apparatus, 
or  wires,  does  not  cause  them  to  be  corrected  promptly  upon  notice 
of  the  Commissioner  of  Buildings,  the  said  Commissioner  or  his 
authorized  assistants  may  remove  the  fuses,  disconnecting  the  wires 
or  by  other  means  completely  disconnect  the  condemned  work,  and 
no  person  shall  connect  the  same  until  the  condemned  work  has  been 
corrected  and  inspected  and  a  certificate  furnished  by  the  Com- 
missioner of  Buildings. 

Sec.   D-122— CERTIFICATE   OF  INSPECTION: 

(a)  No  person  or  persons  shall  connect  or  permit  to  be  con- 
nected any  electrical  installation  covered  by  this  Code  to  a  source  of 
electrical  energy  until  such  installation  has  been  approved  by  the 
Commissioner  of  Buildings  and  a  certificate  of  approval  attached  to 
said  installation. 

(b)  The  certificate  of  approval  shall  be  either  in  the  form  of  a 
sticker  or  a  tag.  This  certificate  shall  be  blue  in  color  and  shall  be 
signed  by  the  inspector  certifying  the  installation. 

(c)  In  cases  where  the  electrical  work  is  not  approved,  the 
inspector  shall,  cause  a  red  tag  to  be  fastened  to  the  disapproved 
electrical  installation.  It  shall  be  unlawful  for  any  person  to  dis- 
turb or  remove  this  tag  until  authorized  so  to  do  by  the  Commis- 
sioner of  Buildings. 

(d)  It  shall  be  unlawful  for  any  person  or  owner  to  cause  any 
defective  electrical  installation  to  be  used  or  connected  to  a  source  of 
electrical  energy  until  the  defects  have  been  removed  and  a  certificate 
of  approval  issued. 

Sec.  D-123.— RECORD  OF  INSPECTION: 

Each  inspector  shall  keep  a  complete  record  of  his  inspection 
work  and  make  a  weekly  report  to  the  Commissioner.  In  case  that 
the  Commissioner  shall  appoint  an  inspector  over  any  certain  terri- 
tory said  inspector  shall  perform  his  duty  properly  and  be  responsible 
for  the  inspection  work  under  his  direction  and  within  that  district. 
Each  inspector  shall  receive  inspection  slips  and  shall  thereon  keep 
a  complete  record  of  all  inspections  made  and  shall  attach  the  final 
inspection  tag  on  the  building  license,  as  described  in  this  Code. 

Sec.  D-124.— WIRING  IN  BASEMENTS  OR  CELLARS: 
All  wiring  in  open  basements  or  cellars  of  all  classes  or  grades 
of  buildings  shall  be  in  metal  conduit  or  armored  cable  or  other  ap- 
proved protection  medium. 
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Sec.  D-125— BOARD  OF  ELECTRICAL  EXAMINERS: 

(a)  That  there  be  and  is  hereby  created  a  Board  for  the  exam- 
ination and  licensing  of  master  electricians,  to  be  known  as  "BOARD 
OF  ELECTRICAL  EXAMINERS,"  wh  ch  board  shall  consist  of  five 
members,  to  be  constituted  and  appointed  as  follows: 

The  Commissioner  of  Buildings  of  the  City  of  Indianapolis  and 
the  Electrical  Engineer  shall  each  be  a  member  of  said  board,  ex-officio; 
the  Commissioner  of  Buildings  of  the  City  of  Indianapolis  shall  ap- 
point as  the  third  member  of  said  board  some  master  electrician  of 
good  moral  character  of  the  City  of  Indianapolis,  and  these  three 
members  shall  appoint  two  additional  members,  one  of  whom  shall 
be  a  registered  architect,  and  one  a  registered  electrical  engineer 
under  the  laws  of  Indiana,  all  of  the  City  of  Indianapolis. 

(b)  The  term  "master  electrician"  as  used  in  this  section  is  de- 
fined to  mean  and  include  any  person,  firm  or  corporation  engaged  in 
the  business  of,  or  holding  themselves  out  to  the  public  as  engaged 
in  the  business  of  installing  or  repairing  or  contracting  to  install  or 
repair  wires,  conductors  and  equipment  used  within  buildings  for  the 
transmission  of  electric  current  for  electric  light,  heat,  power  or  sig- 
naling purposes  covered  by  the  Building  Code  of  the  City  of  Indiana- 
polis, together  with  the  fittings  for  the  same  necessary  for  the  pro- 
tection of   such   wires,   conductors   and   equipment. 

(c)  The  salary  of  the  members  of  said  board,  other  than  the 
member  who  is  the  Commissioner  of  Buildings  and  Electrical  Engi- 
neer of  the  Bureau  of  Buildings  of  the  City  of  Indianapolis,  shall  be 
sixty  ($60.00)  dollars  per  year,  or  at  the  rate  of  five  ($5.00)  dollars 
per  month,  and  said  board  shall  have  a  right  to  employ  some  compe- 
tent person  not  a  member  of  the  board  as  secretary  at  the  compen- 
sation not  in  excess  of  twenty  ($20.00)  dollars  per  month. 

(d)  Said  Board  of  Electrical  Examiners  shall  meet  at  the  office 
of  the  Commissioner  of  Buildings  of  the  City  of  Indianapolis,  or  at 
such  other  place  in  the  City  Hall  as  may  be  assigned  to  them.  Said 
board  shall  meet  at  least  once  a  month  at  such  time  as  may  be  fixed 
by  said  board,  and  when  necessary  for  the  efficient  discharge  of  its 
duties  said  board  may  adjourn  from  time  to  time,  and  may  hold  spe- 
cial meetings  upon  the  call  of  the  chairman  or  of  two  members  of 
said  board.  The  majority  of  said  board  shall  constitute  a  quorum, 
and  it  shall  require  the  affirmative  vote  of  a  majority  of  said  mem- 
bers to  take  any  action  at  any  regular  or  special  meeting  of  said 
board. 

(e)  No  person  shall  be  entitled  to  receive  a  license  as  a  master 
electrician,  as  provided  in  this  section  unless  he  passes  the  following 
qualifications:  (1)  Must  be  over  twenty-one  years  of  age  and  a  per- 
son of  good  moral  character;  (2)  Must  be  a  graduate  electrical  engi- 
neer from  a  recognized  university  or  college,  with  at  least  one  year's 
practical  experience  as  a  master  electrician;  or  have  had  at  least 
three  years'  actual  experience  as  an  electrical  workman  or  journey- 
man repairing  and  installing  wires,  conductors,  and  equipment  used 
ins'de  of  buildings  for  the  transmission  of  electric  current  for  elec- 
tric light,  heat,  power  or  signaling  purposes  covered  by  the  Building 
Coed  of  the  City  of  Indianapolis;  (3)  Must  possess  a  fair  knowledge 
of  the  laws  of  the  State  of  Indiana  and  of  the  ordinances  of  the  City 
of  Indianapolis  controlling  the  repair  and  installation  of  wires,  con- 
ductors and  equipment  used  within  buildings  for  the  transmission  of 
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electric  current  for  electric  light,  heat,  power  or  signaling  purposes 
covered  by  this  Code. 

(f)  No  firm  or  corporation  shall  be  entitled  to  receive  a  license 
as  a  master  electrician  as  provided  in  this  section  unless,  if  a  firm, 
some  member  thereof,  or  if  a  corporation  some  officer  or  duly  author- 
ized representative  thereof,  shall  possess  the  qualifications  required  in 
this  section  for  master  electrician,  and  apply  for  and  secure  a  license 
as  master  electrician  under  this  section  in  the  name  of  such  firm 
or  corporat-on. 

(g)  Sad  Board  of  Electrical  Examiners  shall  have  power  to 
adopt  all  necessary  rules  and  regulations  for  the  conduct  of  its  own 
business  and  the  examination  of  applicants  for  license  as  master 
electrician.  Said  board  shall  keep,  or  cause  to  be  kept,  proper  rec- 
ords showing  the  names  and  addresses  of  all  persons  making  appli- 
cation for  license  as  master  electrician,  and  to  whom  said  board  au- 
thorizes licenses  to  be  issued. 

(h)  Said  Board  of  Electrical  Examiners  shall  issue  its  certificate 
signed  by  each  member  of  said  board,  or  a  majority  thereof,  to  each 
applicant  for  license  as  a  master  electrician  complying  with  the  re- 
quirements of  this  section:  Said  certificate  shall  be  directed  to  the 
Controller  of  the  City  of  Indianapolis  and  said  Controller  upon  the 
receipt  of  such  certificate  shall  issue  a  license  to  such  person,  firm 
or  corporation,  as  the  case  may  be,  for  a  period  of  one  year;  or  the 
remainder  of  the  calendar  year,  after  the  date  of  the  issuing  of  such 
license.  All  licenses  and  renewals  of  the  same  shall  expire  on  the 
31st  day  of  December  each  year.  No  license  shall  be  issued  by  the 
Controller  to  any  person,  firm  or  corporation  as  a  master  electrician 
except  as  provided  in  this  section,  and  such  license  so  issued  shall 
be  evidence  in  court  of  the  business  for  which  it  is  issued. 

(i)  Each  applicant  before  taking  examination  shall  pay  to  the 
Controller  of  said  city  the  sum  of  fifteen  ($15.00)  dollars  as  the  prelim- 
inary fee  for  the  examination  as  master  electrican  and  file  the  receipt 
of  the  Controller  with  the  Secretary  of  said  board  for  such  payment.  If 
the  applicant  is  found  to  be  qualified  and  is  given  a  certificate  as 
provided  for  in  paragraph  (h)  of  this  section  then  he  shall  be  entitled, 
upon  the  further  payment  to  said  Controller  of  ten  ($10.00)  dollars 
and  the  execution  of  a  bond  as  provided  for  in  this  section,  to  receive 
a  license  from  the  Controller  as  a  master  electrician  as  provided  in 
this  part. 

(j)  Each  person,  firm  or  corporation  applying  for  the  license 
required  by  this  section  shall,  before  being  granted  a  license  by  *,he 
Controller,  make,  execute  and  deliver  to  the  Controller  a  bond  in  the 
sum  of  three  thousand  ($3,000)  dollars,  payable  to  the  City  of  Indi- 
anapolis, such  oond  to  be  made  for  the  use  and  benefit  of  the  owner 
or  any  party  i»i  interest  in  the  property  where  said  master  electrician 
furnishes  anj  material,  or  performs  any  service,  against  loss  or 
damage  which  may  arise  by  reason  of  the  work  done  or  material 
furnished  being  in  violation  of  the  requirements  of  any  law  of  the 
State  of  Indiana  or  any  ordinance  of  the  City  of  Indianapolis  con- 
trolling such  work.  Such  bond  shall  be  executed  by  each  applicant 
with  any  recognized  and  responsible  surety  company  authorized  to  do 
business  in  Marion  County,  Indiana,  as  surety  thereon. 

(k)  Each  person,  firm  or  corporation  applying  for  the  license 
as  master  electrician,  as  provided  in  this  section,  shall  have  the  right 
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without  further  examination  to  obtain  a  license  each  year  thereafter 
from  said  Controller  upon  the  payment  to  the  Controller  of  a  license 
fee  of  &ve  ($5.00)  dollars,  and  the  execution  of  a  bond  with  security 
as  herein  required. 

(I)  Any  person  shall  have  the  right  to  appear  before  the  Board 
of  Electrical  Examiners  for  permission  to  do  electrical  wiring  for  him- 
self or  for  any  person,  firm  or  corporation  to  the  extent  of  the  per- 
mission granted  him  in  writing  by  said  board  as  herein  provided. 
Said  permission  shall  definitely  state  what  the  person  may  do,  and  in 
no  case  shall  such  permission  be  construed  to  exclude  the  installation 
permit  as  required  by  this  Code. 

(m)  The  above  and  foregoing  provisions  of  this  section  shall  not 
apply  to  or  govern  electrical  work  done  by  any  person,  firm  or  cor- 
poration through  a  regular  employee  employed  in  whole  or  in  part  for 
such  work,  prov'ded,  however,  that  the  owner  of  any  such  plant  or 
building  desiring  to  do  such  electrical  work  through  his,  their  or  its 
regular  employees  shall  join  with  such  employee,  or  employees,  in 
an  application  to  the  Board  of  Electrical  Examiners  for  a  permit  and 
license  therefor.  Such  employee  shall  appear  in  person  before  said 
board  and  shall  pass  an  examination  the  same  as  for  a  master  elec- 
trician and  after  said  board  is  satisfied  that  such  employee  joining 
such  person,  firm  or  corporation,  in  such  application  is  qualified  to 
do  electrical  work  as  provided  in  this  section  and  as  described  in 
paragraph  (e)  hereof,  said  board  shall  issue  such  permit  to  such  per- 
son, firm  or  corporation  for  said  employee,  so  joining  in  said  applica- 
tion, and  upon  presentation  of  such  permit  to  the  Controller  of  said 
c  ty,  such  person,  firm  or  corporation  shall  be  entitled  to  receive  a 
second  grade  license  for  said  employee,  to  do  electrical  work  on  the 
premises  of  said  person,  firm  or  corporation  upon  the  payment  of  the 
fee  of  five  ($5.00)  dollars  per  year  without  the  execution  of  any  bond. 
The  work,  done  under  such  license  shall  be  limited  to  the  employee 
named  in  such  license  and  to  the  building  or  buildings  owned  by 
said  person,  firm  or  corporation,  but  not  for  any  building  under  con- 
struction ;  and  said  board  shall  keep  a  proper  record  showing  the  name 
and  address  of  each  person,  firm  or  corporation  to  whom  such  permit  and 
second  grade  license  is  granted.  If  an  employee  named  in  any  license  is- 
sued to  any  person,  firm  or  corporation  under  this  paragraph  shall  for 
any  reason  cease  to  be  an  employee  of  such  person,  firm  or  corporation, 
then  all  rights  under  such  licenses  shall  cease,  and  said  person,  firm 
or  corporation  shall  be  required  to  make  a  new  application  to  said 
Board  of  Electrical  Examiners  the  same  as  if  he,  they  or  it  had  never 
been  granted  any  permit  or  license  by  such  board. 

(n)  This  section  shall  not  apply  to  telephone  companies,  tele- 
graph companies,  electric  light,  heat  and  power  companies,  or  elec- 
tric railway  companies  operating  under  franchises  or  under  the  laws 
of  the  State  of  Indiana,  in  the  installation  and  maintenance,  re- 
moval or  repair  of  their  wires,  conductors,  apparatus  and  equipment 
used  in  connection  with  their  business  or  plant.  This  section  shall 
not  apply  to  the  manufacturers  of  electrical  apparatus  in  conduct- 
ing tests  of  apparatus  of  their  own  manufacture  within  the  limits 
of  their  own  plant. 

(o)  Any  person,  firm  or  corporation  granted  a  license  as 
master  electrician,  or  a  renewal  thereof,  in  accordance  with  the  pro- 
visions of  this  section,  shall  display  the  same  in  a  conspicuous  place 
in  the  place  of  business  of  such  person,  firm  or  corporation. 
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(p)  No  permit  or  license,  or  renewal  thereof,  granted  under 
the  provisions  of  the  section  shall  be  assignable  or  transferable,  and 
every  such  license,  or  renewal  of  the  same,  shall  specify  the  name  of 
the  person,  firm  or  corporation  to  whom  it  is  issued,  and  if  issued  to 
a  firm  the  name  of  the  member  of  such  firm  qualifying  as  such  master 
electrician,  and  if  issued  to  a  corporation  the  name  of  the  officer  or 
representative  of  such  corporation  qualifying  as  such  master  eleec- 
trician.  If  a  member  of  the  firm  or  an  officer  or  representative  of  a 
corporation  named  in  the  permit  or  license,  or  renewal  thereof, 
qualifying  as  such  master  electrician  shall  cease  to  be  a  member  of 
such  firm  or  shall  cease  to  be  the  officer  or  representative  of  such 
corporation,  then  and  in  that  event  all  rights  of  such  firm  or  such 
corporation  under  such  permit  or  license,  or  renewal  thereof,  shall 
cease  and  said  firm  or  corporation  shall  be  required  to  make  a  new 
application  to  said  Board  of  Electrical  Examiners  as  provided  in 
this  section  the  same  as  if  it  had  never  been  granted  any  permit 
or  license  by  such  board. 

(q)  The  Board  of  Electrical  Examiners  shall  have  power,  with 
the  approval  of  the  Board  of  Public  Safety,  to  suspend  or  revoke 
any  license,  or  renewal  thereof,  granted  by  said  Board  for  cause  or 
any  violation  of  the  Building  Code  by  any  master  electrician,  to 
whom  a  license  has  been  granted.  Violation  of  any  of  the  provisions 
of  this  Code  shall  be  sufficient  cause  for  the  suspension  or  revocation 
of  such  license. 

(r)  Said  Board  shall  not  have  the  power  to  create  any  expense 
Unless  the  money  therefor  has  been  duly  appropriated  by  the  Com- 
mon Council  of  said  City.  Any  expense  incurred  by  said  Board, 
including  the  salary  of  members  and  the  compensation  of  the  Secre- 
tary shall  be  paid  on  voucher  approved  by  the  Commissioner  of 
£  uildings. 

DIVISION  D— PART  TWO 
ELECTRICAL— GENERAL 
Sec.  D-201— GAGES: 

(a)  All  wire  sizes  are  given  in  the  Brown  and  Sharp  (Ameri- 
can) gage. 

Sec.   D-202— VOLTAGES: 

(a)  Low  potential  shall  mean  six  hundred  (600)  volts  or  less. 

(b)  High  potential  shall  mean  between  six  hundred  and  one 
(601)  volts  and  five  thousand  (5,000)  volts. 

(c)  Extra  high  potential  shall  mean  above  five  thousand  (5,- 
000)  volts. 

(d)  In  the  preceding  paragraphs  the  potential  considered  is 
that  at  which  the  circuit  operates,  whether  it  is  supplied  by  a  genera- 
tor or  by  a  transformer. 

(e)  Throughout  this  Code,  unless  otherwise  specifically  stipu- 
lated, the  requirements  shall  be  considered  to  be  based  upon  the  use 
of  low  potential  wiring,  devices,  apparatus  and  appliances.  High 
potential  and  extra  hiq-h  potential  systems  are  considered  in  Parts 
3  and  31. 

Sec.  D-203— WIRE  TERMINALS,  SPLICES  AND  JOINTS: 

(a)  Stranded  wires,  other  than  those  used  in  flexible  cords, 
shall  be  soldered  together  before  being  fastened  under  clamps  or 
binding  screws  and,  whether  stranded  or  solid,  when  they  have  a  cur- 
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rent  capacity  greater  than  No.  8,  they  shall  be  soldered  into  lugs  for 
all  terminal  connections,  unless  a  solderless  connector  is  used. 

(b)  Wires  shall  be  so  spliced  or  joined  as  to  be  mechanically  and 
electrically  secure  without  solder.  The  joints  shall  then  be  soldered, 
unless  made  with  a  splicing  device,  and  shall  be  covered  with  an  in- 
sulation equal  to  that  on  the  wires. 

Sec.  D-204— RAILWAY  SYSTEMS: 

Lighting  and  power  from  railway  wire  shall  not  be  permitted 
under  any  pretense  from  a  system  to  which  are  connected  trolley 
wires  with  a  ground  return,  except  in  electric  railway  cars,  electric 
car  houses,  power  houses,  passenger  and  freight  stations  connected 
with  the  operation  of  electric  railways. 

Sec.'  D-205— APPROVED  MATERIALS,  ETC.: 

This  Code  shall  be  understood  to  treat  only  of  approved  materials, 
devices,  fittings,  appliances,  machinery,  apparatus  and  methods. 

Sec.  D-206— GENERAL  PLAN  OF  INVESTIGATIONS: 

(a)  Materials,  devices,  fittings,  apparatus  and  appliances 
designed  for  use  under  this  Code  shall  be  judged  chiefly  with 
reference  to  the  following  five  considerations  which  also  determine 
the  classification  by  types,  sizes,  voltages,  current  capacities  and 
specific  uses: 

(1)  Suitability  for  installation  and  use  in  conformity 
with  the  requirements  of  this  Code. 

(2)  Mechanical  strength  and  durability,  including  for 
appliances  designed  to  enclose  and  protect  other  equipment, 
the   adequacy   of   the   protection   thus   provided. 

(3)  Electrical  insulation. 

(4)  Heating  effects  under  normal  conditions  of  use 
and  also  under  abnormal  conditions  of  use  and  also  under 
abnormal  conditions  likely  to  arise  in  service. 

(5)  Arcing    effects. 

(b)  Bases  for  the  mounting  of  live  parts  shall  be  composed 
of  approved  non-combustible,  non-absorptive  insulating  material, 
and  the  design  shall  be  such  that,  considering  the  material  used,  the 
base  will  withstand  the  most  severe  conditions  liable  to  arise  in 
service.  Bases  with  an  area  of  over  twenty-five  (25)  square  inches 
shall  have  at  least  four  (4)  supporting  screws.  Holes  of  supporting 
screws  shall  be  so  located  or  counter-sunk  that  there  will  be  at  least 
one-half  ( V2 )  inch  measured  over  the  surface,  between  the  screw 
head  or  washer  and  the  nearest  live  metal  part,  and  in  all  cases, 
where  between  parts  or  opposite  polarity,  the  screw  head  or  washer 
shall  be  counter-sunk.  Holes  for  supporting  screws  in  link  fuse  cut- 
out bases  shall  be  kept  outside  the  area  included  by  the  outside  edges 
of  the  fuse  terminals.  Nuts  or  screw  heads  on  the  under  side  of 
the  base  shall  be  counter-sunk  and  sealed  with  a  water-proof  com- 
pound. 

(c)  Terminal  parts  by  which  wire  connections  are  made  shall 
insure  thoroughly  good  connections  even  under  hard  usage.  For 
currents  above  thirty  (30)  amperes,  lugs  into  which  the  connecting 
wires  may  be  soldered,  or  approved  solderless  connectors,  shall  be 
used.  For  currents  of  thirty  (30)  amperes  or  less  the  parts  to 
which  wiring  connections  are  made  shall  securely  grip  the  conduc- 
tors. Heavy  clamps  or  screws  with  terminal  plates  having  upturned 
lugs,  or  solderless  connectors,  may  be  used. 
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Note:  Lugs  or  clamps  are  not  required  when  leads  are  pro- 
vided as  part  of  the  device. 

(d)  The  set  screw  form  of  contact  shall  not  be  used. 

(e)  The  maker's  name,  trademark  or  other  indentification  symbol 
shall  be  placed  on  fittings  and  materials,  together  with  such  other 
markings  giving  voltage,  current,  wattage  or  other  appropriate 
ratings  as  are  prescribed  elsewhere  in  this  Code. 

DIVISION  D— PART  THREE 
OUTSIDE  WORII:     POLE  LINES 
Sec.  D-301— LINE  WIRES: 

(a)  Line  wires  shall  be  so  placed  that  moisture  cannot  form 
a  cross  connection  between  them,  and  shall  not  be  in  contact  with 
anything  but  their  supports.  They  shall  be  not  less  than  one  (1) 
foot  apart  except  when  in  conduit  or  multiple-conductor  cable  or 
on  approved  racks  or  brackets. 

(b)  Line  wires  shall  be  at  least  eight  (8)  feet  from  the  nearest 
point  of  buildings  over  which  they  pass,  and  if  attached  to  roofs 
the  roof  structures  shall  be  substantially  constructed.  Wherever 
feasible,  wires  crossing  over  buildings  shall  be  supported  on  struc- 
tures which  are  independent  of  the  buildings. 

Sec.  D.-302— JOINT  LINES: 

(a)  Electric  light  and  power  wires  shall  not  be  placed  on  the 
same  cross-arm  with  telegraph,  telephone  or  other  signal  wires,  and 
when  placed  on  the  same  pole  with  such  wires  the  distance  between 
the  two  (2)  inside  pins  of  each  cross-arms  shall  be  not  less  than 
twenty-four  (24)  inches  for  circuits  operating  at  a  potential  to 
ground  not  exceeding  three  hundred  (300)  volts,  and  shall  not  be 
less  than  thirty  (30)  inches  for  higher  potentials. 

(b)  The  grounding  of  metallic  sheaths  of  cables  shall  conform 
to  the  requirements  of  Part  9  of  this  Code. 

Sec.  D-303— TROLLEY  WIRES: 

(a)  Trolley  wires  shall  be  doubly  insulated  from  the  ground, 
wooden  poles  being  considered  as  one   (1)  insulation. 

(b)  Trolley  wires  and  feeders  shall  be  provided  with  switches 
which  will  either  disconnect  them  from  the  power  station,  or  will  so 
sectionalize  them  that  they  may  be  rendered  dead  in  case  of  fire 
along  the  route. 

(c)  Where  crossed  by  other  wires,  trolley  wires  shall  be  suit- 
ably guarded.  If  guard  wires  are  employed,  they  shall  be  insulated 
from  ground  and  rendered  electrically  discontinuous  at  intervals  not 
exceeding  three  hundred   (300)   feet. 

Sec.  D-304— CONSTANT  POTENTIAL  POLE  LINES,  OVER 
FIVE  HUNDRED    (500)   VOLTS: 

Note :  Overhead  lines  of  this  class  unless  properly  arranged  may 
increase  the  fire  loss  from  the  following  causes: 

Accidental  crosses  between  such  lines  and  low  potential  lines  may 
allow  the  high  voltage  current  to  enter  buildings  over  a  large  sec- 
tion of  adjoining  country.  Moreover,  such  high  voltage  lines,  if 
carried  close  to  buildings,  hamper  the  work  of  firemen  in  case  of 
fire  in  the  building.  The  object  of  these  rules  is  such  as  to  direct 
this  class  of  construction  that  no  increase  in  fire  hazard  will  result, 
while  at  the   same   time  care  has  been  taken  to   avoid   restrictions 
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which    would    unreasonably    impede    progress    in    electrical    develop- 
ment. 

It  is  fully  understood  that  it  is  impracticable  to  include  in  this 
Code  rules  which  will  cover  in  detail  all  conceivable  cases  that  may 
arise  in  construction  work  of  such  an  extended  and  varied  nature 
and  it  is  recommended  that  the  Commissioner  of  Buildings  be  freely 
consulted  as  to  the  specific  methods  to  be  followed  in  particular 
cases,  and  that  the  rules  of  the  National  Electrical  Safety  Code,  part 
2,  be  followed. 

(a)  Every  reasonable  precaution  shall  be  taken  in  arranging 
routes  so  as  to  avoid  exposure  to  contacts  with  other  electric  circuits. 
On  existing  lines,  where  there  is  a  likelihood  of  contact,  the  routes 
shall  be  changed  by  mutual  agreement  between  the  parties  in  interest 
wherever  possible. 

(b)  The  lines  shall  not  approach  other  pole  lines  nearer  than 
a  distance  equal  to  the  height  of  the  taller  pole  line,  and  the  extra 
high  potential  wires  shall  not  be  placed  on  the  same  poles  with  other 
wires,  except  that  signal  wires  used  by  the  company  operating  the 
high  potential  system,  and  which  do  not  enter  the  property  other 
than  owned  or  occupied  by  such  company,  may  be  carried  on  the 
same  poles. 

(c)  Where  the  lines  must  necessarily  be  carried  nearer  to 
other  pole  lines  than  is  specified  in  paragraph  B  of  this  section,  or 
where  they  must  necessarily  be  carried  on  the  same  poles  with  other 
other  wires,  extra  precautions  to  reduce  the  likelihood  of  a  break- 
down to  a  minimum  shall  be  taken,  such  as  the  use  of  wires  of  ample 
mechanical  strength,  widely  spaced  cross-arms,  short  spans,  double 
or  extra  heavy  cross-arms,  extra  heavy  pins,  insulators,  and  poles 
thoroughly  supported.  In  every  case  ample  clearance  between  such 
high  potential  wires  and  all  other  wires  and  supporting  structures 
shall  be  provided. 

(d)  Where  the  extra  high  potential  lines  cross  other  lines,  the 
poles  supporting  the  conductors  at  the  higher  level  shall  be  of  heavy 
and  substantial  construction. 

(e)  Where  the  lines  approach  to  within  twenty-five  (25)  feet 
of  a  building  they  shall  be  so  placed  that  their  height  from  the 
ground  will  equal  the  height  of  the  cornice  of  the  building. 

For  closer  approach,  the  height  shall  conform  to  the  following 
table: 

Distance  of  wire  Elevation  of  wire  above 

from  building  cornice  of  building 

25  0 

20  2 

15  4 

10  6 

5  8 

Note:  It  is  evident  that  where  the  roof  of  the  building  con- 
tinues nearly  in  line  with  the  walls,  as  in  .Mansard  roofs,  the  height 
and  distance  of  the  line  must  be  reckoned  from  some  part  of  the 
roof  instead  of  from  the  cornice. 

DIVISION   D— PART   FOUR 
ELECTRICAL— SERVICES 
Sec.    D-401— GENERAL: 

(a)  Wires  shall  not  be  so  interconnected  as  to  form  a  shunt 
around  any  street  fuse  or  switch. 
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(b)  No  overhead  service,  no  underground  service  from  a  sub- 
way and  no  service  from  an  isolated  plant  shall  supply  more  than 
one  (1)  building,  except  by  permission  of  the  Commissioner  of 
Buildings,  unless  the  conductors  are  properly  protected  by  fuses  and 
are  carried  outside  all  the  buildings  but  those  served;  provided,  how- 
ever, that  wires  or  cables  in  conduit  or  duct  placed  under  two  (2) 
inches  of  concrete  beneath  a  building,  or  buried  in  two  (2)  inches 
of  concrete  or  brick  within  a  wall,  shall  be  considered  as  lying  out- 
side the  building;  and  provided,  further,  that  this  requirement  shall 
not  apply  to  factory  yards  and  buildings  under  single  occupancy  or 
management. 

Sec.  D-402— OVERHEAD,  FROM  MAIN  TO  BUILDING: 

(a)  Approved  weatherproof  or  approved  rubber  covering  shall 
be  employed  on  single  wires,  and  approved  rubber  covering  on 
multiple  conductor  cables.  Wires  shall  not  be  smaller  than  No.  10 
if  of  soft  copper,  or  smaller  than  No.  12  if  of  medium  or  hard-drawn 
copper. 

(b)  Wires  or  cables  shall  not  approach  nearer  than  eight  (8) 
feet  to  buildings  over  which  they  pass,  and,  if  attached  to  roofs 
thereof,  shall  be  supported  on  substantial  structures. 

Note:  It  is  recommended  that  wires  passing  over  a  building  be 
supported  on  structures  which  are  independent  of  the  building. 

Sec.  D-403— ON  EXTERIOR  OF  BUILDING: 

(a)  Wires  or  cables  which  are  likely  to  come  into  contact  with 
awnings,  swinging  signs,  shutters  or  other  movable  objects  shall  be 
inclosed  in  approved  conduit  made  weatherproof. 

(b)  Wires  or  cables  exposed  to  the  weather  shall  be  supported 
on  petticoat  insulators  placed  at  intervals  not  exceeding  fifteen  (15) 
feet,  this  interval  being  decreased  if  the  wires  are  subject  to  dis- 
turbance; and  the  insulators  shall  be  so  designed  or  located  as  to 
hold  individual  wires  at  least  one  (1)  foot  apart  and  at  least  two 
(2)  inches  from  the  surface  wired  over;  provided,  however,  that 
brackets,  racks,  supports  or  insulators  especially  approved  for  the 
location  may  be  used  if  they  separate  individual  wires  at  least  six 
(6)   inches  and  are  placed  at  intervals  not  exceeding  nine   (9)   feet. 

(c)  Multiple  conductor  cables  shall  be  kept  at  least  six  (6) 
inches  from  adjacent  woodwork  and  at  least  twelve  (12)  inches 
from  overhanging  projections  of  combustible  material,  unless  ap- 
proved fittings  which  afford  equivalent  protection  are  used. 

(d)  Wires  not  exposed  to  the  weather  may  be  supported  on 
glass  or  porcelain  knobs  placed  at  intervals  not  exceeding  four  and 
one-half  (4%)  feet  and  retaining  the  wires  at  least  one  (1)  inch 
from  the  surface  wired  over.  Weatherproof  or  rubber  covering 
shall  be  employed  on  conductors  thus  run. 

Sec.  D-404— ENTRANCE : 

(a)  All  service  wires  shall  enter  the  building  at  a  point  as 
near  as  practicable  to  the  "location  of  the  service  switch.  They  shall 
be  rubber-covered  from  the  point  of  support  on  the  outside  of  the 
building  nearest  the  entrance  to  the  service  switch  and  cutout,  and 
shall  not  be  smaller  than  No.  10. 

Note:  It  is  recommended  that  conductors  entering  buildings 
from  overhead  lines  be  encased  in  approved  rigid  metal  conduit  hav- 
ing weatherproof  threaded  joints  and  equipped  with  approved  ser- 
vice head,  and  that  all  wires  of  same  circuit  be  placed  in  the  same 
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conduit.      (See   Section   D-503,  table  one    (1)    for   number   and   size 
of  conductors  permitted  in  service  conduit.) 

(b)  The  inner  end  of  the  service  conduit  shall  enter  the  service 
cabinet,  or  be  led  up  directly  to  an  equivalent  device  enclosing  all 
live  metal  parts,  but  need  not  be  electrically  connected  to  it  if  in- 
sulated from  ground,  and,  if  necessary,  isolated  or  guarded. 

(c)  Where  conduit  is  not  used,  drip  loops  shall  be  formed  on 
the  individual  wires  which  shall  then  pass  upward  and  inward 
through  slanting  non-combustible,  non-absorptive,  insulating  tubes. 

(d)  Where  a  conduit  enters  from  an  underground  distribution 
system  it  shall  be  tightly  closed  with  asphaltum  or  other  approved 
nonconductor,  to  prevent  gases  from  entering  the  building. 

Sec.   D-405— SERVICE    EQUIPMENT,    WITHIN    BUILDING: 

(a)  A  switchboard,  or  an  approved  cabinet  containing  a  ser- 
vice switch,  shall  be  placed  at  the  nearest  readily  accessible  point 
to  the  entrance  of  the  service,  and  within  the  building* 

(b)  The  service  switch,  unless  mounted  on  a  switchboard  ac- 
cessible only  to  qualified  persons,  shall  be  enclosed  in  a  grounded 
metal  case,  shall  indicate  plainly  whether  it  is  open  or  closed,  and 
shall  disconnect  all  conductors  of  the  circuit;  except  as  outlined  in 
(d)  ;  provided,  however,  that  where  the  switch,  fuses  and  meter  are 
combined  in  an  approved  device  or  compact  combination  of  such  de- 
vices having  no  live  parts  or  wiring  exposed  and  which  is  capable 
of  being  sealed  or  locked,  the  switch  may  be  so  connected  that  it 
will  not  disconnect  the  fuses  or  the  meter  from  the  supply  line,  the 
potential  coils  of  the  meter  may  be  connected  on  the  supply  side  of 
the  service  cutout  and  the  switch  blade  may  be  omitted  in  any 
grounded  conductor  if  other  means  is  provided  within  the  cabinet 
for  disconnecting  such  conductor. 

(c)  The  service  switch  shall  be  operable  without  opening  its 
enclosure  unless  additional  switches  are  provided  for  control  of 
individual  circuits,  as  recommended  below. 

Note:  Where  the  current  of  a  single  circuit,  or  group  of  cir- 
cu'.ts,  is  separately  metered  as  in  apartment  house  installations,  a 
switch  and  cutout  shall  be  installed  to  control  such  sepaiate  metered 
installation,  the  switch  and  cutout  being  enclosed  and  the  switch 
being  externally  operable.  The  location  of  this  switch  and  cutuot 
may  or  may  not,  be  close  to  the  meter. 

(d)  A  switch  controlling  a  3-wire  direct  current  or  a  single 
phase  system  having  the  neutral  grounded  shall  be  of  such  design 
that  the  neutral  cannot  be  opened  without  opening  both  of  the  outer 
conductors,  but  may  be  so  designed  that  either  outside  conductor 
may  be  opened  without  opening  the  other. 

(e)  A  fuse  or  circuit  breaker  shall  be  placed  in  each  un- 
grounded service  conductor,  and  shall  be  controlled  by  the  service 
switch,  except  as  provided  in  rule  B  of  this  Section.  Where  not 
located  on  a  switchboard,  live  parts  of  cutout  bases  or  circuit 
breakers  shall  be  inclosed. 

(f)  Premises  on  which  are  located  private  plants;  the  yard 
wires  running  from  building  to  building  shall  not  be  considered  as 
service  wires;  and  cutouts  shall  not  be  required  where  the  service 
wires  enter  buildings,  provided  the  next  fuse  back  thereof  is  small 
enough  to  properly  protect  the  wires  inside  the  building  in  question. 
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DIVISION  D— PART  FIVE 

WIRING  METHODS 
Sec.  D-501— OPEN  WIRING: 

(a)  Supports  shall  be  composed  of  approved  non-combustible, 
non-absorptive  insulating  material,  free  from  checks,  rough  pro- 
jections or  sharp  edges  which  might  injure  the  insulation  on  the 
conductor.  If  the  supports  are  designed  to  grip  the  wires,  either 
conductors,  but  may  be  so  designed  that  either  outside  conductor 
screws  or  nails  may  be  used  to  fasten  the  supports  in  place,  but 
nails  shall  be  long  enough  to  penetrate  the  woodwork  not  less  than 
one-half  (V2)  the  depth  of  the  knob  and  fully  the  thickness  of  the 
cleat.     Cushion  washers  shall  be  used  with  nails. 

(b)  Supports  shall  provide  at  least  one-quarter  (1/4)  inch 
separation  between  the  securing  screw  or  nail  and  the  wire,  and 
shall  be  designed  for  two  (2)  securing  screws  if  of  the  split  knob 
(or  single  wire  cleat)  type  intended  for  wires  larger  than  No.  4. 

(c)  Multiple  wire  cleats  shall  be  so  designed  as  to  separate  the 
wires  at  least  two  and  one-half  (2%)  inches  and  maintain  them  at 
least  one-half  (%)  inch  from  the  surface  wired  over.  Such  cleats 
shall  not  be  employed  to  support  wires  operating  at  a  potential  ex- 
ceeding three  hundred   (300)   volts. 

(d)  Knobs  shall  be  so  designed  as  to  maintain  the  wire  at 
least  one  (1)  inch  from  the  surface  wired  over,  and  shall  conform  to 
the  following  minimum  dimensions: 
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An  allowance  of  1/64  of  an  inch  for  variation  in  manufacturing 
will  be  permitted,  except  in  the  thickness  of  the  wall. 

(f)  Wires  located  in  dry  places  shall  be  of  approved  rubber- 
covered  (R),  slow-burning  weatherproof  (SBW),  varnished  cloth 
insulated  (VC)  or  slow  burning  (SB)  type. 

(g)  Wires  located  in  damp  places  or  in  buildings  especially 
subject  to  moisture  shall  be  of  the  rubber  covered  type.  Wires  sub- 
jected to  corrosive  vapors  shall  be  of  the  weatherproof,  varnished 
cloth  or  rubber  covered  type,  as  may  be  directed  by  the  Commissioner 
of  Buildings.  Where  the  environment  is  such  that  rapid  deterioration 
of  conductors  or  insulation  is  probable,  the  Commissioner  of  Build- 
ings may  require  the  wires  to  be  suitably  closed,  coated  or  other- 
wise protected  to  better  withstand  the  particular  conditions  of  ser- 
vice. 

(h)  Wires  shall  not  be  laid  in  plaster,  cement  or  similar  finish, 
nor  fished  for  any  great  distance  or  where  the  inspector  cannot 
satisfy  himself  that  the  rules  have  been  complied  with.  Wires  shall 
not  be  fastened  with  staples. 

(i)  Twin  wires  shall  not  be  used,  except  in  conduit  or  where 
flexible  conductors  are  necessary. 

(j)  Wires  of  No.  8  or  larger  supported  on  solid  knobs  shall  be 
securely  tied  thereto.  If  wires  are  used  for  tying,  they  shall  have 
an  insulation  of  the  same  type  as  that  of  the  wires  which  they 
confine. 

(k)  Wires  in  dry  places  shall  be  rigidly  supported  with  a 
separation  of  two  and  one-half  (2%)  inches  from  each  other  and 
one-half  (%)  inch  from  the  surface  wired  over,  for  voltage  not  ex- 
ceeding three  hundred  (300)  and  a  separation  of  four  (4)  inches 
and  one  (1)  inch  respectively,  for  voltages  between  three  hundred 
and  one  (301)  and  six  hundred  (600).  In  damp  places  separation 
of  at  least  one  (1)  inch  from  the  surface  wired  over  shall  be  main- 
tained. 

Note:  Rigid  supporting  requires  under  ordinary  circumstances, 
when  wiring  over  flat  surfaces,  supports  at  least  every  four  and  one- 
half  (4V2)  feet,  this  interval  being  shortened  if  the  wires  are  liable 
to  be  disturbed.  In  buildings  of  mill  construction,  mains  not  smaller 
than  No.  8,  where  not  liable  to  be  disturbed,  may  be  separated  about 
six  (6)  inches  and  run  direct  from  timber  to  timber,  being  supported 
at  each  timber  only. 

(1)  Wires  shall  not  be  dead-ended  at  a  rosette,  socket  or  re- 
ceptacle unless  the  last  support  is  within  twelve  (12)  inches  of  the 
same. 

(m)  Wires  exposed  to  mechanical  injury  shall  be  suitably  pro- 
tected by  running  boards  not  less  than  one-half  (%)  inch  in  thick- 
ness and  three  (3)  inches  in  width,  or  by  guard  strips  not  less  than 
seven-eighths    (%)    inch   in  thickness   and   at  least   as  high   as   the 
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insulating  supports,  placed  on  each  side  of  and  close  to  the  wiring. 

Note :  Protection  may  also  be  secured  by  resorting  to  another 
method  of  wiring,  such  as  approved  conduit  or  armored  cable.  This 
is  desirable  when  crossing  floor  timbers.  In  unfinished  attics  or  ac- 
cessible roof  spaces  wires  are  considered  to  be  exposed  to  mechanical 
injury  if  run  on  upper  edges  of  joists. 

(n)     Open  wiring  shall  not  be  placed  in  elevator  shafts. 

(o)  Vertical  wires  exposed  to  mechanical  injury  on  side  walls 
shall  be  protected  by  a  substantial  boxing,  extending  upward  to  a 
point  not  less  than  seven  (7)  feet  above  the  floor,  said  boxing  shall 
be  closed  at  the  top  by  bushed  holes  through  which  the  wires  pass, 
and  shall  be  provided  with  an  air  space  of  one  (1)  inch  above  the 
wires.  A  sleeve  of  metal  pipe  may  be  substituted  for  the  boxing,  in 
which  case  the  insulation  of  each  wire  shall  be  reinforced  by  approved 
flexible  tubing  extending  from  the  insulating  support  adjacent  to 
the  other  end.  If  alternating  current  is  used,  all  wires  of  a  circuit 
shall  be  contained  in  one  pipe. 

Note:  In  damp  places  the  wooden  boxing  may  be  preferable, 
because  of  the  precautions  which  would  be  necessary  to  secure  proper 
insulation  if  pipe  were  used.  With  this  exception,  however,  iron 
pipe  is  considered  preferable  to  the  wooden  boxing,  and  its  use  is 
recommended,  as  it  is  especially  suitable  for  the  protection  of  wires 
near  belts,  pulleys,  etc. 

(p)  Wires  located  in  damp  places  shall  be  so  placed  that  an 
air  space  will  be  -permanently  maintained  between  them  and  pipes 
which  they  cross. 

Note:  Wires  run  in  close  proximity  to  water  pipes  or  tanks  are 
considered  to  be  exposed  to  moisture.  It  is  recommended  that  wires 
be  run  over,  rather  than  under,  pipes  upon  which  moisture  is  likely 
to  gather  or  which  may  leak. 

(q)  Wires  shall  be  separated  from  any  contact  with  walls, 
floors,  timbers  or  partitions  through  which  they  pass  by  tubes  or 
bushings  composed  of  approved  non-combustible,  non-absorptive  in- 
sulating material.  If  the  bushing  is  shorter  than  the  hole,  a  water- 
proof sleeve,  such  as  an  iron  pipe,  shall  be  inserted  in  the  hole  and 
an  insulating  bushing  slipped  into  the  sleeve  at  either  end  and  in 
such  a  manner  as  to  keep  wire  absolutely  out  of  contact  with  the 
sleeve. 

(r)  Wires  shall  be  permanently  separated  from  adjacent 
metallic  piping  or  other  conducting  material  or  from  any  exposed 
lighting,  power  or  signal  wire  which  approaches  within  two  (2) 
inches,  by  a  firmly  fixed  and  continuous  non-conductor,  additional  to 
the  insulation  on  the  wire.  Where  an  insulating  tube  is  used,  it 
shall  be  secured  at  the  ends. 

Note:  Deviations  from  this  requirement  may,  where  necessary, 
be  allowed  by  the  Commissioner  of  Buildings. 

Wires  run  in  unfinished  attics,  or  roof  spaces,  are  considered  to 
be  concealed. 

Sec.  D-502— KNOB-AND-TUBE  WORK: 

(a)  Supports  shall  conform  to  the  requirements  for  knobs, 
tubes  and  bushings,  as  prescribed  in  section  D-501  of  this  Code. 

(b)  Wires  shall  be  approved  rubber-covered  type. 

(c)  Wires  shall  be  separated  at  least  five  (5)  inches  and  main- 
tained at  least  one  (1)  inch  from  the  surface  wired  over.  At  dis- 
tributing  centers,   meters,   outlets,   switches   or   other   places   where 
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space  is  limited  and  the  five  (5)  inch  separation  cannot  be  main- 
tained, each  wire  shall  be  encased  in  a  continuous  length  of  ap- 
proved flexible  tubing. 

Note:  It  is  recommended  that  wires  be  run  singly  on  separate 
timbers  or  studding. 

(d)  Flexible  tubing  shall  have  a  smooth  interior  and  its  outer 
surface  shall  be  treated  with  a  moisture  repellant  and  shall  not 
convey  fire  when  ignited  and  held  in  a  vertical  position.  The  tubing 
shall  be  so  designed  that  the  interior  lining,  if  there  is  one,  cannot 
be  removed  in  lengths  greater  than  three  (3)  feet,  and  the  tubing 
shall  be  sufficiently  tough  and  tenacious  to  withstand  any  abrasion 
likely  to  be  encountered  in  service. 

(e)  Where  it  is  impracticable  to  employ  insulating  supports, 
the  wires,  if  not  exposed  to  moisture  and  if  operated  at  a  potential 
not  exceeding  three  hundred  (300)  volts,  may  be  finished  if  sepa- 
rately encased  in  approved  flexible  tubing  extending  in  continuous 
lengths  from  one  support  to  the  next  or  to  the  outlet,  or  from  one 
outlet  to  another,  otherwise,  approved  conduit  or  approved  armored 
cable  shall  be  used. 

(f)  Where  a  change  is  made  from  concealed  work  to  conduit 
or  armored  cable,  an  approved  terminal  fitting  shall  be  used  which 
provides  a  separate  bushed  hole  for  each  wire,  which  wire  shall  then 
pass  through  the  fitting  without  splice,  joint  or  tap.  In  this  case 
the  terminal  fitting  need  not  be  accessible. 

(g)  In  installing  wires  the  precautions  as  to  rigid  supporting, 
separation  between  wires  and  clearance  from  foreign  objects,  as 
prescribed  in  Section  D-501  of  this  Code,  shall  be  observed.  Wires 
passing  through  cross  timbers  in  plastered  partitions  shall  be  pro- 
tected by  an  additional  tube  extending  at  least  four  (4)  inches  above 
the  timber. 

(h)  Approved  outlet  boxes  or  plates  shall  be  installed  at  all 
outlets,  and  the  flexible  tubing  shall  extend  from  the  last  knob  into 
and  be  secured  to  such  boxes  or  plates. 

Sec.  D-503— CONDUIT  WORK: 

(a)  All  surfaces  of  the  conduit  tube,  elbows,  bends  and  similar 
fittings  shall  be  suitably  protected  from  corrosion. 

(b)  No  conduit  smaller  than  one-half  (V2)  inch,  electrical  trade 
size,  shall  be  used;  provided,  however,  that  concealed  extensions  from 
existing  branch  circuit  outlets  in  buildings  of  fireproof  construction, 
may  be  made  by  means  of  approved  flexible  or  rigid  conduit,  not 
smaller  than  five-sixteenths  (5/16)  inch,  or  other  forms  of  metal 
raceway  approved  for  the  purpose,  and  fittings  containing  one  (1) 
No.  14  rubber-covered  wire.  This  conduit  shall  not  be  run  in  con- 
cealed spaces  but  may  be  laid  on  the  face  of  the  fireproof ing  and 
may  be  plastered  over.  Such  extensions,  shall  be  confined  to  the 
room  or  suite  in  which  they  originate. 

(c)  Finished  conduit,  as  shipped  shall  be  in  ten  (10)  foot 
lengths,  with  each  end  reamed  and  threaded,  and  shall  have  an  in- 
terior coating  of  a  character  and  appearance  which  will  readily  dis- 
tinguish it  from  ordinary  pipe  commonly  used  for  other  than  elec- 
trical purposes.  One  (1)  coupling  shall  be  furnished  with  each 
length. 

(d)  Elbows  or  bends  shall  be  so  made  that  the  conduit  will 
not  be  injured.  The  radius  of  the  curve  of  the  inner  edge  of  any 
elbow  shall  be  not  less  than  three  and  one-half  (3%)  inches. 
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(e)  Conduit  shall  be  installed  as  a  complete  system,  with- 
out wires.  It  shall  be  continuous  from  outlet  to  outlet,  or  from  fit- 
ting to  fitting,  and  shall  be  mechanically  connected  to  all  fittings. 
The  entire  system  shall  be  securely  fastened  in  position. 

Note :  Ordinarily,  this  involves  carrying  service  pipes  and 
main  runs  into  the  cutout  box  or  cabinet;  but  the  requirements  may 
be  waived  in  the  case  of  an  underground  service. 

It  is  recommended  that  preference  be  given  to  outlet  boxes  and 
fittings  having  conductive  coatings,  in  order  to  secure  better  elec- 
trical contact  at  all  points  of  the  conduit  system. 

It  is  recommended  that  for  all  sidewall  and  partition  outlets 
in  concealed  work  in  new  buildings  under  construction  outlet  boxes 
having  a  depth  of  approximately  one  and  one-half  (1%)  inches 
be  provided. 

(f)  A  run  of  conduit,  between  outlet  and  outlet  or  between 
fitting  and  fitting,  shall  include  not  more  than  the  equivalent  of  four 
(4)  quarter  bends,  the  bends  at  the  outlets  or  junction  boxes  not 
being  counted. 

(g)  Where  a  conduit  enters  a  box  or  other  fitting  an  approved 
bushing  shall  be  provided  to  protect  the  wire  from  abrasion,  unless 
the  design  of  the  box  or  fitting  is  such  as  to  afford  equivalent  pro- 
tection. 

(h)  Conduit  shall  be  grounded  as  prescribed  in  Part  9  of  this 
division,  and  at  a  point  as  near  as  practicable  to  the  source  of  sup- 
ply; provided,  however,  that  this  requirement  shall  not  apply  to  ser- 
vice runs  of  any  length  or  to  isolated  house  conduit  runs  not  ex- 
ceeding twenty-iive  (25)  feet,  when  these  runs  are  insulated  from 
ground  and  from  other  metal  on  the  premises  and  are  guarded  when 
within  reach  from  grounded  surfaces. 

(i)  Conduit  wire  shall  be  of  approved  rubber-covered  type  or, 
if  in  a  permanently  dry  location,  of  the  varnished  cloth  insulated 
type.  A  double  braid  shall  be  provided  for  conductors  larger  than 
No.  8  and  for  all  twin,  twisted  or  multiple-conductor  cables.  Slow 
burning  insulation  may,  however,  be  used  in  permanently  dry  and 
excessively  hot  locations  by  permission  of  the  Commissioner  of 
Buildings.  All  wires  of  No.  6  or  larger  shall  be  stranded.  There 
shall  be  no  splice  or  tap  within  the  conduit  proper. 

(j)  Wires  shall  not  be  drawn  in  until  all  mechanical  work  on 
the  building  has  been  completed,  as  far  as  possible.  Wires  of  dif- 
ferent systems  shall  not  occupy  the  same  conduit. 

Note:  Different  systems  are  those  which  derive  their  supply 
from  one  (1)  different  source  of  current,  (2)  transformers  con- 
nected to  separate  primary  circuits,  or  (3)  transformers  having 
different  secondary  voltages. 

(k)  When  alternating  current  is  to  be  employed  all  conductors 
of  a  circuit  shall  be  placed  within  one  (1)  conduit,  except  as  pro- 
vided in  paragraph  B  of  this  section. 

Note:  It  is  recommended  that  this  course  be  pursued  in  the  case 
of  direct  current  also,  in  order  to  obviate  induction  troubles  if  a 
change  is  made  to  alternating  current  at  a  later  date. 

(1)  Except  in  the  case  of  stage  pocket  and  border  circuits,  or 
by  permission  of  the  Commissioner  of  Buildings,  one  (1)  conduit 
shall  not  contain  more  wires  than  as  specified  in  Table  1,  of  this 
section. 


August  19,  1925]  CITY  wF  INDTANAPOLIS,  (ND  ■  i  781 


(h)  Metal  raceways  shall  be  continuous  from  outlet  to  out- 
let, or  from  approved  fitting  to  approved  .fitting.  It  may  be  ex- 
tended through  dry  walls  or  dry  partitions  if  in  unbroken  length 
where  passing,  through;  bi-+,  where  the  wall  or  partition  is  damp, 
or  where  the  raceway  passes  through  a  floor,  an  iron  pipe  sleeve 
shall  be  placed  over  the  raceway  and  shall  extend  clear  of  either 
side  of  the  wali  or  partition,  or  from  the  ceiling  below  to  a  point  at 
least  three  (3)  inches  above  the  flooring.  Where  protection  from 
mechanical  injury  is  necessary,  the  iron  pipe  sleeve  shall  extend  to 
a  point  at  luast  five  (5)  feet  above  the  flooring. 

(i)  Metal  raceways  shall  be  grounded  and  as  prescribed  in 
Part  9  of  this  division,  at  a  point  as  near  as  practicable  to  the 
source  of  supply;  provided,  however,  that  this  requirement  shall  not 
apply  to  service  runs  of  any  length  or  to  isolated  house  raceway 
runs  not  exeeding  twenty-five  (25)  feet,  when  these  runs  are  insulated 
from  ground  and  from  other  metal  on  the  premises  and  are  guarded 
when  within  reach  from  grounded  surfaces. 

Sec.  D-505— ARMORED  CABLE: 

(a)  Wires  of  armored  cables  shall  be  of  rubber-covered  type. 
The  armored  cable  shall  carry  a  distinctive  marker  throughout  its 
entire  length. 

(b)  Where  alternating  current  is  to  be  employed,  all  con- 
ductors of  a  circuit  shall  be  contained  within  one  (1)  armor;  pro- 
vided, however,  that  concealed  extensions  from  branch  circuit  out- 
lets in  buildings  of  fireproof  construction  may  be  made  by  means  of 
single,  double  or  triple  conductor  armored  cable  with  suitable  fit- 
ting at  outlets.  This  cable  shall  not  be  run  in  concealed  spaces  but 
may  be  laid  on  the  face  of  the  fireproofing  and  may  be  plastered 
over.  Such  extensions  shall  be  confined  to  the  room  or  suite  in  which 
they  originate. 

(c)  Cable  shall  be  continuous  from  outlet  to  outlet  or  from 
fitting  to  fitting,  and  the  armor  shall  be  mechanically  connected  to  all 
fittings,  the  entire  cable  system  being  securely  fastened  in  place. 

(d)  A  lead  sheath  shall  be  interposed  between  the  outer  braid 
and  the  steel  armor  where  cable  is  installed  in  so-called  fireproof 
buildings  in  course  of  construction  or  in  such  buildings  when  com- 
pleted if  the  cable  will  be  exposed  to  moisture,  or  where  the  cable 
is  exposed  to  the  weather,  or  in  breweries,  stables  or  other  damp 
places,  provided,  however,  that  the  lead  sheath  shall  not  be  required 
if  the  cable  is  laid  against  a  brick  wall  or  laid  within  ordinary 
plaster  wall,  unless  these  walls  are  continuously  damp. 

(e)  All  bends  snail  be  so  made  that  the  armor  of  the  cable 
will  not  be  injured,  and  the  radius  of  the  curve  of  the  inner  edge 
of  any  bend  shall  not  be  less  than  one  and  one-half  (1%)  inches. 

(f )  The  armor  shall  be  grounded  as  prescribed  in  Part  9  of 
this  Division,  and  at:  a  point  as  near  as  practicable  to  the.  source 
of  supply,  provided,  however,  that  this  requirement  shall  not  apply 
to.  service  runs  of  any  length  or  to  isdlated  house  cable  runs  not 
exceeding  twenty-five  (25)  feet,  when  these  runs  are  insulated  from 
ground  and  from  other  metal  on  the  premises  and  are  guardepl  when 
within  reach  from  grounded  surfaces. 

Sec.  D-506— DECORATIVE  LIGHTING  SYSTEMS: 
(a)     Temporary  installations  of  approved  systems  of  decorative 
lighting    shall    be    used    only    when    permission    therefor    has    been 
granted  by  the  Commissioner  of  Buildings  and  where  the  difference  of 
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duit  and  up  to  seven  (7)  No.  14  wires  in  three-quarter  (%)  inch 
conduit.  Three  (3)  No.  12  wires  may  be  installed  in  a  one-half  (Y2) 
inch  conduit,  four  (4)  No.  10  wires  in  a  three-quarter  (%)  inch 
conduit  and  three  (3)  No.  8  wires  in  a  three-quarter  (%)  inch 
conduit. 

TABLE  2.    THREE-CONDUCTOR  CONVERTIBLE  SYSTEM. 
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TABLE   3.     STAGE   POCKET  AND   BORDER   CIRCUITS,   AND 
ELSEWHERE  BY  SPECIAL  PERMISSION 

Maximum  Number  of  Wires  in  Conduit 


Size  of  Wire 

Inch 

Inch 

Inch 

Inch 

Inch 

Incl 

1 

U4 

IV2 
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14 

11 

19 

26 
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61 

95 

12 

15 

21 

34 

50 
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10 
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13 

22 

31 
14 
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Note:  For  such  groups  or  combinations,  it  is  recommended  that 
the  conduit  be  of  such  size,  that  the  sum  of  the  cross-sectional  areas 
of  the  several  conductors  will  not  be  more  than  forty  (40)  per  cent 
of  the  interior  cross-sectionl  area  of  the  conduit. 

(n)  Wires  in  vertical  conduits  shall  be  supported  at  the  fol- 
lowing intervals: 

No.  14  to  No.  0  not  greater  than  100  ft. 

No.  00  to  No.  0000  not  greater  than  80  ft. 

No.  0000  to  350000  C.  M.  not  greater  than  60  ft. 

350001  C.  M.    to  500000  C.  M.  not  greater  than  50  ft. 

50001  C.  M.  to  750000  C.  M.  not  greater  than  40  ft. 

Above  750000  C.  M.  not  greater  than  35  ft. 

Note:  The  following  methods  of  supporting  cables  are  recom- 
mended : 
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(1)  By  approved  clamping  devices  constructed  of  or 
employing  insulating  wedges  inserted  in  the  ends  of  the 
conduits. 

(2)  By  inserting  junction  boxes  at  the  required  inter- 
vals in  which  insulating  supports  of  approved  type  are  in- 
stalled and  secured  in  a  satisfactory  manner  to  withstand 
the  weight  of  the  conductors  attached  thereto,  the  boxes  be- 
ing provided  with  covers. 

(3)  In  approved  junction  boxes,  by  deflecting  the 
cables  not  less  than  ninety  (90)  degrees  and  carrying  them 
horizontally  to  a  distance  not  less  than  twice  the  diameter 
of  the  cable,  the  cables  being  carried  on  two  (2)  or  more 
insulating  supports,  and  additionally  secured  thereto  by 
the  wires  if  desired. 

(o)  Vertical  wires  of  No.  2  or  larger,  shall  not  be  deflected 
where  they  enter  or  leave  a  cabinet;  provided,  however,  that  wires  of 
No.  2  to  250,000  C.  M.  inclusive,  if  brought  into  a  cabinet  or  box 
opposite  the  panel  lugs  in  which  they  terminate,  may  be  deflected 
sufficiently  to  permit  their  attachment  to  the  lugs,  if  the  cabinet  is 
no  less  than  four   (4)   inches  in  width. 

Sec.  D-504— OTHER  WIRE  RACEWAYS: 

(a)  Raceways  shall  be  used  only  in  exposed  dry  locations  and 
where  the  maximum  difference  of  potential  between  the  wires  therein 
does  not  exceed  three  hundred  (300)  volts.  They  shall  not  be  placed 
in  elevator  shafts.     (See  Section  C-208.) 

(b)  Wooden  raceways  shall  be  coated,  externally  and  inter- 
nally, with  two  (2)  layers  of  waterproofing,  or  shall  be  impregnated 
with  a  moisture  repellant.  The  raceway  shall  be  composed  of  two 
(2)  parts,  a  backing  and  a  capping,  and  shall  afford  suitable  pro- 
tection against  abrasion  of  wires.  It  shall  be  so  constructed  as  to 
thoroughly  incase  the  wires,  having  a  barrier  of  not  less  than  one- 
half  (V2)  inch  thickness  between  wires,  and  having  exterior  walls 
which  under  grooves  shall  be  not  less  than  three-eighths  (%)  inch  in 
thicknes  and  on  the  sides  not  less  than  one-quarter  (Vi)  inch  in 
thickness. 

(c)  Metal  raceways  shall  be  of  such  construction  as  will  dis- 
tinguish them  from  metal  conduit.  All  surfaces  of  raceway,  elbows, 
bends,  and  similar  fittings  shall  be  suitable  protection  from  corrosion. 

(d)  Metal  raceways  and  their  elbows,  couplings  and  similar 
fittings  shall  be  so  designed  that  the  sections  can  be  electrically  and 
mechanically  coupled  together,  while  protecting  the  wires  from 
abrasions.  Holes  for  screws  or  bolts  inside  the  raceway  shall  be  so 
designed  that  when  screws  or  bolts  are  in  place  their  heads  will  be 
flush  with  the  metal  surface. 

(e)  Wires  shall  be  of  approved  rubber-covered  type,  and  shall 
be  continuous  from  outlet  to  outlet,  or  from  fitting  to  fitting.  No 
joints  or  taps  shall  be  located  in  the  raceway  proper. 

(f )  Not  more  than  four  (4)  No.  14  wires,  nor  any  circuit  pro- 
tected by  fuses  larger  than  twenty  (20)  amperes  at  one  hundred  and 
twenty-five  (125)  volts  or  ten  (10)  amperes  at  two  hundred  and 
fifty  (250)  volts  shall  be  placed  in  any  metal  raceway. 

(g)  Where  alternating  current  is  to  be  employed  in  connection 
with  metal  raceway  work,  all  wires  of  a  circuit  shall  be  placed  in  one 
raceway. 
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(m)     Size  of  conduits  for  the  installation  of  wires  and  cables. 

The  following  tables  apply  only  to  complete  conduit  systems,  and 
do  not  apply  to  short  sections  of  conduit  used  for  the  protection  of 
exposed  wiring  from  mechanical  injury. 

TABLE  1.    TWO-WIRE  AND  THREE-WIRE  SYSTEMS 


Size  of  Wire 


Number  of  Wires  in  One  Conduit 

2         3         4         5         6         7         8 

Minimum  Size  of  Conduit  in  Inches 


14 

% 

y2 

y2 

% 

% 

1 

1 

1 

1 

12 

% 

y2 

% 

% 

% 

1 

1 

1 

1% 

10 

% 

% 

% 

1 

1 

1 

1% 

1% 

1% 

8 

y2 

% 

1 

1 

1 

1% 

1% 

1% 

1% 

4        6 

y2 

i 

134 

1% 

iy2 

1% 

2 

2 

2 

5 

% 

i% 

1M 

1% 

iy2 

2 

2 

2 

2 

4 

% 

i% 

1% 

1% 

2 

2 

2 

2 

2y2 

3 

% 

i% 

1% 

iy2 

2 

2 

2 

2y2 

2y2 

2 

% 

lX/4 

iy2 

1% 

2 

2 

2% 

2% 

2y2 

1 

% 

iy2 

iy2 

2 

2 

2% 

2% 

3 

3 

0 

i 

iy2 

2 

2 

2y2 

2y2 

3 

3 

3 

00 

i 

2 

2 

2% 

2fc 

3 

3 

3  - 

3y2 

000 

i 

2 

2 

2% 

3 

3 

3 

31/2 

3% 

0000 

i% 

2 

2% 

2% 

3 

3 

3% 

31/2 

4 

200000  CM. 

m 

2 

2% 

2y2 

3 

3 

3% 

3y2 

4 

225000 

1V4 

2% 

21/2 

3 

3 

3y2 

250000 

1% 

21/2 

2% 

3 

3 

SVz 

300000 

l'tt 

2% 

3 

3 

3% 

3% 

350000 

iv* 

2% 

3 

3y2 

3y2 

4 

400000 

1V4 

3 

3 

3% 

4 

4 

450000          i ' 

iy2 

3 

3 

3% 

4  - 

4% 

500000 

iy2 

3 

3 

3% 

4 

4y2 

-550000 

iy2 

3 

3% 

4  - 

4% 

5 

600000 

2 

3 

3y2 

4 

4% 

5 

650000 

2 

3% 

3% 

4 

700000 

2 

3% 

3% 

4y2 

750000 

2 

3% 

3% 

4% 

800000 

2 

3% 

4 

4y2 

850000 

2 

3% 

4 

4% 

900000 

2 

3% 

4 

4y2 

950000      ' 

2 

4 

4 

5 

1000000 

2 

4 

4 

5 

1100000 

2y2 

4 

AV2 

6 

1200000 

2y2 

4y2 

4% 

6 

1250000 

2y2 

4% 

41/2 

6 

1300000 

2% 

4y2 

5 

6 

1400000 

2y2 

4% 

5 

6 

1500000 

2y2 

4y2 

5 

6 

1600000        :i 
1700000 

■  2V2 
3 

5 
5 

5 
5 

6 
6 

1750000 

3 

5 

5 

6 

1800000 
1900000, 

3 
3 

5 
5 

6 
6 

6 

20QO00O 

3 

5 

6 

! 

Where  single  conductor,  single  braid,  solid  wires  only,  are  used, 
four  (4)  No.  14  wires  may  be  installed  in  a  one-half  (%)  inch  con- 
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potential  between  the  wires  of  any  circuit  does  not  exceed  one  hun- 
dred and  fifty  (150)  volts  and  where  the  number  of  outlets  and  lamps 
connected  to  them  is  in  no  case  such  as  to  place  more  than  fifteen 

(15)    amperes  on  a  branch  circuit  fuse. 

Sec.  D-507— INSULATION  RESISTANCE: 

(a)  A  completed  installation  shall  have  a  resistance  between 
conductors,  and  between  all  conductors  and  ground,  not  less  than: 
Up  to         5  amperes  , 4,000,000  Ohms 

"""        10        " ..........! 2,000,00$       H 

"     "        25        "  800,000       *v 

'*'"        5(T       " 400,009      '" 

1     "      100        "  200,000       ' 

"     "      200        "  100,000       " 

"     "      400        "  50,001       " 

"     "      800        "  25,000       " 

"     "    1600        u  12,000       " 

(b)  The  above  values  shall  be  determined  with  all  cutouts  and 
safety  devices  in  place.  If  lamp  sockets,  receptacles,  fixtures  and 
other  appliances  are  also  connected,  the  minimum  resistance  required 
shall  be  one-half   (V2)  that  specified  in  the  table. 

DIVISION  D— PART  SIX 
CONDUCTORS 
Sec.  D-601— CLASSIFICATION  AND  CONSTRUCTION: 

(a)  Wires,  cables  and  cords  of  all  kinds  except  weatherproof 
wire  shall  have  a  distinctive  marking  the  entire  length  of  the  coil 
so  that  they  may  be  readily  identified  in  the  field.  All  wires,  cables 
and  cords  shall  also  be  plainly  tagged  or  marked  as  follows: 

(1)  The  maximum  working  pressure  of  voltage  for 
which  the  wire  was  tested  or  approved.  This  may  be 
omitted  for  slow-burning  weatherproof  and  weatherproof 
wires. 

(2)  Name  of  the  manufacturing  company  and  trade- 
name of  the  wire. 

(3)  Month  and  year  when  manufactured. 

(4)  The  proper  type  of  letter  for  the  particular  style 
of  wire  or  cable  as  given  in  the  following  sections  of  each 
type  of  insulation. 

(b)  For  conductor  sizes  No.  8  and  smaller  the  neutral  conductor 
on  all  three  (3)  wire  circuits  and  one  (1)  conductor  on  all  two  (2) 
wire  circuits  shall  have  a  continuous  indentifying  marker  readily  dis- 
tinguishing it  from  the  other  conductors.  For  rubber-covered  wire 
the  identification  shall  consist  of  a  white  or  natural  gray  covering. 
When  one  of  the  circuit  wires  is  to  be  grounded,  the  ground  con- 
nection shall  be  made  to  this  identified  wire. 

(c)  Conductors,  whether  solid  or  stranded,  shall  not  be  of  smaller 
size  than  No.  14  except  as  allowed  for  fixture  work  and  for  flexible 
cords. 

Sec.   D-602— RUBBER-COVERED  WIRE: 

(a)     Classification. 

R         Rubber-covered  for  voltages     0 —  600 

R  15  Rubber-covered  for  maximum  voltages       1500 

R  25  Rubber-covered  for  maximum  voltages       2500 

R  35  Rubber-covered  for  maximum  voltages       3500 
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R  50 Rubber-covered  for  maximum  voltages      5000 

R  70  Rubber-covered  for  maximum  voltages       7000 

RL Rubber-covered,  leaded 

AC  Wires  for  use  in  armored  cable 

ACL Leaded  wired  for  use  in  armored  cable. 

(b)  Rubber-covered  wires  shall  be  examined  and  tested  at  the 
factory  and  shall  be  labeled  before  shipment. 

(c)  All  conductors  and  the  individual  wires  of  stranded  con- 
ductors shall  be  tinned. 

(d)  Conductors  shall  be  insulated  for  their  entire  length  with  a 
properly  applied  and  properly  vulcanized  rubber  compound.  The 
insulation  shall  be  of  the  nominal  thickness  given  in  the  following 
table,  the  requirements  of  which  vary  according  to  the  sizes  of  con- 
ductors and  the  maximum  working  pressure: 

TABLE  OF  THICKNESS  OF  RUBBER  INSULATION  FOR  RUB- 
BER-COVERED WIRES  AND  CABLES  IN  64TH  INCHES 
Size  of  Conductor  Type  to   »a    io   °   o 

tH    w    CO    "?    c~ 

«.«  «  A  tf  A 

For  ^    -p    +j    +j   s   -p 

American  Working       3  1  g  §   >  g 

or  Pressures 

r5  &  b  m0+  Over       o    o    o    o    o    o 

uauge  h   n   m  wt> 

14    to    8  7/25  to     7/51  3     6     8  10  12  16 

7-  to    2  7/64  to     7/102  4     7     9  10  12  16 

1    to    0000  19/64  to  19/107  5     8  10  10  12  16 

C.  M. 
225,000   to  19/114  to  37/116  6     9  10  11  12  16 

500,000 
525,000   to  61/102  to  61/128  7  10  10  12  12  16 

1,000,000 
Over  91/114  to  91/128  8  10  10  12  14  18 

1,000,000 

Note:  The  second  column  above  refers  to  wires  and  cables  having 
standardized  stranding  as  given  in  Table  2  of  Section  610.  The  first 
column  refers  to  solid  conductors  and  to  wires  and  cables  stranded 
otherwise  than  in  Table  2. 

(e)  All  single  conductor  rubber-covered  wires  and  cables  shall 
have  a  covering  of  fibrous  material,  applied  directly  to  the  surface  of 
the  insulating  wall.  For  any  single  conductor  wire  there  shall  be 
at  least  one  (1)  braid  for  sizes  from  No.  14  to  and  including  No.  8. 
For  all  single  conductor  cables  larger  than  No.  8  there  shall  be  at 
least  two  (2)  braids  or  a  tape  and  a  braid.  For  twin  wires  and 
twisted  pair  wires  and  for  all  multiple  conductor  cables  there  shall 
be  a  fibrous  covering  on  each  individual  wire  and  in  addition  a 
braid  enclosing  the  bunched  conductors.  For  certain  special  service 
conditions,  one  or  more  additional  coverings  of  fibrous  material  or 
of  lead  may  be  required.  Fibrous  coverings  may  be  either  braid  or 
tape,  but  tape  shall  not  be  used  for  the  outer  covering.  All  braids 
shall  be  impregnated  with  a  moisture-proof  compound. 

(f)  Lead  coverings  may  be  applied  to  single  or  multiple  con- 
ductors. Lead-covered  multiple  conductor  cable  with  more  than  two 
(2)   conductors  shall,  in  all  cases  have  the  conductors  spirally  laid. 
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In  all  cases,  the  individual  conductors  of  lead-covered  cables  shall 
have  a  fibrous  covering,  and  except  for  two  (21),  conductor  cables 
with  conductors  parallel,  there  shall  be  a  fibrous  covering  over 
bunched  conductors. 

Sec.  D-603— FLEXIBLE  CORDS: 

(a)  All  rubber-covered  flexible  cords  shall  be  examined  and 
tested  at  the  factory  and  shall  be  labeled  before  shipment. 

(b)  Each  conductor  shall  have  a  carrying  capacity  not  less  than 
that  of  a  No.  18  wire. 

(c)  The  insulation,  except  for  heater  cord  (Type  H)  shall  con- 
sist of  a  properly  applied  and  properly  vulcanized  rubber  compound 
of  the  nominal  thickness  given  in  the  following  table: 

Gage  Thickness 

18    and    16 1/32  inch 

14  to         8 3/64  inch 

When  used  where  the  voltage  between  any  two  (2)  conductors 
or  from  any  conductor  to  the  ground  is  over  three  hundred  (300) 
volts,  the  insulation  on  flexible  cords  shall  be  at  least  three  sixty- 
fourths  (3/64)  of  an  inch  in  thickness  for  all  conductor  sizes  No.  8 
or  less,  except  in  street  railway  property  where  cords  Nos.  16  and  18 
supplying  pendant  lamps  may  have  an  insulation  one  thirty-second 
(1/32)    of  an  inch  in  thickness. 

(d)  Each  conductor  shall,  except  for  heater  cord,  be  covered 
with  a  tight,  close  wind  or  fine  cotton  or  some  other  method  shall  be 
employed  to  prevent  a  broken  strand  puncturing  the  insulation. 
Cords  of  the  several  types  shall  conform  to  the  description  in  the 
following  table: 


Use  Type        Trade  Name 


Branch 

on  Each 

Conductor 


Reinforce- 
ment 
or  Filler 


Outer 
Cover 


As  Pendants 
or  Portables 
in  dry  places 


Where  not      C 

Subject  to    PD 

Hard  Usage  PO 

SJ 


Lamp  Cord 

Twisted  Portable 

Parallel  Cord 

Type  SJ 


Cot.  or  Silk 
Cot.  or  Silk 
Cot.  or  Silk 
NoCot.Brd.Sp.Rb.  Jkt 


P  Reinforced  Cord    Cot.  or  Silk  Rub.  Jcket 

For            S  Hard  Service  Cord  No  Cot.Brd.Sp.Rb.  Jkt 

Hard  Usage    CA  Armored  Cord     Cot.  or  Silk 

PA  Arm.  Reinf .  Cord  Cot.  or  Silk  Rub.  Jcket 


Cot.or  Silk 
Cot.or  Silk 
.NoOut.Brd. 
Cot.or  Silk 
.NoOut.Brd. 

Armor 
Cot.&  Arm. 


CB  Brewery  Cord      Cotton  Wp. 

Pendants      CC  Canvasite  Cord     Cotton  Wp. 

D'mp places     S  Hard  Service  Cord 

SJ  Type  SJ 


Cotton  Wp. 


PWp    Reinf .  Cord  Wp. 

Cotton 

Rub.  Jcket 

PkWp  Packinghouse  Cd. 

Cotton 

Filler       Cotton  Wp. 

Portable    PAWpArm.  Reinf.  Cord 

2  Cot.  both 

D'mp  places                          Wp. 

Cotton 

Rub.  Jcket        Wp. 

S      Hard  Service  Cord 

Cot.  Wp 

SJ               Type  SJ 

and  Armor 
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Theater 
Stages 

T 

S 

Stage  Cable 
See  Type  S  above    Cotton  Wp. 

2  Cot.  both 
Filler           Wp. 

Theater 
Borders 

B 

Border  light  cable  Cotton  Wp. 

2  Cot.  both 
Wp. 

Elevator 

Lighti'g  and 

Control 

E 

S 

Elevator  Cable         Cotton 
See  Type  S  above 

1  or  more 
Rub.  Jcket  Cot.bth  wp. 
and  or      3  Cotton, 
outer  lWp. 

Portable 
Heaters 

H 

Heater  Cord 

See   also  further  descriptions  following. 

(Type  C)    For  general  use  as  pendants  in  dry  places;   as  por- 
tables for  use  where  not  exposed  to  hard  usage. 

(Type  CB  and  PO)     These  cords  should  hang  frilly  in  air. 

(Type  PD  and  PO)  These  cords  are  for  use  only  in  offices  and 
Grade  C  and  Grade  E  buildings  and  similar  places  where  not  liable 
to  hard  usage. 

For  Type  PD  the  conductors  are  twisted  together;  for  Type 
PO  the  conductors  are  laid  parallel  under  the   outer  braid. 

(Type  T)  This  cord  consists  of  not  more  than  three  (3)  con- 
ductors, each  not  exceeding  No.  4  twisted  together  and  with  a  filler, 
the  insulation  on  each  conductor  of  No.  6  to  No.  4  being  one-six- 
teenth (1/16)  of  an  inch  in  thickness. 

(Type  E)  For  elevator  lighting  this  cord  consists  of  conductors 
not  smaller  than  No.  14  an<?  for  elevator  control  of  conductors  not 
smaller  than  No.  16. 

(Type  SJ)  For  general  use  pendant  or  portable  in  wet  or  dry 
locations. 

(Type  S)  For  general  use  pendant  or  portable  in  wet  or  dry 
locations  and  where  extra  hard  service  conditions  exist,  including 
theater  stages,  elevator  lighting  and  control  cables  and  garages. 

(Type  SJ  and  S)  The  rubber  compounds  for  the  insulation  and 
jacket  on  these  cords  is  of  superior  quality. 

(Type  H)  For  portable  heating  apparatus.  This  cord  is  for 
use  with  all  smoothing  and  sad  irons  and  with  other  heating  devices 
requiring  over  two  hundred  and  fifty  (250)  watts.  The  covering 
may  consist  of  a  layer  of  rubber  or  other  approved  material,  a  cov- 
ering of  asbestos  and  an  outer  braid  enclosing  either  all  the  con- 
ductors as  a  whole,  or  each  conductor  separately. 

(e)  Other  types  of  coverings  shall  be  submitted  for  special  ex- 
amination and  approved  before  used. 

Sec.  D-604— FIXTURE  WIRE.  TYPES  F-32  AND  F-64.  (See 
Part    14.) 

(a)  Fixtures  shall  be  wired  with  approved  flexible  cord  or  ap- 
proved rubber-covered  wire;  provided,  however,  that  in  wiring  fixtures 
the  insulation  will  be  subjected  to  temperatures  in  excess  of  one 
hundred  and  twenty  (120)  degrees  Fahrenheit  (49  degrees  C).  Wires 
having  approved  slow-burning  or  other  heat-resisting  coverings  shall 
be  used. 

(b)  All  rubber-covered  fixture  wire  shall  be  examined  and  tested 
at  the  factory  and  shall  be  labeled  before  shipment. 
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(c)  The  conductors  of  fixture  wires  may  be  either  solid  or 
standard,  but  shall  not  be  smaller  than  No.  18  gage.  If  stranded 
conductor  is  used  each  conductor  shall  be  covered  with  a  tight  close- 
wind  of  fine  cotton  or  some  other  method  shall  be  used  to  prevent 
a  broken  strand  puncturing  the  insulation.  Solid  conductors  shall 
be  tinned. 

(d)  The  insulation  shall  consist  of  properly  applied  and  prop- 
erly vulcanized  rubber  compound.  The  thickness  of  insulation  shall 
be  not  less  than  one-sixty-fourth  (1/64)  of  an  inch  for  No.  18  wire 
and   not   less   than   one-thirty-second    (32)    of    an    inch    for    No.    16. 

(e)  Coverings  shall  be  of  braided  cotton  or  silk  or  of  other 
approved  material  and  shall  be  sufficiently  tenacious  to  withstand 
abrasion   when    being    pulled   into    fixtures. 

Sec.  D-605— ARMORED  CABLES  AND  CORD.  TYPES  AC, 
CA,  PA  AND  PAWP:  (Sec.  D-505.) 

(a)  The  conductors  shall  comply  with  the  requirements  for 
rubber-covered  wires  or  cords  of  the  specified  types  and  construction. 

(b)  The  cable  or  cord  shall  have  a  distinctive  marker  its  entire 
length. 

Sec.  D-606— VARNISHED  CLOTH  INSULATED  WIRE. 
TYPES  VC:   (See  Part  Five.) 

(a)  This  insulation  Shall  not  be  used  where  exposed  to  moisture. 

(b)  The  insulation  shall  consist  of  layers  of  varnished  cotton 
cloth  applied  and  filled  as  may  be  specified,  and  shall  have  coverings 
conforming  to  the  requirements  for  rubber-covered  wire  as  prescribed 
in  Section  D-602  of  this  Code. 

(c)  The  thickness  of  the  insulation  shall  be  not  less  than  that 
prescribed  in  Section  D-602  of  this  Code  for  the  rubber  insulation 
of  rubber-covered  wire  of  the  same  conductor  size  and  voltage. 

(d)  No  individual  conductor,  whether  solid  or  stranded,  shall  be 
less  than  No.  14  gage.     Conductors  may  be  either  plain  or  tinned. 

Note:  The  use  of  varnished  cloth  insulation  is  not  recommended 
under  ordinary  conditions  in  conductor  sizes  smaller  than  No.  6,  but 
smaller  sizes  may  be  used  for  leads  on  motors,  generators,  oil-filled 
transformers,  starters,  oil  switches,  auto-transformers,  starters, 
oil  switches  and  other  apparatus  where  oil  may  come  in  contact  with 
the  insulation  and  when  such  leads  are  furnished  as  part  of  the 
device. 

In  other  cases  varnished  cloth  insulated  wires  smaller  than  No. 
6  may  be  used  only  by  permission  of  the  Commissioner  of  Buildings. 

(e)  The  following  tests  shall  be  applied  to  varnished  cloth  in- 
sulated wires: 

(1)  On  the  wire  as  a  whole;   voltage  test,  insulation 
resistance  test. 

(2)  On  test  specimens:  heating  test,  dielectric  strength. 

Sec.  D-607— SLOW-BURNING  WEATHERPROOF  WIRE— TYPE 
SBW. 

Note:  (See  Part  5).  This  wire  is  not  as  burnable  as  weather- 
proof, nor  as  subject  to  softening  under  heat.  It  is  not  suitable 
for  outside  work. 

(a)  The  insulation  shall  consist  of  two  (2)  coatings,  one  (1)  to 
be  fireproof  and  the  other  weatherproof.  The  fireproof  coating  shall 
be  on  the  outside  and  shall  comprise  about  six-tenths  (6/10)  of  the 
total  thickness  of  the  wall. 
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(b),  The  thickness  of  the  completed  covering  shall  be  not  less 
than  that  prescribed  in  Section  D-602  of  this  Code  for  rubber  insula- 
tion of  zero  (0)  to  six  hundred  (600)  volt  rubber-covered  wires. 

Sec.   D-608— SLOW-BURNING  WIRE— TYPE   SB. 

Note:  (See  Part  5).  This  insulation  is  especially  useful  in  hot, 
dry  places  where  ordinary  insulations  would  perish,  and  where  wires 
are  bunched  as  on  the  back  of  a  large  switchboard  or  in  a  wire  tower, 
so  that  the  accumulations  of  rubber  insulation  would  result  in  an 
objectionable  large  mass  of  highly  inflammable  material. 

(a)  Slow-burning  conductors  especially  designed  and  approved 
for  use  in  fixtures  as  prescribed  in  Section  D-604  of  this  Code  need 
not  necessarily  comply  with  the  requirements  of  paragraphs  B  and 
C  of  this  section. 

(b)  The  insulation  shall  consist  of  three  (3)  braids  of  cotton 
or  other  thread,  all  the  interstices  of  which  shall  be  filled  with  ma- 
terial having  fire-resisting  and  insulating  properties.  Its  surfaces 
shall  be  finished  smooth  and  hard. 

(c)  The  thickness  of  the  completed  covering  shall  be  not  less 
than  that  prescribed  in  Section  D-602  of  this  Code  for  the  rubber  in- 
sulation of  zero  to  six  hundred   (0-600)   volt  covered  wires. 

Sec.  D-609— WEATHERPROOF  WIRE— TYPE  WP. 
Note:  (See  Part  5).     This  wire  is  for  use  outdoors,  where  mois- 
ture is  certain,  and  where  fireproof  qualities  are  not  necessary. 

(d)  The  insulating  covering  shall  consist  of  at  least  three  (3) 
braids,  all  of  which  shall  be  thoroughly  saturated  with  a  dense  mois- 
tureproof  compound.  The  thickness  of  the  completed  covering  shall 
be  not  less  than  that  prescribed  in  Section  D-602  of  this  Code  for 
the  rubber  insulation  of  zero  to  six  hundred  (0-600)  volt  rubber 
covered  wires. 

Sec.  D-610— CARRYING  CAPACITIES  OF  CONDUCTORS: 

(a)  The  following  tables,  giving  the  allowable  carrying  capac- 
ities of  copper  wires  and  cables  of  ninety-eight  (98)  per  cent,  con- 
ductivity, according  to  the  standard  adopted  by  the  American  Insti- 
tute of  Electrical  Engineers,  shall  be  followed  in  placing  interior 
conductors. 

(b)  For  insulated  aluminum  wire  the  allowable  carrying  ca- 
pacities shall  be  taken  as  eighty-four  (84)  per  cent  of  those  given  in 
the  table  for  respective  sizes  of  copper  wire  with  the  same  kind  of 
insulation. 

(c)  Conductors  of  sizes  Nos.  18  and  16  shall  be  used  only  for 
flexible  cords  and  for  fixture  wires. 

(d)  Conductors  may  be  placed  in  multiple  only  by  permission 
of  the  Commissioner  of  Buildings. 

(e)  Varnished  cloth  insulated  wires  smaller  than  No.  6  shall  be 
used  only  by  permission  of  the  Commissioner  of  Buildings. 
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TABLE  I— ALLOWABLE  CARRYING  CAPACITIES  OF  WIRES 
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TABLE   2— STANDARDIZED   STRANDING 

Allowable  Carrying  Capacities 
Strands  Cable  in   Amperes 
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&  S.  Wire  Tables. 

Sec.  D-611— GENERAL  REQUIREMENTS  FOR  USE  OF  CON- 
DUCTORS: 

(a)  This  article  shall  apply  to  wires,  cables  and  cords  gener- 
ally, but  the  requirements  of  the  other  articles  of  this  Code  shall  be 
complied  with  as  to  the  selection  of  conductors  and  the  method  of 
their  installation  and  use  in  particular  locations  and  classes  of  work. 

(b)  No  wires  of  size  smaller  than  No.  14  shall  be  used  except 
where  permitted  for  fixture  work  or  flexible  cords. 

(c)  All  splices  and  joints  in  conductors  shall  be  made  both  me- 
chanically and  electrically  secure  without  solder.  The  joints  shall 
then  be  soldered1  unless  made  with  some  form  of  approved  splicing 
device.  All  joints  shall  be  covered  with  an  insulation  equal  to  that 
on  the  conductors. 
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(d)  Stranded  wires,  except  in  flexible  cords,  shall  be  soldered 
before  being  fastened  under  clamps  or  binding  screws,  and,  whether 
stranded  or  solid,  when  they  have  a  conductivity  greater  than  that 
of  No.  8  shall  be  soldered  into  lugs  for  all  terminal  connections,  ex- 
cept where  an  approved  solderless  terminal  connector  is  used. 

(e)  Wires  shall  be  separated  from  contact  with  walls,  floors, 
timbers  or  partitions  through  which  they  may  pass  by  non -combus- 
tible, non-absorptive  insulating  tubes,  such  as  glass  or  porcelain, 
except  at  outlets  where  approved  flexible  .tubing  is  required. 

(f)  The  bushings  used  shall  be  long  enough  to  bush  the  entire 
length  of  the  hole  in  one  continuous  piece,  or  else  the  hole  shall 
first  be  bushed  by  a  continuous  waterproof  tube.  This  tube  may  be  a 
conductor,  such  as  iron  pipe,  but  in  that  case  an  insulating  bushing 
shall  be  pushed  into  each  end  of  it,  extending  far  enough  to  keep 
the  wire  absolutely  out  of  contact  with   the  pipe. 

(g)  Where  not  enclosed  in  approved  conduit,  raceways  or 
armored  cable,  and  where  liable  to  come  in  contact  w'th  gas,  water, 
or  other  metallic  piping  or  other  conducting  material,  wire  shall  be 
separated  therefrom  by  some  cont  nuous  and  firmly  fixed  non-con- 
ductor creating  a  permanent  separation. 

(h)  In  wet  places  wire  shall  be  so  placed  that  an  air  space  will 
be  left  between  conductors  and  pipes  in  crossing  and  the  former  shall 
be  run  in  such  a  way  that  they  cannot  come  in  contact  with  the  pipe 
accidentally. 

Note:  It  is  recommended  that  wires  be  run  over,  rather  than 
Under,  \)l\:e^  u  >on  wh'ch  moisture  is  likely  to  gather  or  which,  by 
leaking,,  might  cause  trouble  on  a  circuit. 

(i)  Wires  for  electric  light  or  power  c'rcuits  shall  not  come 
nearer  than  tA\o  (2)  inches  to  any  other  unpnclosed  electric  light, 
power  or  signal  wire  without  being  permanently  separated  there- 
from by  some  continuous  and  firmly  fixed  non-conductor.  The  non- 
conductor used  as  a  separator  shall  be  in  addition  to  the  regular 
insulation  on  the  wire.  Where  tubes  are  used,  they  shall  be  securely 
fastened  at  the  ends  to  prevent  movement  along  the  wire. 

Except;on:  Departure  from  the  requirements  of  paragraphs  G, 
H,  and  I  of  this  section  may  be  permitted  where  necessary. 

(j)  Where  exposed  to  mechanical  injury  wires  shall  be  suitably 
protected. 

(k)  When  crossing  floor  timbers  in  rooms  where  they  might  be 
exposed  to  injury,  wires  shall  be  installed  in  approved  conduit  or 
armored  cable  or  be  otherwise  properly  guarded.  Where  running 
boards  are  acceptable,  they  shall  be  not  less  than  one-half  (V2)  inch 
in  thickness  and  not  less  than  three  (3)  inches  in  width;  where  guard 
strips  are  acceptable  they  shall  be  not  less  than  seven-eighths  (%) 
inch  in  thickness  and  at  least  as  high  as  the  insulator,  and  shall  be 
placed  on  each  side  of  and  close  to  the  wires. 

(1)  Protection  on  side  walls  shall  extend  not  less  than  seven 
(7)  feet  from  the  floor  and  shall  consist  of  substantial  boxing,  re- 
taining an  air  space  of  one  (1)  inch  around  the  conductors,  closed 
at  the  top,  the  wires  passing  through  bushed  holes;  or  approved 
metal  conduit  or  pipe  of  equivalent  strength  may  be  used. 

(m)  When  metal  pipe  is  used  in  short  runs  to  protect  wires 
the  insulation  of  each  wire  shall  be  reinforced  by  approved  flexible 
tubing  extending  from  the  insulator  next  beyond  the  pipe  at  one  end 
to  the  insulator  next  beyond  the  pipe  at  the  other  end.     The  two  or 
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more  wires  of  a  circuit,  each  with  its  flexible  tubing,  if  carrying  alter- 
nating currents  shall,  or  if  direct  current,  may  be  placed  within  the 
same  pipe. 

Exception:  In  damp  places  the  wooden  boxing  may  be  preferable 
because  of  the  precautions  which  would  be  necessary  to  secure 
proper  insulation  if  the  pipe  were  used.  With  this  exception,  however, 
iron  piping  is  considered  preferable  to  the  wooden  boxing,  and  its  use 
is  recommended.  It  is  especially  suitable  for  the  protection  of  wires 
near  belts,  pulleys,  etc. 

(n)  When  run  in  unfinished  attics,  or  roof  spaces  wires  shall 
be  considered  to  be  concealed,  and  when  run  in  close  proximity  to 
water  tanks  or  pipes,  wires  shall  be  considered  to  be  exposed  to 
moisture.  In  unfinished  attics  or  roof  spaces,  wires  shall  be  con- 
sidered to  be  exposed  to  mechanical  injury,  and  shall  not  be  run 
across  joists,  they  may  be  supported  on  knobs  on  the  upper  edge  of 
each  joist. 

(o)  Wires  shall  not  be  laid  in  plaster,  cement  or  similar  ma- 
terial. 

(p)     Wires  shall  not  be  fastened  by  staples. 

(q)  Wires  shall  not  be  fished  for  any  great  distance,  or  in  any 
case,  where  the  Commissioner  of  Buildings  or  h;s  authorized  assist- 
ants cannot  be  satisfied  that  the  requirements  of  this  Code  have 
been  complied  with. 

(r)  Twin  wires  shall  be  used  only  in  conduits,  or  where  flex- 
ible conductors  are  necessary. 

(s)  In  three  (3)  wire  (not  three  (3)  phase)  systems,  the  neu- 
tral shall  be  of  sufficient  capacity  to  carry  the  maximum  current  to 
Which  it  may  be  subjected.  Natural  gray,  or  white  core  wire  shall  be 
used  for  such  neutral. 

(t)  When  one  of  the  circuit  wires  is  to  be  grounded  the  circuit 
shall  be  so  arranged  that  the  grounded  conductor  is  the  one  identified 
as  prescribed  in  Section  D-601-B  of  this  Code. 

(u)  In  alternating  current  systems  in  conduit,  armored  cable 
and  metal  raceways,  the  two  (2)  or  more  wires  of  a  circuit  shall  be 
placed  in  the  same  conduit,  armor  or  raceway. 

Note:  It  is  recommended  that  this  course  be  pursued  in  the 
case  of  direct  current,  also,  in  order  to  obviate  induction  troubles  if 
a  change  is  made  to  alternating  current  at  some  later  date. 

(V)  The  wiring  in  any  building  or  group  of  buildings,  includ- 
ing the  service  connections  thereto,  shall  be  so  arranged  as  not  to 
serve  a  shunt  around  any  street  fuse  or  switch. 

(w)  Conductors  in  raceways  or  on  insulators  shall  not  be  in- 
stalled in  elevator  shafts.     (See  C-208.) 

Sec.  D-612— SPECIAL  REQUIREMENTS  FOR  USE  OF  FLEX- 
IBLE CORDS: 

(a)  When  used  where  the  voltage  between  any  two  (2)  conduc- 
tors or  from  any  conductor  to  the  ground  is  over  three  hundred  (300) 
volts,  the  insulation  on  flexible  cords  shall  be  at  least  three  sixty- 
fourths  (sf)  of  an  inch  in  thickness  for  all  conductor  sizes  No.  8 
or  less,  except  in  street  railway  property  where  cords  Nos.  16  and 
18,  supplying  pendant  lamps  may  have  an  insulation  one  thirty-second 
(1/32)  of  an  inch  in  thickness. 

(b)  Flexible  cord  shall  be  used  only  for  pendants,  wiring  of 
fixtures,  portable  lamps  or  motors,  portable  heating  apparatus  or 
Other  portable  devices. 
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(c)  For  all  portable  work,  including  those  pendants  which  are 
liable  to  be  moved  about  sufficiently  to  come  in  contact  with  sur- 
rounding objects,  flexible  wires  and  cables  especially  designed  to 
withstand  this  severe  service  shall  be  used;  provided,  however,  that 
for  portable  lamps  or  other  devices  which  are  not  liable  to  be  moved 
about  sufficiently  to  cause  abrasion  of  the  insulation,  approved  flex- 
ible cord  of  Type  C  may  be  used. 

(d)  When  necessary  to  prevent  portable  lamps  from  coming 
in  contact  with  inflammable  materials,  or  to  protect  them  from  break- 
age, their  flexible  cord  leads  shall  be  equipped  with  handle,  socket 
and  substantial  guard,  the  guard  being  securely  attached  to  socket 
or  handle. 

(e)  Unless  provided  with  approved  metal  armor,  flexible  cords 
shall  not  be  used  in  show  windows  or  in  show  cases,  except  that  ap- 
proved portable  cord  may  be  used  for  the  purpose  of  supplying  cur- 
rent to  portable  lamps  and  other  devices  for  exhibition  purposes, 
and  flexible  cord  may  be  used  for  chain  fixtures. 

(f)  Flexible  cords  shall  be  protected  by  approved  insulating 
bushings  where  they  enter  sockets. 

(g)  Flexible  cords  shall  be  so  connected  to  all  fittings  that  the 
strain  will  be  taken  from  the  joints  and  binding  screws. 

(h)  Flexible  cords  shall,  where  passing  through  covers  of  outlet 
boxes,  be  protected  by  approved  bushings  especially  designed  for  this 
purpose;  or  the  cover  shall  be  provided  with  a  smooth,  well-rounded 
surface  on  which  the  cord  will  bear.  So-called  hard  rubber  or  com- 
posit'on  bushings  shall  not  be  used. 

Sec.  D-613— SPECIAL  REQUIREMENTS  FOR  USE  OF  CON- 
DUCTORS IN  CENTRAL  AND  SUB-STATIONS— INCLUDING 
MOTOR,  TRANSFORMER  AND  STORAGE  BATTERY  ROOMS, 
ETC.: 

(a)  Wires  shall  be  exposed  to  view  and  supported  on  approved 
non-combustible,  non-absorptive  insulators  or  placed  on  approved 
metal  conduit,  tile  or  other  fireproof  ducts.  Conductors  installed  in 
conduit  or  ducts  where  exposed  to  moisture  shall  be  lead  sheathed 
and  the  sheath  ng  shall  be  grounded.  Except  for  low  potential  sys- 
tems the  insulation  of  the  several  conductors  where  leaving  the 
metal  sheath  of  cables  shall  be  thoroughly  protected  from  moisture 
and  mechanical  injury  by  means  of  a  pothead  or  some  equivalent 
method. 

(b)  Wires  not  in  conduit  shall  be  kept  so  rigidly  in  place  that 
they  cannot  come  in  contact.  Where  they  pass  through  floors  or 
fire  walls  they  shall  be  carried  through  individual  openings  in  non- 
combustible,  non-absorptive  insulating  tubes  or  their  equivalent  and 
not  through  a  common  open  space. 

(c)  Where  conductors  are  closely  grouped  as  on  switchboards, 
in  wire  towers,  cableways,  etc.,  the  conductors  shall  each  have  a  sub- 
stantial flameproof  outer  covering.  Flameproofing  shall  be  stripped 
back  on  all  conductors  a  sufficient  distance  from  the  terminals  to 
give  the  necessary  insulation  for  the  voltage  of  the  circuit  on  which 
the  conductor  is  used. 

DIVISION  D— PART  SEVEN 
OUTLET  BOXES  AND  CABINETS 
Sec.  D-701— OUTLET  FITTINGS: 

(a)  Outlet  boxes  and  plates,  switch,  junction  and  pull  boxes 
and  metal  cabinets  shall  be  well  galvanized,  enameled  or  otherwise 
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properly  coated,  inside  and  out,  to  prevent  oxidation;  provided,  how- 
ever, that  hardwood  may  be  used  for  cabinets  housing  devices  of 
electric  railway  systems,  or  of  open  or  concealed  work,  or  wooden 
raceways. 

Note:  It  is  recommended  that  the  protective  coating  be  of  con- 
ductive material  such  as  tin  or  zinc,  in  order  to  secure  better  electrical 
contacts. 

(b)  Unused  openings  in  outlet  fittings  or  cabinets  shall  be  ef- 
fectively closed  by  metal  plugs  or  plates,  affording  protection  sub- 
stantially equivalent  to  that  of  the  wall  of  the  fitting. 

(c)  Openings  in  outlets,  fittings  or  cabinets  shall  be  equipped, 
either  separately  or  as  a  part  ©f  the  fitting,  with  couplings  or  bush- 
ings which  will  serve  to  secure  the  conduit,  raceway  or  armored 
cable  to  the  fitting  and  at  the  same  time  protect  the  wires  from 
abrasion.  Where  a  hardwood  cabinet  is  used  with  open  work  or 
concealed  work,  each  opening  shall  be  equipped  with  a  non-combust- 
ible, non-absorptive  insulating  bushing  which  shall  fit  securely  in 
the  opening  and  be  so  closed  by  the  wire  and  tape,  if  necessary,  as 
to  be  dust  tight.  In  dry  places  approved  flexible  tubing  may  be  em- 
ployed as  an  insulating  bushing  if  it  extends  from  the  last  insulat- 
ing support  and  is  firmly  secured  in  place. 

(d)  Covers  of  outlet  fittings  through  which  flexible  cords  or 
duplex  wire  pendants  pass  shall  be  provided  with  approved  bush- 
ings, or  shall  have  smooth,  well  rounded  holes  upon  which  the  cord 
or  wire  may  bear.  Where  wires,  other  than  flexible  cord  or  duplex 
wire,  pass  through  a  metal  cover  there  shall  be  provided  a  separate 
hole  for  each  wire,  said  hole  being  equipped  with  a  non-combustible, 
non-absorptive  insulating  bushing. 

(e)  Outlet  fittings,  and  junction  or  pull  boxes  not  over  one  hun- 
dred and  fifty  (150)  cubic  inches  in  size,  shall  be  composed  of 
pressed  steel  not  less  than  0.078  inch  (No.  14  U.  S.  sheet  metal  gage) 
in  thickness,  or  of  cast  metal  having  a  wall  thickness  not  less  than 
one-eighth   (V8)  inch. 

(f)  Junction  or  pull  boxes  of  over  one  hundred  and  fifty  (150) 
cubic  inches  in  size  shall  be  composed  of  metal  and  shall  conform  to 
the  requirements  for  cabinets  and  cutout  boxes,  except  that  the 
covers  may  consist  of  single  flat  sheets  secured  to  the  box  by  screws 
or  bolts  instead  of  hinges. 

Note:  Boxes  having  covers  of  this  form  are  for  use  only  for  en- 
closing joints  in  wires  or  to  facilitate  the  drawing  in  of  wires  or 
cables.  They  are  not  intended  to  enclose  switches,  cutouts  or  other 
control  devices. 

(g)  Outlet  boxes  intended  for  use  where  gas  outlets  are  pres- 
ent shall  be  so  designed  that  they  may  be  securely  fastened  to  the 
gas  pipes  in  an  approved  manner. 

(h)  A  fixture  stud  which  is  not  an  integral  part  of  the  outlet 
box  shall  be  composed  of  malleable  iron  or  other  approved  material. 

(i)  Switch  and  outlet  boxes  shall  be  so  designed  that  they  can 
be  securely  fastened  in  place  independently  of  the  support  furnished 
by  the  conduit;  provided,  however,  that  approved  boxes  having 
threaded  connection  to  exposed  conduit  may  be  supported  by  the 
conduit  itself  if  the  latter  is  firmly  secured  in  place. 

(j)  Switch  and  receptacle  boxes  shall  completely  enclose  the 
devices  on  sides  and  back,  and  shall  provide  a  substantial  support  for 
them.     The  screws  supporting  the  box  shall  not  be  used  for  the  at- 
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tachment  of  the  device  contained  therein.  Floor  outlet  boxes  shall 
be  so  designed  as  to  protect  receptacles  and  attachment  plugs  from 
mechanical  injury  and  moisture. 

(k)  Metal  covers  of  outlet  boxes  shall  be  of  thickness  equal  to 
that  of  the  wall  of  the  box,  or  shall  be  lined  with  firmly  attached 
insulating  material  not  less  than  one  thirty-second  (1/32)  inch  in 
thickness.  Covers  of  porcelain  or  other  approved  material  may  be 
used  if  of  such  form  and  thickness  as  to  afford  the  requisite  pro- 
tection and  strength. 

(1)  Flush  switch  and  receptacle  plates  shall  be  not  less  than 
four  hundredths  (.04)  inch  in  thickness. 

(m)  At  each  outlet  of  conduit,  metal  raceway,  armored  cable 
or  concealed  work  an  approved  box  or  plate  shall  be  provided  with  a 
cover,  unless  a  fixture  canopy  is  present. 

(n)  At  other  than  fixture  outlets,  an  approved  terminal  fit- 
ting having  a  separate,  bushed  hole  for  each  wire  shall  be  provided 
for  the  end  of  the  conduit  through  which  fitting  the  wires  shall  pass 
without  splice,  joint  or  tap. 

(o)  In  buildings  already  constructed,  where  conditions  are  such 
'hat  neither  box  nor  plate  can  be  installed,  these  fittings  may  be 
omitted  by  permission  of  the  Commissioner  of  Buildings,  provided 
the  conduit  or  armored  cable  is  properly  bushed  and  secured  in  place. 

(p)  Junction  boxes  shall  be  so  installed  as  to  be  accessible 
without  removing  any  part  of  the  building  except  as  provided  in 
section  D-503,  paragraph  F  of  this  Code. 

Note :  An  attic  which  has  sufficient  headroom  but  which  is  reached 
only  by  a  portable  ladder  and  permanent  hatch,  is  considered  per- 
manently accessible. 

(q)  Outlet  boxes  or  plates,  switch  boxes  and  cabinets  shall  be 
so  installed  in  walls  or  ceilings  composed  of  plaster  on  wooden  joints  or 
studs  that  the  front  edge  of  the  fitting  will  not  set  back  of  the  finished 
surf  ace  of  the  plaster  more  than  one-quarter  (1/4)  of  an  inch.  On  wood- 
en walls  or  ceilings  the  front  edges  of  the  fitting  shall  be  flush  with  the 
finished  surface,  or  project  therefrom.  A  plaster  surface  which  is 
broken  or  incomplete  shall  be  repaired  so  that  there  will  be  no  gaps 
or  open  spaces  at  the  edge  of  the  fitting. 

Note:  These  requirements  do  not  apply  to  walls  or  ceilings  com- 
posed of  concrete,  tile  or  other  non-combustible  material. 

(r)  In  making  a  surface  extension  from  an  existing  outlet  of 
concealed  conduit  or  armored  cable,  a  box  extension  ring  or  blank 
cover  shall  be  mounted  over  the  original  box  and  electrically  and 
mechanically  secured  to  it.  The  extension  shall  then  be  connected  to 
this  box  in  the  manner  prescribed  for  the  method  of  wiring  employed 
in  making  the  extension. 

Sec.  D-702— CABINETS  AND  CUTOUT  BOXES: 

(a)  Cabinets  and  cutout  boxes  intended  for  outdoor  use  shall 
be  of  weatherproof  type. 

(b)  Cabinets  and  cutout  boxes  which  contain  devices  or  ap- 
paratus connected  within  the  cabinet  or  box  to  the  wires  of  more 
than  four  (4)  circuits,  including  branch  circuits,  meter  loops,  sub- 
feeder  circuits,  power  circuits,  from  lighting  panels  and  similar  cir- 
cuits, but  not  including  the  supply  circuit  or  a  continuation  thereof, 
shall  have  back  wiring  spaces  or  one  or  more  side  wiring  spaces, 
side  gutters  or  wiring  compartments  unless  the  wires  leave  the 
cabinet  or  cutout  box  directly  opposite  their  terminal  connections. 


798  journal  or  common  council     [Snecial   Meeting 


(c)  The  design  and  construction  of  cabinets  and  cutout  boxes 
shall  be  such  as  to  secure  ample  strength  and  rigidity. 

(d)  The  spacing  within  the  cabinets  and  cutout  boxes  shall  De 
sufficient  to  provide  ample  room  for  the  distribution  of  wires  and 
cables  placed  in  them  and  for  a  separation  between  metal  parts  of 
cabinets  or  cutout  boxes  and  current  carrying  parts  of  devices  and 
apparatus  mounted  within  them  as  follows: 

(1)  There  shall  be  an  air  space  of  at  least  one-six- 
teenth (1/16)  of  an  inch,  except  at  points  of  support,  be- 
tween the  base  of  the  device  and  the  wall  of  any  metal  cabi- 
net or  cutout  box  on  which  the  device  is  mounted. 

(2)  There  shall  be  an  air  space  of  at  least  one  (1) 
inch  between  any  live  metal  part  (including  live  metal  parts 
of  enclosed  fuses)  and  the  door,  unless  the  door  is  lined  with 
an  approved  insulating  material  or  is  of  a  thickness  of  at 
least  that  of  No.  12  U.  S.  gage  metal,  when  the  air  space 
shall  be  not  less  than  one-half  (V2)  inch. 

(3)  There  shall  be  a  space  of  at  least  two  (2)  inches 
between  open  link  fuses  and  metal  lined  walls  or  metal, 
metal  lined  or  glass  paneled  doors. 

(4)  Except  as  noted  above,  there  must  be  an  air  space 
of  at  least  one-half  (%)  inch  between  the  walls,  back,  gut- 
ter partition,  if  of  metal,  or  door  of  any  cabinet  or  cutout 
box  and  the  nearest  exposed  current-carrying  part  of  devices 
mounted  within  the  cabinet  where  the  potentials  do  not  ex- 
ceed two  hundred  and  fifty  (250)  volts.  This  spacing  shall 
be  increased  to  at  least  one  ( 1 )  inch  where  the  potentials 
exceed  two  hundred  and  fifty  (250)  volts. 

(e)  Cabinets  and  cutout  boxes  shall  be  deep  enough  to  allow 
of  the  closing  of  the  doors  when  thirty  (30)  amperes  branch  cir- 
cuit panelboard  switches  are  in  any  position,  or  when  combination 
cutout  switches  are  in  any  position,  or  when  single  throw  switches 
are  opened  as  far  as  their  construction  will  permit. 

(f)  Side  wiring  spaces,  side  gutters  or  side  wiring  compart- 
ments of  cabinets  shall  be  rendered  tight  enclosures  by  means  of 
covers,  barriers  or  partitions  extending  from  the  bases  of  the  de- 
vices contained  in  the  cabinet  to  the  door,  frame  or  sides  of  the 
cabinet;  provided,  however,  that  where  the  enclosure  contains  only 
those  wires  or  cables  which  are  led  from  the  cabinet  at  points 
directly  opposite  their  terminal  connections  to  devices  within  the 
cabinet,  such  covers,  barriers  or  partitions  may  be  omitted.  Partially 
enclosed  back  wiring  spaces  shall  be  provided  with  covers  to  com- 
plete the  enclosure. 

(g)  Wooden  or  composition  cabinets,  whether  for  flush  or  sur- 
face mounting,  shall  be  of  rigid  or  substantial  design.  Doors  shall 
fit  closely.  The  requirements  for  spacings,  barriers  and  other  de- 
tails of .  construction,  given  elsewhere  in  this  section,  shall  be  fol- 
lowed, so  far  as  they  apply.  Wooden  cabinets  shall  be  composed  of 
well  seasoned  material,  at  least  three-quarters  of  an  inch  in  thick- 
ness thoroughly  filled  and  painted.  They  shall  be  lined  throughout 
with  a  non-combustible  material  such  as  one-eighth  (%)  inch  rigid 
asbestos  board  firmly  secured  in  place. 

Linings  of  slate,  marble  or  approved  composition  shall  be  at 
least  one-quarter   (%)   of  an  inch  in  thickness.     Sheet  metal  lining 


August  19, 1925]  city  of  Indianapolis,  ind  799 


shall   be   at   least   sixty-three   thousandths    (.063)    inch   in  thickness 
(No.  16  U.  S.  sheet  metal  gauge). 

(h)  Composition  cabinets  shall  conform  to  the  requirements  for 
wooden  cabinets,  and  shall  be  submitted  for  approval  prior  to 
installation. 

DIVISION  D— PART  EIGHT 
AUTOMATIC  PROTECTION  OF  CIRCUITS  AND  APPLIANCES. 

Sec.  D-801— CUTOUT  BASES: 

(a)  The  requirements  of  this  Part  shall  not  apply  to  rosettes, 
attachment  plugs,  or  protective  devices  for  signal  systems.  The 
spacings  of  link  fuse  cutout  bases  shall  be  at  least  as  great  as  those 
given  in  the  following  table,  which  applies  only  to  plain,  open  fuse 
blocks,  mounted  on  slate,  marble  or  composition  bases.  If  the  copper 
fuse  tips  overhang  the  edges  of  the  fuse  block  terminals,  the  spac- 
ings shall  be  measured  between  the  nearest  edges  of  the  tips. 


Ampere 

Minimum  Departition  of 

Minimum 

Capacity 

Nearest  Metal  Parts 

Break 

Not  over  125  volts. 

Opposite  Polarity 

Distance 

0-10 

%  Inch 

3/4In. 

11-100 

1        " 

%  " 

101-300 

1 

1       " 

301-1000 

1%    " 

1%  " 

Not  over  250  volts. 

0-10 

1%  " 

1%  " 

11-100 

i%  " 

1%  " 

101-300 

2 

1%  " 

301-1000 

2%    " 

2       " 

(b)  A  space  shall  be  maintained  between  the  fuse  terminals  of 
link  fuses  of  the  same  polarity  of  at  least  one-half  (%)  inch  for 
voltages  up  to  one  hundred  and  twenty-five  (125)  and  of  at  least 
three-quarters  (%)  of  an  inch  for  voltages  from  one  hundred  and 
twenty-six  to  two  hundred  and  fifty  (250).  This  is  the  minimum 
distance  allowable,  and  greater  separation  shall  be  provided  when 
practicable. 

(c)  For  three  (3)  wire  systems  link  fuse  cutouts  shall  have 
the  break  distance  required  for  circuits  of  the  potential  of  the  out- 
side wires,  except  that  in  one  hundred  and  twenty-five  to  two  hun- 
dred and  fifty  (125-250)  volt  systems  with  grounded  neutral  the 
cutouts  in  two  (2)  wire,  one  hundred  and  twenty-five  (125)  volt 
branch  circuits  may  have  the  spacing  specified  for  not  over  one  hun- 
dred and  twenty-five   (125)   volts. 

(d)  Except  for  sealable  service  and  meter  cutouts  the  fuse 
terminals  of  enclosed  cutout  bases  (plug  and  cartridge  types)  shall 
be  either  the  Edison  plug,  spring  clip  or  knife  blade  type,  to  take 
the  corresponding  standard  enclosed  fuses.  They  shall  be  secured 
to  the  base  by  two  (2)  screws  or  the  equivalent,  so  as  to  prevent 
them  from  turning,  and  shall  be  so  made  as  to  secure  a  thoroughly 
good  contact  with  the  fuse. 

(e)  End  stops  shall  be  provided  to  insure  the  proper  location  of 
the  cartridge  fuse  in  the  cutout  base. 

(f)  Cutout  bases  for  enclosed  fuses  shall  be  classified  as  re- 
gards both  current  and  voltages  as  given  in  the  following  table,  and 
shall  be  so  designed  that  the  bases  of  one  class  cannot  be  used  with 
fuses  of  another  class  rated  for  a  higher  current  or  voltage. 
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SEALABLE  SERVICE  AND  METER  CUTOUTS 

Not  over  250  volts  Not  over  600  volts 

0-30    amperes  0-30    amperes 

31-60           "  31-60 

61-100         "  61-100 

101-200         "  101-200 

201-40O         "  201-400 

401-600         "  401-600 

SEALABLE  SERVICE  METER  CUTOUTS 
.  Not  over  250  volts  Not  over  600  volts 

0-30    amperes  0-30    amperes 

31-60  "  31-60 

61-100         "  61-100 

101-200         "  101-200        " 

Sec.  D-802— LINK  FUSES: 

(a)  Contact  surfaces  or  tips  of  link  fuses  shall  be  of  copper  or 
aluminum,  having  good  electrical  connections  with  the  fusible  part 
of  the  strip. 

(b)  Link  fuses  shall  be  stamped  with  eighty  (80)  per  cent  of 
the  maximum  current  which  they  can  carry  indefinitely,  thus  allow- 
ing about  twenty-five   (25)   per  cent  overload  before  the  fuse  melts. 

Sec.  D-803— ENCLOSED  FUSES: 

(a)  The  requirements  of  paragraph  C  to  G  inclusive,  of  this 
section,  do  not  apply  to  fuses  for  rosettes,  attachment  plugs,  car 
lighting  cutouts  and  protective  devices  for  signal  systems. 

(b)  The  casings  of  enclosed  fuses  shall  be  sufficiently  tight  so 
that  lint  and  dust  cannot  collect  around  the  fusible  link  and  become 
ignited  when  the  fuse  is  blown.  For  non-renewable  fuses  the  fusible 
wire  shall  be  attached  to  the  terminals  in  such  a  way  as  to  make  it 
difficult  for  it  to  be  replaced  when  melted. 

(c)  Enclosed  fuses  shall  be  classified  to  correspond  with  the 
different  classes  of  cutouts,  and  shall  be  so  designed  that  it  will 
be  impossible  to  put  any  fuse  of  a  given  class  into  a  cutout  which 
is  designed  for  a  current  or  voltage  lower  than  that  of  the  class 
to  which  the  fuse  belongs. 

(d)  All  fuses  shall  be  marked  with  the  ampere  capacity.  On 
ferrule  contact  fuses  this  marking  shall  be  on  the  tube  or  ferrules, 
and  on  knife  blade  fuses  on  the  tubes  or  caps.  In  addition  to  the 
above  marking  each  cartridge  enclosed  fuse  shall  be  provided  with 
a  paper  label,  red  for  six  hundred  (600)  volt  fuses,  navy  blue  for 
two  hundred  and  fifty  (250)  volt  fuses  of  fifteen  (15)  amperes  or 
less  capacity  and  green  for  two  hundred  and  fifty  (250)  volt  fuses 
of  over  fifteen  (15)  amperes  capacity.  The  label  for  cartridge  fuses 
shall  bear  the  following:  The  name  or  trademark  of  the  manufac- 
turer and  the  voltage  for  which  the  fuse  is  designed. 

(e)  Plug  fuses  of  fifteen  (15)  amperes  capacity  or  less  shall 
be  distinguished  from  those  of  larger  capacity  as  follows:  by  an 
hexagonal  opening  in  the  cap  through  which  the  mica  or  similar 
window  shows;  or  by  an  hexagonal  shaped  recess  in  the  top  of  fuses 
having  porcelain  or  moulded  composition  tops,  and  when  labels  are 
used  with  such  plug  fuses  the  labels  shall  also  be  hexagonal  in  shape 
and  fill  the  recess;  or  on  plugs  having  solid  metal  caps,  by  an  hex- 
agonal impression  either  raised  or  lowered  on  the  caps. 
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(f)     The   fuse   terminals   shall   be   sufficiently   heavy   to   insure 
mechanical  strength  and  rigidity.    The  styles  of  terminals,  except  for 
use  in  sealable  service  and  meter  cutouts,  shall  be  as  follows: 
Not  over  250  volts. 

A.     Cartridge   fuse    (ferrule   contact). 

f  B.     Approved  plugs  or  cartridge  fuses  in  approved 

casings  for  Edison  plug  cutouts  not  exceeding 

0-30  Amps.   -I  125  volts,  but  including  any  circuit  of  a  three 

wire     125 — 250-volt     system     with     grounded 

{  neutral. 

\  Cartridge    fuse    (ferrule    contact)    for    use    also    in 
31-60       "         \  approved  casings  for  large   size   Edison  plug 

[  type  250-volt  cutouts. 


61-100 
101-200 
201-400 
401-600 


Cartridge  fuse    (knife  blade  contact). 


Not  over  600  volts. 

1 
0-30  Amps.    [►Cartridge  fuse    (ferrule  contact). 
31-60       "         j 


61-100 
101-200 
201-400 
401-600 


Cartridge  fuse  (knife  blade  contact). 


Cartridge  enclosed  fuses  and  corresponding  cutout  bases,  ex- 
cept for  sealable  service  and  meter  cutouts  shall  conform  to  the 
dimensions  given  in  the  table  attached. 


TABLE  OF  DIMENSIONS  OF  THE  STANDARD  CARTRIDGE- 
ENCLOSED   FUSE 


Form  1 

CARTRIDGE 

FUSE— Ferrule 

Contact. 

A 

B 

C 

: 

Length 

Distance 

Width 

Rated 

Over 

between 

of 

Voltage 

Capacity. 

Terminals. 

Contact 

Contact 

Clips. 

Clips. 

Amperes. 

' 

[nches. 

Inches. 

Inches. 

Not  over 

iH 

250 

0-30 

s 

2 

1 

y2 

31-60 

u 
o 

3 

1% 

% 

61-100 

<M 

5% 

4 

% 

101-200 

s 

7Vs 

4V2 

i% 

201-400 

o 

8% 

5 

1%. 

401-600 

fe 

10% 

6 

2V8 

802 
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Not  over 

i-» 

600 

0-30 

S      5 

4 

y2 

31-60 

g      5% 

09       7% 

4y4 

% 

61-100 

6 

% 

101-200 

S      9% 

7 

IV* 

201-400 

S     11% 

8 

i% 

401-600 

fa     13% 

9 

2%    : 

Form  2.         CARTRIDGE  FUSE— Knife 

Blade 

Contact 

D 

E 

Min.  Length 

F 

G 

Diameter  of 

of    Ferrules 

Width 

Ferrules    or 

or  of  Termi- 

Dia. 

of 

Rated 

Thickness 

nal    Blades 

of 

Terminal 

Capacity 

of  Terminal 

outside  of 

Tube. 

Blades 

Blades. 

Tube. 

Amperes 

Inches 

Inches 

Inches. 

Inches 

ft 

% 

y2 

s 

0-30 

if 

% 

% 

o 

fa 

31-60 

Vs 

i 

i 

% 

<N 

61-100 

ft 

i% 

i% 

iy8 

s 

101-200 

% 

i% 

2 

i% 

U 

o 

201-400 

% 

2% 

2% 

2 

fa 

401-600 

*§ 

y2 

% 

tH 

£ 

0-30 

1ft 

% 

1 

u 

o 

fa 

31-60 

% 

i 

i% 

% 

<M 

61-100 

ft 

i% 

i% 

iy8 

s 

101-200 

% 

i% 

2y2 

i% 

o 

201-400 

% 

2  y4 

3 

2 

fa 

401-600 

Sec.  D-804— CIRCUIT  BREAKERS: 

(a)  Automatic  overload  circuit  breakers  shall  be  substantial 
in  construction,  and  shall  have  ample  metal  for  stiffness.  The  con- 
tact parts  shall  be  arranged  so  that  thoroughly  good  bearings  are 
obtained.  All  breakers  shall  be  provided  with  easily  accessible 
means  of  tripping  them  by  hand  without  injury  to  the  operator. 

Sec.  D-805— GENERAL— FUSES  AND  CIRCUIT  BREAKERS: 

(a)  Fuses  or  circuit  breakers  shall  be  provided  on  constant 
potential  circuits  to  protect  all  ungrounded  wires.     (See  Sec.  D-807.) 

(b)  A  fuse  or  circuit  breaker  shall  be  placed  at  every  point 
where  a  change  is  made  in  the  size  of  wire,  unless  the  fuse  or  circuit 
breaker  in  the  larger  wire  will  protect  the  smaller.     (See  Sec.  D-610.) 

(c)  A  fuse  or  circuit  breaker  shall  not  be  placed  in  any  per- 
manently grounded  wire,  except  as  called  for  in  Section  D-807  of 
this  Code. 

(d)  Fuses  and  circuit  breakers  shall  be  in  plain  sight,  or  en- 
closed in  an  approved  cabinet  or  cutout  box,  and  readily  accessible. 
Fuses  shall  not  be  placed  in  the  canopies  or  shells  of  fixtures. 
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(e)  Puses  and  circuit  breakers  shall  not  be  placed  where  ex- 
posed to  mechanical  injury  or  in  the  immediate  vicinity  of  easily 
lgnitable  stuff  or  where  exposed  to  inflammable  gases  or  dust,  or 
flyings  of  combustible  material.  Where  the  occupancy  of  the  building 
is  such  that  fuses  and  circuit  breakers  cannot  be  located  so  as  not 
to  be  exposed  as  above,  they  shall  be  mounted  in  cutout  boxes  or 
cabinets,  except  oil  switches,  circuit  breakers  and  similar  devices 
Which  have  approved  casings. 

(f)  Fuses  and  circuit  breakers,  when  located  where  exposed 
to  moisture,  as  in  basements  and  similar  places,  shall  be  mounted 
in  approved  cutout  boxes  or  cabinets,  and  when  located  in  wet  places 
or  outside  buildings  shall  be  mounted  in  approved  weatherproof  cut- 
out boxes  or  cabinets. 

(g)  Except  as  provided  in  Sections  D-808  and  D-809  of  this 
Code  the  rated  capacity  of  fuses  shall  not  exceed  the  allowable 
carrying  capacity  of  the  wire  as  given  in  section  D-610  of  this  Code; 
and  circuit  breakers  shall  not  be  set  more  than  thirty  (30)  per  cent 
above  the  allowable  carrying  capacity  of  the  wire  unless  a  fusible 
cutout  is  also  installed  on  the  circuit. 

(h)  For  the  protection  of  wires  having  safe  carrying  capacities 
exceeding  the  rated  capacity  of  the  largest  approved  enclosed  type 
fuses,  approved  enclosed  fuses  arranged  in  multiple  may  be  used 
provided  as  few  fuses  as  possible  are  used  and  the  fuses  are  of  equal 
capacity  and  provided  the  cutout  terminals  are  mounted  on  a  single 
continuous  pair  of  substantial  bus  bars.  The  total  capacity  of  the 
fuses  shall  not  exceed  the  safe  carrying  capacity  of  the  wires.  This 
paragraph  shall  not  apply  to  motor  circuits. 

(i)  Fixture  wires  or  flexible  cords  of  No.  16  or  No.  18  gage 
shall  be  considered  as  protected  by  fifteen  (15)  ampere  fuses. 

(j)  Link  fuses  may  be  used  only  when  mounted  on  approved 
bases  which,  except  on  switchboards,  shall  be  placed  in  approved  cut- 
out boxes  or  cabinets.  A  space  of  at  least  two  (2)  inches  shall  be 
provided  between  the  open-link  fuses  and  metal,  or  metal  lined  walls 
or  metal,  metal  lined  or  glass  paneled  doors  of  cabinets  or  cutout 
boxes. 

(k)      Fused  rosettes  shall  not  be  used. 

(1)  An  automatic  circuit  breaker,  except  as  provided  for  gener- 
ators in  section  D-1002  of  this  Code,  when  installed  without  other 
automatic  overload  protective  devices,  shall  have  one  (1)  pole  in 
each  ungrounded  conductor. 

(m)  For  all  automatic  circuit  breakers  the  number  of  overload 
trip  coils  shall  not  be  less  than  shown  below: 

SYSTEM  NUMBER  OF  OVERLOAD  TRIP  COILS 

4  wire,  3  phase  A.  C.  3 — (1  in  each  phase) 

4     "       2     "         A.  C.  2 — (1  in  each  phase  in  ungrounded  wire) 

3     "       3     "         A.  C.  2— (1  in  each  of  2  ungrounded  wires) 

3     "       2     "         A.  C.  2— (1  in  each  outside  wire) 

3     "       1     "         A.  C.  2— (1  in  each  outside  wire) 

3     "       D.  C.  2— (1  in  each  outside  wire) 
2     "       A.  C.  or  D.  C. 

ungrounded  1 
2  wire  A.  C.  or  D.  C. 

grounded  1 — (in  the  ungrounded  wire) 
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(n)  Paragraphs  L  and  M  of  this  section  shall  not  be  considered 
as  prohibiting  the  use  of  two  (2)  single-pole  circuit  breakers  for  the 
protection  of  ungrounded  two  (2)  wire  circuits. 

Sec.  D-806— AT   SERVICES: 

(a)  Fuses  or  circuit  breakers  shall  be  placed  in  all  ungrounded 
•ervice  wires,  either  overhead  or  underground,  in  the  nearest  readily- 
accessible  place  to  the  point  where  they  enter  the  building,  and  ar- 
ranged to  cut  off  the  current  from  all  circuits  and  devices  in  the 
building  other  than  the  service  switch  and,  under  conditions  specified 
below,  the  meter;  except,  however,  that  service  fuses  may  be  located 
at  the  outer  end  of  the  service  conduit. 

(b)  When  the  service  fuses  are  locked  or  sealed,  or  are  located 
at  the  outer  end  of  the  service  conduit,  duplicate  main  fuses  or 
branch  fuses  connected  on  the  load  side  of  the  meter  and  enclosed  in 
an  approved  casing  or  cabinet,  so  as  to  be  readily  accessible  to  the 
occupant  of  the  building,  shall  be  provided. 

(c)  Where  service  switch,  service  fuses  and  meter  are  com- 
bined in  an  approved  self-contained  device  or  compact  combination 
of  such  devices  having  no  exposed  wiring  or  live  parts,  the  potential 
coils  of  the  meter  may  be  connected  on  the  supply  side  of  the  service 
cutout.  Excpt  when  such  devices  are  used  or  the  service  fuses  are 
located  at  the  outer  end  of  the  service  conduit,  the  service  switch 
shall  be  arranged  to  cut  off  the  current  from  the  service  fuses. 

(d)  Except  when  mounted  on  switchboards  under  competent 
supervision,  the  service  fuses  shall  be  enclosed  so  that  live  parts  will 
not  be  exposed  to  accidental  contact. 

(e)  Locations  having  private  plants,  the  yard  wires  running 
from  building  to  building  shaii  not  be  considered  as  service  wires,  so 
that  fuses  or  circuit  breakers  will  not  be  required  where  the  wires 
enter  buildings,  provided  the  next  fuse  back  is  small  enough  to 
properly  protect  the  wkcs  inside  the  building  in  question. 

Sec.  D-807— FUSES  FOR  BRANCH  CIRCUITS: 

(a)  For  the  purpose  of  this  section  the  terms  "branch  cir- 
cuits" and  "outlets"  are  defined  as  follows:  "Branch  Circuit"  is  that 
portion  of  a  wiring  system  extending  beyond  the  final  set  of  fuses  or 
circuit  breaker  protecting  it,  and  at  points  on  which  current  is  taken 
to  supply  fixtures,  lamps,  heaters,  motors  and  current  consuming 
devices  generally;   such  points  are  designated   as  "outlets". 

(b)  By  permission  of  the  Commissioner  of  Buildings  on  sys- 
tems having  a  grounded  neutral  or  having  one  side  grounded,  and 
where  the  grounded  conductor  is  identified  and  properly  connected, 
two  (2)  wire  branch  circuits  may  be  protected  by  a  fuse  in  the 
ungrounded  wire.  No  fuse  shall  be  placed  in  the  grounded  wire. 
Otherwise,  two  (2)  wire  branch  circuits  shall  be  protected  by  a 
fuse  in  each  wire. 

(c)  Three  (3)  wire  branch  circuits  may  be  run  from  direct 
current  or  single  phase  alternating  current  systems  having  a 
grounded  neutral,  in  which  case  the  neutrals  of  the  branch  circuits 
shall  not  be  interconnected  except  at  the  center  of  distribution. 

(d)  Branch  circuits  in  general,  and  except  as  described  below, 
shall  be  protected  by  fuses  of  no  greater  rated  capacity  than 

Fifteen   (15)    amperes at  125  volts  or  less 

Ten  (10)  amperes , at  126  to  250  volts 
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(e)  Fixture  wire  or  flexible  'ord  of  N  d  i8  or  No.  10  gage 
shall  be  considered  as  properly  piotected  by  if  teen  (15)  ampere 
fuses. 

Note:  Duplex  receptacles  for  attachment  plugs  to  be  placed  on 
each  side  of  rooms  (c<  -  nience  outlets)  are  strongly  recommended 
in  order  to  facilita4"  Hit  use  of  electrical  appliances  which,  other- 
wise, must  be  connected  to  sockets  designed  primarily  only  as  lamp 
holders. 

(f)  On  a  two  (2)  wire  branch  circuit  and  on  either  side  of  a 
three  (3)  wire  branch  circuit,  the  number  of  outlets  shall  not  ex- 
ceed twelve  (12)  except  by  permission  of  the  Commissioner  of  Build- 
ings. 

(g)  Branch  circuits  supplying  only  sockets  of  receptacles  of 
the  mogul  type  shall  have  the  wire  protected  by  fuses  having  a 
rated  capacity  not  greater  than 

Forty   (40)   amperes at  125  volts  or  less 

Twenty    (20)    amperes at  126  to  250  volts 

(h)  If  protected  by  forty  (40)  or  twenty  (20)  ampere  fuses 
as  above,  wire  not  smaller  than  No.  12  shall  be  used  for  wiring 
fixtures  with  mogul  sockets  and  receptacles  and  may  also  be  used  for 
taps  not  over  eighteen  (18)  inches  long  from  the  circuit  wires  to 
the  points  of  suspension  of  the  fixtures. 

(i)  The  number  of  mogul  sockets  on  a  two  (2)  wire  branch 
circuit  and  on  either  side  of  a  three  (3)  wire  branch  circuit  shall 
not  exceed  eight  (8)  except  by  the  permission  of  the  Commissioner 
of  Buildings. 

Sec.  D-808— PROTECTION   OF  MOTOR  CIRCUITS: 

(a)  Conductors  carrying  the  current,  of  only  one  motor  shall 
have  a  carrying  capacity  of  at  least  one  hundred  and  ten  (110)  per 
cent  of  the  name  plate  current  rating  of  the  motor,  the  actual  size 
to  be  determined  by  the  rating  of  the  fuses  or  the  setting  of  the 
circuit  breaker  or  overload  relay  protecting  them. 

(b)  Except  as  provided  in  the  following  paragraph,  each  un- 
grounded conductor  carrying  the  current  of  only  one  (1)  motor  or 
group  of  motors  shall  be  protected  in  accordance  with  the  general 
requirements  for  the  protection  of  conductors;  that  is,  the  rated 
capacity  of  the  fuses  shall  not  exceed  the  carrying  capacity  of  the 
conductors  and  circuit  breakers  shall  not  be  set  more  than  thirty  (30) 
per  cent  above  the  carrying  capacity  of  the  conductors  as  given  in 

i   D-610  of  this   Code. 

(c)  Where  rubber  covered  or  varnished  cloth  insulated  wire 
is  used  in  a  branch  circuit  carrying  the  current  of  only  one  alternat- 
ing current  motor  of  a  type  having  large  starting  current  and  this 
circuit  is  protected  by  fuses  it  may  be  protected  in  accordance  with 
column  C  of  Table  1  of  Section  D-610  of  this  Code,  but  in  no  case 
shall  a  rubber  covered  or  varnished  cloth  insulated  conductor  in  a 
branch  circuit  carrying  the  current  of  only  one  motor  having  a 
carrying  capacity  in  accordance  with  columns  A  and  B  respectively 
of  Table  1  of  the  aforesaid  Section  D-610  be  less  than  one  hundred 
and  ten  (110)  per  cent  of  the  name  plate  current  rating  of  the 
motor. 

(d)  Automatic  overload  protective  devices  may  be  omitted  at 
the  point  where  conductors  carrying  the  current  of  only  one  motor 
are  connected  to  the  mains,  provided  their  current  carrying  capacity 
is  at  least  one-third   (%)   that  of  the  mains,  the  length  of  the  con- 


806  journal  of  common  council       [Special  Meeting 


ductors  between  the  mains  and  the  motor  protective  devices  is  not 
greater  than  fifteen  (15)  feet  and  they  are  suitably  protected  from 
mechanical  injury. 

(e)  Where  the  motor  running  protective  device  is  shunted 
during  the  starting  period  the  portion  of  the  motor  branch  circuit 
between  the  motor  and  its  running  protective  device  shall  be  con- 
sidered to  be  sufficiently  protected  during  the  starting  period  by  the 
next  overload  protective  device  back  on  the  line  if  the  rating  of 
this  fuse  or  the  setting  of  this  circuit  breaker  is  not  over  three  hun- 
dred per  cent  (300%),  of  the  motor  name  plate1  current  rating. 

Note:  To  provide  for  the  large  starting  current  of  certain 
types  of  alternating  current  motors  without  overfusing  the  conduc- 
tors, wires  considerably  larger  than  one  hundred  and  ten  (110)  per 
cent  of  the  motor  name  plate  current  rating  may  be  necessary  in 
tfyat  part  of  the  circuit  supplying  one  (1)  motor  which  is  between 
the  motor  running  protective  device  and  the  mains. 

In  the  great  majority  of  cases  where  alternating  current  motors 
requiring  large  starting  currents  are  started  by  means  of  autotrans- 
former  starters,  the  necessary  current  carrying  capacity  of  conduc- 
tors in  that  part  of  the  circuit  supplying  one  (1)  motor  which  is 
between  the  motor  running  protective  device  and  the  mains  will  not 
exceed  the  following  percentages  of  the  name  plate  current  rating  of 
the  motors. 

RATED  FULL  LOAD  CURRENT  PERCENTAGE 

0  to  30  amperes  250 

Above   30   amperes 200 

In  nearly  all  cases  where  alternating  current  motors  of  the 
above  type  are  started  without  autotransformer  starters,  the  neces- 
sary current  carrying  capacity  of  conductors  in  that  part  of  the 
circuit  supplying  one  motor  which  is  between  the  motor  running 
protective  device  and  the  mains  will  not  exceed  three  hundred  (300) 
per  cent  of  the  name  plate  current  rating  of  the  motor. 

To  provide  for  the  peak  loads  which  are  encountered  in  cer- 
tain classes  of  service,  such  as  operating  valves,  raising  or  lowering 
rolls,  rolling  tables,  hoists,  elevators,  pumps,  etc.,  without  over- 
fusing  the  conductors,  motors  will  sometimes  require  cables  consider- 
ably larger  than  one  hundred  and  ten  (110)  per  cent  of  the  motor 
name  plate  current  rating.  In  the  majority  of  cases  the  current  carry- 
ing capacity  of  conductors  complying  with  the  rules  will  not  exceed 
the  percentages  of  the  name  plate  current  rating  of  the  motors  given 
in  the  following  tables: 

Percentage  of  name  plate 
current  rating. 


Classification  of  Service  'g.S 

Operating    valves    raising    or 

lowering  rolls   110 

Rolling  tables  110 

Hoists,    rolls,    ore    and    coal 

handling  machines  110  115  120  150  170 


10  &  15 

minute 
rating 

30  &  60 

minute 

rating 

o.S 

o 

0 

.5  ** 

120 

150 

200 

25C 

120 

135 

180 

200 
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Freight    and     passenger    ele- 
vators,    shop     cranes,     tool 

heads,  pumps,  etc 110  110  110  120  140 

(e)  Alternating  current  motors  operating  freight  or  passenger 
elevators  or  cranes  that  are  dependent  on  phase  relation  for  the 
direction  of  rotation  shall  be  protected  by  approved  automatic  circuit 
breakers  (or  reverse  phase  relays)  operative  in  the  event  of  any 
phase  reversal  that  would  cause  a  reverse  motor  rotation,  or  in  the 
event  of  the  motor  being  connected  to  the  line  single  phase. 
Sec.  D-809— PROTECTION  OF  MOTORS: 

(a)  Each  motor  shall  be  protected  by  an  automatic  overload 
protective  device  (fuse,  thermal  cutout,  overload  relay  or  circuit 
breaker)  except  as  provided  in  paragraph  C  of  Section  D-2006  of 
this  Code.  If  fuses  are  used  one  (1)  fuse  shall  be  provided  in  each 
ungrounded  conductor.  If  a  circuit  breaker  is  used,  one  pole  shall 
be  provided  in  each  ungrounded  conductor  and  the  circuit  breaker 
shall  be  so  designed  that  its  operation  will  open  all  of  the  ungrounded 
conductors  simultaneously,  except  that  for  direct  current  and  single 
phase  alternating  current  motors  on  ungrounded  circuits,  one  single 
pole  breaker  may  be  used  in  each  conductor  or  a  single  pole  circuit 
breaker  in  one  conductor  and  a  fuse  in  the  other.  The  number 
of  overload  trip  coils,  relays  or  thermal  cutouts  shall  not  be  less 
than  shown  in  the  following  table: 

MOTOR  NUMBER  OF  OVERLOAD  TRIP  COILS, 

RELAYS  OR  THERMAL  CUTOUTS 

4  wire,  2  phase  A.  C 2 — 1  in  each  phase  in  ungrounded  wires. 

3     "       2     "        A.  C 2 — 1  in  each  outside  wire. 

3     "       3     "        A.  C 2 — 1  in  each  of  two  (2)  ungrounded  wires. 

2     "       A.  C.  or  D.  C. 

Ungrounded     1  in  either  wire. 

2     "       A.  C.  or  D.  C. 

grounded    1  in  the  ungrounded  wire. 

(b)  Motors  may  be  grouped  under  the  protection  of  a  single 
set  of  fuses  provided  the  rated  capacity  of  the  fuses  does  not  exceed 
fifteen  (15)  amperes  and  the  total  wattage  of  the  circuit  does  not 
exceed  twelve  hundred  (1200)  or  provided  each  motor  is  protected  by 
thermal  cutouts.  The  number  and  size  of  the  motors  grouped  with 
thermal  cutout  protection  need  be  limited  only  by  the  maximum  size 
of  the  fuses  with  which  the  thermal  cutouts  can  be  safely  used  and 
each  thermal  cutout  shall  be  marked  to  indicate  the  size  of  this  fuse. 

(c)  Fuses  shall  not  be  required  in  addition  to  circuit  breakers. 

(1)  On  main  switchboards. 

(2)  Where  otherwise  subject  to  competent  supervision. 

(3)  Where  next  back  on  the  line  there  are  fuses  rated 
or  a  circuit  breaker  set  at  not  over  three  hundred  (300) 
per  cent  of  the  motor  name  plate  rating. 

(4)  For  circuits  having  a  maximum  capacity  greater 
than  that  for  which  approved  enclosed  fuses  are  rated. 

(d)  If  an  alternating  current  starter  whea  in  the  running 
position  opens  all  of  the  ungrounded  conductors  of  the  circuit  auto- 
matically under  overload,  and  is  equipped  with  tht  proper  number 
of  overload  trip  coils  as  given  above  it  may  also  se*ve  as  a  circuit 
breaker.  If  the  overload  release  device  of  a  direct  current  starter  is 
inoperative  during  the  process  of  starting  the  motor  a  separate  cir- 
cuit breaker  or  set  of  fuses  shall  be  provided. 
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(e)  Each  continuous  rated  motor  of  over  two  (2)  horse  power 
used  for  constant  load  duty  shall  be  protected  by  running  fuse*, 
thermal  cutouts,  relays  or  a  circuit  breaker  in  accordance  with  the 
following : 

(1)  If  f1  or  thermal  cutouts  are  used  their  rated 
capacity  shall  not  exceed  one  hundred  and  twenty-five  (125) 
per  cent  of  the  name  plate  current  rating  of  the  motor, 
except  that  when  no  fuses  or  thermal  cutouts  of  the  required 
capacity  exist,  those  of  the  next  higher  standard  rating  may 
be  used. 

(2)  If  a  circuit  breaker  is  used  it  shall  have  a  con- 
tinuous current  capacity  of  at  least  one  hundred  and  ten 
(110)  per  cent  of  the  name  plate  current  rating  of  the 
motor. 

(3)  If  an  overload  relay  is  used,  its  rated  capacity 
shall  not  be  exceeded  when  the  motor  it  protects  is  carrying 
one  hundred  and  ten  (110)  per  cent  of  its  continuous  current 
capacity  as  indicated  on  its  name  plate. 

(4)  If  the  circuit  breaker  or  overload  relay  is  of  the 
time  limit  type  it  shall  have  a  setting  of  not  over  one 
hundred  and  twenty-five  (125)  per  cent,  and  if  of  the  in- 
stantaneous type  a  setting  of  not  over  one  hundred  and  sixty 
(160)  per  cent,  of  the  name  plate  current  rating  of  the 
motor. 

Note :  To  comply  with  the  above  rule  in  the  case  of  a  squirrel 
cage  or  similar  type  motor  having  a  large  starting  current  it  will 
be  necessary  to  use  a  motor  starter  or  uouble  throw  switch  so  de- 
signed that  the  protective  device  will  be  shu  ,ed  or  cut  out  of  service 
during  the  starting  period,  unless  a  time  limit  circuit  breaker  or 
similar  device  is  used  which  will  prevent  thy  opening  of  the  circuit 
during  the  starting  period. 

(f )  Where  the  motor  running  protective  device  is  shunted  dur- 
ing the  starting  oeriod  the  motor  and  the  portion  of  the  motor 
branch  circuit  between  the  motor  and  its  running  protective  devict 
shall  be  considered  sufficiently  protected  during  the  starting  period 
by  the  next  overload  protective  device  back  on  the  line  if  the  rating 
of  this  fuse  or  the  setting  of  this  circuit  breaker  is  not  over  three 
hundred   (300)   per  cent  of  the  motor  name  plate  current  rating. 

(g)  A  switch  used  to  shunt  the  motor  protective  device  during 
the  starting  period  shall  be  of  such  type  that  it  will  be  held  in  off 
and  running  positions  but  cannot  be  left  in  the  starting  position 
without  the  proper  running  overload  protective  devices  in  the  circuit. 

(h)  Continuous  rated  motors  of  two  (2)  horse  power  or  lest 
shall  be  considered  sufficiently  protected  by  the  fuses  or  circuit 
breakers  protecting  the  conductors  of  the  motor  circuits  provided  in 
Section  D-808  of  this  Code. 

(i)  Motors  of  other  than  continuous  rating  or  used  on  other 
than  continuous  load  duty  shall  be  considered  as  being  sufficiently 
protected  by  the  fuses  or  circuit  breakers  used  to  protect  the  con- 
ductors of  the  motor  circuits. 

Sec.  D-810— PROTECTION  OF  GENERATORS: 
See  Section  D-1003. 

Sec.  D-811— PROTECTION  OF  HEATING  APPLIANCES: 
(a)      Heating  appliances  each  of  six    (6)    amperes  or   six  hun- 
dred and  sixty   (660)  watts  or  less,  may  be  used  on  branch  lighting 
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circuits;  heating  appliances  each  of  ten  (10)  amperes  or  twelve 
hundred  (1200)  v;atts  or  less,  may  be  grouped  on  a  special  circuit 
protected  by  fuses  having  a  rated  capacity  not  greater  than  fifteen 
(15)  amperes.  Each  complete  heating  appliance,  whether  contain- 
ing one  or  more  heating  elements,  which  is  of  more  than  ten  (10) 
ampe-  ^s  or  twelve  hundred  (1200)  watts  total  capacity,  shall  be 
supplied  by  a  separate  branch  circuit. 

'b)  Subdivided  circuits  of  a  heater  need  not  be  separately 
fused. 

Sec.  D-812— PROTECTION  OF  THEATRE  FOOTLIGHTS 
AND  BORDER  LIGHTS: 

Theater  footlights  and  border  lights  shall  be  so  wired  that  the 
number  of  outlets  and  the  lamps  connected  to  them  shall  in  no  case 
be  such  as  to  place  more  than  fifteen  (15)  amperes  on  the  branch 
circuit  fuse. 

Sec.  D-813— PROTECTION  OF  SIGNS  AND  OUTLINE 
LIGHTING: 

(a)  Circuits  shall  be  so  arranged  that  the  number  of  outlets 
and  the  lamps  connected  to  them  shall  in  no  case  be  such  as  to 
place  more  than  fifteen   (15)   amperes  on  the  branch  circuit  fuse. 

Sec.  D-814— PROTECTION  OF  SWITCHBOARD  INSTRU- 
METS: 

(a)  For  the  protection  of  instruments  and  pilot  lights  on 
switchboards,  approved  enclosed  fuses  of  designs  of  not  over  two  (2) 
amperes  capacity  may  be  used. 

Sec.  D-815— PROTECTION  OF  FEEDERS  AT  SUPPLY 
STATIONS: 

(a)  Each  constant  potential  circuit  entering  or  leaving  a  sup- 
ply station,  except  grounded  neutral  conductors  of  three  (3)  wire 
systems,  shall  be  protected  from  excessive  current  by  an  approved 
automatic  overload  circuit  breaker  or  by  an  equivalent  device  of 
approved  design.  Such  protective  devices  shall  be  as  near  as  prac- 
ticable to  the  point  where  the  conductors  enter  or  leave  the  build 
ing.  For  outgoing  circuits  not  connected  with  other  sources  of  power, 
however,  the  protective  devices  may  be  placed  on  the  supply  side  of 
transformers  or  similar  devices. 

Sec.  D-816— GROUND  DETECTORS: 

(a)  Each  distribution  system  originating  in  a  station  under 
attendance  shall  be  provided  with  a  reliable  ground  detector  unless 
permanently  grounded  in  accordance  with  Part  9  of  this  Division. 

DIVISION    D— PART    NINE 
GROUNDING 
Sec.  D-901— GENERAL: 

(a)  Where  low  potential  circuits,  arresters,  equipment,  con- 
duit, armored  cable,  metal  raceways  and  the  like  are  grounded  in 
accordance  with  this  Part,  they  shall  be  so  arranged  that  under 
normal  conditions  of  service  there  will  be  no  appreciable  passage  of 
current  over  the  grounding  conductor. 

(b)  Artificial  grounds,  such  as  buried  plates,  driven  pipes  or 
driven  rods  shall  be  embedded  below  permanent  moisture  level,  where 
practicable.  Each  ground  shall  present  not  less  than  two  (2)  square 
feet  of  surface  to  exterior  soil.  Ground  plates  of  copper  shall  be  at 
least  six  hundredths  (.06)  of  an  inch  in  thickness.     Ground  plates  of 
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iron  shall  be  at  least  one-quarter  (.%)  of  an  inch  in  thickness. 
Ground  pipes  of  iron  or  steel  shall  be  not  less  than  three-quarters 
(%)  of  an  inch  in  external  diameter.  Other  approved  ground  rods 
shall  be  not  less  than  one-half  (V2)  inch  in  diameter. 

Note:  It  is  recommended  that  artificial  grounds  be  located 
where  the  ground  water  level  is  nearest  to  the  surface. 

Additional  area  will  generally  be  necessary  to  meet  the  require- 
ments of  paragraph  E  of  this  section. 

(c)  Where  a  system  grounding  wire  is  employed,  it  shall  be 
effectually  grounded  at  intervals  which  will  satisfy  the  requirements 
as  to  current  carrying  capacity  and  resistance  prescribed  in  this 
Part. 

(d)  The  combined  resistance  of  the  grounding  wire  and  the 
connection  with  the  ground  shall  not  exceed  three  (3)  ohms  for  water 
pipe  connections  nor  twenty-five  (25)  ohms  for  buried  or  driven 
grounds.  Where  it  is  impracticable  to  obtain  with  one  ground  arti- 
ficial ground  resistance  as  low  as  twenty-five  (25)  ohms,  this 
requirement  shall  be  waived,  and  two  (2)  artificial  grounds,  at  least 
six  (6)  feet  apart  and  with  combined  area  of  not  less  than  four  (4) 
square  feet,  shall  be  provided. 

Sec.  D.  902— DISTRIBUTION  SYSTEMS: 

(a)  Two  (2)  wire  direct  current  systems  shall  be  grounded  as 
provided  herein,  if  fed  from  overhead  circuits  and  the  voltage  of  the 
system  does  not  exceed  three  hundred  (300)  volts. 

Note:  It  is  recommended  that  two  (2)  wire  direct  current 
systems  be  grounded  if  a  neutral  point  can  be  established  and  if  the 
maximum  difference  of  potential  between  the  neutral  points  and  any 
other  point  on  the  circuit  does  not  exceed  three  hundred   (300)  volts. 

It  is  recommended  that  two  (2)  wire  direct  current  systems  be 
not  grounded  if  the  potential  to  ground  of  either  conductor  exceeds 
three  hundred  (300)  volts. 

(b)  Three  (3)  wire  direct  current  systems  shall  be  grounded  as 
provided  in  this  part  and  at  the  neutral,  at  one  (1)  or  more  supply 
stations  but  not  at  individual  services. 

(c)  Alternating  current  systems  shall  be  grounded  as  pro- 
vided in  this  Part,  if  the  maximum  difference  of  potential  between 
the  grounded  point  and  any  other  point  on  the  circuit  does  not  ex- 
ceed one  hundred  and  fifty  (150)  volts.  Electric  furnace  circuits 
need  not  be  grounded. 

Note:  It  is  recommended  that  such  systems  also  be  grounded 
as  provided  herein,  if  the  difference  of  potential  exceeds  one  hundred 
and  fifty  (150)  volts  but  does  not  exceed  three  hundred   (300)  volts. 

(d)  The  connection  with  the  ground  on  alternating  current 
systems  shall  be  made  at  each  service  before  being  connected  to 
the  line;  provided,  however,  that  by  permission  of  the  Commissioner 
of  Buildings  the  connection  may  be  made  on  or  near  the  transformer, 
or  transformers,  or  by  connection  to  a  system  ground  wire. 

(e)  For  alternating  current  systems,  the  point  to  be  grounded 
shall  be  selected  as  follows: 

Single  phase,  two  (2)  wire:  On  either  conductor,  and 
that  point  of  the  system  which  brings  about  the  lowest  volt- 
age from  ground  of  unguarded  current-carrying  parts  of 
connected  devices  and  also  permit  of  most  convenient 
grounding.  Single  phase,  three  (3)  wire:  On  neutral  con- 
ductor. 
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Two  (2)  phase  and  three  (3)  phase:  At  that  point  of 
the  system  which  brings  about  the  lowest  voltage  from 
ground  of  unguarded  current-carrying  parts  of  connected 
devices  and  also  permits  of  the  most  convenient  groundings. 

(f)  Where  only  one  (1)  phase  of  a  two  (2)  phase  or  three 
(3)  phase  secondary  system  is  employed  for  lighting,  that  phase 
shall  be  grounded,  and  at  the  neutral  conductor  if  one  is  used. 

(g)  Where  transformers  supply  a  common  set  of  mains  such 
fuses  as  are  installed  shall  be  so  placed  as  not  to  leave  any  portion 
of  the  secondary  without  ground  protection  after  they  have  been 
blown. 

(h)  The  grounded  conductor  of  an  interior  wiring  system  shall 
have  but  one  grounding  connection  within  the  building. 

Sec.  D-903— LIGHTING  ARRESTERS  AND  GROUND  DE- 
TECTORS: 

(a)  The  ground  connection  shall  be  made  at  such  a  point  that 
the  grounding  conductor  will  be  as  short  and  straight  as  practicable. 

Sec.  D-904— EQUIPMENT  AND  METAL  RACEWAYS: 

(a)  The  point  of  attachment  of  the  grounding  conductor  to 
generators,  motors,  transformers,  conduit,  armored  cable,  metal  race- 
way and  the  like  shall,  if  practicable,  be  readily  accessible. 

(b)  The  point  of  attachment  of  the  grounding  conductor  to 
conduit,  armored  cable  and  metal  raceways  shall  be  as  near  as  prac- 
ticable to  the  point  where  the  conductors  in  the  equipment  receive 
their  supply. 

(c)  Where  the  service  conduit  ite,  grounded,  its  grounding 
conductor  shall  be  run  from  it  directly  to  the  ground.  No  portion 
of  the  house  conduit  shall  be  used  as  a  part  of  the  grounding  con- 
ductor. 

Sec.  D-905— GROUNDING  CONDUCTORS: - 

(a)  The  grounding  conductor  shall  invariably  be  composed  of 
copper.     Where  practicable,  it  shall  be  without  joint  or  splice. 

(b)  An  automatic  cutout  shall  not  be  placed  in  a  grounding 
conductor  or  its  connections,  except  in  grounding  conductors  for 
equipmoTit  where  its  operation  will  disconnect  from  the  supply  con- 
ductors  all   leads   contained    in   the   equipment. 

(c)  The  insulation  and  installation  of  the  grounding  wire  shall 
conform  to  all  requirements  of  this  Code  applying  to  wires  of  the 
voltage  of  the  circuit  to  which  the  grounding  wire  is  attached. 

(d)  All  grounding  wires  shall  be  protected  from  mechanical 
injury.  In  the  case  of  a  lightning  arrester  grounding  wire  the  pro- 
tection shall  be  composed  of  non-magnetic  material  unless  the 
grounding  conductor  is  electrically  connected  to  both  ends  of  the  pro- 
tective covering. 

(e)  Where  a  secondary  system  is  grounded  at  the  service, 
the  equipment,  conduit,  armored  cable,  metal  raceway  and  the  like 
have  an  ampere  capacity  not  less  than  one-fifth  (1/5)  of  the  con- 
nected to  the  circuit  grounding  conductor,  but  otherwise  shall  have 
a  separate  grounding  conductor  of  their  own. 

(f )  The  path  to  ground  provided  for  a  circuit  shall,  in  general, 
have  ampere  capacity  sufficient  to  insure  the  continuity  and  continued 
effectiveness  of  the  path  under  conditions  of  excess  current  caused  by 
accidental  grounding  of  any  normally  ungrounded  conductor  of  the 
circuit. 
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(g)  The  grounding  conductor  for  a  direct  current  system  shall 
have  an  ampere  capacity  not  less  than  one-fifth  (1/5)  of  the  con- 
ductor to  which  it  is  attached.  In  no  case  shall  the  grounding  con- 
ductor be  smaller  than  No.  8. 

(h)  The  grounding  conductor  for  an  alternating  current  sys- 
tem shall  have  an  ampere  capacity  not  less  than  one-fifth  (1/5) 
that  of  the  conductor  to  which  it  is  attached.  In  no  case  shall  the 
grounding  conductor  be  smaller  than  No.  8  and  it  need  not  be  larger 
than  No.  0. 

(i)  The  conductor  grounding  a  lightning  arrester  shall  not  be 
connected  to  an  artificial  ground  provided  for  circuits  or  equipment, 
but  shall  be  kept  at  a  distance  of  at  least  twenty  (20)  feet  where 
practicable.  The  grounding  conductor  shall  have  an  ampere  capacity 
sufficient  to  insure  the  continuity  and  continued  effectiveness  of  the 
path  to  ground  under  conditions  of  excess  current  caused  by  or  fol- 
lowing the  discharge  of  the  arrester.  No  individual  ground  con- 
ductor shall  have  an  ampere  capacity  less  than  No.  6. 

(j)  The  ampere  capacity  of  a  conductor  grounding  equipment 
shall  be  not  less  than  that  given  in  the  following  table: 

Capacity  of 
nearest  cutout  protecting  con-  Size  of 

ductors  to  equipment  grounding  conductor 

0  to  100  amperes  No.  10 

101  to  200       "  No.     6 

201  to  500       "  No.     4 

Over  500         "  No.     2 

No.  18  copper  may  be  used  as  a  conductor  grounding  portable 
equipment,  the  conductors  to  which  are  protected  by  fuses  not 
greater  than  fifteen  (15)  amperes.  For  portable  equipment  using 
more  than  fifteen  (15)  amperes,  the  above  table  shall  be  as  follows: 

(k)  Where  instruments,  meters  or  relays  operate  with  windings 
or  working  parts  at  a  potential  of  one  hundred  and  fifty  (150)  volts 
or  above  to  ground  the  cases  and  other  exposed  bare  metal  parts 
of  these  devices  insulated  from  the  current  carrying  parts  shall  be 
grounded  unless  isolated  by  elevation  or  protected  by  suitable  insulat- 
ing barriers  or  guards.  The  grounding  conductor  shall  be  not  less 
than  No.  12.  Where  instruments,  meters  or  relays  are  operated  from 
current  or  potential  transformers,  the  cases  and  other  exposed  bare 
metal  parts  which  are  insulated  from  the  current  carrying  parts 
shall  be  grounded.  The  grounding  conductor  shall  be  not  less  than 
No.  12.  The  secondary  circuits  of  current  and  potential  transformers 
shall  be  grounded.  The  grounding  conductor  shall  be  not  smaller 
than  the  conductor  of  the  secondary  circuit. 

(1)  Sections  of  conduit,  armored  cable,  metal  raceways  or 
other  equipment  shall  be  bonded  together  and  the  whole  grounded,  or 
each  section  shall  be  separately  grounded.  Equipment  in  the  im- 
mediate vicinity  of  gas  pipes  shall  be  bonded  thereto.  This  require- 
ment shall  not  apply  to  service  runs  or  to  isolated  lengths  of  conduit, 
armored  cable  or  metal  raceway  not  exceeding  twenty-five  (25)  feet 
provided  the  runs  are  insulated  from  ground  and  adjacent  grounded 
metal  and  are  guarded  .when  within  reach  from  grounded  surfaces. 

(m)  The  conductor  grounding  conduit,  armored  cable  and  metal 
raceway  shall  be  at  least  equivalent  to  No.  10  when  the  largest  con- 
ductor contained  in  the   equipment  is  not  greater  than  No.   0   and 
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need  in  no  case  be  larger  than  No.  4.  The  conductor  grounding  a 
service  conduit  shall  be  not  less  than  No.  8. 

(n)  The  conductor  used  for  grounding  a  circuit  wire  may  be 
used  also  for  grounding  equipment,  conduit,  armored  cable,  metal 
raceway  and  the  like  where  the  Commissioner  of  Buildings  has 
granted  permission  and  the  secondary  system  is  grounded  at  the 
service :  otherwise,  separate  grounding  conductors  shall  be  used  for 
grounding  the  circuit  and  for  grounding  the  equipment,  conduit, 
armored  cable,  metal  raceway  and  the  like. 

Sec.  D-906— GROUND  CONNECTIONS: 

(a)  Where  a  non-conductive  protective  coating,  such  as  enamel, 
is  provided  for  equipment,  couplings  and  fittings,  such  coating  shall 
be  completely  removed  from  threads  and  other  surfaces  in  order  to 
insure  a  good  contact  between  ground  clamp  and  equipment.  Pipes 
or  rods  used  to  provide  a  ground  shall  be  cleaned  of  rust,  scale,  paint, 
etc.,  at  the  point  of  attachment  of  the  ground  clamp.  The  connection 
and  contact  with  the  ground  shall  be  permanent  and  effective,  and 
shall  always  be  made  on  a  water  piping  system  if  one  is  available. 

Note:  The  protective  grounding  of  electrical  circuits  and  equip- 
ment to  water  piping  systems,  when  performed  in  accordance  with 
this  Part,  should  always  be  permitted,  since  such  grounding  offers  the 
most  efficient  protection  to  life  and  property  and  is  not  injurious  to  the 
piping  systems. 

(b)  At  supply  stations,  grounding  conductors  for  circuits, 
equipment  and  lightning  arresters  shall  be  permanently  and  effec- 
tively connected  to  all  available  active,  continuous,  metallic  under- 
ground piping  systems  between  which  no  appreciable  difference  of 
potential  normally  exists;  otherwise,  to  one  system  only.  Else- 
where than  at  supply  stations,  the  grounding  conductor  shall  be 
connected  to  at  least  one  such  piping  system,  if  available.  Gas  piping 
shall  be  avoided  wherever  practicable,  except  as  provided  in  para- 
graph E  of  this  section.  Where  underground  metallic  piping  sys- 
tems are  not  available,  other  grounds,  which  will  provide  the  desired 
permanence  and  conductance,  may  be  permitted. 

(c)  The  point  of  connection  to  the  piping  system  shall  be 
located*  on  the  street  side  of  water  meters  except  where  the  con- 
ductor serves  as  a  ground  only  for  equipment,  conduit,  armored  cable, 
metal  raceway  and  the  like  or  as  a  multiple  ground  for  an  alternating 
current  secondary.  In  these  latter  cases  the  point  of  connection  may 
be  located  near  the  equipment  to  be  grounded,  and  care  shall  be 
taken  to  keep  the  connection  with  the  underground  piping  system  con- 
tinuous and  permanent,  by  bonding  all  parts  of  the  piping  system 
which  are  liable  to  become  physically  disconnected,  such  as  at  meters 
and  service  unions,  by  means  of  a  shunt  consisting  of  two  (2)  ap- 
proved clamps  and  a  conductor  of  the  same  size  as  the  grounding 
conductor.  Where  practicable,  the  point  of  connection  shall  be  in  plain 
sight  and  readily  accessible. 

(d)  The  ground  conductor  shall  be  attached  to  the  pipe  or  rod 

(1)  by  means  of  an  approved  bolted  clamp  to  which 
the  conductor  is  soldered  or  otherwise  connected  in  an  ap- 
proved manner,  or 

(2)  by  means  of  a  brass  plug  screwed  into  the  pipe 
and  provided  with  a  lug  to  receive  the  conductor,  or 

(3)  by  other  approved  means. 
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(e)  Gas  piping  systems  within  buildings  shall  be  used  as  a 
ground  only  when  water  piping  is  not  available,  and  then  only  for 
grounding  equipment;  provided,  however,  that  gas  piping  may  serve 
as  the  sole  ground  for  small  fixtures  located  at  a  considerable  dis- 
tance from  water  piping.  Where  gas  piping  is  so  utilized,  it  shall 
be  bonded  to  the  water  piping  system  at  their  point  of  entrance. 
Gas  piping  need  not  be  insulated  from  otherwise  well  grounded  fix- 
tures. 

(f)  Rails  or  other  grounded  conductors  of  electric  railway 
circuits  shall  not  be  used  as  a  ground  for  other  than  railway  light- 
ing arresters  and  railway  equipment,  conduit,  armored  cable,  metal 
raceway  and  the  like,  when  other  effective  grounds  are  available. 

(g)  A  copper  bond  of  at  least  No.  8  must  be  shunted  around 
gas  meters  and  water  meters. 

DIVISION  D— PART  TEN 
ROTATING  MACHINERY  AND  ITS  CONTROL  APPARATUS 
Sec.  D-1001— GENERAL: 

(a)  The  frame,  except  for  portable  motors,  shall  be  grounded 
if  the  machine  operates  at  a  potential  in  excess  of  one  hundred  and 
fifty  (150)  volts  and  is  accessible  to  other  than  qualified  persons. 
Grounding  shall  be  performed  in  the  manner  prescribed  in  Part  9  of 
this  Division.  When  the  frame  is  not  grounded,  owing  to  the 
voltage  being  below  one  hundred  and  fifty  (150)  or  the  generator 
being  accessible  only  to  qualified  persons  or  the  motor  being  portable, 
the  frame  shall  be  permanently  and  effectively  insulated  from  ground. 

(b)  The  frames  of  portable  motors  which  operate  at  more 
than  one  hundred  and  fifty  (150)  volts  shall  be  guarded  or  grounded. 

Note:  It  is  recommended  that  the  frames  of  portable  motors 
which  operate  at  less  than  one  hundred  and  fifty  (150)  volts  be 
grounded  when  this  can  be  readily  accomplished. 

(c)  If  terminal  blocks  are  used,  they  shall  be  composed  of  ap- 
proved non-combustible,  non-absorptive  insulating  material,  such  as 
slate,  marble  or  porcelain. 

(d)  Soft  rubber  bushings  may  be  used  to  protect  lead  wires 
where  they  pass  through  the  frame,  provided  they  will  not  be  ex- 
posed to  oils,  grease,  oily  vapors  or  other  substances  having  a 
deleterious  effect  on  rubber.  Where  so  exposed,  bushings  composed 
of  porcelain,  micanite  or  hardwood  treated  with  a  preservative  shall 
be  used. 

Sec.  D-1002— GENERATORS: 

(a)  Generators  shall  be  located  in  dry  places.  They  shall  not 
be  placed  in  a  room  where  any  hazardous  process  is  carried  on,  nor 
where  they  will  be  exposed  to  inflammable  gases  or  flyings  of  com- 
bustible materials. 

Note :  It  is  recommended  that  waterproof  covers  be  provided  for 
use  in  an  emergency. 

(b)  Where  wooden  base  frames  or  wooden  floors  serve  to  in- 
sulate frames  from  ground  they  shall  be  kept  filled  with  moisture 
repellant  and  be  kept  clean  and  dry. 

(c)  Direct  current,  constant  potential  generators,  other  than 
exciters  for  alternating  current  machines,  shall  be  protected  from 
excessive  current  by  automatic  cutouts  of  approved  design;  provided, 
however,  that  in  central  stations  where  the  type  of  apparatus  used 
and  the  nature  of  the  system  operated  make  protective  devices  in- 
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advisable  and  unnecessary,  their  omission  may  be  permitted  by  the 
Commissioner  of  Buildings.  Single  pole  protection  shall  be  accepted 
for  two  (2)  wire,  d.rect  current  generators,  if  the  protective  device 
is  actuated  by  the  entire  generator  current  and  will  completely  open 
the  generator  circuit. 

(d)  If  a  generator  not  electrically  driven  supplies  a  two  (2) 
wire  grounded  system,  the  protective  device  shall  be  so  placed  as  to 
disconnect  the  generator  from  all  wires  of  the  circuit. 

(e)  Two  (2)  wire,  direct  current  generators,  used  in  conjunc- 
tion with  balancer  sets  to  obtain  neutrals  for  three  (3)  wire  systems, 
shall  be  equipped  with  protective  devices  which  will  disconnect  the 
three  (3)  wire  systems  in  the  case  of  excessive  unbalancing  of 
voltages. 

(f)  Three  (3)  wire,  direct  current  generators,  whether  com- 
pound or  shunt  wound,  shall  be  equipped  with  protective  devices,  one 
in  each  armature  lead  and  so  connected  as  to  be  actuated  by  the 
entire  current  from  the  armature.  Such  protective  device  shall  con- 
sist either  of  a  double  pole,  double  coil,  overload  circuit  breaker,  or 
of  a  four  (4)  pole  circuit  breaker  connected  in  the  main  and  equal- 
izer leads,  and  tripped  by  two  (2)  overload  devices,  one  in  each 
armature  lead.  Such  protective  devices  shall  be  so  interlocked  that 
no  one  pole  can  be  opened  without  simultaneously  disconnecting  both 
leads  of  the  armature  from  the  system. 

(g)  Where  a  generator  and  a  transformer  are  intended  to 
operate  as  a  unit  for  stepping  up  or  stepping  down  the  voltage,  and 
are  both  located  in  the  same  building,  a  protective  device  between 
them  shall  not  be  required. 

(h)  Each  generator  shall  be  provided  with  a  nameplate  giving 
the  maker's  name,  the  rating  in  kilowatts,  if  direct  current,  or  kilo- 
volt  amperes,  if  alternating  current,  the  normal  volts  and  amperes 
corresponding  to  the  rating,  and  the  revolutions  per  minute. 

Sec.  D-1003— MOTORS: 

(a)  Motors  shall  not  be  operated  in  series-multiple  or  multi- 
ple-series except  on  constant-potential  systems  where  permission  has 
been  granted  by  the  Commissioner  of  Buildings. 

(b)  Motors  having  brushes  or  sliding  contacts  exposed  to  com- 
bustible dust  shall  be  located  in  separate  dust-tight  rooms  or  non- 
combustible  housings  provided  with  effective  ventilation  from  a  source 
of  clean  air. 

(c)  In  places  where  combustible  dust  is  thrown  into  suspension 
in  the  air  in  sufficient  quantity  to  produce  explosive  mixtures,  such 
as  flour  mills,  grain  elevators,  etc.,  or  where  it  is  impracticable  to 
prevent  dust  or  flying  material  collecting  in  dangerous  quantities  on 
or  in  motors,  all  motors  shall  be  either  of  the  totally  enclosed  type 
or  placed  in  separate  dust-tight  rooms  or  non-combustible  housings. 
Such  rooms  or  housings  shall  be  effectively  ventilated  from  a  source 
of  clean  air. 

(d)  Motors  permanently  located  on  wooden  floors  shall  be 
provided  with  suitable  drip  pans,  if  so  required  by  the  Commissioner 
of  Buildings. 

(e)  Adjustable  speed  motors,  if  controlled  by  means  of  field 
regulation,  shall  be  so  equipped  and  connected  that  they  cannot  be 
started  under  weakened  field,  unless  this  safeguard  is  incorporated 
in  the  design  of  the  machine. 
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(f)  Each  motor  shall  be  provided  with  a  name  plate  giving 
the  maker's  name,  the  capacity  in  volts  and  amperes,  the  normal 
full-load  speed  and  the  interval  during  which  it  can  operate,  starting 
cold.  The  time  interval  given  shall  be  either  five  (5),  ten  (10),  fif- 
teen (15),  thirty  (30),  sixty  (60)  or  one  hundred  and  twenty  (120) 
minutes  or  continuous. 

(g)  Each  motor  with  its  starting  device  shall  be  controlled  by 
an  indicating  switch  so  arranged  that  the  opening  of  the  switch  will 
disconnect  ail  ungrounded  motor  leads;  provided,  however,  that  this 
requirement  shall  not  apply  to  crane  motors  considered  in  Part  20  of 
this  Division.  A  double-throw  switch  used  to  shunt  the  motor  pro- 
tective device  during  the  starting  period  shall  be  of  such  a  type  that 
it  cannot  be  left  in  the  starting  position  without  the  proper  running 
overload  protective  devices  in  the  circuit.  An  automatic  circuit 
breaker  which  disconnects  all  ungrounded  wires  of  the  circuit  may 
serve  also  as  a  switch.  The  switch  and  starting  device  shall  be 
located  within  sight  of  the  motor,  unless  permission  to  locate  them 
elsewhere  is  given  by  the  Commissioner  of  Buildings.  A  single  pole 
switch  may  be  used  to  control  a  two  (2)  wire  motor  of  not  over 
one-quarter  (1/4)  horse  power,  operating  at  a  potential  not  exceeding 
three  hundred  (300)  volts. 

(h)  The  motor  switch  shall  have  a  continuous  duty  rating  at 
least  equal  to  the  current  carrying  capacity  of  the  wires  between 
the  motor  and  its  running  overload  protective  device,  and  it  may  be 
of  the  disconnecting  type  if  it  is  not  intended  to  be  operated  under 
load  and  is  so  located  or  locked  that  it  cannot  be  readily  operated  by 
unqualified  persons. 

(i)  Except  for  auto  starters  the  switch  called  for  in  the  pre- 
ceding paragraph  may  be  omitted  where  the  motor  starter  discon- 
nects all  ungrounded  wires  of  the  circuit.  When  auto  starters  are 
used  a  switch  shall  be  provided  on  the  supply  side  of  each  auto  starter 
or  group  of  auto  starters  and  the  switch  shall  be  within  sight  of  the 
starter  or  starters  controlled. 

Sec.  1004— AUTOTRANSFORMER  STARTERS: 

(a)  Control  apparatus,  other  than  autotransformer  starters, 
shall  conform  to  the  requirements  of  Part  17  of  this  Division. 

(b)  Coils  and  switches  of  autotransformer  starters  intended 
for  use  in  dusty  or  linty  places  or  where  flyings  of  combustible 
material  are  present,  shall  be  completely  enclosed  in  substantial 
dustproof  metal  cases. 

(c)  Cases  for  coils  or  switches  shall  afford  access  to  the  in- 
terior for  inspection  and  oil  renewal,  and  shall  be  so  constructed 
that  when  mounted  on  a  plane  surface  the  case  will  make  contact 
with  such  surface  only  at  points  of  support.  An  air  space  of  at 
least  one-quarter  (x/4)  inch  shall  be  maintained  between  the  case 
and  surface. 

(d)  The  oil  tank  shall  be  marked  in  a  suitable  manner  to  in- 
dicate the  proper  oil  level.  When  such  device  carries  a  visual  oil 
indicator,  the  marking  shall  be  for  the  proper  oil  level  with  the 
starter  assembled.  If  the  visual  indicator  is  not  used,  markings  shall 
indicate  the  oil  level  prior  to  assembling. 

(e)  The  switch  shall  provide  an  off  position,  a  running  position 
and  at  least  one  starting  position.  It  shall  be  so  designed  that  it 
cannot  rest  in  a  starting  position,  or  in  any  position  which  will 
render  inoperative  the  overload  protective  devices  in  the  circuit. 
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DIVISION  D— PART  ELEVEN 
TRANSFORMERS  UNDER  SIX  HUNDRED    (600)    VOLTS 
Sec.  D-1101— EXCEPTION: 

(a)     Nothing  in  this  part  shall  be  construed  to  apply  to  appara- 
tus or  fittings,  the  operation  of  which  depends  either  wholly  or  in 
Eart  upon  special  air-cooled  transformers  embodied  in  the  devices; 
ut   all    such   apparatus   or   fittings   shall   be    submitted   for   special 
examination  and  approval  before  being  installed. 
Sec.  D-1102— GENERAL: 

(a)  No  oil  transformer  shall  be  placed  within  any  building 
other  than  a  central  station  or  a  sub-station,  except  by  permission  of 
the  Commissioner  of  Buildings,  nor  shall  such  a  transformer  be  at- 
tached to  a  building  except  by  permission  of  the  Commissioner  of 
Buildings  and  when  separated  therefrom  by  substantial  supports. 

(b)  No  air-cooled  transformer  operating  at  a  potential  ex- 
ceeding six  hundred  (600)  volts  shall  be  placed  within  any  building 
other  than  a  central  station  or  a  sub-station. 

(c)  The  construction  of  an  air-cooled  transformer  shall  be 
such  that  when  mounted  on  a  plane  surface  the  casing  will  make 
contact  with  such  surface  only  at  the  points  of  support,  providing 
elsewhere  an  air  space  of  at  least  one-quarter  ( xk )  of  an  inch  be- 
tween casing  and  surface.  If  the  surface  is  composed  of  combustible 
material,  the  air  space  shall  be  increased  to  at  least  one  (1)  foot, 
unless  a  slab  of  non-combustible,  non-absorptive,  insulating  material 
is  interposed. 

Note:  This  will  require  a  slab  of  slate,  marble  or  soapstone, 
somewhat  larger  in  area  than  the  transformer. 

This  section  shall  not  be  construed  to  apply  to  bell  ringing  and 
other  signaling  transformers,  which  operate  at  a  primary  voltage 
not  exceeding  two  hundred  and  fifty   (250)   volts. 

(d)  Transformer  cases  shall  be  grounded  as  provided  in  Part 
9  of  this  Division. 

DIVISION   D— PART  TWELVE 

SWITCHES 

Sec.  D-1201— CONSTRUCTION  OF  KNIFE  SWITCHES: 

(a)  A  knife  switch  shall  be  deemed  to  be  a  switch  having 
electrical  connecting  parts  in  the  form  of  hinged  or  pivoted  bars  or 
blades  and  designed  for  manual  operation. 

(b)  Under  the  term  knife  switch  shall  be  included  single  or 
mulitiple  pole  switches,  either  with  or  without  fuse  terminals, 
switches  having  individual  bases  designed  for  either  front  or  rear 
wiring  connections;  also  switch  parts  without  separate  bases  intended 
for  mounting  on  switchboards  and  panelboards. 

(c)  Knife  switches  shall  be  plainly  marked  where  the  marking 
can  be  read  when  the  switch  is  installed,  with  the  current  and  the 
voltage  for  which  the  switch  is  designed,  as  follows: 

30  to  1,000  amperes  inclusive. 

Classification  Markings 

125  V.,  D.  C.  or  A.  C.  Only  for  Switchboards 

and   panelboards.      (With   or   without   fuses.)    125  V.,  Amps. 
250  V.,  D.  C.  or  500  V.,  A.  C.   (Without  fuses)    250  V.,  D.  C. 

500  V.,  A.  C.  Amps. 


818 


journal  of  common  council     [Special   Meeting 


250  V.,  D.  C.  or  A.  C.  (With  fuses) 250  V.,  Amps. 

500  V.,  A.  C.   (With  600-volt  fuses) 500  V.,  A.  C.  Amps. 

600  V.,  D.  C.  or  A.  C.   (With  or  without  fuses)    600  V.,  Amps. 

Triple-pole:  With  125  volt  spacings  between 
blades.  For  use  on  three  (3)  wire  systems 
having  125  volts  between  adjacent  wires  and 
not   over   250   volts   between   outside   wires....  125  V.,  Amps. 

Triple-pole:  With  250  volt  spacings  between 
blades.  For  use  on  three  (3)  wire  systems 
having  250  volts  between  adjacent  wires  and 

not  over  500  volts  between  outside  wires 250  V.,  Amps. 

For  switches  of  capacities  above  one  thousand   (1,000)   amperes, 

where  the  alternating  current  rating  will  generally  be  less  than  the 

direct  current  rating,  the  marking  shall  indicate  the  ampere  rating 

definitely  as  A.  C.  or  D.  C.     The  frequency  in  cycles  shall  also  be 

stated.     Three  hundred  (300)  ampere  switches  shall  be  used  only  on 

switchboards. 

(d)  Pieces  carrying  or  used  to  hold  the  break  and  hinge  jaws 
shall  be  secured  to  the  base  or  mounting  surface  in  such  a  manner  as 
to  prevent  possible  turning. 

(e)  The  cross  bar  shall  be  secured  to  each  blade  in  such  a  man- 
ner as  to  prevent  turning  and  twisting. 

(f )  The  spacings  given  below  shall  be  considered  standard  and 
as  the  minimum  allowable,  except  as  otherwise  provided  for  in  this 
Part: 

TABLE  1 

For  Switchboards  and  Panels  Only. 

125  V.,  D.  C.  or  A.  C. 


Ampere  Rating 

Opposite  Polarity 

Break  Distance 

3G 

1 

% 

60 

VA 

1 

TABLE  2 

For  All 

Other  Switches 

Ampere  Rating 

125  V.,  D. 

C.  or  A.  C. 

250  V.,  D.  C.  or  A.  C. 

Opp.  Pol. 

Break 

Opp.  Pol.    Break 

30 

1V4 

1 

1%           1% 

60 

1V2 

1% 

21/4           2 

100 

11/2 

1V4 

2%           2 

200  and  300 

21/4 

2 

21/2           2V4 

400  and  600 

2% 

2V2 

2%           21/2 

800  to  6,000  incl. 

3 

2% 

3               2% 

500  V., 

A.  C. 

600  V.,  D.  C.  or  A.  C. 

Opp.  Pol. 

Break 

Opp.  Pol.    Break 

30 

21/4 

2 

4               31/2 

60 

2\ 

v> 

4               31/2 

100 

2% 

2 

41/2           4 

200  and  300 

21/2 

2% 

41/2           4 

400  and  600 

2% 

21/2 

41/2           4 

800  to  6,000  incl. 

3 

2% 

41/2           4 

The  measurements  given  under  Tables  1  and  2  shall  be  taken 
within  the  area  of  the  switch  base  bounded  by  the  contact  parts  of 
the  switch  mechanism  (break  and  hinge  jaws).  The  measurements 
outside  the  zone   of   the   switch   mechanism   shall   not  be   less   than 
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given  under  Table  3.     The  dimensions  given  for  break  distances  shall 
hot  apply  to  quick  break  attachments  on  switch  mechanism. 

TABLE  3 

Spacing  between  Parts  of  Opposite  Polarity  outside  the  area 
bounded  by  the  contact  parts  of  the  switch  mechanism  (except  for 
Link  Fuses). 

When  Mounted  on  Same  Surface  When  Clear  of  Surface 

Not  over  125  V.  %   In.  V2   Inch 

Not  over  250  V.  1*4  "  %     " 

Not  over  600  V.  2       "  1%     " 

It  is  recommended  that  switches  above  1,000  amperes  capacity 
be  not  used  to  break  currents,  but  only  as  disconnecting  switches. 

(g)  When  fuse  terminals  are  provided  the  spacings  for  such 
terminals  shall  conform  to  the  requirements  of  Part  8  of  this 
Division. 

(h)  Switches  rated  above  four  hundred  (400)  amperes  at  six 
hundred  (600)  volts  and  six  hundred  (600)  amperes  at  two  hundred 
and  fifty  (250)  volts,  and  therefore  exceeding  the  capacities  of  stand- 
ard sizes  of  cartridge  enclosed  fuses,  may  be  arranged  for  fuses  in 
multiple,  provided  as  few  fuses  as  possible  are  used,  and  the  fuses 
are  of  equal  capacity,  and  the  multiple  terminals  for  each  pole  are 
mounted  in  common. 

(i)  Switches  marked  with  the  combined  rating,  two  hundred 
and  fifty  (250)  volts,  D.  C,  or  five  hundred  (500)  volts,  A.  C,  shall 
not  be  provided  with  fuse  terminals. 

(j)  Switches  having  fuse  terminals  and  intended  for  use  in 
ungrounded  branch  circuits  shall  have  fuse  terminals  in  each  pole. 

(k)  Auxiliary  contacts  of  a  renewable  or  quick-break  type  or 
the  equivalent  shall  be  provided  on  all  six  hundred  (600)  volt  switches 
designed  for  use  in  breaking  currents  from  two  hundred  (200)  to 
one  thousand  (1,000)  amperes,  inclusive. 

Note:  It  is  recommended  that  such  auxiliary  contacts  be  pro- 
vided on  all  direct  current  switches  rated  at  over  two  hundred  and 
fifty  (250)  volts. 

(1)  Barriers  designed  to  be  placed  between  the  poles  of 
switches  and  not  located  within  the  influence  of  the  arc  formed  by 
the  opening  of  the  switch  shall  be  of  non-absorptive  insulating  ma- 
terial. Barriers  placed  between  the  poles  of  switches  and  located 
within  the  influence  of  the  arc  shall  be  of  non-combustible,  non-ab- 
sorptive, insulating  material. 

(m)  Barriers  designed  to  be  placed  between  poles  of  switches 
at  hinge  jaws  shall  be  of  such  size  and  so  located  as  to  provide  a 
separation  between  contact  parts  measured  in  the  shortest  insulat- 
ing surface  path  over  the  barrier  equal  to  that  required  for  switches 
without  barriers,  and  to  provide  a  separation  between  other  cur- 
rent-carrying parts,  as  provided  in  paragraph  F  of  this  Section. 

(n)  Barriers  placed  between  the  poles  of  switches  at  the  break 
jaws,  and,  therefore,  located  within  the  influence  of  the  arc  formed 
by  the  opening  of  the  switch,  shall  be  of  such  size  and  so  located 
as  to  provide  a  separation  between  contact  parts  measured  in  the 
shortest  path  through  air  over  the  barrier  equal  to  that  required 
for  switches  without  barriers. 

(o)  Switches  designed  for  double  throw  and  having  three  (3) 
or  more  poles,  shall  not  have  front  connecting  terminals  for  the  p-»e 
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contacts  of  the  inner  poles  unless  standard  switch  spacing  between 
adjacent  live  metal  parts  of  opposite  polarity  are  secured  either  by 
increased  spacing  between  poles  or  by  the  use  of  barriers  as  pro- 
vided for  in  paragraphs  L,  M  and  N  of  this  Section. 

Sec.   D-1202— INSTALLATION   OF   SWITCHES— GENERAL; 

(a)  Switches  shall  not  be  placed  where  exposed  to  mechanical 
injury  or  in  the  immediate  vicinity  of  easily  ignitable  stuff  or  where 
exposed  to  inflammable  gases  or  dust,  or  flyings  or  combustible  ma- 
terial. Where  the  occupancy  of  the  building  is  such  that  switches 
cannot  be  located  so  as  not  to  be  exposed  as  above,  they  shall  be 
mounted  in  approved  boxes  or  cabinets,  except  oil  switches,  circuit 
breakers  and  similar  devices  which  have  approved  casings. 

(b)  Switches  shall  always  be  placed  in  dry,  accessible  places, 
and  be  grouped  as  far  as  possible. 

(c)  Switches  when  located  where  exposed  to  moisture  as  in 
basements  and  similar  places,  shall  be  mounted  in  approved  boxes 
or  cabinets,  and  when  located  in  wet  places  or  outside  buildings  shall 
be  mounted  in  approved  weatherproof  switch  boxes  or  cabinets. 

Sec.  D-1203— POSITION  AND  CONNECTION  OF  KNIFE 
SWITCHES: 

(a)  Single-throw  knife  switches  shall  be  so  placed  that  gravity 
will  not  tend  to  close  them.  Double-throw  knife  switches  may  be 
mounted  so  that  the  throw  will  be  either  vertical  or  horizontal  as  pre- 
ferred, but  if  the  throw  be  vertical  a  locking  device  shall  be  provided, 
so  constructed  as  to  insure  the  blades  remaining  in  the  open  posi- 
tion when  so  set. 

(b)  When  practicable  switches  shall  be  so  wired  that  blades 
will  be  dead  when  the  switch  is  open. 

Note:  It  is  recommended  that  up  to  two  hundred  and  fifty 
(250)  volts  and  thirty  (30)  amperes,  approved  indicating  snap 
switches,  instead  of  knife  switches  be  used  on  lighting  circuits. 

Sec.  D-1204— NUMBER  OF  POLES  REQUIRED  FOR 
SWITCHES: 

(a)  Single  pole  switches  shall  never  be  used  as  service  switches, 
except  as  permitted  in  Section  D-405  of  this  Code,  nor  be  placed  in 
any  neutral  or  grounded  wire.  Three  (3)  way  switches  shall  be 
classed  as  single  pole  switches,  and  shall  be  so  wired  that  only  one 
pole  of  the  circuit  will  be  carried  to  either  switch. 

(b)  On  constant  potential  circuits,  all  service  switches  and  all 
switches  controlling  circuits  supplying  current  to  motors  or  heating 
devices,  unless  otherwise  provided  in  this  Code  shall  be  so  arranged 
that  the  opening  of  the  switch  will  disconnect  all  the  ungrounded 
wires. 

(c)  Where  a  circuit  breaker  serves  as  a  switch,  it  shall  con- 
form to  the  requirements  of  this  section  as  to  the  number  of  poles. 

Sec.  D-1205— MOUNTING  OF  SNAP  SWITCHES  AND 
FLUSH  SWITCHES: 

(a)  Surface  mounted  snap  switches  shall  be  supported  at  outlets 
when  possible  by  seven-eighths  (%)  inch  blocks,  fastened  between 
studs  flush  with  the  back  of  lath,  except  when  approved  fittings  or 
outlet  boxes  which  will  give  proper  support  are  used.  When  this  can- 
not be  done,  base  blocks  not  less  than  three-quarters  ( % )  of  an  inch 
in  thickness  securely  screwed  to  the  lathing  shall  be  provided. 
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(b)  Sub-bases  of  noncombustible,  nonabsorptive  insulating  ma- 
terial, which  will  separate  the  wires  at  least  one-half  ( V2 )  inch  from 
the  surface  wired  over,  shall  be  installed  under  all  snap  switches  used 
in  exposed  knob  and  cleat  work.  Sub-bases  shall  also  be  used  in 
raceway  work;  but  they  may  be  made  of  hardwood  or  they  may  be 
omitted  if  the  switch  is  approved  for  mounting  directly  on  the 
moulding. 

(c)  Where  flush  switches  or  receptacles  are  used,  whether  with 
conduit  systems  or  not,  they  shall  be  enclosed  in  an  approved  switch 
or  outlet  box  constructed  of  iron  or  steel,  in  addition  to  the  porce- 
lain enclosures  of  the  switch. 

Sec.  D-1206— SPECIAL  TYPES  OF  SWITCHES: 

(a)  In  central  stations  and  substations  oil  circuit  breakers  and 
switches  shall  wherever  practicable  be  isolated  from  other  switches 
and  electrical  apparatus. 

(b)  Time  switches,  sign  flashers  and  similar  appliances  shall  be 
of  approved  design  and  enclosed  in  approved  cabinets. 

DIVISION  D— PART  THIRTEEN 
SWITCHBOARDS  AND  PANELBOARDS 
Sec.    D-1301— SWITCHBOARDS— LOCATION    AND    ACCES- 
SIBILITY: 

(a)  Switchboards  shall  be  so  placed  as  to  reduce  to  a  minimum 
the  danger  of  communicating  fire  to  adjacent  combustible  material. 

(b)  Switchboards  shall  not  be  built  up  to  the  ceiling.  A  space 
of  three  (3)  feet  shall  be  left,  if  possible,  between  the  ceiling  and 
the  board.  The  space  back  of  the  board  shall  be  kept  clear  of  rub- 
bish and  shall  not  be  used  for  storage. 

(c)  Switchboards  shall  be  accessible  from  all  sides  when  the 
connections  are  on  the  back. 

Note:  It  is  recommended  that  all  switchboards  be  set  out  from 
the  wall,  but  they  may  be  placed  against  a  brick  or  stone  wall  when 
the  wiring  is  entirely  on  the  face. 

(d)  Switchboards  shall  be  so  located  that  they  will  not  be  ex- 
posed to  moisture. 

Sec.  D-1302— SWITCHBOARDS— MATERIAL  AND  WIRING: 

(a)  The  bases  of  switchboards  shall  be  made  of  noncombustible 
material. 

(b)  Bus  bars,  if  rigidly  mounted,  may  be  of  bare  metal. 

(c)  If  the  wiring  is  on  the  back,  there  shall  be  a  clear  space 
of  at  least  eighteen  (18)  inches  between  the  wall  and  the  apparatus 
on  the  rear  of  board. 

(d)  Insulated  conductors  where  closely  grouped  as  in  rear  of 
switchboards  shall  each  have  a  substantial  flameproof  outer  covering. 

(e)  Flameproof ing  shall  be  stripped  back  on  all  conductors  a 
sufficient  distance  from  the  terminals  to  give  the  necessary  insulation 
for  the  voltage  of  the  circuit  on  which  the  conductor  is  used. 

(f )  In  wiring  switchboards,  the  ground  detector,  voltmeter,  pilot 
lights  and  potential  transformers  shall  be  connected  to  a  circuit  of 
not  less  than  No.  14  wire  that  is  protected  by  approved  fuses.  This 
circuit  shall  not  carry  over  six  hundred  and  sixty  (660)  watts. 

Sec.  D-1303— PANELBOARDS: 

(a)  The  requirements  of  this  Section  shall  apply  to  all  panel 
and   distributing   boards   used   for   the   control   of   light   and   power 
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circuits,  but  not  to  such  switchboards  in  central  stations,  sub-stations 
or  isolated  plants  as  directly  control  energy  derived  from  generators 
or  transforming  devices. 

(b)  Switches,  fuses  and  cutout  bases  used  on  panelboards  shall 
conform  to  the  requirements  of  Parts  12  and  8  respectively,  of  this 
Division,  so  far  as  they  apply. 

(c)  In  the  relative  arrangement  of  fuses  and  switches,  the  fuses 
may  be  placed  between  the  bus  bars  and  the  switches  or  between  the 
switches  and  the  circuits,  except  in  the  case  of  service  switches  where 
the  requirements  of  Part  4  of  this  Division  shall  be  observed.  When 
the  branch  switches  are  between  the  fuses  and  bus  bars,  the  con- 
nection shall  be  so  arranged  that  the  blades  will  be  dead  when  the 
switches  are  open. 

(d)  When  there  are  exposed  live  metal  parts  on  the  back  of 
board,  a  space  of  at  least  one-half  (%)  inch  shall  be  provided  be- 
tween such  live  metal  parts  and  the  cabinet  in  which  the  board  is 
mounted. 

(e)  The  following  minimum  distances  between  bare  live  metal 
parts   (bus  bars,  etc.)   shall  be  maintained: 

Between  parts  of  opp.  pol.,  except  at  switches  and  link  fuses. 
When  mounted  on  the  same  surface  When  held  free  in  air. 

Not  over  125  volts  %  In.  V2  In. 

Not  over  250  volts  1XA  "  %  " 

Not  over  600  volts  2       "  1       " 

At  switches  or  enclosed  fuses,  parts  of  the  same  polarity  may  be 
placed  as  close  together  as  convenience  in  handling  will  allow. 

At  link  fuses  at  not  over  one  hundred  and  twenty-five  (125)  volts 
the  spacing  between  parts  of  the  same  polarity  shall  be  not  less 
than  one-half  (V2)  inch  and  at  not  over  two  hundred  and  fifty 
(250)  volts,  not  less  than  three-quarters  (%)  of  an  inch. 

Note:  These  spacings  are  intended  to  prevent  the  melting  of  a 
link  fuse  by  the  blowing  of  an  adjacent  fuse  of  the  same  polarity. 

The  spacings  given  in  the  first  column  shall  apply  to  the  branch 
conductors  where  enclosed  fuses  are  used.  Where  link  fuses  or  knife 
switches  are  used,  the  spacing  shall  be  at  least  as  great  as  those  pre- 
scribed in  Parts  8  and  12  respectively  of  this  Division. 

The  spacing  given  in  the  second  column  shall  apply  to  the  distance 
between  the  raised  main  bars  and  between  these  bars  and  the  branch 
bars  over  which  they  pass. 

Note:  It  should  be  noted,  that  the  above  distances  are  the  mini- 
mum allowable,  and  it  is  recommended  that  greater  distances  be 
adopted  wherever  the  conditions  will  permit. 

DIVISION  D— PART  FOURTEEN 
FIXTURES,     LAMP     SOCKETS     AND     RECEPTACLES— PLQG 
RECEPTACLES  AND  OTHER  OUTLET  DEVICES 
Sec.  D-1401— CONSTRUCTION  OF  FIXTURES: 

(a)  Fixtures  shall  be  composed  of  metal  or  wood,  or  such  other, 
material  as  may  have  been  submitted  for  examination  and  approved. 
Materials  other  than  metal  shall  be  reinforced  by  metal  or  the 
fixtures  shall  be  otherwise  constructed  to  secure  the  requisite  mechani- 
cal strength. 

(b)  All  fixtures  not  made  entirely  of  metal  wireways  shall 
be  lined  with  metal  unless  approved  armored  conductors  with  suit- 
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able  fitting's  are  used.  This  requirement  shall  not  apply  to  wireways 
in  glass,  marble  or  similar  non-absorptive,  non-combustible  insulat- 
ing materials. 

(c)  All  methods  of  fastening  arms,  sockets,  bodies,  supports, 
and  receptacles  by  threading,  soldering,  brazing  or  otherwise,  shall 
be  such  as  to  secure  in  every  case  ample  strength  and  reliability,  and 
to  prevent  turning.  Screw  joints  shall  have  not  less  than  five  (5) 
threads  engaging.  Tubing  used  in  making  threaded  arms  and  stems 
shall  be  composed  of  metal  having  a  thickness  not  less  than  five- 
hundredths  (.05)  of  an  inch.  It  shall  not  be  kinked,  flattened  or 
cracked. 

(d)  All  burrs  and  fins  in  wireways  shall  be  removed  and  all 
sharp  edges  rounded,  where  practicable,  so  that  wires  may  be  drawn 
in  and  withdrawn  without  injury.  Fittings  having  smooth,  rounded 
edges,  shall  be  placed  at  the  entrance  to  casings  of  fixture  stems. 

(e)  Fixtures  exposed  to  moisture  whether  located  indoors  or 
outdoors,  shall  be  so  constructed  that  water  cannot  enter  the  wire- 
ways,  sockets  or  other  electrical  parts. 

(f )  Fixture  studs  which  are  not  a  part  of  outlet  boxes,  hickeys, 
tripods  and  crowfeet  shall  be  made  of  malleable  iron  or  other  ap- 
proved material. 

(g)  All  fixtures  shall,  where  practicable,  be  sufficiently  venti- 
lated. All  forms  of  fixtures  in  which  the  wiring  is  liable  to  be  ex- 
posed to  temperatures  in  excess  of  one  hundred  and  twenty  (120) 
degrees  F.  (49  degrees  C.)  shall  be  so  designed  or  ventilated  and 
installed  as  to  operate  at  temperatures  which  will  not  cause  deteriora- 
tion of  the  wiring. 

(h)  Canopies  and  outlet  boxes  or  plates  shall,  taken  together, 
provide  ample  space  for  the  reception  of  the  wires  and  their  con- 
necting devices. 

(i)  Receptacles  having  exposed  terminals  shall  not  be  placed  in 
canopies  unless  completely  enclosed  in  metal. 

(j)  Canopy  insulators,  used  where  insulating  joints  are  re- 
quired shall  be  of  an  approved  type  and  shall  be  securely  fastened 
in  place,  so  as  to  separate  the  canopies  effectively  and  permanently 
from  the  conducting  surfaces  from  which  they  are  intended  to  be 
insulated.  The  insulating  strip  or  sheet  shall  be  secured  by  rivets 
or  screws  which  shall  be  so  placed  or  countersunk  that  the  desired 
effective  insulation  distance  will  be  obtained. 

Note:  A  strip  of  a  good  grade  of  hard  fiber,  one-sixteenth 
(1-16)  of  an  inch  in  thickness,  permanently  attached  to  the  canopy 
at  the  ends  and  at  intermediate  points  in  such  a  manner  that  the 
strip  will  extend  permanently  at  least  three-sixteenths  (t3s)  of  an 
inch  beyond  the  upper  edge  of  the  canopy  rim,  will  be  accepted. 
Where  this  is  impracticable,  a  flat  sheet  of  said  fiber,  cut  to  conform 
to  the  general  outline  of  the  canopy  and  having  the  edges  of  the  sheet 
at  least  flush  with  the  edges  of  the  canopy  may  be  employed,  if 
permanently  attached  to  the  canopy. 

(k)  Insulating  joints  shall  be  composed  of  materials  especially 
approved  for  the  purpose.  Those  which  are  not  designed  to  be 
mounted  with  screws  or  bolts  shall  have  a  substantial  exterior  metal 
casing,  insulated  from  both  screw  connections. 

Sec.  D-1402— WIRING  OF  FIXTURES: 

(a)  No  conductor  shall  be  smaller  than  No.  18.  On  chains 
or  other  movable  parts  stranded  conductors  shall  be  used,  unless  the 
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wires  are  completely  enclosed  in  metal.  Where  the  fixture  is  ex- 
ternally wired,  wires  shall  be  secured  in  a  manner  which  will  not 
tend  to  cut  or  abrade  the  insulation,  and  the  same  shall  be  protected 
from  abrasion  where  they  pass  through  sheet  metal  pans,  canopies, 
etc.    No  splice  or  tap  shall  be  located  within  an  arm  or  a  stem. 

Note:  It  is  recommended  that  an  approved  splicing  device  or 
approved  plug  connections  be  used  for  attaching  the  fixture  wires 
to  the  circuit  wires. 

(b)  Each  fixture  shall  be  so  wired  that  all  screw  shells  of  sockets 
will  be  connected  to  the  same  fixture  stem  wire,  or  supply  wire,  or 
terminal  in  the  fixture,  and  this  wire  or  terminal  shall  be  marked 
in  an  approved  manner  by  which  it  may  be  readily  distinguished. 
The  marked  wire  shall  in  all  cases  be  the  grounded  wire. 

(c)  Chain  fixtures  shall  be  wired  with  flexible  conductors  so 
arranged  that  the  weight  of  the  fixture  will  not  put  tension  on  the 
conductors. 

(d)  Approved  fixture  wire,  approved  flexible  cord  or  approved 
rubber-covered  wire  shall  be  employed,  unless  the  wiring  is  exposed 
to  temperatures  in  excess  of  one  hundred  and  twenty  (120)  degrees 
Fahrenheit  (49  degrees  C.)  in  which  case  conductors  having  slow- 
burning  or  other  heat  resisting  covering  shall  be  used.  Fixtures 
intended  for  outdoor  use  shall  be  wired  with  approved  rubber-covered 
conductors.  Wires  shall  always  be  so  disposed  as  to  avoid  exposure 
to  high  temperatures  as  far  as  practicable.  Fixtures  intended  for 
use  in  rooms  where  inflammable  gases  may  exist  shall  consist  of  rigid 
stems,  internally  wired  with  approved  rubber-covered  conductors, 
soldered  directly  to  the  circuit,  and  shall  be  equipped  with  vapor 
tight  globes. 

(e)  Fixture  wires  or  the  individual  conductors  of  flexible  cords 
used  where  the  voltage  between  any  two  (2)  conductors  or  between 
any  conductor  and  the  ground  is  over  three  hundred  (300)  volts,  shall 
have  insulation  at  least  three-sixty -fourths  (53)  of  an  inch  in  thick- 
ness for  sizes  No.  8  and  smaller. 

(f )  Wires  of  different  systems  shall  not  be  contained  in  or  at- 
tached to  a  fixture;  nor  shall  electric  gas  lighting  wiring,  other  than 
for  the  frictional  system,  be  attached  thereto. 

(g)  All  wiring  shall  be  free  from  short  circuits  and  grounds, 
and  shall  be  tested  for  these  defects  prior  to  being  connected  to  the 
circuit. 

Sec.  D-1403— INSTALLATION  OF  FIXTURES: 

(a)  Fixtures  shall  be  insulated  from  their  supports  by  approved 
insulating  joints,  placed  as  close  as  possible  to  the  ceiling  or  wall, 
except  under  the  following  conditions,  where  both  insulating  joint 
and  canopy  insulator  may  be  omitted: 

(1)  Straight  electric  fixtures  connected  to  knob-and- 
tube  work,  wooden  raceways  or  open  work,  except  on  metal 
ceilings  or  on  plaster  walls  or  ceilings  containing  metal 
lathing.  i 

(2)  Straight  electric  fixtures  where  the  screw  shells 
of  the  sockets  are  connected  to  the  grounded  wire  of  the 
circuit  and  in  which  all  wires  have  an  approved  insulation  and 
which  are  metallically  connected  in  a  permanent  and  effect- 
ive manner  to  metal  conduit,  armored  cable  or  metal  race- 
way systems  or  to  gas  piping,  provided  such  gas  piping  is 
grounded  in  the  manner  prescribed  in  Part  9  of  this  Division.         ; 


August  19, 1925] 


CITY  OF  INDIANAPOLIS,  IND 


8c: 


(3)  Straight  electric  fixtures  where  the  sere*v  shells  of 
the  sockets  are  connected  to  the  grounded  wire  of  the  circuit 
and  in  which  all  wires  have  an  approved  insulation  and  which 
are  permanently  and  effectively  grounded  to  a  separate 
ground  wire  not  smaller  than  No.   14. 

(b)  Fixtures  having  so-called  flat  canopies,  tops  or  backs  shall 
hot  be  installed  where  outlet  plates  are  used. 

Note:  It  is  recommended  that  for  all  sidewall  and  partition  out- 
lets in  concealed  work  in  new  buildings  under  construction  outlet 
boxes  having  a  depth  of  approximately  one  and  one-half  (l1/^)  inches 
be  used. 

(c)  No  externally  wired  fixture  shall  be  located  in  the  imme- 
diate vicinity  of  especially  inflammable  material;  nor  shall  any  ex- 
ternally wired  fixture  other  than  of  the  chain  type  be  placed  in  a 
show  window.  Armored  cord  pendants  shall  be  considered  to  be  in- 
ternally wired  fixtures. 

(d)  Where  no  gas  pipe,  conduit  or  other  fitting  which  will  pro- 
vide proper  support  is  present,  the  fixture  shall  be  attached  to  a 
seven-eighths  (%)  inch  block  fastened  between  the  studs  or  floor 
timbers  and  flush  with  the  back  of  the  lathing.  Where  this  method 
cannot  be  employed,  a  wooden  base  block,  not  less  than  three-quar- 
ters (%)  of  an  inch  in  thickness,  shall  be  provided.  Such  fixture 
support  shall  withstand  a  pull  of  four  hundred   (400)   pounds. 

(e)  In  cases  where  insulating  joints  are  used  a  gas  pipe  shall 
be  covered  with  insulating  tubing  back  of  the  insulating  joint  or  blind 
hickey.  Where  outlet  tubes  are  used,  they  shall  be  of  sufficient 
length  to  extend  beyond  the  joint  or  hickey,  and  shall  be  firmly  se- 
cured in  place. 

(f)  Fixtures  shall  be  so  installed  that  the  connections  between 
the  fixtures  and  the  branch  circuit  wires  will  be  easily  accessible  for 
inspection  without  requiring  the  disconnecting  of  any  portion  of  the 
wiring  unless  the  fixture  is  attached  by  an  approved  plugging  device. 

Sec.  D-1404— LAMP  SOCKETS  AND  RECEPTACLES: 
(a)  Lamp  holding  devices  shall  be  classed  according  to  the  diam- 
eters of  the  lamp  bases,  as  candelabra,  medium,  and  mogul  bases,  to 
be  known  respectively  as  one-half  (%)  inch,  one  (1)  inch  and  one 
and  one-half  (l1/^)  inch  nominal  sizes,  with  ratings  as  specified  in  the 
following  table: 

RATINGS 

Nominal  Key  Keyless 

Class  Diam.  Max.  amp.  Max.  amp. 

at  any  at  any 

Watts Volts  Voltage  Watts  Volts  Voltage 


Candelabra 

%  in. 

75 

125 

% 

75 

125 

1 

Medium 

1      in. 

250 

250 

2Vz 

660 

250 

6 

(a) 

660 

250 

6 

660 

600 

Mogul 

lYz  in. 
(b) 

1500 
1500 

250 
600 

(a)  This  rating  may  be  given  only  to  sockets  having  a  switch 
mechanism  which  produces  both  a  quick  "make"  and  a  quick  "break" 
action. 

(b)  Rating  to  be  assigned  later,  pending  further  discussion 
with  manufacturers. 

Miniature  sockets  and  receptacles  having  screw  shells  smaller 
than  the  candelabra  size  may  be  used  for  decorative  lighting  systems, 
Christmas  tree  lighting  outfits,  and  similar  purposes. 
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Exceptions:  Medium  base  key  sockets  and  receptacles.  Small 
isolated  plants. 

Note:  It  is  recommended  that  six  hundred  and  sixty  (660)  watt 
sockets  and  receptacles  be  used  wherever  the  attachment  of  flexible 
cords  thereto  is  likely. 

Receptacles  for  attachment  plugs  (convenience  outlets)  are 
strongly  recommended  in  order  to  facilitate  the  use  of  electrical  ap- 
pliances which  otherwise,  must  be  connected  to  sockets  designed  pri- 
marily only  as  lamp  holders. 

(b)  The  inside  of  metal  shells  shall  be  lined  with  insulating  ma- 
terial, which  shall  absolutely  prevent  the  shell  from  becoming  a  part 
of  the  circuit,  even  though  the)  wires  inside  the  sockets  should  be- 
come loosened  or  detached  from  their  position  under  the  terminal 
screws. 

(c)  The  lining  shall  not  extend  beyond  the  metal  shell  more 
than  one-eighth  (%)  inch,  but  shall  prevent  any  current-carrying 
part  of  the  lamp  base  from  being  exposed  when  a  lamp  is  in  the 
socket. 

(d)  The  cap  also  shall  be  lined. 

Note:  In  sockets  and  receptacles  of  standard  forms  a  ring  of 
any  material  inserted  between  an  outer  metal  shell  of  the  device  and 
the  inner  screw  shell  for  insulating  purposes  and  separable  from 
the  device  as  a  whole,  is  considered  an  undesirable  form  of  construc- 
tion. This  does  not  apply  where  the  outer  shell  is  of  porcelain,  where 
such  rings  serve  to  hold  the  several  porcelain  parts  together,  and  are 
thus  a  necessary  part  of  the  whole  structure  of  the  device. 

(e)  The  socket  as  a  whole  shall  be  so  put  together  that  parts 
will  not  rattle  loose  or  fall  apart  under  the  most  severe  conditions 
they  are  likely  to  meet  with  in  practice.  The  base  of  the  socket  shall 
be  secured  or  held  in  the  shell  in  such  a  manner  as  to  prevent  turn- 
ing or  displacement  relative  to  the  shell. 

(f)  Lead  wires  furnished  as  a  part  of  sockets  and  intended 
to  be  exposed  after  installation  shall  be  of  approved  standard,  rub- 
ber-covered wire,  not  less  than  No.  14  gage  (No.  18  gage  for  candel- 
abra sockets)  and  shall  be  sealed  in  place. 

(g)  If  the  socket  is  not  attached  to  a  fixture,  the  inlet  shall 
be  equipped  with  an  approved  insulating  bushing,  which,  if  threaded, 
shall  not  be  smaller  than  three-eighths  (%)  inch  in  size.  The  edges 
of  bushings  shall  be  rounded  and  all  inside  fins  removed  in  ofrder 
to  provide  a  smooth  bearing  surface  for  the  wire. 

Note:  It  is  recommended  that  bushings  having  holes  nine-thirty-f 
seconds  (32)  of  an  inch  in  diameter  be  employed  with  plain  pendant 
cord,  and  holes  fifteen-thirty-second  (if)  of  an  inch  in  diameter  with 
reinforced  cord; 

(h)  In  places  where  combustible  dust  is  thrown  into  suspension 
in  the  air  in  sufficient  quantities  to  produce  explosive  mixtures,  dust- 
tight  fixtures  enclosing  lamps  and  sockets  shall  be  used.  '  Such  fix- 
tures shall  be  supported  by  conduit  hangers  or  chains  to  prevent  any 
strain  on  the  wires.  Where  rubber-covered  wire  is  used  it  shall  have 
insulation  not  less  than  three-sixty -fourths  (£?)  of  an  inch  thick. 

(i)  Sockets  and  receptacles  installed  over  specially  inflammable 
stuff  or  where  exposed  to  flyings  of  combustible  material  shall  be  of 
the  keyless  type  and,  unless  individual  switches  are  provided,  shall 
be  located  at  least  seven  and  one-half  (IV2)  feet  above  the  floor,  or 
shall  be  otherwise  so  located  or  guarded  that  the  lamps  cannot  read- 
ily be  backed  out  by  hand. 
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(j)  Weatherproof  sockets,  especially  approved  for  the  location, 
shall  be  employed  in  damp  or  wet  places  or  where  corrosive  vapors 
exist.  If  not  attached  to  fixtures,  they  shall  be  hung  from  separate 
stranded  wires  not  less  than  No.  14,  which  are  soldered  directly  to 
the  circuit  wires,  but  supported  independently   thereof. 

Note:  It  is  recommended  that  these  wires  be  twisted  together, 
if  the  pendant  is  longer  than  three    (3),  feet. 

(k)  Where  no  fitting  which  will  provide  proper  support  is 
present,  the  receptacle  shall  be  attached  to  a  block  in  the  manner 
providing  for  the  support  of  a  fixture  under  similar  conditions. 

(1)  Flush  receptacles  shall  be  enclosed  in  approved  metal  boxes 
in  addition  to  the  porcelain  enclosure  of  the  receptacle  mechanism. 

(m)  Attachment  plugs  and  receptacles  located  in  floors  shall  be 
enclosed  in  approved  metal  boxes  especially  designed  for  the  purpose. 
Where  the  location  is  free  from  mechanical  injury  or  moisture,  a  de- 
parture from  this  requirement  may  be  permitted  by  the  Commis- 
sioner of  Buildings. 

Sec.  D-1405— ROSETTES: 

(a)  When  designed  for  use  with  exposed  wiring,  rosettes  shall 
be  provided  with  bases  which  shall  have  at  least  two  (2)  holes  for 
supporting  screws,  shall  be  high  enough  to  keep  the  wires  and!  ter- 
minals at  least  one-half  (V2)  inch  from  the  surface  wired  over,  and 
shall  have  a  porcelain  lug  under  each  terminal  to  prevent  the  rosette 
being  placed  over  projections  which  would  reduce  the  separation  to 
less  than  one-half    ( V2 )   inch. 

(b)  When  designed  for  use  with  conduit  r,3xes  or  wire  raceways, 
rosette  bases  shall  be  high  enough  to  keep  wires  and  terminals  at 
least  three-eighths  (%)  of  an  inch  from  the  surface  wired  over. 

(c)  Fuseless  rosettes  shall  be  rated  at  six  hundred  and  sixty 
(660)  watts,  two  hundred  and  fifty  (250)  volts,  with  a  maximum 
current  rat1' ng  of  six   (6)   amperes. 

(d)  Fused  rosettes   shall  not  be  used. 

DIVISION   D— PART  FIFTEEN 
LAMPS 
Sec.  D-1501— ARC  LAMPS: 

(a)  Arc  lamps  shall  be  equipped  only  with  such  resistances  or 
regulators  as  are  enclosed  in  noncombustible  cases,  said  resistances 
or  regulators  shall  be  treated  as  sources'  of  heat.  An  incandescent 
lamp  shall  not  be  used  as  a  resistance  or  regulator.  Economy  and 
compensator  coils  shall  be  mounted  on  noncombustible  nonabsorptive 
insulating  supports,  such  as  glass  or  porcelain,  providing  an  air  space 
is  mainta'ned  of  at  least  one  (1)  inch  between  frame  and  support. 
Such  coils  shall  generally  be  treated  as  sources  of  heat. 

(b)  Arc  lamps  shall  be  equipped  with  globes  and  spark  arrest- 
ers. The  globe  shall  be  guarded  by  a  wire  netting  having  a  mesh 
not  exceeding  one  and  one-quarter  (1^4)  inches.  The  globe,  netting 
and  spark  arrester  shall  not  be  required  where  the  lamp  is  of  an  en- 
closed type. 

(c)  Outdoor  arc  lamps  shall  be  suspended  at  least  nine  (9) 
feet  above  the  sidewalk,  and  fifteen  (15)  feet  above  the  street. 
Indoor  arc  lamps  shall  be  hung  out  of  reach,  or  be  suitably  pro- 
tected. 

(d)  Leads  to  arc  lamps  shall  have  a  current  carrying  capacity 
approximately  fifty   (50)   per  cent  in  excess  of  the  normal  current 
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of  the  lamp.  If  the  leads  are  larger  than  No.  14  and  the  lamp  sus- 
pension provides  for  raising  and  lowering,  the  leads  shall  be  com- 
posed of  stranded  wires. 

(e)  There  shall  be  provided  a  cutout  for  each  lamp  or  series  of 
lamps. 

Sec.  D-1502— MERCURY  VAPOR  LAMPS: 

(a)  Enclosed  mercury  vapor  lamps  shall  be  equipped  with  only 
such  resistances  or  regulators  as  are  enclosed  in  noncombustible 
cases,  such  resistances  or  regulators  shall  be  treated  as  sources  of 
heat.  Where  these  resistances  or  regulators  are  subject  to  flyings 
of  lint  or  combustible  material,  all  openings  in  their  casings  shall 
be  covered  by  fine  wire  gauze. 

(b)  A  cutout  shall  be  provided  for  each  enclosed  mercury 
vapor  lamp  or  series  of  lamps,  except  where  not  more  than  five  (5) 
lamps  are  contained  in  a  single  frame  and  lighted  by  a  single  oper- 
ation. By  permission  of  the  Commissioner  of  Buildings  lamps  may 
be  so  grouped  that  not  more  than  four  thousand  (4,000)  watts  will 
be  dependent  upon  one  cutout. 

(e)  Fixtures  carrying  enclosed  mercury  vapor  lamps  shall  be 
Wired  with  insulated  conductors  not  smaller  than  No.  12.  Taps  from 
circuit  wires  to  points  of  suspension  of  fixtures  shall  not  exceed 
eighteen   (18)   inches  in  length. 

Sec.   D-1503— GAS   FILLED   INCANDESCENT   LAMPS: 

(a)  Gas-filled  incandescent  lamps  shall  not  be  equipped  with 
medium  bases  if  above  two  hundred  and  fifty  (250)  watts  rating,  nor 
with  mogul  bases  if  above  fifteen  hundred  (1,500)  watts  rating. 
They  shall  not  be  located  in  show  windows  nor  where  liable  to  con- 
tact with  inflammable  material  unless  installed  in  approved  fixtures 
equipped  with  shades  or  guards  or  suitably  designed  to  operate  at  a 
safe  temperature. 

(b)  Indoor  fixtures  carrying  gas-filled  incandescent  lamps  shall 
be  wired  with  conductors  having  approved  heat  resisting  insulation. 
Outdoor  fixtures  shall  be  wired  with  conductors  having  approved 
rubber  covering. 

DIVISION   D— PART   SIXTEEN 
HEATING  APPLIANCES 
Sec.  D-1601— EXCEPTION: 

(a)  This  part  shall  not  be  construed  to  apply  to  heating  appli- 
ances intended  for  use  on  circuits  operating  at  a  potential  not  ex- 
ceeding fifty  (50)   volts. 

Sec.  D-1602— GENERAL: 

(a)  Each  heating  appliance  shall  be  provided  with  a  name-plate, 
giving  the  maker's  name  and  the  normal  capacity  in  volts  and  amperes 
or  in  volts  and  watts. 

(b)  Each  smoothing  iron,  sad  iron  and  other  portable  heating 
appliance,  which  if  intended  to  be  applied  to  combustible  material, 
shall  be  equipped  with  an  approved  stand. 

Note:  It  is  strongly  recommended  that  each  such  heating  appli- 
ance or  group  of  appliances  be  used  with  an  approved  signal  or  with 
an  approved  protective  device. 

(c)  Wires  supplying  smoothing  irons,  sad  irons  and  all  port- 
able heating  appliances  requiring  more  than  two  hundred  and  fifty 
(250)   watts  shall  conform  to  the  requirements  for  heater  cord,  as 
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prescribed  in  Part  6  of  this  Division.  Wires  supplying  stationary 
heating  appliances  shall  conform  to  the  requirements  for  rubber- 
covered  wire,  as  prescribed  in  Part  6  of  this  Division;  provided, 
however,  that  heat-res'sting  covering  shall  be  used  in  place  of  rubber 
where  wires  outside  the  terminal  box  are  subjected  to  a  temperature 
in  excess  of  one  hundred  and  twenty  (120)  degrees  Fahrenheit  (49 
degrees  C). 

(d)  Heating  appliances  each  of  six  (6)  amperes  or  six  hundred 
and  sixty  (660)  watts  or  less  may  be  used  on  branch  circuits.  Heat- 
ing appliances  each  of  ten  (10)  amperes  or  twelve  hundred  (1,200) 
watts  or  less  may  be  grouped  on  a  special  circuit  protected  by  fuses 
having  a  rated  capacity  not  greater  than  fifteen  (15)  amperes. 

(e)  Each  complete  heating  appl'ance,  whether  containing  one 
or  more  heating  elements  which  is  of  more  than  ten  (10)  amperes 
or  twelve  hundred  (1,200)  watts  total  capacity  shall  be  supplied  by  a 
separate  branch  circuit  and  shall  be  controlled  by  an  indicating 
switch  located  within  sight  of  the  appliance  and  readily  accessible, 
which   switch  shall   disconnect  all   wires   supplying  the   appliance. 

(f )  Single  pole  switches  on  the  individual  units  of  electric 
ranges,  etc.,  shall  not  be  considered  as  taking  the  place  of  the  switch 
required  by  this  section;  but  an  approved  attachment  plug  and  re- 
ceptacle of  not  more  than  thirty  (30)  amperes  rating  may  serve  in 
lieu  of  the  switch. 

(g)  Portable  heating  appliances  having  a  heating  capacity  not 
exceeding  six  (6)  amperes  or  six  hundred  and  sixty  (660)  watts  may 
be  connected  individually  to  lighting  circuits. 

(h)  Subdivided  circuits  of  a  stationary  heating  appliance  need 
not  be  separately  fused. 

(i)  Each  portable  heating  appliance  shall  be  equipped  with  an 
approved  plug  connector  so  designed  that  the  plug  may  be  pulled  out 
to  open  the  circuit  without  leaving  any  live  parts  so  exposed  as  to 
permit  accidental  contact  therewith.  The  connector  may  be  located 
at  either  end  of  the  flexible  conductor  or  inserted  in  the  conductor 
itself. 

Sec.  D-1603— STATIONARY  HEATING  APPLIANCES: 

(a)  Each  heating  appliance  which  is  obviously  intended  by 
size,  weight  and  service  to  be  secured  in  a  fixed  position  shall  be  so 
placed  as  to  furnish  ample  protection  between  the  appliance  and  ad- 
jacent combustible  material. 

(b)  Metal  frames  of  stationary  heaters,  operating  on  circuits 
above  one  hundred  and  fifty  (150)  volts  to  ground  shall  be  grounded; 
provided,  however,  that  where  this  is  impracticable,  grounding  may 
be  omitted  by  permission  of  the  Commissioner  of  Buildings,  in  which 
case  the  frame  shall  be  permanently  and  effectively  insulated. 

Note:  It  is  recommended  that  the  frame  be  grounded  in  all 
cases. 

(c)  Wires  supplying  stationary  heating  appliances  shall,  if 
not  in  conduit,  be  so  located  as  to  be  protected  from  mechanical  in- 
jurv  and  moisture. 

Note:   It  is  recommended  that  conduit  be   employed. 

DIVISION  D— PART  SEVENTEEN 
RESISTANCE  DEVICES 
Sec.  D-1701— CONSTRUCTION: 

(a)  Rheostats,  resistance  boxes  and  equalizers  intended  for  use 
in  dusty  or  linty  places!  or  where  exposed  to  flyings  of  combustible 
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material  shall  be  so  constructed  as  to  confine  and  quickly  extinguish 
any  arc  or  flame  caused  by  the  burning  out  of  the  resistive  conductor 
and  shall  be  equipped  with  dust  proof  face  plates.  For  locations  other 
than  those  above  specified,  these  devices  may  be  of  any  approved  type. 

(b)  Reactive  coils  shall  be  composed  of  noncombustible  material, 
mounted  on  noncombustible  bases  and  treated  generally  as  sources 
of  heat. 

(c)  Condensers  shall  be  provided  with  noncombustible  cases  and 
supports,  and  shall  be  installed  in  the  manner  provided  for  other  ap- 
paratus  operating   with   equivalent   voltages   and   currents. 

(d)  Resistance  devices  shall  be  so  constructed  that  when  mount- 
ed on  a  plane  surface  the  casing  will  make  contact  with  such  surface 
only  at  the  points  of  support.  An  air  space  of  at  least  one-quarter 
(1/4)  of  an  inch  shall  be  maintained  between  the  casing  and  the  sur- 
face. 

(e)  The  terminals  of  motor-starting  rheostats  shall  be  marked 
to  indicate  the  part  of  the  circuit  to  which  each  terminal  is  to  be 
connected,  as  "line,"  "armature"  and  "field." 

(f)  Fixed  and  movable  contacts  shall  be  so  designed  and  so 
connected  to  the  resistive  conductor  that  there  will  be  a  minimum  of 
arcing  and  consequent  roughening  of  the  contacts,  even  with  careless 
handling  or  in  the  presence  of  dirt.  In  motor  starting  rheostats,  the 
point  or  plate  on  which  the  arm  rests  when  in  the  starting  position 
shall  have  no  electrical  connection  with  the  resistive  conductor. 

(g)  Motor  starting  rheostats  shall  be  so  designed  that  the 
contact  arm  cannot  be  left  on  intermediate  segments.  Such  rheo- 
stats, if  intended  for  use  on  direct  current  circuits,  shall  be  equipped 
with  automatic  devices,  which  will  interrupt  the  supply  before  the 
speed  of  the  motor  has  fallen  to  less  than  one-third  its  normal 
value. 

(h)  Where  insulated  wire  is  used  for  connections  between 
resistance  elements  and  the  contact  device  of  a  rheostat,  except  for 
motor  starting  service,  the  insulation  shall  be  of  the  slow-burning 
type.  For  large  rheostats  and  similar  resistances  where  the  con- 
tact devices  are  not  mounted  upon  them,  the  connecting  wires  having 
slow  burning  insulation  may  be  so  arranged  in  groups  that  the 
maximum  difference  of  potential  between  any  two  (2)  wires  in  any 
group  shall  not  exceed  seventy-five  (75)  volts.  Each  group  of 
wires  shall  either  be  mounted  on  non-combustible,  non-absorptive 
insulators  giving  at  least  one-half  (%)  inch  separation  from  the 
surface  wired  over,  or,  especially  where  it  is  necessary  to  protect 
the  wires  from  mechanical  injury,  each  group  of  wires  may  be  en- 
cased in  flexible  tubing  and  placed  in  approved  conduit,  the  flexible 
tubing  extending  at  least  one  (1)  inch  beyond  the  ends  of  the 
conduit. 

Sec.  D-1702— INSTALLATION: 

(a)  Resistance  devices  shall  be  placed  on  a  switchboard,  or  at 
a  distance  of  at  least  one  (1)  foot  from  combustible  material,  or 
shall  be  separated  therefrom  by  a  slab  or  panel  of  non-combustible, 
non-absorptive  material,  such  as  slate,  soapstone  or  marble.  This 
slab  shall  be  somewhat  larger  in  area  than  the  resistance  device 
and  shall  be  secured  in  position  by  its  own  supports  which  shall  be 
independent  of  those  fastening  the  resistance  device,  shall  be  coun- 
tersunk at  least  one-eighth  (%)  inch  below  the  rear  surface  of  the 
slab  and  shall  be  covered  with  insulating  material.     The  slab  shall 
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have  a  thickness  proportioned  to  the  size  and  weight  of  the  re- 
sistance device,  in  order  to  provide  proper  mechanical  strength,  and 
this  thickness  shall  be  not  less  than  one-half  (V2)  inch. 

(b)  Where  exposed  live  parts  of  an  autotransformer  starter 
are  liable  to  accidental  contact,  a  railing  shall  be  placed  around 
them. 

Sec.  D-1703— LAMP  RESISTANCES: 

(a)  Where  protective  resistances  are  necessary  in  connection 
with  automatic  rheostats,  incandescent  lamps  may  be  used,  pro- 
vided they  do  not  carry  or  control  the  main  current  nor  constitute 
the  regulating  resistance  of  the  device. 

(b)  When  used  as  resistance,  lamps  shall  be  mounted  in 
porcelain  receptacles  attached  to  non-combustible  supports,  and  shall 
be  so  arranged  that  they  cannot  have  impressed  upon  them  a  voltage 
greater  than  that  for  which  they  are  rated.  They  shall  in  all  cases 
be  provided  with  a  name  plate,  which  shall  be  permanently  attached 
beside  the  porcelain  receptacle  or  receptacles  and  stamped  with  the 
wattage  and  voltage  of  the  lamp  or  lamps  to  be  used  in  each  re- 
ceptacle. 

(c)  Incandescent  lamps  may  be  used  for  the  purpose  of  re- 
sistance in  series  with  other  devices  by  permission  of  the  Commis- 
sioner of  Buildings  and  when  mounted  in  porcelain  receptacles  upon 
non-combustible  supports  and  when  so  arranged  that  they  cannot 
have  impressed  upon  them  a  voltage  greater  than  that  for  which 
they  are  rated. 

DIVISION  D— PART  EIGHTEEN 
STORAGE  OR  PRIMARY  BATTERIES 
Sec.  D-1801— GENERAL: 

(a)  Wiring  and  appliances  supplied  by  storage  or  primary 
batteries  shall  be  subject  to  the  general  requirements  of  this  Divis- 
ion of  this  Code,  which  apply  to  wiring  and  appliances  fed  from 
generators  developing  the  same  difference  of  potential. 

Note:  For  battery  installations  for  small  isolated  plants  of  less 
than  fifty  (50)  volts,  see  part  (30)   of  this  division. 

Sec.  D-1802— SPECIAL  REQUIREMENTS: 

(a)  The  battery  room  shall  be  thoroughly  ventilated. 

(b)  Wiring  shall  be  exposed,  and  shall  be  installed  in  accord- 
ance with  the  requirements  of  Section  D-501  of  this  Code. 

(c)  Storage  batteries  shall  be  mounted  on  non-absorptive, 
non-combustible  insulators,  such  as  glass  or  thoroughly  vitrified 
glazed  porcelain. 

(d)  Metal  susceptible  to  corrosion  shall  not  be  employed  in  the 
cell  connections  of  storage  batteries. 

DIVISION  D— PART  NINETEEN 
LIGHTNING  ARRESTERS 
Sec.  D-1901— IN   STATIONS: 

(a)  A  lightning  arrester  shall  be  connected  to  each  overhead 
wire  entering  a  station. 

(b)  Lightning  arresters  shall  be  located  in  readily  accessible 
places,  away  from  combustible  materials  and  as  near  as  practicable 
to  the  point  where  the  wires  enter  the  station. 
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(c)  Lightning  arresters  shall  be  well  isolated  from  other 
equipment  and,  if  of  the  oil-filled  type,  shall  be  placed  in  a  fireproof 
room  or  compartment. 

(d)  Lightning  arresters  shall  be  grounded  as  provided  in  Part 
9  of  this  Division. 

(e)  All  choke  coils,  or  other  attachments  inherent  to  the  light- 
ning protection  equipment,  shall  have  an  insulation  from  the  ground 
or  other  conductors  at  least  equal  to  the  insulation  required  at  the 
points  of  the  circuit  in  the  station. 

(f)  Kinks,  coils  and  sharp  bends  in  the  wires  between  arresters 
and  outdoor  lines  shall  be  avoided  as  far  as  practicable. 

Sec.  D-1902— RADIO  EQUIPMENT: 

See  Part  27. 

Sec.  D-1903— SIGNAL  SYSTEMS: 

See  Part  32. 

Sec.  D-1904— GROUNDING: 

See  Section  D-903. 

DIVISION   D— PART    TWENTY 
CRANES  AND  HOISTS 
Sec.  D-2001— GENERAL: 

(a)     The  requirements  of  this  Part  shall  be  deemed  to  be  ad- 
ditional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division. 
Sec.  D-2002— WIRES: 

(a)  Wires,  other  than  bare  collector  wires,  shall  be  of  ap- 
proved rubber-covered  or  slow-burning  type. 

(b)  Rubber-covered  wire  shall  be  not  smaller  than  No.  12. 

(c)  Slow-burning  wire  shall  be  employed  only  between  resist- 
ance and  contact  plates  of  rheostats  or  where  exposed  to  severe  ex- 
ternal heat.  Wires  between  resistances  and  contact  plates  shall  con- 
form to  the  requirements  of  Section  D-1701,  paragraph  H,  of  this 
Code,  except  that  such  wires,  if  exposed  to  moisture,  shall  be  of  the 
rubber-covered  type. 

Sec.  D-2003— INSTALLATION  OF  WIRES: 

(a)  Exposed  wiring,  other  than  collector  wires,  shall  be  sup- 
ported one  (1)  inch  from  the  surface  wired  over,  two  and  one-half 
(2%)  inches  apart  for  voltages  up  to  three  hundred  (300)  and 
four  (4)  inches  apart  for  voltages  between  three  hundred  and  one 
(301)  and  six  hundred  (600) ;  provided,  however,  that  in  dry  places 
where  space  is  limited  each  wire  may  be  separately  encased  in  ap- 
proved flexible  tubing  securely  fastened  in  place. 

Sec.  D-2004— COLLECTOR  WIRES: 

(a)  Collector  wires  shall  be  secured  at  the  ends  by  means  of 
approved  strain  insulators,  and  shall  be  so  mounted  on  approved 
insulators  that  the  extreme  limit  of  displacement  of  the  wire  will 
not  bring  the  latter  within  less  than  one  and  one-half  {IV2)  inches 
from  the  surface  wired  over. 

(b)  Main  collector  wires  carried  along  runways  shall  be  rigidly 
and  securely  attached  to  insulating  supports  placed  at  intervals  not 
exceeding  twenty  (20)  feet.  When  run  horizontally,  such  wires  shall 
be  separated  not  less  than  six  (6)  inches;  when  run  otherwise,  not 
less  than  eight  (8)  inches.  Where  necessary,  intervals  between  in- 
sulating supports  7  ay  be  increased  up  to  forty  (40)  feet,  the  separa- 
tion between  wires  being  increased  proportionately. 
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(c)  Bridge  collector  wires  shall  be  kept  at  least  two  and  one- 
half  (2%)  inches  apart  and,  where  the  span  exceeds  eighty  (80) 
feet,  insulating  saddles  shall  be  placed  at  intervals  not  exceeding 
fifty  (50)  feet. 

Note:  It  is  recommended  that  the  distance  between  wires  be 
greater  than  two  and  one-half  (2%)  inches,  where  practicable. 

(d)  Sizes  of  collector  wire  shall  conform  to  the  following  table: 
Distance  between  Rigid  Supports  Size  of  wire. 

0-30  feet  No.  6 

31-60     "  No.  4 

Over  60     "  No.  2 

Sec.  D-2005— COLLECTORS: 

(a)  Collectors  shall  be  so  designed  as  to  reduce  to  a  minimum 
the  sparking  between  them  and  the  collector  wire. 

Sec.  D-2006— SWITCHES  AND  CUTOUTS: 

(a)  The  main  collector  wires  shall  be  protected  by  a  cutout, 
and  the  circuit  shall  be  controlled  by  a  switch.  The  cutout  and 
switch  shall  be  so  located  as  to  be  readily  accessible  from  the  floor. 

(b)  Where  cranes  are  operated  from  cabs,  the  cutout  and 
switch  specified  above  shall  be  inserted  in  the  leads  from  the  main 
collector  wires,  and  shall  be  so  located  in  the  cab  as  to  be  readily 
accessible  to  the  operator. 

(c)  Where  more  than  one  motor  is  employed  on  a  crane,  each 
motor  with  its  leads  shall  be  separately  protected  by  an  automatic 
cutout  in  accordance  with  the  provisions  of  Parts  8  and  10  of  this 
Division;  provided,  however,  that  where  two  (2)  motors  operate  a 
single  hoist,  carriage,  truck  or  bridge  and  are  controlled  as  a  unit  by 
one  (1)  controller,  the  pair  of  motors  with  their  leads  may  be  pro- 
tected by  a  single  automatic  cutout.  This  cutout  shall  be  located  in 
the  cab  if  there  is  one. 

Sec.  D-2007— CONTROLLERS: 

(a)  If  the  crane  operates  over  readily  combustible  material, 
the  resistance  shall  be  placed  in  a  well  ventilated  cabinet  composed 
of  non-combustible  material,  so  constructed  that  it  will  not  emit 
flame  or  molten  metal. 

Note:  If  the  resistances  are  located  in  a  cab,  this  requirement 
may  be  met  by  constructing  the  latter  of  non-combustible  material 
enclosing  the  sides  of  the  cab  from  the  floor  to  a  point  at  least  six 
(6)  inches  above  tops  of  resistances. 

Sec.  D-2008— GROUNDING: 

(a)  Motor  frames,  tracks  and  the  entire  frame  of  the  crane 
shall  be  grounded  as  prescribed  in  Part  9  of  this  Division. 

DIVISION  D— PART  TWENTY-ONE 
ELEVATORS 
Sec.  D-2101— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  ad- 
ditional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19  in- 
clusive of  this  Division. 

Sec.  D-2102— WIRES  AND  CABLES: 

(a)  The  flexible  or  traveling  cables  of  the  operating  and  light- 
ing circuits  shall  be  of  approved  rubber-covered  type,  and  shall  have 
a  substantial  flameproof  outer  covering.     They  may  be  run  in  prop- 
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erly  bushed  approved  conduit  where  attached  to  the  car,  or  may 
be  run  exposed  and  attached  directly  to  the  outer  surface  of  the 
car  extending  thence  to  switches  or  fixtures  within  the  car. 

(b)  Conductors  for  lighting  cables  shall  be  not  smaller  than 
No.  14,  and  for  control  cables  not  smaller  than  No.  16. 

(c)  Conductors  for  lighting  cables  and  control  cables  where 
located  in  shafts  shall  be  encased  in  approved  conduit  or  armor. 
Split  tees  and  elbows  may  be  used  on  conduit  work  except  where  the 
pipe  contains  feeders. 

(d)  Signal  wires,  other  than  those  receiving  energy  from 
primary  batteries  or  approved  bell  transformers  shall  be  encased 
in  approved  conduit  equipped  with  approved  terminal  bushings  hav- 
ing an  individual  outlet  hole  for  each  wire. 

(e)  The  wires  of  motor  circuits  between  motors  and  control 
panels  may  be  grouped  together  without  any  extra  insulation  of  the 
separate  wires,  provided  the  complete  group  is  either  taped  or  corded 
and  painted  in  a  manner  to  make  the  same  a  rigid,  self-supporting 
form  not  over  three  (3)  feet  long  and  not  in  a  position  liable  to 
mechanical  damage  or  subject  to  a  temperature  in  excess  of  one 
hundred  and  twenty  (120)  degrees  F.  (49  degrees  C). 

(f)  All  wires  between  main  circuit  resistances  and  the  back 
control  panels  shall  each  have  a  flameproof  outer  covering  as  pre- 
scribed in  Section  D-1701,  paragraph  H,  of  this  Code.  All  other 
wiring  on  control  panels  may  be  of  the  rubber-covered  type,  pro- 
vided the  wires  are  laid  flat  against  the  panel  and  held  in  such  a 
manner  as  to  bq  immovable  and  free  from  mechanical  injury,  and 
not  subjected  to  a  temperature  exceeding  one  hundred  and  twenty 
(120)  degrees  F.  (49  degrees  C). 

Note:  In  a  few  cases  it  may  be  necessary  to  bunch  wires  of 
the  operating  circuit  on  the  rear  of  the  control  panel.  This  is  per- 
mitted, provided  the  wires  are  taped,  and  painted  with  an  insulating 
paint. 

Sec.  D-2103— SWITCHES: 

(a)  A  switch  disconnecting  all  ungrounded  wires  of  the  motor 
circuit  shall  be  located  within  sight  of  the  motor,  unless  permission 
to  locate  it  elsewhere  is  given  by  the  Commissioner  of  Buildngs. 

(b)  In  garages,  match  limit  switches  and  other  spark  emitting 
devices  shall  be  placed  at  least  four  (4)  feet  above  .the  line  of  the 
lowest  floor  level. 

Sec.    D-2104— GROUNDING: 

(a)  Conduit  or  armored  cable  attached  to  elevator  cars  need 
not  be  grounded. 

(b)  Motor  and  motor  generator  sets  mounted  on  metal  beams 
which  form  part  of  the  structural  metal  frame  of  a  building  shall 
be  deemed  to  be  grounded. 

(c)  The  shifting  cable  need  not  be  grounded  if  provided  with 
approved  strain  insulators. 

DIVISION   D— PART   TWENTY-TWO 
EXTRA  HAZARDOUS  LOCATIONS 
Sec.  D-2201— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division. 
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(b)  Extra  hazardous  locations  shall  comprise  rooms  or  com- 
partments in  which  highly  inflammable  gases,  liquids,  mixtures  or 
other  substances  are  manufactured,  used  or  stored  in  other  than 
original  containers. 

Note:     See  also — 

Motors  in  the  presence  of  combustible  dust,  section  D-1003, 
paragraphs  B  and  C.  Sockets  and  receptacles  over  specially  in- 
flammable stuff.  Section  D-1404,  paragraphs  H  and  I.  Externally 
wired  fixtures  in  the  presence  of  especially  inflammable  material, 
Section  D-1403,  paragraph  C. 

Sec.  D~2202— WIRING: 

(a)  Armored  cable  or  conduit  shall  be  employed  as  the  wiring 
method. 

Sec.  D-2203— ENCLOSURE  OF  LAMPS  AND  DEVICES: 

(a)  Lamps  shall  be  enclosed  in  guarded  vaporproof  globes. 

(b)  Devices  and  apparatus  which  tend  to  create  sparks  or 
arcs  and  thus  ignite  the  highly  inflammable  contents  shall  not  be 
placed  in  extra  hazardous  locations  unless  such  devices  and  appara- 
tus are  of  the  totally  enclosed  type,  especially  approved  for  the 
location. 

Sec.   D-2204— SPECIAL   PRECAUTIONS: 

(a)  Switches  and  motors  shall  not  be  located  under  any  hood 
or  in  any  vent  pipe. 

DIVISION  D— PART  TWENTY-THREE 
GARAGES 
Sec.   D-2301— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division. 

(b)  A  garage  shall  be  deemed  to  be  a  building  or  portion  of  a 
building  in  which  one  (1)  or  more  self-propelled  vehicles  carrying 
volatile,  inflammable  liquid  for  fuel  or  power  are  kept  for  use,  sale, 
storage,  rental,  repair,  exhibition  or  demonstration  purposes,  and 
all  that  portion  of  a  building  which  is  on  or  below  the  floor  or 
floors  on  which  such  vehicles  are  kept  and  which  is  not  separated 
therefrom  by  tight,  unpierced  fire  walls  and  fire  doors. 

Sec.  D  2302— WIRING: 

(a)  Where  the  floor  area  is  sufficient  to  permit  the  storage  of 
more  than  two  (2)  vehicles,  approved  conduit  or  approved  armored 
cable  shall  be  employed  as  the  wiring  method;  provided,  however, 
that  approved  metal  moulding  may  be  employed  in  offices  and  show 
rooms.  Where  the  floor  space  will  accommodate  not  more  than  two 
(2)   vehicles,  any  approved  wiring  method  may  be  employed. 

(b)  Outlet  and  junction  boxes  shall  be  located  at  least  four 
(4)   feet  above  the  floor. 

(c)  Approved  reinforced  cord  shall  be  used  for  pendant  lamps. 
Sec.  D-2303— PORTABLES: 

(a)  Approved  portable  cord  designed  for  rough  usage,  such 
as  hard  service  cord,  stage  cable  or  packinghouse  cord  shall  be 
used  to  connect  portable  lamps,  motors,  or  other  appliances.  The 
portable  cord  shall  carry  the  male  end  of  an  approved  pin-plug 
connector  or  equivalent,  the  female  end  being  of  such  design  or  so 
hung  that  the  connector  will  break  apart  readily  at  any  position  of 
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the  cable.     The  connector  shall  be  kept  at  least  four   (4)  feet  above 
the  floor. 

(b)  Portable  lights  shall  be  equipped  with  approved  keyless 
sockets  of  moulded  composition  or  metal  sheathed  porcelain  type,  the 
socket  being  provided  with  handle,  hook  and  substantial  guard. 

Sec.  D-2304— CHARGING  CABLES: 

(a)  Approved  stage  cable  shall  be  used  for  charging  purposes. 

(b)  Connectors  shall  be  of  approved  type  and  of  at  least  fifty 
(50)  amperes  capacity,  and  shall  be  so  designed  or  so  hung  that  at 
least  one  (1)  will  break  apart  readily  at  any  position  of  the  cable. 
Live  parts  shall  be  guarded  from  accidental  contact.  The  fixed,  or 
wall,  connector  shall  be  kept  at  least  four  (4)  feet  above  the  floor 
and,  if  not  located  on  a  switchboard  or  changing  panel,  shall  be 
guarded  from  accidental  contact. 

Sec.  D-2305— SWITCHBOARDS  AND  CHARGING  PANELS: 

(a)     Where   spark   producing  devices   are  not  located   at  least 

four  (4)    feet    above    the  floor  or  placed  in  vapor  proof  enclosures, 

switchboards  and  charging  panels  shall  be  located  in  a  room  or  in- 

closure  provided  for  the  purpose. 

Sec.  D-2306— GENERATORS  AND  MOTORS: 

(a)  Generators  or  motors  which  do  not  actually  form  part  of 
the  vehicle  equipment  shall  be  of  the  totally  enclosed  type,  or  located 
at  least  four  (4)  feet  above  the  floor  when  the  motor  is  located 
more  than  four  (4)  feet  above  the  floor  and  is  not  of  the  totally 
enclosed  type,  it  shall  be  equipped  with  wire  screens  of  not  less 
than  No.  14  mesh,  placed  over  openings  at  the  commutator  end. 

Sec.  D-2307— SPECIAL  PRECAUTIONS: 

(a)  Cutouts,  switches  and  receptacles  shall  be  placed  at  least 
four  (4)  feet  above  the  floor.  Cutouts  and  switches  attached  to 
portable  apparatus  shall  be  placed  in  approved  cabinets. 

(b)  Cutouts  and  switches  shall  be  enclosed  in  approved  boxes 
or  cabinets  unless  placed  on  switchboards  or  charging  panels  in  the 
manner  prescribed  in  Section  D-2305  above. 

(c)  Hatch  limit  switches  of  elevators  shall  be  located  at  least 
four  (4)  feet  above  the  lowest  floor  level. 

(d)  Where  fireproof  garages  are  constructed  with  more  than 
one  floor  and  an  approved  vehicle  ramp  connects  all  floors,  the  elec- 
trical switches,  cutouts  and  other  equipment  may  be  placed  closer 
than  four  feet  to  the  floor  on  all  floors  above  the  first  floor  and 
basement,  providing  the  method  of  installation  is  approved  by  the 
Commissioner  of  Buildings. 

DIVISION  D— PART  TWENTY-FOUR 
MOTION   PICTURE    STUDIOS   AND    FILM   VAULTS 
Sec.  D-2401— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive of  this  division,  and  Section  507  of  Division  A. 

(b)  A  motion  picture  exchange,  factory,  laboratory  or  studio 
shall  be  deemed  to  be  that  building  or  portion  of  a  building  in  which 
closed  in  approved  outlet  boxes  equipped  with  open-end  guards  riveted 
rewound,  repaired,  stored,  etc. 
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Sec.  D-2402— WIRING: 

(a)  Approved  conduit,  metal  raceway  or  armored  cable  shall 
be  employed  as  the  wiring  method. 

(b)  Side  wall  lamp  outlets  shall  consist  of  receptacles  en- 
closed in  approved  outlet  boxes  equipped  with  open-end  guards  riveted 
to  the  covers  of  the  boxes. 

(c)  Pendant  lamps  shall  be  suspended  by  means  of  approved 
reinforced  cords,  armored  cord  or  armored  cable  and  shall  be  pro- 
tected by  substantial  wire  guards. 

(d)  Each  lamp  portable  shall  be  composed  of  approved  hard 
service  flexible  cord,  approved  composition  or  approved  metal- 
sheathed  porcelain  keyless  socket,  handle,  hook  and  substantial  guard. 
The  cord  shall  carry  the  male  end  of  an  approved  pin  plug  connector 
or  equivalent,  the  female  end  being  of  such  design  or  so  hung  that 
the  connector  will  break  apart  readily  at  any  position  of  the  cord. 
The  connector  shall  be  kept  at  least  one  (1)  foot  above  the  floor. 

(e)  At  patching  tables,  approved  composition  or  metal-sheathed 
porcelain  keyless  sockets  shall  be  employed  and  shall  be  equipped 
with  suitable  means  to  guard  lamps  from  mechanical  injury. 

(f)  In  film  storage  vaults  lamps  shall  be  installed  on  rigid 
fixtures  and  inclosed  in  vaporproof  globes.  Such  lamps  shall  be 
controlled  by  a  double  pole  switch,  located  outside  the  vault.  Elec- 
trical motors  or  portable  lamps  shall  not  be  placed  in  the  vault. 

(g)  Motors  shall  be  of  the  enclosed  type.  Rheostats  shall  be 
placed  in  cabinets  which  enclose  all  live  parts,  leaving  only  the 
operating  handles  exposed. 

DIVISION  D— PART  TWENTY-FIVE 
MOTION  PICTURE  PROJECTORS  AND  EQUIPMENT 
Ses.  D-2501— GENERAL: 
See  Part   (10)   Division  A. 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive of  this  Division. 

(b)  The  so-called  professional  types  of  projectors,  such  as  are 
commonly  used  in  theaters  and  motion  picture  houses,  shall  be  lo- 
cated in  fireproof  booths. 

Note:  The  professional  projector  employs  a  film  which  is  one 
and  three-eighths  (1%)  inches  wide  and  has  on  each  edge  5.4  per- 
forations per  inch. 

(c)  Projectors  of  the  non-professional  or  miniature  type,  if 
employing  only  approved  slow  burning  (cellulose  acetate  or  equiva- 
lent) film,  may  be  operated  without  a  booth. 

Sec.  D-2502— PROJECTORS   OF   PROFESSIONAL  TYPE: 

(a)  The  arc  lamp  house  shall  be  composed  entirely  of  metal 
having  a  thickness  not  less  than  N«.  24  U.  S.  sheet  metal  gage  (0.25 
inch)  except  where  the  use  of  approved  insulating  material  is 
necessary.  Details  of  construction  shall  conform  to  the  require- 
ments of  section  D-1501,  of  this  Code.  An  incandescent  lamp  in- 
closure  shall  conform  to  the  above  requirements  so  far  as  may  be 
practicable. 

(b)  Wires  not  smaller  than  No.  4  shall  be  employed  to  supply 
the  projector  outlet. 
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(c)  Rheostats,  transforming  devices  and  any  substitute  there- 
for, shall  be  of  types  expressly  designed  and  approved  for  the  pur- 
pose. They  shall  be  judged  as  component  parts  of  the  projector 
equipment  as  to  installation  and  location. 

(d)  Top  and  bottom  magazines  shall  be  so  designed  in  some 
approved  manner  as  to  prevent  the  entrance  of  flame.  No  solder 
shall  be  used  in  their  construction.  The  front  side  of  each  magazine 
shall  consist  of  a  door  swinging  horizontally  and  equipped  with  a 
substantial  latch. 

(e)  An  automatic  shutter  shall  be  provided  and  permanently 
attached  to  the  gate  frame.  The  construction  of  the  shutter  shall  be 
such  as  to  shield  the  film  from  the  beam  of  light  whenever  the  film 
is  not  running  at  operating  speed. 

(f)  Motor-driven  projectors  shall  be  of  a  type  expressly  de- 
signed and  approved  for  such  operation.  Such  projectors  shall  be 
used  only  by  permission  of  the  Commissioner  of  Buildings,  and  when 
the  projector  is  in  charge  of  a  qualified  operator. 

Sec.    D-2503— ENCLOSURES    FOR    PROJECTORS    OF    PRO- 
FESSIONAL TYPE: 
(See  Sec.  A-1009.) 

(a)  The  enclosure  shall  be  constructed  of  suitable  fireproof 
material,  shall  be  properly  lighted  and  shall  be  large  enough  to 
permit  the  operator  to  walk  freely  on  either  side  of  or  back  of  the 
projector. 

Note:  It  is  recommended  that  two  (2)  inches  of  approved  lath 
and  plaster  be  used. 

(b)  Ventilation  shall  be  provided  by  means  of  two  (2)  vent 
pipes  having  a  cross-sectional  area  of  not  less  than  one  hundred 
(100)  square  inches  for  each  vent  and  such  vent  pipes  shall  lead 
to  the  outside  of  the  building  or  to  a  special  non-combustible  flue. 
The  vent  pipes  shall  be  kept  at  least  one  (1)  inch  from  combustible 
material  or  separated  therefrom  by  approved  non-combustible,  heat- 
insulating  material  not  less  than  one-half   (V2)   inch  in  thickness. 

(c)  A  draft  in  one  vent  pipe  shall  be  maintained  by  an  ex- 
haust fan  having  a  capacity  of  at  least  fifty  (50)  cubic  feet  per 
minute.  The  fan  motor  shall  be  so  installed  that  fumes  passing 
through  the  flue  cannot  come  in  contact  with  it,  shall  be  connected  to 
the  emergency  service  and  shall  not  be  controlled  from  the  booth. 

(d)  Openings  in  the  enclosure  shall  be  equipped  with  doors  or 
shutters  of  fire  resisting  material  equivalent  to  that  of  the  enclosure. 
Such  door  or  shutter  shall  entirely  close  its  opening,  and  shall  be 
arranged  to  be  held  in  the  closed  position  by  spring  hinges  or 
equivalent  devices. 

(e)  Rewinding  of  films  shall  be  performed  in  the  enclosure  if 
practicable;  otherwise,  in  a  separate  fireproof  room  provided  for  the 
purpose.  Extra  films  shall  be  kept  in  individual  metal  boxes  having 
tight  fitting  covers.  Reels  carrying  films  under  examination  or  in 
process  of  rewinding  shall  be  enclosed  in  magazines  or  approved 
metal  boxes  similar  to  those  of  the  projector,  and  not  more  than 
two  (2)  feet  of  film  shall  be  exposed. 

(f )  A  motor-generator  installed  in  the  projector  enclosure  shall 
have  the  commutator  end  or  ends  suitably  protected  from  mechanical 
injury  by  wire  screens  or  other  suitable  means. 
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Sec.  D-2504— PROJECTORS  OF  NON  PROFESSIONAL  TYPE: 

(a)  Motion  picture  projecting  machines  not  intended  for  in- 
stallation and  use  in  permanent  and  ventilated  booths  shall  be  per- 
mitted only  for  projecting  film  of  an  approved  slow  burning  (cellu- 
lose acetate  or  equivalent)   type. 

Exception:     Class  D  Buildings. 

(b)  All  such  equipment  shall  be  expressly  approved  including 
current  controlling  devices  and  other  essential  operating  parts. 

(c)  The  source  of  illumination  of  the  projected  view  shall  be 
an  incandescent  lamp  of  a  pattern  expressly  intended  for  stereopticon 
use  or  for  motion  picture  projection. 

(d)  Rheostats,  transformers,  switches  and  other  current  con- 
trolling devices  shall  be  attached  to  and  form  an  integral  part  of  the 
projector  or  its  housing  and  shall  have  no  live  parts  exposed. 

(e)  The  slow  burning  (cellulose  acetate  or  equivalent)  film 
shall  have  a  permanent  distinctive  marker  for  its  entire  length 
identifying  the  manufacturer  and  the  slow  burning  character  of  the 
film  stock. 

(f )  Machines  shall  be  marked  with  the  name  or  trademark  of 
the  maker,  and  with  the  voltage  and  current  rating  for  which  they 
are  designed,  and  shall  also  be  plainly  marked,  "For  use  with  slow 
burning  films  only." 

DIVISION   D— PART    TWENTY-SIX 
ORGANS 
Sec.  D-2601— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division.  They  shall  be  deemed  to  apply  to  those 
electrical  circuits  and  parts  of  electrically  operated  organs  which 
are  employed  for  the  control  of  the  sounding  apparatus  keyboards. 

Seci  D-2602— SOURCE  OF  ENERGY: 

(a)  The  source  of  energy  shall  be  either  a  self  exciting  gen- 
erator rated  at  not  over  fifteen  (15)  volts,  or  a  primary  battery. 

(b)  The  generator  shall  either  be  permanently  and  effectively 
insulated  both  from  ground  and  from  the  motor  driving  it,  or  both 
generator  and  motor  frames  shall  be  grounded  as  prescribed  in  Part 
9  of  this  Division. 

Sec.  D-2603— CABLES: 

(a)  All  wires  except  common  return  wires  inside  the  organ 
proper,  the  organ  sections  and  the  organ  console,  shall  be  cabled. 

(b)  The  separate  wires  of  the  cable  shall  be  not  smaller  than 
No.  26  and  shall  have  either  rubber,  cotton  or  silk  insulation.  The 
cotton  or  silk  may  be  saturated  with  paraffine,  if  desired. 

(c)  The  separate  wires  shall  be  either  bunched  or  cabled.  In 
either  event  they  shall  be  enclosed  in  one  or  more  braided  outer  cov- 
erings. A  tape  may  be  substituted  for  an  inner  braid.  The  outside 
covering  of  a  cable  not  run  in  conduit  shall  either  be  flameproof,  or 
covered  with  a  closely  wound  fireproof  tape. 

(d)  The  common  return  wire  shall  be  not  smaller  than  No.  14, 
shall  be  of  either  the  rubber  covered  or  the  slow  burning  type  and 
shall  not  be  contained  in  the  cable.  It  may  be  run  in  contact  with 
the  cable  or  placed  under  an  additional  covering  enclosing  both  cable 
and  return  wire. 
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Sec.  D-2604— WORKMANSHIP  AND  MATERIAL: 

(a)  All  wiring  and  devices  within  the  organ  or  any  of  its 
parts  shall  be  neatly  disposed  and  securely  fastened. 

Note:  It  is  not  found  to  be  either  necessary  or  feasible  in  organ 
structures  to  require  the  use  of  noncombustible,  nonabsorptive  in- 
sulating material  for  the  supports  or  enclosures  of  current  carrying 
parts. 

(b)  Cables  between  parts  of  the  organ  and  between  the  con- 
sole and  the  organ  shall  be  installed  in  a  workmanlike  manner,  shall 
be  securely  fastened  in  position  and  shall  be  kept  from  contact  with 
other  wires.     Conduit  may  be  used,  but  shall  not  be  required. 

Sec.  D-2605— FUSES: 

(a)  Circuits  shall  be  so  divided  and  protected  at  the  source 
by  approved  enclosed  fuses  of  not  over  thirty  (30)  amperes  rating 
that  every  wire  will  be  protected  by  one  (1)  or  more  such  fuses.  No 
other  fuses  in  the  organ  circuit  shall  be  required. 

DIVISION  D— PART  TWENTY-SEVEN 
RADIO   EQUIPMENT 
Sec.  D-2701— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive of  this  Division. 

(b)  Transformers,  voltage  reducers,  keys  and  other  devices 
employed  shall  be  of  types  expressly  approved  for  radio  operation. 

Sec.  D-2702— FOR  RECEIVING  STATIONS  ONLY: 

(a)  Antenna  and  counterpoise  outside  buildings  shall  be  kept 
well  away  from  all  electric  light  or  power  wires  of  any  circuit  of 
more  than  six  hundred  (600)  volts,  and  from  railway,  trolley  or 
feeder  wires,  so  as  to  avoid  the  possibility  of  contact  between  the 
antenna  or  counterpoise  and  such  wires  under  accidental  conditions. 

(b)  Antenna  and  counterpoise  where  placed  in  proximity  to 
electric  light  or  power  wires  of  less  than  six  hundred  (600)  volts, 
or  signal  wires,  shall  be  constructed  and  installed  in  a  strong  and 
durable  manner,  and  shall  be  so  located  and  provided  with  suitable 
clearance  as  to  prevent  accidental  contact  with  such  wires  by  sagging 
or  swinging. 

(c)  Splices  and  joints  in  the  antenna  span  shall  be  soldered 
unless  made  with  approved  splicing  devices. 

(d)  The  preceding  paragraphs  A,  B  and  C  shall  not  apply  to 
light  and  power  circuits  used  as  radio  receiving  antenna,  but  the 
devices  used  to  connect  the  light  and  power  wires  to  radio  receiving 
sets  shall  be  of  an  approved  condenser  type. 

(e)  Lead-in  conductors  shall  be  of  copper,  approved  copper- 
clad  steel  or  other  metal  which  will  not  corrode  excessively,  and  in 
no  case  shall  they  be  smaller  than  No.  14,  except  that  bronze  or  cop- 
per-clad steel  not  less  than  No.  17  may  be  used. 

(f)  Lead-in  conductors  on  the  outside  of  buildings  shall  not 
come  nearer  than  four  (4)  inches  to  electric  light  and  power  wires 
unless  separated  therefrom  by  a  continuous  and  firmly  fixed  non- 
conductor which  will  maintain  permanent  separation.  The  noncon- 
ductor shall  be  in  addition  to  any  insulating  covering  on  the  wire. 

(g)  Lead-in  conductors  shall  enter  the  building  through  a  non- 
combustible,  non-absorptive  insulating  bushing  slanting  upward 
toward  the  inside. 
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(h)  Each  lead-in  conductor  shall  be  provided  with  an  approved 
protective  device  (lightning  arrester)  which  will  operate  at  a  voltage 
of  five  hundred  (500)  volts  or  less,  properly  connected  and  located 
either  inside  the  building  at  some  point  between  the  entrance  and  the 
set  which  is  convenient  to  a  ground,  or  outside  the  building  as  near 
as  practicable  to  the  point  of  entrance.  The  protector  shall  not  be 
be  placed  in  the  immediate  vicinity  of  easily  ignitable  stuff,  or 
where  exposed  to  inflammable  gases  or  dust  or  flyings  of  combustible 
materials. 

(i)  If  an  antenna  grounding  switch  is  employed,  it  shall,  in  its 
position  form  a  shunt  around  the  protective  device.  Such  a  switch 
shall  not  be  used  as  a  substitute  for  the  protective  device. 

Note :  It  is  recommended  that  an  antenna  grounding  switch 
be  employed,  and  that  in  addition  a  switch  rated  at  not  less  than 
thirty  (30)  amperes,  two  hundred  and  fifty  (250)  volts,  be  located 
between  the  lead-in  conductor  and  the  receiver  set. 

(j)  If  fuses  are  used,  they  shall  not  be  placed  in  the  circuit 
from  the  antenna  through  the  protective  device  to  ground. 

Note:     Fuses  are  not  required. 

(k)  The  protective  grounding  conductor  may  be  bare  and  shall 
be  of  copper,  bronze  or  approved  copper-clad  steel.  The  grounding 
conductor  shall  be  not  smaller  than  No.  17  if  of  bronze  or  copper- 
clad  steel.  The  grounding  conductor  shall  be  run  in  as  straight  a 
line  as  possible  from  the  protective  device  to  a  good  permanent 
ground.  Preference  shall  be  given  to  water  piping.  Other  per- 
missible grounds  are  grounded  steel  frames  of  buildings  or  other 
grounded  metal  work  in  the  building,  and  artificial  grounds  such  as 
driven  pipes,  rods,  plates,  cones,  etc.  Gas  piping  shall  not  be  used 
for  the  ground. 

(1)  The  protective  grounding  conductor  shall  be  guarded  where 
exposed  to  mechanical  injury.  An  approved  ground  clamp  shall  be 
used  where  the  grounding  conductor  is  connected  to  pipes  or  piping. 

(m)  The  grounding  conductor  may  be  run  either  inside  or  out- 
side the  building.  The  protective  grounding  conductor  and  ground, 
installed  as  prescribed  in  the  preceding  paragraphs  K  and  L,  may  be 
used  as  the  operating  ground. 

Note :  It  is  recommended  that  in  this  case  the  operating  ground- 
ing conductor  be  connected  to  the  ground  terminal,  of  the  protective 
device. 

If  desired,  a  separate  operating  grounding  connection  and 
ground  may  be  used,  the  grounding  conductor  being  either  bare  or 
provided  with  an  insulating  covering. 

(n)  Wires  inside  buildings  shall  be  securely  fastened  in  a 
workmanlike  manner  and  shall  not  come  nearer  than  two  (2)  inches 
to  any  electric  light  or  power  wire  not  in  conduit  unless  separated 
therefrom  by  some  continuous  and  firmly  fixed  non-conductor,  such 
as  porcelain  tubes  or  approved  flexible  tubing,  making  a  permanent 
separation.  This  non-conductor  shall  be  in  addition  to  any  regular 
insulating  covering  on  the  wire.  Storage  battery  leads  shall  consist 
of  conductors  having  approved  rubber  insulation. 

Note:  It  is  recommended  that  the  circuit  from  the  storage 
battery  be  properly  protected  by  fuses  as  near  as  possible  to  the 
battery. 


842  journal  or  common  COUNCIL      [Special    Meeting 


Sec.  D-2703--FOR  TRANSMITTING  STATIONS  ONLY: 

(a)  Antenna  and  counterpoise  outside  buildings  shall  be  kept 
well  away  from  all  electric  light  or  power  wires  of  any  circuit  of 
more  than  six  hundred  (600)  volts  and  from  railway,  trolley  or 
feeder  wires,  so  as  to  avoid  the  possibility  of  contact  between  the 
antenna  or  counterpoise  and  such  wires  under  accidental  conditions. 

(b)  Antenna  and  counterpoise  where  placed  in  proximity  to 
electric  light  or  power  wires  of  less  than  six  hundred  (600)  volts,  or 
signal  wires,  shall  be  constructed  and  installed  in  a  strong  and  dur- 
able manner,  and  shall  be  so  lc2ated  and  provided  with  suitable 
clearance  as  to  prevent  accidental  contact  with  such  wires  by  sagging 
or  swinging. 

(c)  Splices  and  joints  in  the  antenna  and  counterpoise  span 
shall  be  soldered  unless  made  with  approved  splicing  devices. 

(d)  Lead-in  conductors  shall  be  of  copper,  bronze,  approved 
copper-clad  steel  or  other  metal  which  will  not  corrode  excessively 
and  in  no  case  shall  be  smaller  than  No.  14. 

(e)  Antenna  and  counterpoise  conductors  and  wires  leading 
therefrom  to  the  ground  switch,  where  attached  to  buildings,  shall 
be  firmly  mounted  five  (5)  inches  clear  of  the  surface  of  the  build- 
ing, on  non-absorptive  insulating  supports  such  as  treated  pins  or 
brackets,  equipped  with  insulators  having  not  less  than  five  (5) 
inches  creepage  and  air-gap  distance  to  inflammable  or  conductive 
material.     Suspension  type  insulators  may  be  used. 

(f)  In  passing  the  antenna  or  counterpoise  lead-in  into  the 
building  a  tube  or  bushing  of  non-absorptive  insulating  material, 
slanting  upward  toward  the  inside,  shall  be  used  and  shall  be  so 
insulated  as  to  have  a  creepage  and  air-gap  distance  of  at  least  five 
(5)  inches  to  any  extraneous  body.  If  porcelain  or  other  fragile 
material  is  used  it  shall  be  protected  where  exposed  to  mechanical 
injury.  A  drilled  window  pane  may  be  used  in  place  of  a  bushing, 
provided  five  (5)  inches  creepage  and  air-gap  distance  is  main- 
tained. 

(g)  A  double-throw  knife  switch  having  a  break  distance  of  at 
least  four  (4)  inches  and  a  blade  not  less  than  one-eighth  (%)  inch  by 
one-half  (V2)  inch  shall  be  used  to  join  the  antenna  and  counter- 
poise lead-in  to  the  grounding  conductor.  The  switch  may  be  located 
inside  or  outside  the  building.  The  base  of  the  switch  shall  be  of 
non-absorptive  insulating  material.  This  switch  shall  be  so  mounted 
that  its  current  carrying  parts  will  be  at  least  five  (5)  inches  clear 
of  the  building  wall  or  other  conductors.  The  conductor  from 
grounding  switch  to  ground  shall  be  securely  supported. 

Note:  It  is  recommended  that  the  switch  be  located  in  the  most 
direct  line  between  the  lead-in  conductors  and  the  point  where 
grounding  connection  is  made. 

(h)  Antenna  and  counterpoise  conductors  shall  be  effectively 
and  permanently  grounded  at  all  times  when  the  station  is  not  in 
actual  operation  and  unattended,  by  a  conductor  at  least  as  large 
as  the  lead-in  and  in  no  case  smaller  than  No.  14,  copper,  bronze  or 
approved  copper-clad  steel.  This  grounding  conductor  need  not  have 
an  insulated  covering  or  be  mounted  on  insulating  supports.  The 
grounding  conductor  shall  be  run  in  as  straight  a  line  as  possible  to 
a  good  permanent  ground.  Preference  shall  be  given  to  water  pip- 
ing. Other  permissible  grounds  are  the  grounded  steel  frames  of 
buildings  and  other  grounded  metal  work  in  buildings  and  artificial 
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grounding  devices  such  as  driven  pipes,  rods,  plates,  cones,  etc.  The 
grounding  conductor  shall  be  protected  where  exposed  to  mechanical 
injury.  A  suitable  approved  ground  clamp  shall  be  used  where  the 
ground  conductor  is  connected  to  pipes  or  piping.  Gas  piping  shall 
not  be  used  for  the  ground. 

Note:  It  is  recommended  that  the  protective  grounding  con- 
ductor be  run  outside  the  building. 

(i)  The  radio-operating  grounding  conductor  shall  be  of  cop- 
per strip  not  less  than  three-eighths  (%)  inch  wide  by  one-thirty- 
second  (Jz)  of  an  inch  thick,  or  of  copper,  bronze,  or  approved  cop- 
per-clad steel  having  a  periphery,  or  girth,  of  at  least  three-quarters 
( % )  of  an  inch  such  as  No.  2  wire,  and  shall  be  firmly  secured  in 
place  throughout  its  length. 

(j)  The  operating  grounding  conductor  shall  be  connected  to 
a  good  permanent  ground.  Preference  shall  be  given  to  water  piping. 
Other  permissible  grounds  are  grounded  steel  frames  of  buildings 
or  other  grounded  metal  work  in  the  building,  and  artificial  ground- 
ing devices  such  as  driven  pipes,  rods,  plates,  cones,  etc.  Gas  piping 
shall  not  be  used  for  the  ground. 

(k)  When  the  current  supply  is  obtained  directly  from  light- 
ing or  power  circuits,  the  conductors  shall  be  installed  in  approved 
metal  conduit,  armored  cable  or  metal  raceways,  even  if  lead  covered 
wire  is  used. 

(1)  In  order  to  protect  the  supply  system  from  high  potential 
surges  and  kick-backs  there  shall  be  installed  in  the  supply  line  as 
near  as  possible  to  each  radiotransformer,  rotary  spark  gap,  motor 
and  generator  or  motor  generator  sets  and  other  auxiliary  apparatus 
one  of  the  following. 

(1)  Two  (2)  condensers  (each  of  not  less  than  one- 
half  (V2)  microfarad  capacity  and  capable  of  withstanding 
six  hundred  (600)  volts  test)  in  series  across  the  line  with 
a  mid-point  between  the  condensers  grounded;  across  (in 
parallel  with)  each  of  these  condensers  shall  be  connected  a 
shunting  fixed  spark-gap  capable  of  not  more  than  one- 
thirty-second    (1/32)    inch  separation. 

(2)  Two  (2)  vacuum  tube  type  protectors  in  series 
across  the  line  with  the  mid-point  grounded. 

(3)  Resisters  having  practically  zero  inductance  con- 
nected across  the  line  with  the  mid-point  grounded. 

Note:  It  is  recommended  that  this  third  method  be 
not  employed  where  there  is  a  circulation  of  power  current 
between  the  mid-point  of  the  resisters  and  the  protective 
ground  of  the  power  or  circuit.     . 

(4)  Electrolytic  lighting  arresters  such  as  the  alumi- 
num cell  type. 

DIVISION  D— PART  TWENTY-EIGHT 
SIGNS  AND  OUTLINE  LIGHTING 
Sec    D-2801— GENERAL: 

(a  \      The  requirements  of  this  Part  shall  be  deemed  to  be  addi- 
tional v\  or  amendatory  of,  those  prescribed  in   Parts   1  to  19,  in- 
clusive,   )f  this  Division  and  Part  4  of  Division  B. 
Set     D-2802— MATERIAL : 

(a)  Metal  used  in  the  construction  of  sign  boxes,  cabinets  or 
outline  troughs  shall  be  not  less  than  No.  28  U.  S.  sheet  metal  gage 
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Sec.  D-2910— PORTABLE  CONDUCTORS: 

(a)  Pin-plug  connectors  shall  be  so  designed  that  tension  on 
the  cable  will  not  cause  serious  mechanical  strain  on  the  connections. 
The  female  half  shall  be  attached  to  the  live  end  of  the  cable. 

(b)  Flexible  conductors  used  for  receptacles  to  arc  lamps, 
bunches  or  other  portable  equipments  shall  be  approved  stage  cable 
except  that  for  the  purpose  of  feeding  a  stand  lamp  under  condi- 
tions where  conductors  are  not  liable  to  severe  mechanical  injury, 
an  approved  reinforced  cord  mav  be  used,  provided  cutout  designed 
to  protect  same  is  not  fused  over  fifteen   (15)   amperes  capacity. 

Sec.  D-2911— LIGHTS  ON  SCENERY: 

(a)  Brackets  shall  be  wired  internally,  and  the  fixture  stem 
shall  be  carried  through  to  the  back  of  the  scenery,  where  a  suitable 
bushing  shall  be  placed  on  the  end  of  the  stem.  Fixtures  shall  be 
securely  fastened  in  place. 

Sec.  D-2912— STRING  OR  FESTOONED  LIGHTS: 

(a)  Joints  in  wiring  shall  be  staggered  where  practicable. 

(b)  Lamps  enclosed  in  lanterns  or  similar  devices  shall  be 
equipped  with  approved  guards. 

Sec.  D-2913— SPECIAL   ELECTRICAL  EFFECTS: 

(a)     Devices    used    for    simulating    lightning,    waterfalls,    etc., 

shall  be  so  constructed  and  located  that  flames,  sparks,  etc.,  cannot 

come  in  contact  with  combustible  material. 

DIVISION  D— PART  THIRTY 
SMALL  ISOLATED  PLANTS 
Sec.  D-3001— GENERAL: 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  ad- 
ditional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division. 

(b)  This  part  shall  be  deemed  to  apply  particularly  to  isolated 
plants  which  employ  as  their  prime  mover  a  stationary  internal-com- 
bustion engine,  with  its  necessary  fittings,  connected  to  an  electric 
generator  either  with  or  without  an  auxiliary  storage  battery  with 
its  control  devices,  and  operating  at  a  potential  of  less  than  fifty  (50) 
volts. 

(c)  Attention  shall  be  given  to  the  relatively  low  voltage  at 
which  these  plants  operate,  thus  requiring  a  greater  current  for 
equivalent  energy  and  making  necessary  a  greater  ampere  capacity 
of  conductors,  fittings,  devices  and  appliances,  as  compared  with 
those  of  the  standard  zero  to  six  hundred  (0-600)  volt  classification 
used  on  commercial  circuits. 

Sec.  D-3002— SOCKETS  AND  RECEPTACLES: 

(a)  Lamp  sockets  and  receptacles  shall  be  of  the  two  hundred 
and  fifty  (250)  volt,  two  hundred  and  fifty  (250)  watt  classification 
and  shall  be  rated  at  not  over  three  and  one-half  (3^)   amperes. 

(b)  Lamp  sockets  and  receptacles  shall  be  rated  at  not  less 
than  forty  (40)  watts  each,  for  purposes  of  installation. 

Sec.  D-3003— AUTOMATIC  CUTOUTS: 

(a)  Fuses  shall  be  so  placed  that  no  set  of  small  motors,  small 
heating  appliances  or  incandescent  lamps,  nor  more  than  eight  (8) 
lamp  sockets  or  receptacles,  requiring  more  than  three  hundred  and 
twenty  (320)  watts,  shall  be  dependent  upon  one   (1)   cutout. 

(b)  The  fuses  in  the  branch  circuit  shall  not  exceed  ten  (10) 
amperes  rating. 
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which  are  placed  at  intervals  not  exceeding  one  (1)  foot,  the  recep- 
tacles themselves  shall  be  considered  to  afford  the  necessary  support 
and  spacing  of  the  wires.  Where  the  interval  between  receptacles 
exceeds  one  (1)  foot  but  is  less  than  two  (2)  feet,  an  additional  non- 
combustible,  non-absorptive  irsulator  maintaining  a  separation  and 
spacing  equivalent  to  the  receptacle  shall  be  used. 

(c)  Where  flexible  tubing  must  be  employed  in  outline  lighting, 
the  ends  shall  be  sealed  and  painted  with  a  moisture  repellant  and 
the  tubing  shall  be  kept  at  least  one-half  (%■)  inch  from  the  sur- 
face wired  over. 

Sec.  D-2806— GROUNDING: 

(a)  Troughs  used  for  outline  lighting  shall  be  grounded  as 
provided  in  Part  9  of  this  Division. 

DIVISION  D— PART  TWENTY-NINE 
THEATERS— INCLUDING   MOTION   PICTURE   HOUSES— PUB- 
LIC ASSEMBLY 
Sec.  D-2901— GENERAL:      (See  Parts  5  and  10,  Division  A.) 

(a)  The  requirements  of  this  Part  shall  be  deemed  to  be  ad- 
ditional to,  or  amendatory  of,  those  prescribed  in  Parts  1  to  19,  in- 
clusive, of  this  Division. 

(b)  Emergency  lights  shall  be  deemed  to  be  exit  lights  and  all 
lights  in  lobbies,  stairways,  corridors  and  other  portions  of  the 
theater  or  public  assemblies  to  which  the  public  has  access,  which 
are  normally  kept  lighted  during  the  performance. 

Sec.  D-2902— SERVICES: 

(a)  Where  the  supply  can  be  obtained  from  two  (2)  separate 
street  mains,  two  (2)  separate  and  distinct  services  shall  be  in- 
stalled, one  (1)  service  being  of  sufficient  capacity  to  supply  current 
for  the  entire  equipment  of  the  theater,  the  other  service  being  of 
sufficient  capacity  to  supply  current  for  all  emergency  lights. 

(b)  Where  the  supply  cannot  be  obtained  from  two  (2)  sepa- 
rate sources,  the  feed  for  the  emergency  lights  shall  be  taken  from  a 
point  on  the  street  side  of  the  main  service  fuses.  By  "emergency 
lights"  are  meant  exit  lights  and  all  lights  in  lobbies,  stairways, 
corridors  and  other  portions  of  the  theater  or  public  assemblies  to 
which  the  public  have  access,  which  are  normally  kept  lighted  dur- 
ing the  performance. 

(c)  Where  the  source  of  supply  is  an  isolated  plant  located  in 
the  building,  an  auxiliary  service  of  capacity  sufficient  to  supply  all 
emergency  lights  shall  be  obtained  from  some  outside  source,  or 
from  an  adequate  storage  battery  installed  upon  the  premises. 

Sec.  D-2903— AUDITORIUM: 

(a)  Approved  conduit,  metal  raceway  or  armored  cable  shall 
be  employed  as  the  wiring  method. 

(b)  Receptacles  shall  be  inclosed  in  boxes. 

(c)  Not  more  than  one  (1)  set  of  fuses  shall  be  interposed  be- 
tween service  fuses  and  exit  lights. 

(d)  Emergency  lights  shall  not  be  connected  to  or  controlled 
by  the  stage  control,  but  from  the  lobby  or  other  convenient  place  in 
the  front  of  the  theater. 

(e)  All  fuses  shall  be  inclosed  in  approved  cabinets. 
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Sec.  D-2904— STAGE : 

(a)  Approved  conduit  or  armored  cable  shall  be  employed  as 
the  wiring  method. 

(b)  The  switchboard  shall  be  of  the  dead-front  type,  and  shall 
carry  a  metal  hood  running  the  full  length  of  the  board  and  protect- 
ing the  latter  from  falling  objects. 

(c)  Dimmers  shall  be  so  connected  that  they  will  be  dead  when 
their  respective  current  switches  are  open. 

(d)  Footlights  shall  be  wired  by  either  the  conduit  or  the 
armored  cable  method,  receptacles  being  inclosed  in  approved  boxes, 
or  the  wires  shall  be  encased  in  metal  trough  composed  of  No.  20  U. 
S.  sheet  metal  gage  (.375  inch),  treated  to  prevent  oxidation.  Con- 
ductors shall  be  soldered  to  receptacle  terminals,  which  shall  be 
kept  at  least  one-half  (V2)  inch  from  the  metal  of  the  trough. 

(e)  Footlights,  border  lights  and  proscenium  sidelights  shall 
be  so  wired  that  the  number  of  outlets  and  the  lamps  connected  to 
them  shall  in  no  case  be  such  as  to  place  more  than  fifteen  (15) 
amperes  on  a  branch  circuit  fuse. 

(f)  Borders  and  proscenium  sidelights  shall  be  constructed  as 
prescribed  in  paragraph  D  of  this  section,  shall  be  suitably  stayed 
and  supported,  and  shall  be  so  designed  that  the  flanges  of  the  re- 
flectors or  other  adequate  guards  will  protect  the  lamps  from  mechan- 
ical injury  and  from  accidental  contact  with  scenery  or  other  com- 
bustible material. 

(g)  Border  cables  shall  be  of  approved  type  and  suitably  sup- 
ported.    They  shall  be  employed  only  where  flexibility  is  required. 

(h)  Approved  slow-burning  wire  shall  be  used  for  wiring  the 
border. 

(i)  Borders  shall  be  suitably  suspended.  If  wire  rope  is  used 
each  length  shall  be  insulated  by  at  least  one  (1)  strain  insulator, 
placed  close  to  the  border. 

(j)  Stage  and  gallery  pockets  shall  be  approved  type,  in- 
sulated from  ground  and  controlled  from  the  switchboard.  Feeds 
for  arc  pockets  shall  be  not  smaller  than  No.  6,  and  the  receptacles 
shall  have  a  capacity  of  not  less  than  thirty-five  (35)  amperes. 
Feeds  to  pockets  shall  be  of  ample  size  to  supply  all  receptacles 
therein  at  full  rating.  Plugs  for  arc  and  incadescent  pockets  shall 
not  be  interchangeable. 

(k)  Lamps  installed  in  scene  docks  shall  be  so  located  and 
guarded  as  to  be  free  from  mechanical  injury. 

(1)      Curtain  motors  shall  be  of  the  inclosed  type. 

(m)  Where  stage  flue  dampers  are  released  by  an  electrical 
device,  the  circuit  operating  the  latter  shall  be  normally  closed,  and 
shall  be  controlled  by  at  least  two  (2)  approved  single  pole  switches 
enclosed  in  approved  iron  boxes  having  self-closing  doors  without 
locks  or  latches,  one  (1)  switch  being  placed  at  the  electrician's  sta- 
tion and  the  other  where  designated  by  the  Commissioner  of  Build- 
ings. The  device  shall  be  designed  for  the  full  voltage  of  the  circuit 
to  which  it  is  connected,  no  resistance  being  inserted.  It  shall  be 
located  in  the  loft  above  the  scenery  and  shall  be  inclosed  in  a  suit- 
able iron  box  having  a  tight,  self-closing  door. 

Sec.  D-2905— DRESSING  ROOMS: 

(a)  Approved  conduit  or  armored  cable  shall  be  employed  as 
the  wiring  method. 
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(b)  Pendants  for  lights  shall  be  composed  of  approved  rein- 
forced cord,  armored  cable  or  armored  cord. 

(c)  Lamps  shall  be  protected  by  approved  guards  sealed  or 
locked  in  place. 

Sec.  D-2906— PORTABLE  ARC  LAMPS: 

(a)  Arc  lamps  shall  be  substantially  constructed  entirely  of 
metal  not  less  than  No.  20  U.  S.  sheet  metal  gage  (.0375  inch),  ex- 
cept where  approved  insulating  material  is  necessary.  The  design 
shall  be  such  as  to  provide  proper  ventilation  while  retaining  sparks, 
and  to  prevent  carbon  or  other  live  parts  of  lamp  from  making  con- 
tact with  metal  of  hood. 

(b)  Hoods  for  other  than  lens  lamps  shall  have  the  front  open- 
ing equipped  with  a  self-closing  hinged  door  frame  carrying  either 
wire  gage  or  glass.  Hoods  for  lens  lamps  may  have  a  stationary 
front,  and  a  solid  door  on  either  back  or  side. 

(c)  Mica  shall  be  used  for  the  insulation  of  the  lamp  frame. 

(d)  Arc  lamp  frames  and  standards  shall  be  so  installed  and 
guarded  as  to  prevent  their  becoming  grounded. 

(e)  The  switch  on  the  standard  shall  be  of  such  design  that 
accidental  contact  with  any  live  part  will  be  impossible. 

(f)  Stranded  connections  in  lamps  at  switch  and  rheostat  shall 
be  provided  with  approved  lugs. 

(g)  Rheostats  shall  be  enclosed  in  a  substantial  properly  venti- 
lated metal  case  affording  a  clearance  of  at  least  one  (1)  inch  be- 
tween case  and  resistance  element.  If  the  rheostat  is  mounted  on  the 
standard,  a  clearance  of  three  (3)  inches  above  the  floor  shall  be 
maintained. 

(h)  A  qualified  operator  shall  be  employed  for  each  lamp,  or 
for  each  two  (2)  lamps  not  more  than  ten  (10)  feet  apa'rt  and  so 
placed  that  one  operator  can  properly  watch  and  care  for  both. 

Sec.  D-2907— PORTABLE  BUNCHES: 

(a)  Substantial  metal  shall  be  employed  and  the  wiring  shall 
not  be  exposed. 

(b)  Where  the  cable  passes  through  the  metal  an  approved 
bushing  shall  be  employed  and  the  cable  shall  be  so  anchored  as  to 
relieve  the  connections  of  any  mechanical  strain. 

Sec.  D-2908— PORTABLE  STRIPS: 

(a)  Portable  strips  shall  conform  to  the  requirements  of  para- 
graphs D,  E,  and  F  of  section  2904,  of  this  Division. 

(b)  Where  the  cable  passes  through  thel  metal  an  approved 
bushing  shall  be  employed,  and  the  cable  shall  be  so  anchored  as  to 
relieve  the  connections  of  serious  mechanical  strain. 

Sec.  D-2909— PORTABLE  PLUGGING  BOXES: 

(a)  The  construction  shall  be  such  that  no  current-carrying 
part  will  be  exposed. 

(b)  Each  receptacle  shall  have  a  current  carrying  capacity 
of  thirty  (30)  amperes,  and  shall  be  protected  by  approved  fuses 
mounted  on  slate  or  marble  bases  enclosed  in  a  fireproof  cabinet 
equipped  with  self-closing  doors. 

(c)  Bus  bars  shall  have  a  current  carrying  capacity  equal  to 
the  sum  of  the  ampere  rating  of  all  the  receptacles.  Approved  lugs 
shall  be  provided  for  the  connection  of  the  master  cable. 
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wires  are  completely  enclosed  in  metal.  Where  the  fixture  is  ex- 
ternally wired,  wires  shall  be  secured  in  a  manner  which  will  not 
tend  to  cut  or  abrade  the  insulation,  and  the  same  shall  be  protected 
from  abrasion  where  they  pass  through  sheet  metal  pans,  canopies, 
etc.    No  splice  or  tap  shall  be  located  within  an  arm  or  a  stem. 

Note:  It  is  recommended  that  an  approved  splicing  device  or 
approved  plug  connections  be  used  for  attaching  the  fixture  wires 
to   the  circuit   wires. 

(b)  Each  fixture  shall  be  so  wired  that  all  screw  shells  of  sockets 
will  be  connected  to  the  same  fixture  stem  wire,  or  supply  wire,  or 
terminal  in  the  fixture,  and  this  wire  or  terminal  shall  be  marked 
in  an  approved  manner  by  which  it  may  be  readily  distinguished. 
The  marked  wire  shall  in  all  cases  be  the  grounded  wire. 

(c)  Chain  fixtures  shall  be  wired  with  flexible  conductors  so 
arranged  that  the  weight  of  the  fixture  will  not  put  tension  on  the 
conductors. 

(d)  Approved  fixture  wire,  approved  flexible  cord  or  approved 
rubber-covered  wire  shall  be  employed,  unless  the  wiring  is  exposed 
to  temperatures  in  excess  of  one  hundred  and  twenty  (120)  degrees 
Fahrenheit  (49  degrees  C.)  in  which  case  conductors  having  slow- 
burning  or  other  heat  resisting  covering  shall  be  used.  Fixtures 
intended  for  outdoor  use  shall  be  wired  with  approved  rubber-covered 
conductors.  Wires  shall  always  be  so  disposed  as  to  avoid  exposure 
to  high  temperatures  as  far  as  practicable.  Fixtures  intended  for 
use  in  rooms  where  inflammable  gases  may  exist  shall  consist  of  rigid 
stems,  internally  wired  with  approved  rubber-covered  conductors, 
soldered  directly  to  the  circuit,  and  shall  be  equipped  with  vapor 
tight  globes! 

(e)  Fixture  wires  or  the  individual  conductors  of  flexible  cords 
used  where  the  voltage  between  any  two  (2)  conductors  or  between 
any  conductor  and  the  ground  is  over  three  hundred  (300)  volts,  shall 
have  insulation  at  least  three-sixty -fourths  (#5)  of  an  inch  in  thick- 
ness for  sizes  No.  8  and  smaller. 

(f)  Wires  of  different  systems  shall  not  be  contained  in  or  at- 
tached to  a  fixture;  nor  shall  electric  gas  lighting  wiring,  other  than 
for  the  frictional  system,  be  attached  thereto. 

(g)  All  wiring  shall  be  free  from  short  circuits  and  grounds, 
and  shall  be  tested  for  these  defects  prior  to  being  connected  to  the 
circuit. 

Sec.  D-1403— INSTALLATION  OF  FIXTURES: 
(a)     Fixtures  shall  be  insulated  from  their  supports  by  approved 
insulating  joints,  placed  as  close  as  possible  to  the  ceiling  or  wall, 
except  under   the  following  conditions,   where   both   insulating  joint 
and  canopy  insulator  may  be  omitted: 

(1)  Straight  electric  fixtures  connected  to  knob-and- 
tube  work,  wooden  raceways  or  open  work,  except  on  metal 
ceilings  or  on  plaster  walls  or  ceilings  containing  metal 
lathing. 

(2)  Straight  electric  fixtures  where  the  screw  shells 
of  the  sockets  are  connected  to  the  grounded  wire  of  the 
circuit  and  in  which  all  wires  have  an  approved  insulation  and 
which  are  metallically  connected  in  a  permanent  and  effect- 
ive manner  to  metal  conduit,  armored  cable  or  metal  race- 
way systems  or  to  gas  piping,  provided  such  gas  piping  is 
grounded  in  the  manner  prescribed  in  Part  9  of  this  Division. 
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Sec.  D-3004— BATTERIES: 

(a)  Batteries  shall  be  located  in  rooms  or  spaces  having  natural 
means  of  ventilation. 

(b)  Battery  jars  and  cells,  if  not  composed  of  insulating  ma- 
terial such  as  glass  or  hard  rubber,  shall  be  mounted  on  insulating 
supports  of  glass  or  porcelain. 

Sec.  D-3005— GROUNDING: 

(a)  The  grounding  of  circuits  or  equipment  shall  not  be  re- 
quired. 

DIVISION  D— PART  THIRTY-ONE 
SYSTEMS  AND  VOLTAGES  OF  OVER  600  VOLTS 
Sec.  D-3101— SERIES  ARC  LIGHTING: 

(a)  Constant  current  systems  shall  not  be  installed  in  buildings, 
except  by  permission  of  the  Commissioner  of  Buildings. 

(b)  Wires  shall  be  of  approved  rubber-covered  type  and  shall 
be  kept  in  plain  sight  except  where  the  Commissioner  of  Buildings 
requires  that  they  be  encased. 

(c)  Wires  shall  be  supported  on  glass  or  porcelain  insulators 
which  rigidly  separate  the  wires  at  least  eight  (8)  inches  and  main- 
tain them  at  least  one  (1)  inch  from  the  surface  wired  over.  This 
requirement  shall  not  apply  to  locations  where  such  separations  are 
impracticable,  as  inside  lamps,  on  hanger  boards,  etc. 

(d)  Wires  on  side  walls  shall  be  encased  in  a  boxing  as  pro- 
vided in  Section  D-501,  paragraph  O,  of  this  Code. 

(e)  Wires  crossing  floor  timbers  in  cellars  or  rooms  where 
they  might  be  exposed  to  injury  shall  be  installed  on  running  boards 
or  protected  by  guard  strips  as  provided  in  Section  D-501,  para- 
graph M,  of  this  Code. 

(f)  The  service  shall  enter  through  an  approved  double-con- 
tact switch,  mounted  in  a  moisture  proof  non-combustible  case,  so 
located  as  to  be  readily  accessible  to  police  or  firemen.  This  switch 
shall  be  of  the  indicating  type,  shall  close  the  main  circuit  and  dis- 
connect the  branch  wires  when  turned  "off'  and  shall  be  so  designed 
that  it  will  automatically  continue  its  action  when  once  started.  It 
shall  prevent  an  arc  between  the  points  under  all  circumstances. 

(g)  Arc  lamps  shall  conform  generally  to  the  requirements  of 
Part  D-1501,  of  this  Code.  When  hanger  boards  are  not  used,  lamps 
shall  be  hung  from  insulating  supports  other  than  their  conductors. 

(h)  Incandescent  lamps  shall  be  suspended  from  hanger  boards 
by  rigid  pipes,  and  shall  not  be  attached  to  gas  fixtures.  Each  lamp 
shall  be  provided  with  an  automatic  cutout.  No  electromagnetic 
switching  device  shall  be  employed,  nor  shall  the  lamps  be  connected 
in  multiple-series  or  series-multiple. 

Sec.  D-3102— VACUUM  TUBE  SYSTEMS: 

(a)  The  tube  shall  be  so  installed  as  to  be  free  from  mechanical 
injury  or  contact  with  inflammable  material.  Coils  and  regulating 
apparatus  shall  be  mounted  on  a  slate  base  and  enclosed  in  well 
ventilated,  grounded,  approved  steel  cabinet  having  walls  not  less  than 
one-tenth  (1/10)  inch  in  thickness,  the  ventilation  being  so  designed 
as  to  prevent  the  emission  of  flame  or  sparks. 

(b)  Wiring  leading  to  the  above  cabinet  shall  conform  to  the 
requirements  of  Part  5  of  this  Division,  if  such  wire  operates  at  a 
potential  not  exceeding  three  hundred   (300)  volts. 
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Sec.  D-3103— WIRING: 

(a)  Wires  operating  at  a  potential  exceeding  five  thousand 
(5,000)  volts  shall  not  be  installed  in  or  above  buildings  other  than 
central  stations,  sub-stations  or  transformer  vaults. 

(b)  Elsewhere  than  in  central  stations,  sub-stations  and  gene- 
rator, transformer,  switching  and  motor  rooms,  all  apparatus  and 
wiring  connected  to  the  high  voltage  circuits  shall  be  completely  en- 
closed by  substantial  shields  or  casings;  grounded  as  prescribed  in 
Part  9  of  this  Division;  and  the  conduit  shall  properly  enter  and  be 
secured  to  such  shield  or  casing,  or  to  suitable  terminal  boxes  se- 
cured or  bolted  to  the  casing. 

(c)  Generator,  switching  and  motor  rooms  shall  be  securely 
locked,  or  other  provision  shall  be  made  to  limit  access  only  to 
qualified  persons. 

(d)  Elsewhere  than  in  central  stations,  sub-stations  and  genera- 
tor, transformer,  switching  and  motor  rooms,  the  wiring  shall  con- 
sist of  approved  multiple-conductor  grounded  metal  sheathed  cable 
enclosed  in  approved  grounded  conduit.  Where  the  cable  is  not  ex- 
posed to  moisture,  the  metal  sheath  may  be  omitted  by  permission  of 
the  Commissioner  of  Buildings. 

Where  moisture  is  absent,  the  metal  sheath  need  not  be  continued 
over  splices;  but  where  the  metal  sheath  is  required  over  the  rest 
of  the  cable  the  ends  of  the  sheath  shall  be  belled  out  and  bound 
around  the  spl'ces  by  No.  6  copper  wire  and  ground  clamps. 

(e)  Air-break  disconnectors  shall  be  installed  between  oil 
switches  used  as  service  switches  and  the  supply  wires. 

(f)  Where  a  cable  emerges  from  its  metal  sheath,  the  insula- 
tion of  the  several  conductors  shall  be  thoroughly  protected  from 
moisture  and  mechanical  injury  by  a  pothead  or  equivalent  device. 

(g)  Open  work  may  be  employed  in  central  stations,  sub-sta- 
tions, generator,  transformer  and  switching  rooms  and  motor  rooms 
adjoining  an  outside  wall  where  the  wires  entering  the  motor  room 
are  not  in  conduit,  provided  the  wires  are  rigidly  supported  on  glass 
or  porcelain  insulators  which  keep  them  at  least  one  (1)  inch  from 
the  surface  wired  over  and  eight  (8)  inches  apart  except  at  appa- 
ratus and  devices. 

Note:  Rigid  supporting  requires  supports  about  four  and  one- 
half  (4%)  feet  apart  when  wiring  along  flat  surfaces  under  ordinary 
conditions. 

See,  0-3104— MOTORS: 

(a)  Motors  operating  at  a  potential  exceeding  twenty-five  hun- 
dred (2500)  volts  to  ground  shall  not  be  installed  elsewhere  than  in 
central  stations,  sub-stations  and  generator  and  motor  rooms. 

Sec.  D-3105— TRANSFORMERS  AND  APPARATUS: 

(a)  Transformers  installed  in  central  stations  and  sub-sta- 
tions shall  be  so  located  that  fire  and  smoke  from  burning  coils  or 
boiling  oil  will  do  no  harm. 

Note :  It  is  recommended  that  air  cooled  transformers  be  isolated 
as  much  as  possible,  and  that,  if  air  blast  is  employed,  the  ducts  be 
fireproof. 

It  is  further  recommended  that  oil-field  transformers  be  placed 
in  a  compartment  constructed  in  accordance  with  section  3107  of 
this  Part. 

(b)  Transformers  shall  not  be  installed  in  buildings  other  than 
central  stations  or  sub-stations,  except  by  permission  of  the   Com- 
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missioner  of  Buildings.  Where  such  permission  has  been  granted, 
transformers  shall  be  located  as  near  as  possible  to  the  point  at 
Which  the  primary  wires  enter  the  building  and  shall  be  contained 
in  an  enclosure  of  fire-resistive  material  largel  enough  to  provide 
an  air  space  of  at  least  six  (6)  inches  on  every  side  of  the  trans- 
formers. This  enclosure  shall  be  securely  locked,  access  being  allowed 
only  to  authorized  persons,  and  shall  be  thoroughly  ventilated. 

Note:  It  is  recommended  that  ventilation  be  secured  by  means 
of  a  chimney  or  flue  leading  out  of  doors. 

(c)  Transformer  cases  shall  be  grounded  as  provided  in  Part 
9  of  this  Division;  provided,  however,  that  cases  or  frames  or  trans- 
formers used  exclusively  to  supply  current  to  switchboard  instru- 
ments need  not  be  grounded  if  they  are  installed  and  guarded  as  re- 
quired for  the  maximum  potential  at  which  they  operate. 

(d)  Oil-filled  transformers,  when  not  located  in  central  sta- 
tions or  sub-stations,  shall  be  enclosed  in  fireproof  vaults,  constructed 
in  accordance  with  section  3107  of  this  Part. 

*""    Sec.  D-3106— SWITCHES:    . 

(a)  Oil  switches  and  breakers  shall  be  isolated  from  other 
switches  and  electrical  apparatus  wherever  practicable.  When 
operated  at  a  potential  exceeding  seventy-five  hundred  (7500)  volts, 
they  shall  be  of  the  remote  control  type,  and  shall  be  placed  in 
separate  fireproof  cells  or  compartments. 

Note:  It  is  recommended  that  oil  switches  be  used  to  control 
transformers  in  the  transformers  vaults. 

Sec.  D-3107— TRANSFORMER  VAULTS: 

(a)  The  enclosure  shall  consist  of  concrete  not  less  than  six 
(6)  inches  in  thickness,  or  of  brick  not  less  than  eight  (8)  inches 
in  thickness,  except  that  when  the  total  transformer  capacity  so  en- 
closed is  not  over  one  hundred  (100)  kilo  volt  amperes  the  above 
thickness  may  be  reduced  to  four  (4)  inches,  provided  approved 
fireproof  material  is  employed  and  the  construction  of  the  vault  is 
specifically  approved  by  the  Commissioner  of  Buildings. 

Note:  It  is  recommended  that  outside  walls  of  the  building,  if 
of  fireproof  construction,  constitute  one  or  more  of  the  walls  of  the 
vault  or  enclosure. 

(b)  The  enclosure  shall  be  provided  with  means  for  ventila- 
tion which  will  prevent  the  development  of  room  temperatures  in 
excess  of  those  at  which  the  transformers  installed  therein  may  be 
safely  operated.  Limiting  temperatures  shall  be  determined  in  ac- 
cordance with  and  in  the  manner  prescribed  by  the  standardization 
rules  of  the  American  Institute  of  Electrical  Engineers,  and  tempera- 
tures under  full  load  shall  not  exceed  the  values  given  in  such  rules. 
All  ventilating  openings  not  connected  to  chimneys  or  flues  shall  be 
provided  with  automatic  or  manually  controlled  dampers  to  prevent 
the  emission  of  smoke  or  fire. 

Note :  It  is  recommended  that  damper  controls  be  arranged  to 
be  operated  from  a  point  outside  the  vault. 

(c)  Where  practicable,  a  suitable  drain  shall  be  provided  which 
will  carry  off  any  accumulation  of  oil  or  water  that  may  collect  in 
the  vault.  Floor  and  drain  shall  have  a  pitch  of  not  less  than  one- 
quarter  (%)  of  an  inch  per  foot.  In  vaults  containing  transformers 
having  a  total  capacity  of  one  hundred  (100)  kilovolt  amperes  or  less 
the  drain  may  be  omitted  if  the  enclosure  is  so  constructed  as  to  re- 
tain all  the  oil  used  within  the  vault. 
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(d)  Unless  access  is  from  the  outside  of  the  building  only,  the 
doorway  to  the  vault  shall  be  thoroughly  closed  by  means  of  an  ap- 
proved tight-fitting  fire  door.  A  door  sill  not  less  than  four  (4) 
inches  in  height  shall  be  provided.  In  all  cases  the  sill  shall  be  of 
sufficient  height  to  confine  within  the  vault  the  oil  from  the  largest 
transformers  installed. 

Sec.  D-3108— TRANSFORMERS  IN  FURNACE   ROOMS: 

(a)  The  requirements  of  Sections  3106  and  3107  of  this  Part 
shall  be  followed  as  far  as  pract; cable,  provided,  however,  that  by 
permission  of  the  Commissioner  of  Buildings  oil-filled  transformers 
having  a  total  rating  of  seventy-five  (75)  kilo  volt  amperes  or  less 
may  be  located  in  furnace  rooms  of  fire  resisting  construction,  if  sur- 
rounded by  concrete  curbs  not  less  than  six  (6)  inches  high  and 
forming  a  basin  of  sufficient  capacity  to  retain  all  the  oil  used  in 
such  transformers. 

Note:  This  is  to  guard  against  the  possibility  of  molten  metal 
from  the  furnace  coming  in  contact  with  the  transformer  case,  and 
also  to  prevent  oil  from  the  transformers  reaching  the  furnace. 

DIVISION  D— PART  THIRTY-TWO 
SIGNAL  SYSTEMS 
Sec.  D-3201— GENERAL: 

(a)  The  provisions  of  this  Part  shall  apply  to  telephone,  tele- 
graph (except  radio)  district  messenger  and  call-bell  circuits,  fire 
and  burglar  alarm  and  similar  systems. 

Note:  Such  systems  are  hazardous  only  because  of  their  liabil- 
ity to  become  crossed  with  electric  light,  heat  or  power  circuits; 

Sec.  D-3202— OUTSIDE  WIRES: 

(a)  Outside  wires  shall  be  placed  in  underground  ducts  or 
strung  on  poles.  They  shall  not  be  run  across  or  attached  to  roofs 
except  by  permission  of  the  Commissioner  of  Buildings. 

(b)  Underground  wires  shall  not  be  placed  in  a  duct,  handhole 
or  manhole  containing  electric  light  or  power  wires.  Where  a  hand- 
hole  or  manhole  is  divided  into  sections  by  means  of  partitions  of 
brick,  concrete  or  tile,  each  compartment  shall  be  considered  as 
separate  handhole  or  manhole. 

(c)  Overhead  wires  shall  not  be  attached  to  a  cross  arm  carry- 
ing electric  light  or  power  wires,  nor  shall  they,  when  on  the  exterior 
walls  of  buildings,  be  brought  closer  than  four  (4)  inches  to  elec- 
tric light  or  power  wires  unless  one  (1)  system  is  in  conduit  or  is 
permanently  separated  from  the  other  system  by  a  continuous  and 
firmly  fixed  non-conductor,  additional  to  the  insulation  on  the  wires. 

(d)  The  metal  sheath  of  aerial  cables  which  are  liable  to  con- 
tact with  electric  light  or  power  wires  shall  be  interrupted  close  to  the 
entrance  to  a  building,  by  an  insulating  joint  or  equivalent  device. 

(e)  The  distance  between  the  two  (2)  inside  pins  of  any  cross- 
arm  of  a  pole  carrying  signal  and  electric  light  and  power  wires  shall 
be  not  less  than  twenty-four  (24)  inches. 

Note:  It  is  recommended  that  signal  wires,  being  smaller  and 
more  liable  to  break  and  fall,  be  placed  on  the  lower  crossarms. 

(f)  Aerial  cables  of  the  metal-sheathed  type  may  have  paper 
or  other  suitable  insulation.  If  the  metal  sheath  is  omitted  each 
wire  shall  have  one  thirty-second  (1/32)  inch  rubber  insulation  and 
the  bunched  wires  shall  be  covered  with  a  substantial  braid. 
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(g)  Wires  from  the  last  outdoor  support  to  the  protector,  and 
wires  attached  to  buildings  shall  conform  to  the  requirements  of 
paragraph  F  of  this  section,  and  in  addition  shall  carry  a  substantial 
braid  on  each  wire.  Where  not  in  conduit,  such  wires  shall  be 
separated  from  woodwork  and  supported  on  glass  or  porcelain 
insulators. 

(h)  Wires  shall  enter  buildings  either  through  non-combustible, 
non-absorptive,  insulating  bushings,  or  through  approved  rigid  con- 
duit. Conduit  or  bushings  shall  slope  upward  from  the  outside,  or, 
where  this  cannot  be  done,  drip  loops  shall  be  formed  in  the  wires 
immediately  outside  the  point  of  entrance.  The  conduit  shall  be 
equipped  with  an  approved  service  head.  More  than  one  (1)  wire 
may  enter  through  one  (1)  conduit  or  bushing. 

Sec.  D-3203— IN  BUILDINGS— GENERALLY: 

(a)  Wires  beyond  the  protector,  or  wires  inside  buildings 
where  no  protector  is  employed,  shall  be  neatly  arranged  and  secured 
in  place  in  a  convenient,  workmanlike  manner.  They  shall  not  ap- 
proach nearer  than  two  (2)  inches  to  any  electric  light  or  power 
wire  unless  one  (1)  system  is  in  conduit  or  the  two  (2)  systems  are 
permanently  separated  by  a  continuous  and  firmly-fixed  non-conduc- 
tor, additional  to  the  insulation  on  the  wires. 

Note:  The  wires  would  ordinarily  be  insulated  but  the  kind  of 
insulation  is  not  specified,  as  reliance  is  placed  on  the  protector  to 
stop  all  dangerous  currents.  Porcelain  tubes  or  approved  flexible  tub- 
ing are  considered  suitable  non-conductors. 

(b)  Wires  bunched  together  in  a  vertical  run  shall  have  a  fire- 
resisting  covering  sufficient  to  prevent  the  carrying  of  fire  from 
floor  to  floor.  This  requirement  shall  not  apply  if  the  wires  are  en- 
cased in  non-combustible  tubing,  or  are  located  in  a  fireproof  shaft 
having  fire  stops  at  each  floor. 

(c)  Signal  wires  and  electric  light  and  power  wires  may  be  run 
in  the  same  shaft  if  the  two  (2)  systems  are  separated  at  least  two 
(2)   inches,  or  if  either  system  is  encased  in  non-combustible  tubing. 

(d)  Signal  wires  shall  not  be  placed  in  a  tube  containing  elec- 
tric light  or  power  wires. 

(e)  Transformers  or  other  devices  supplying  current  to  signal 
systems  from  electric  light  or  power  circuits  shall  be  of  a  type  ex- 
pressly approved^  for  such  service.  The  secondary  wiring  shall  con- 
form to  the  requirements  of  this  Part  and  the  primary  wiring  to  the 
requirements  of  Parts  1  to  19,  inclusive,  of  this  Division. 

Sec.  D-3204— IN  BUILDINGS— WHERE  THE  DISTRIBU- 
TION SYSTEMS  CONSISTS  OF  AERIAL  WIRES: 

(a)  An  approved  protector  shall  be  placed  as  near  as  prac- 
ticable to  the  point  of  entrance  to  the  building.  The  protector  shall  be 
mounted  on  a  non-combustible,  non-absorptive  insulating  base  and 
shall  consist  of  an  arrester  between  each  line  wire  and  ground  and  a 
fuse  in  each  line  wire,  the  fuses  protecting  the  arrester.  The  protec- 
tor terminals  shall  be  plainly  marked  to  indicate  "line,"  "instrument'' 
and  "ground". 

(b)  The  protector  shall  not  be  placed  in  the  immediate  vicinity 
of  easily  ignitable  material  or  inflammable  gases,  or  dust  or  flyings 
of  combustible  material. 

(c)  Where  the  entire  street  circuit  is  run  underground  a  pro- 
tector shall  not  be  required  unless  the  circuit  within  the  block  is  so 
placed   as  to   be   liable  to   accidental   contact   with   electric   light  or 
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power   wires   operating   at   a   potential   exceeding   two   hundred    and 
fifty   (250)   volts. 

Sec.  D-3205— GROUNDING: 

(a)  The  ground  conductor  of  the  protector  shall  consist  of  not 
less  than  No.  18  copper,  having  one-thirty-second  (1/32)  inch  rub- 
ber insulation,  covered  with  a  substantial  braid.  Where  necessary, 
it  shall  be  guarded  from  mechanical  injury. 

(b)  The  ground  conductor  shall  be  run  in  as  straight  a  line 
as  possible  to  a  permanent  and  effective  ground.  Where  connection 
is  made  to  a  gas  pipe,  attachment  shall  be  made  between  the  meter 
and  the  street  main.  In  every  case  the  attachment  shall  be  made 
as  close  to  the  earth  as  practicable. 

Note:  A  suitable  ground  may  be  obtained  by  connection  to 
either  a  water  pipe  or  gas  pipe,  preferably  to  the  former.  A  ground 
rod  or  pipe  driven  into  permanently  damp  earth  is  acceptable,  in 
the  absence  of  a  piping  system. 

(c)  The  ground  conductor  shall  be  attached  to  the  pipe  by 
means  of  an  approved  bolted  clamp  to  which  the  conductor  is  soldered 
or  otherwise  connected  in  an  approved  manner,  or  the  pipe  shall  be 
tinned  with  rosin  flux  solder  after  which  the  conductor  shall  be 
wrapped  around  the  pipe  and  thoroughly  soldered  to  it. 

(d)  Steam  or  hot  water  pipes  shall  not  be  employed  as  a 
ground  for  protectors. 

DIVISION  E— PART  ONE 
SMOKE  ABATEMENT  AND  FUEL   BURNING   EQUIPMENT- 
SMOKE  ABATEMENT 

Sec.  E-101— DIVISION  OF   SMOKE  ABATEMENT: 

There  is  hereby  established  a  division  of  the  Bureau  of  Build- 
ings of  the  City  of  Indianapolis  to  be  known  and  designated  as  the 
Division  of  Smoke  Abatement. 

All  employees  in  said  Division  of  Smoke  Abatement  shall  be 
appointed  according  to  law  and  shall  be  under  the  supervision  and 
control  of  the  Commissioner  of  Buildings. 

The  Division  of  Smoke  Abatement  shall  be  charged  with  the 
inspection  and  control  of  the  installation  and  maintenance  of  heat- 
ing, power  and  fuel  burning  equipment,  abatement  of  smoke,  the 
examination  and  approval  of  plans  of  all  heating,  power  and  fuel 
burning  installations  installed  or  reconstructed  in  any  building, 
location  or  on  any  premises  within  the  jurisdiction  of  the  City  of 
Indanapolis. 

Sec.  E-102— HEAD  OF  DIVISION: 

The  head  of  the  Division  of  Smoke  Abatement  shall  be  a 
registered,  professional  engineer  and  shall  be  designated  as  Com- 
bustion Engineer.  He  shall  be  qualified  by  technical  training  in  the 
theory  and  practice  of  heat,  power  and  combustion  engineering.  He 
shall  also  be  familiar  with  the  design,  construction  and  operation  of 
steam  boilers  and  furnaces  in  the  theory  and  practice  of  smoke  pre- 
vention and  abatement. 

Sec.  E-103— DENSITY  SCALE: 

That  for  the  purpose  of  determining  by  comparison  the  degree 
of  darkness  of  smoke  emitted  within  the  City  of  Indianapolis,  a 
color  scale  of  measurement  shall  be,  and  the  same  is  hereby  adopted 
as  follows :      One  thickness  of  gray  glass  of   sufficient  capacity  to 
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cut  off  sixty  (60)  per  cent  of  the  light  from  a  flame  having  the 
lighting  power  of  sixteen  (16)  candles  shall  be  taken  as  the  basis  of 
said  scale,  and  four  (4)  thicknesses  of  such  glass  shall  be  known 
and  designated  as  number  one  (1)   scale. 

Sec.  E-104— SMOKE  WHEN  A  NUISANCE: 

The  production,  emission,  or  escape  of  smoke,  within  the  City 
of  Indianapolis,  of  a  greater  degree  of  darkness  than  number  one  (1) 
scale,  as  described  in  the  preceding  section,  from  any  fire  or  fires, 
whether  same  be  active  or  burning  or  banked  or  in  a  state  of  rest,  or 
whether  said  smoke  be  suffered  or  permitted  to  escape  through  a 
stack  flue  or  chimney  or  from  an  open  space,  except  for  a  period 
or  periods  aggregating  six  (6)  minutes  in  any  one  (1)  hour  during 
which  time  the  firebox,  or  fireboxes,  is  being  cleaned  out  or  a  new 
fire,  or  fires,  built  therein,  is  hereby  declared  a  nuisance  and  may 
be  summarily  abated  by  the  Combustion  Engineer  or  by  any  one 
whom  he  may  duly  authorize  for  such  purpose.  Such  abatement 
may  be  in  addition  to  the  fine  hereinafter  provided.  Any  person, 
firm  or  corporation  who  shall  suffer  or  permit  the  production, 
emission  or  escape  of  smoke,  within  the  City  of  Indianapolis,  of  a 
greater  degree  of  darkness  than  number  one  (1)  scale  as  described 
in  the  preceding  section,  from  any  fire  or  fires  whether  same  be 
active  or  burning  or  banked  or  in  a  state  of  rest,  or  whether  said 
smoke  be  suffered  or  permitted  to  escape  through  a  stack,  flue  or 
chimney  or  from  an  open  space  except  for  a  period  or  periods  aggre- 
gating six  (6)  minutes  in  any  one  hour  during  which  time  the  fire 
box  is  being  cleaned  out  or  a  new  fire  built  therein  shall  be  deemed 
guilty  of  a  misdemeanor  and  upon  conviction  thereof  shall  be  fined 
not  less  than  two  (2)  dollars  nor  more  than  five  hundred  dollars 
($500.00)  for  each  offense;  and  each  emission  of  smoke  in  violation 
of  the  provisions  of  this  Section  shall  constitute  a  separate  offense 
for  each  and  every  day  on  which  such  violation  shall  continue. 

Sec.  E-105— PERMIT  REQUIRED: 

It  shall  be  unlawful  to  erect  new  plants  or  reconstruct,  alter 
or  repair  any  existing  plant  for  producing  heat  or  power  or  either 
of  them  or  to  install  piping  and  radiation  or  to  erect  any  new 
chimney  or  stack  connected  with  fuel  burning  plants  in  the  City  of 
Indianapolis  until  plans  and  specifications  of  the  same  have  been 
filed  in  the  Bureau  of  Build' ngs  and  approved  by  the  Combustion 
Engineer  and  a  permit  issued  for  such  erection,  reconstruction,  al- 
teration or  repair.  Plans  and  specifications  shall  be  filed  with  the 
Combustion  Engineer  and  shall  be  in  duplicate  and  shall  show  the 
amount  of  work  and  the  amount  of  heating  to  be  done  by  such  plant 
and  all  appurtenances  thereto — including  all  provisions  made  for  the 
purpose  of  securing  complete  combustion  of  the  fuel  to  be  used  and 
for  the  purpose  of  preventing  smoke;  said  plans  and  specifications 
shall  also  contain  a  statement  of  the  kind  of  fuel  proposed  to  be  used 
and  said  plans  and  specifications  shall  also  show  the  building,  room 
or  apartment  in  which  such  plant  shall  be  located  showing  clearance, 
location  of  chimney,  proposed  breeching  and  doors;  windows,  air- 
shafts,  fans  and  other  means  of  ventilation.  Upon  the  approval 
by  the  Combustion  Engineer  of  such  plans  and  specifications  a 
duplicate  set  of  which  shall  be  left  on  file  in  said  office  and  upon  the 
payment  of  the  fees  as  provided  in  Section  A-223  the  Commissioner 
of  Buildings  shall  within  a  reasonable  time  issue  a  permit  for  the 
erection,   reconstruction,   alteration,  repair   or   maintenance   of   such 
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plants.  The  Combustion  Engineer  or  his  authorized  assistant  shall 
see  that  the  execution  of  the  work  permitted  is  carried  out  in  con- 
formity with  the  plans  and  specifications,  with  special  reference  to 
the  clearances,  the  size  and  construction  of  chimneys  used,  the  pro- 
vision for  the  prevention  or  abatement  of  smoke,  and  the  provisions 
for  proper  ventilation. 

In  the  event  the  work  of  erection,  alteration,  reconstruction  or 
repair  does  not  conform  with  the  approved  plans  or  specifications  or 
this  Code  the  Commissioner  of  Buildings  or  his  authorized  assistant 
shall  have  the  power  to  stop  the  work  and  require  any  work  which 
is  not  in  conformity  with  the  approved  plans  and  specifications  to 
be  changed  so  as  to  comply. 

After  a  permit  has  been  issued  for  the  installation  of  smoke 
producing  equipment  or  any  of  the  appurtenances  thereto  which 
has  been  installed  in  accordance  with  the  complete  plans  and  speci- 
fications on  file  with  the  Combustion  Engineer  any  repairs  to  such 
installation  or  equipment  may  be  made  without  further  permit,  pro- 
vided such  repairs  are  made  in  conformity  with  the  said  plans  and 
specifications  on  file. 

Sec.  E-106— PERMIT  DOES  NOT  EXEMPT: 

The  issuance  and  delivery  by  the  Commissioner  of  Buildings  of 
a  permit  or  approval  shall  not  be  held  to  exempt  any  person,  firm  or 
corporation  to  whom  anyl  such  permit  of  approval  has  been  issued 
or  delivered  or  who  is  in  possession  of  any  such  permit  or  approval 
from  prosecution  on  account  of  the  emission  or  issuance  of  smoke 
in  violation  of  the  density  scale  for  the  period  or  periods  of  time  as 
herein  provided. 

Sec.  E-107— RIGHT  OF  EMPLOYEES  TO  ENTER  UPON 
PREMISES: 

The  employees  of  the  Division  of  Smoke  Abatement,  in  the  execu- 
tion of  their  duties  shall  have  the  right  to  enter  upon  any  premises 
in  the  City  of  Indianapolis,  and  to  inspect  fuel  burning  equipment 
or  any  of  the  appurtenances  thereto,  at  all  reasonable  hours,  except, 
that  in  private  residences  and  in  single  family  units,  they  shall  not 
have  the  right  to  enter  between  the  hours  of  six  o'clock  P.  M.  and 
eight  o'clock  A.  M. 

Any  person  who  shall,  after  proper  identification,  deny  ad- 
mittance to  such  person  or  persons  or  interfere  with  him  or  them 
in  the  performance  of  his  or  their  duties  shall  be  punished  as  here- 
inafter provided. 

Sec.  E-108— EXCEPTIONS: 

The  provisions  of  this  Ordinance  shall  not  apply  to  metallurgical 
furnaces,  or  similar  direct  coal  fired  industrial  furnaces  which  can- 
not from  the  nature  of  the  process  involved  be  controlled  for  the 
emission  of  smoke  as  determined  by  the  Combustion  Engineer. 

Sec.  E-109— USE  OF  SMOKELESS  FUEL: 

It  shall  be  unlawful  to  use  other  than  smokeless  fuel  in  any 
water  heater  or  combination  water  heater  and  garbage  burner  or  in 
any  portable  boiler  of  the  vertical  or  locomotive  type  whether  same 
be  used  as  a  stationary  boiler  or  is  a  part  of  a  steam  shovel,  steam 
roller,  traction  engine,  ditching  machine  or  other  contrivance  unless 
such  machine  or  contrivance  is  provided  with  a  smoke  preventing 
device  or  method  which  is  sufficient  to  insure  conformity  to  the  re- 
quirements of  this  ordinance  relative  to  the  emission  of  smoke. 


August  19, 1925] 


CITY  OF  INDIANAPOLIS,  IND. 


857 


Sec.  E-110— WHO  SHALL  INSTALL  EQUIPMENT  OF 
COMBUSTION: 

(a)  It  shall  be  unlawful  for  any  person,  firm  or  corporation  to 
install  or  contract  to  install  any  power  plant,  stationary  boiler,  hot 
air  furnace,  oil  burning  furnace,  oil  burning  equipment,  or  any  other 
equipment  of  combustion  for  which  a  permit  is  required  which  uses 
either  oil  or  similar  liquid  or  coal  for  fuel;  without  first  making,  ex- 
ecuting, and  delivering  to  the  City  Controller  a  bond  in  the  sum  of 
Fve  Thousand  ($5,000.00)  Dollars  payable  to  the  City  of  Indian- 
apolis, such  bond  to  be  made  for  the  use  and  benefit  of  the  owner 
or  any  party  in  interest  in  the  property  where  said  person  furnishes 
any  material,  or  performs  any  service,  against  loss  or  damage  which 
may  arise  by  reason  of  the  work  done  or  material  furnished  being 
in  violation  of  the  requirements  of  any  law  of  the  State  of  Indiana 
or  any  ordinance  of  the  City  of  Indianapolis  controlling  such  work, 
or  installed  in  such  a  manner  as  to  make  unlawful  smoke  when 
operated  in  a  manner  reasonable  with  the  specifications  as  set  forth 
by  the  person  installing  such  material  or  equipment.  Such  bond 
shall  be  executed  with  any  recognized  and  responsible  surety  com- 
pany authorized  to  do  business  in  Marion  County,  Indiana,  as  surety 
thereon. 

(b)  Any  person,  firm  or  corporation  who  has  contracted  or 
Agreed  in  writing  or  otherwise  to  install  equipment  of  combustion 
on  any  lot  or  premises  or  within  any  building  or  structure  within  the 
City  of  Indianapolis  shall  guarantee  that  such  equipment  of  com- 
bustion shall  not  issue  smoke  in  violation  of  this  ordinance  when 
such  equipment  is  operated  in  a  manner  reasonable  with  the  specifi- 
cations as  set  forth  by  said  person,  firm  or  corporation  installing 
such  equipment. 

(c)  If  the  owner  of  any  equipment  of  combustion,  which  has 
been  installed  after  the  passage  of  this  ordinance,  shall  be  unable 
to  cause  the  equipment  to  be  operated  in  a  reasonable  manner  without 
issuing  smoke  in  violation  of  this  ordinance  the  said  owner  shall 
have  a  right  for  damages  against  the  person,  firm  or  corporation 
who  has  installed  said  equipment,  said  damages  to  be  paid  out  of 
the  surety  bond  furnished  the  City  of  Indianapolis  by  the  company 
installing  such  equipment. 

(d)  The  owner  of  any  such  defective  equipment  of  combustion 
shall  have  no  rights  against  the  surety  bond  after  the  expiration  of 
one  year  from  the  date  of  the  final  inspection  and  approval  of  said 
apparatus  by  the  division  of  smoke  abatement  in  the  Bureau  of 
Buildings  of  the  City  of  Indianapolis. 

(e)  Such  surety  bond  shall  remain  in  effect  for  one  year  after 
the  final  inspection  is  made  by  the  Bureau  of  Buildings  and  shall 
be  issued  for  a  minimum  period  of  eighteen   (18)   months. 

(f )  Such  surety  bond  shall  be  renewed  as  often  as  is  necessary 
to  insure  work  done  on  any  permit  to  be  within  the  requirements  of 
this  ordinance,  one  (1)  year  from  the  date  of  final  inspection  of  said 
work. 

Sec.  E-lll— TESTS  OF  APPARATUS  OF  COMBUSTION: 
(a)  The  Commissioner  of  Buildings  upon  recommendation  of 
the  Combustion  Engineer  may  require  tests  to  be  made  of  any  equip- 
ment of  combustion.  Such  tests  shall  be  made  under  the  direction 
of  the  Combustion  Engineer  or  he  may  accept  authorized  tests  of 
any  recognized  testing  laboratory  accessible  to  him  and  the  person 
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applying  for  a  permit  to  install  said  equipment  of  combustion.  The 
expense  of  such  tests  shall  be  borne  by  the  applicant  for  a  permit 
to  install  said  equipment. 

(b)  Such  tests  shall  cover  whatever  requirements  are  made 
by  the  Combustion  Engineer  in  order  to  enable  him  to  determine  the 
suitability  of  the  particular  type  of  apparatus  of  combustion  in 
relation  to  the  use  to  be  made  of  the  same  under  practical  operating 
conditions. 

(c)  If  such  tests  are  mad?  and  the  results  are  not  in  accord- 
ance with  the  provisions  of  this  Code  or  will  not  produce  an  installa- 
tion which  will  conform  to  this  Code  when  operated  under  practical 
conditions  the  Commissioner  of  Buildings  shall  refuse  a  permit  to 
he  issued  to  install  such  equipment. 

(d)  When  tests  are  required  a  permit  shall  not  be  issued  until 
such  tests  are  made  and  have  been  accepted  by  the  Commissioner  of 
Buildings. 

Sec.  E-112— FINAL  INSPECTION: 

No  equipment  of  combustion  shall  be  placed  into  service  until  a 
final  inspection  has  been  made  by  an  authorized  representative  of 
the  Commissioner  of  Buildings  and  the  final  inspection  certificate 
issued  therefor. 

Sec.  E-113— REINSPECTION  OP  EQUIPMENT  OF  COM- 
BUSTION: 

Whenever  any  flue  or  stack  shall  issue  smoke  in  violation  of 
this  ordinance,  the  Commissioner  of  Buildings  may  cause  the  whole 
equipment  of  combustion  to  be  reinspected  and  corrections  made. 
Upon  reinspection  of  any  equipment  of  combustion  the  owner  or 
owners  or  persons  in  charge  or  control  of  the  same  shall  pay  to  the 
City  Controller  the  reinspection  fee  as  herein  described  within 
thirty  (30)   days  from  the  date  of  insi  ection  notice. 

DIVISION  E— PART  TWO 
SMOKE   ABATEMENT  AND   FUEL  BURNING   EQUIPMENT- 
BOILER  SETTINGS 
Sec.  E-201— GENERAL: 

(a)  Ten  (10)  square  feet  of  heating  surface  shall  be  deemed 
sufficient  for  one  (1)  boiler  horsepower. 

(b)  Heating  surface  shall  be  construed  to  mean  all  boiled  sur- 
faces which  have  water  on  one  side  and  hot  gases  on  the  other  not 
excepting  such  surfaces  as  are  covered  by  arches  or  tiles  used  in 
the  furnace  construction. 

(c)  Each  high  pressure  boiler,  installation  of  more  than  one 
hundred  fifty  (150)  rated  horsepower  using  coal  as  a  fuel  shall  be 
provided  with  an  approved  automatic  mechanical  stoker. 

(d)  The  projected  grate  area  of  any  boiler  using  coal  as  a 
fuel  shall  be  (a)  not  less  than  one  sixtieth  (1/60)  of  the  heating 
surface  where  mechanical  stokers  are  used,  and  (b)  not  less  than 
one  forty-fifth   (1/45)  of  the  heating  surface  in  hand  fired  furnaces. 

(e)  The  provisions  of  this  Code  are  intended  to  cover  in  a 
general  way  conditions  usually  met  within  practice:  For  special 
conditions  not  generally  met  within  practice  the  Combustion  Engineer 
shall  have  the  power  to  make  such  requirements  as  are  necessary. 
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Sec.  E-202— HORIZONTAL  RETURN  TUBULAR  BOILER 
SETTINGS: 

(a)  The  distance  between  the  shell  and  the  dead  plate  for  hand 
fired  horizontal  return  tubular  boilers  using  coal  as  a  fuel  shall  be 
not  less  than  the  following,  according  to  the  diameter  of  the  shell: 

Distance  Between  Shell 
Dia.  of  Shell  in  Inches  and  Dead  Plate  in  Inches 

42  and  less 30 

48    32 

54    34 

60    38 

66    40 

72    42 

Where  it  is  proposed  to  use  oil,  powdered  coal  or  sawdust  and 
Shavings  as  a  fuel  the  distance  between  the  shell  and  the  dead  plate 
shall  not  be  less  than  the  diameter  of  the  shell  and  in  no  case  less 
than  sixty   (60)   inches. 

Furnaces  designed  for  burning  sawdust  and  shavings  or  a  com- 
bination of  sawdust,  shavings  and  coal,  shall  be  of  the  full  extension 
type.  Sawdust  and  shavings  shall  not  be  blown  into  the  furnace. 
Such  furnaces  shall  be  provided  with  a  means  of  introducing  auxiliary 
air  over  the  fire  and  shall  be  provided  with  deflecting  arches  or  mix- 
ing piers  and  wing  walls. 

(b)  Flat  grates  shall  be  of  the  shaking  or  rocking  type  and 
shall  provide  not  less  than  forty   (40)   per  cent  air  space. 

(c)  All  hand  fired  furnaces  shall  be  provided  with  fire  doors 
having  auxiliary  air  openings  equal  to  four  (4)  square  inches  for 
each  square  foot  of  grate  surface.  Liners  for  such  doors  shall  be 
set  at  least  three  (3)  inches  from  the  inner  door  surface  and  shall 
provide  at  least  three  (3)  inches  free  air  space  between  the  lower 
edge  of  the  l:ner  and  the  lower  edge  of  the  door.  Other  methods  of 
supplying  auxiliary  air  will  be  approved  provided  such  methods  admit 
an  equivalent  of  air. 

Note:  Furnace  fire  doors  should  be  provided  with  dampers  with 
ratchet  adjustment. 

(d)  All  hand  fired  furnaces  for  boilers  carrying  more  than 
twenty  (20)  pounds  steam  gauge  pressure  shall  be  provided  with 
combustion  tubes  or  other  approved  devices  or  methods  of  inducting 
auxiliary  air  above  the  fire  and  mixing  same  with  the  combustible 
gases.  There  shall  be  one  combustion  tube  for  each  two  hundred 
fifty  (250)  square  feet  of  heating  surface  or  fraction  thereof,  and 
the  number  of  tubes  shall  never  be  less  than  three  (3).  Figures 
eleven  (11)  and  twelve  (12)  show  two  types  of  combustion  tubes. 

(e)  All  hand  fired  furnaces  shall  be  provided  with  special 
brick  work  in  the  form  of  arches  or  mixing  piers  and  wing  walls 
which  will  restrict  the  gas  passage  at  the  bridge  wall  and  the  same 
shall  be  so  arranged  as  to  present  high  temperature  surfaces  to  the 
gases  and  provide  a  maximum  amount  of  mixing.  Figures  thirteen 
(13),  fourteen  (14)  and  fifteen  (15)  show  typical  boiler  setting 
plans. 

(f)  All  hand  stokers  whether  they  be  hand  or  mechanically 
fed  shall  be  provided  with  special  brick  work  as  provided  in  rule 
(E)  of  Section  E-202.  Such  stokers  shall  be  provided  with  auxiliary 
air  inlets  or  their  equivalent  as  provided  in  rule  C  of  section  E-202. 
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(g)  Side  inclined  overfeed  mechanical  stokers  installed  under 
horizontal  return  tube  boilers  shall  have  full  extension  furnaces  and 
shall  have  mixing  piers  and  wing  walls  or  deflection  arches  in  the 
rear.  The  vertical  distance  between  the  shell  and  feed  plate  shall  be 
not  less  than  thirty   (30)   inches. 

(h)  Front  inclined  overfeed  mechanical  stokers  installed  under 
horizontal  return  tube  boilers  shall  have  full  extension  furnaces  and 
shall  have  mixing  piers  and  wing  walls  or  deflection  arches  in  the 
rear.  The  vertical  distance  between  the  shell  and  the  feed  plate 
shall  be  not  less  than  thirty  (30)  inches. 

(i)  Underfeed  mechanical  stokers  installed  under  horizontal 
return  tube  boilers  shall  have  a  distance  between  the  shell  and  the 
grate  line  of  at  least  eight-tenths  (.8)  of  the  diameter  of  the  shell 
but  in  no  case  less  than  forty-eight   (48)   inches. 

(j)  Chain  grate  stokers  installed  under  horizontal  return  tube 
boilers  shall  have  a  minimum  distance  between  the  shell  and  the 
grates  of  forty-eight  (48)  inches.  Such  stokers  shall  be  provided 
with  an  ignition  arch  the  length  of  which  is  at  least  three-fifths 
(3/5)  the  grate  length  and  in  no  case  less  than  five   (5)  feet. 

Sec.  E-203— WATER  TUBE  BOILER  SETTINGS: 
(a)     Hand  Fired. 

(1)  Each  hand-fired  water  tube  boiler  of  the  highly 
inclined  or  vertical  type  shall  have  a  full  extension  furnace 
provided  with  a  furnace  arch  extending  at  least  four  (4) 
feet  back  of  the  grate  and  provided  with  fire  brick  mixing 
piers  or  other  approved  construction.  If  the  arch  of  the 
extension  is  in  the  same  horizontal  plane  as  the  standard 
arch  of  the  settings,  and  the  standard  arch  of  the  setting  is 
at  least  four  (4)  feet  long,  then  the  arch  of  the  extension 
back  of  the  grate  may  be  omitted. 

(2)  Each  hand  fired  vertically  baffled  water  tube  boiler 
shall  have  a  full  extension  furnace  with  an  arch  extending 
at  least  four  (4)  feet  back  of  the  grate  and  provided  with 
mixing  piers,  wings  or  arches. 

(3)  For  hand  fired  horizontally  baffled  water  tube  boil- 
ers one  of  the  following  constructions  shall  be  used: 

(a)  Each  hand  fired  horizontally  baffled  water  tube 
boiler  shall  have  the  lower  row  of  tubes  tiled  to  the  bridge 
wall,  from  which  point  the  furnace  construction  shall 
be  the  same  as  for  horizontal  return  tubular  boilers;  or 

(b)  Each  hand  fired  horizontally  baffled  water  tube 
boiler  shall  have  the  lower  row  of  tubes  tiled  to  the 
bridge  wall,  from  which  point  a  fire  brick  arch  shall  extend 
to  the  gas  passage  at  the  rear.  In  addition  to  the  fire 
brick  arch  there  shall  be  a  deflection  arch  at  least  thir- 
teen (13)  inches  thick  placed  back  of  the  bridge  wall.  The 
area  of  the  passage  over  the  bridge  wall  shall  be  ap- 
proximately twenty-five  (25)  per  cent  of  the  grate  area. 
The  area  of  the  passage  between  the  rear  of  the  bridge 
wall  and  the  front  of  the  deflection  arch  shall  be  approxi- 
mately thirty-seven  per  cent  (37%)  of  the  grate  area. 
The  area  of  the  passage  under  the  deflection  arch  shall 
be  approximately  fifty  per  cent  (50%)  of  the  grate  area. 
The  distance  from  the  grate  to  the  tubes  shall  be  not 
less  than  forty-eight   (48)  inches;  or 
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(c)  An  extension  furnace  with  a  brick  arch  not  less 
than  three  (3)  feet  above  the  grate.  The  lower  row  of 
tubes  shall  be  encased  with  tile  to  the  gas  passage  at  the 
rear.  There  shall  be  a  deflection  arch  described  in  (b) 
above  approximately  thirteen  (13)  inches  thick.  The 
area  of  the  passage  over  the  bridge  wall  shall  be  approxi- 
mately twenty-five  per  cent  (25%)  of  the  grate  area.  The 
area  of  the  passage  between  the  rear  of  the  bridge  wall 
and  the  front  of  the  deflection  arch  shall  be  approximately 
thirty-seven  per  cent  (37%)  of  the  grate  area.  The  area 
of  the  passage  under  the  deflection  arch  shall  be  approxi- 
mately fifty  per  cent  (50%)  of  the  grate  area, 
(b)     Stoker  Fired. 

(1)  Chain  grate  stokers  shall  have  an  ignition  arch 
with  a  minimum  length  equal  to  three-fifths  (3/5)  of  the 
length  of  active  grate  which  arch  shall  in  no  case  be  less 
than  five    (5)   feet  in  length. 

Note:  It  is  recommended  that  the  waterback  be  con- 
structed five  (5)  feet  back  of  the  inner  side  of  the  front 
header. 

(a)  Chain  grate  stokers  which  are  installed  under 
vertically  baffled  water  tube  boilers,  to  be  operated  up  to 
one  hundred  and  fifty  (150)  per  cent  rating,  shall  be  so 
set  as  to  give  a  distance  of  at  least  seven  feet  and  six 
inches  (7'  6")  from  a  point  on  the  grates  three  (3)  feet 
in  front  of  the  water  back  to  the  lowest  row  of  tubes.  This 
distance  shall  be  increased  at  least  to  ten  (10)  feet  for 
boilers  subject  to  overloads  ranging  from  one  hundred  and 
fifty  (150)  to  two  hundred  (200)  per  cent  rating  and 
shall  be  increased  to  at  least  twelve  (12)  feet  for  boilers 
subject  to  overloads  greater  than  two  hundred  (200)  per 
cent. 

(b)  Chain  grate  stokers  installed  under  horizontally 
baffled  water  tube  boilers  operated  up  to  one  hundred 
fifty  (150)  per  cent  rating  shall  have  a  minimum  dis- 
tance of  forty-eight  (48)  inches  from  the  grates  to  the 
lowest  row  of  tubes  measured  at  the  water  back.  This 
distance  shall  be  increased  to  at  least  sixty  (60)  inches 
for  boilers  which  are  to  be  operated  continuously  above  one 
hundred  fifty  (150)  per  cent  rating.  The  lower  row  of 
tubes  shall  be  encased  to  the  gas  passage  in  the  rear. 

(c)  Chain  grate  stokers  installed  under  water  tube 
boilers  of  the  vertical  or  highly  inclined  type  shall  have 
extension  furnaces;  such  installations  which  are  to  be 
operated  under  one  hundred  and  fifty  (150)  per  cent  rat- 
ing shall  be  so  set  as  to  give  a  minimum  distance  of  seven 
(7)  feet  six  (6)  inches  from  a  point  on  the  grate  three 
(3)  feet  in  front  of  the  water  back  to  the  tubes  measured 
in  a  direct  line  through  the  path  of  flame  travel.  This  dis- 
tance shall  be  increased  to  at  least  ten  (10)  feet  for 
boilers  subject  to  overloads  ranging  from  one  hundred 
and  fifty  (150)  to  two  hundred  (200)  per  cent  rating  and 
shall  be  increased  to  at  least  twelve  (12)  feet  for  boilers 
subject  to  overloads  greater  than  two  hundred  (200)  per 
cent.     All   settings   of  the   highly  inclined  type   shall  be 
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provided   with  the   standard   arch  for  boilers  of  this  type, 

(2)  Front   Inclined   Overfeed   Stokers. 

(a)  Front  inclined  overfeed  stokers  installed  under 
vertically  baffled,  vertical  or  highly  inclined  water  tube 
boilers  shall  have  full  extension  furnaces  with  arches 
extending  to  the  rear  end  of  the  grate.  The  distance  from 
the  midpoint  of  the  grates  to  the  first  row  of  tubes 
through  the  path  of  flame  travel  shall  be  not  less  than 
eight  (8)  feet  for  boilers  which  are  to  be  operated  up  to 
one  hundred  and  fifty  (150)  per  cent  rating.  This  dis- 
tance shall  be  increased  to  at  least  ten  (10)  feet  for 
boilers  which  are  to  be  operated  above  one  hundred  and 
fifty  (150)  per  cent  rating.  Such  furnace  shall  be  pro- 
vided with  means  of  mixing  the  gases. 

(b)  Front  inclined  overfeed  stokers  installed  under 
horizontally    baffled    water   tube   boilers   shall    have   arches 

extending  over  the  entire  grate  surface.  The  vertical 
distance  front  header  to  the  floor  line  shall  be  not  less 
than  seven  feet  six  inches  (7' ',  6").  The  lower  row  of 
tubes  shall  be  encased  to  the  gas  passage  in  the  rear. 
Such  furnaces  shall  be  provided  with  means  of  mixing 
the  gases. 

(3)  Side  Inclined  Overfeed  Stokers. 

(a)  Side  inclined  overfeed  stokers  installed  under 
vertically  baffled  vertical  or  highly  inclined  type  water 
tube  boilers  shall  have  full  extension  furnaces  with  arches 
extending  not  less  than  four  (4)  feet  back  of  the  grate 
in  addition  to  any  other  standard  arches,  except  where 
the  standard  arch  would  be  an  extension  of  the  oven  arch. 
Such  furnace  shall  be  provided  with  means  of  mixing  the 
gases. 

(b)  Side  inclined  overfeed  stokers  installed  under 
horizontally  baffled  water  tube  boilers  shall  have  arches 
extending  over  the  entire  grate  surface  and  shall  have  the 
bottow  row  of  tubes  encased  with  tile  to  the  gas  passage 
in  the  rear.  The  vertical  distance  between  the  front 
header  and  the  floor  line  sha.ll  be  not  less  than  seven  feet 
six  inches  (7',  6").  Such  furnaces  shall  be  provided  with 
means  of  mixing  the  gases. 

(4)  Underfeed  Stokers. 

(a)  Underfeed  stokers  installed  under  horizontally 
baffled  water  tube  boilers  shall  have  a  minimum  average 
distance  between  the  tubes  and  the  grate  line  of  at  least 
sixty  (60)  inches. 

Note:  This  distance  will  give  satisfactory  results  for 
loads  up  to  one  hundred  and  fifty  (150)  per  cent  rating. 
For  greater  loads  this  distance  should  be  increased  to  keep 
furnace  temperatures  down  to  a  reasonable  figure. 

(b)  Underfeed  stokers  installed  under  vertically 
baffled  water  tube  boilers  shall  have  an  average  minimum 
distance  between  the  tubes  and  the  grate  line  of  at  least 
seven  feet  six  inches  (7',  6"). 

(c)  Underfeed  stokers  installed  under  vertical  or 
highly  inclined  water  tube  boilers  shall  have  a  minimum 
distance,  center  of  grate  line  to  tubes  through  the  mid- 
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point  of  the  furnace  gas  passage,  of  seven  feet  six  inches 
(7%  6"). 

Note:      This   distance    will    give    satisfactory    results 
for  loads  up  to  one  hundred  fifty    (150)    per  cent  rating. 
For   greater   loads   this   distance    shall   be   increased    and 
ample    combustion    space    provided    by    setting    roofs    or 
arches  higher. 
Sec.  E-204— STRAIGHT  DRAFT  BOILERS: 
(a)     All    straight   draft   boilers   of   the    vertical    or   locomotive 
type    shall    use    only    smokeless    fuel    or    shall    be    provided    with    a 
smoke    eliminating    device    or    method    which    will    insure    smokeless 
combustion  within  the  definition  of  this  Code. 

DIVISION  E— PART  TWO 
SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT- 
BOILER  SETTINGS 
COMBUSTION  IN  A  FURNACE: 

Note:  Combustion  of  coal  takes  place  partly  in  the  fuel  bed 
and  partly  in  the  space  above  or  beyond  the  fuel  bed  which  is 
commonly  called  the  combustion  space.  The  process  of  combustion 
in  the  fuel  bed  consists  chiefly  of  the  gasification  of  the  fuel.  The 
products  of  this  gasification  are  mainly  C02,  CO,  CH4  and  H2.  The 
combustible  gases  rising  from  the  fuel  bed  are  burned  in  the  com- 
bustion space  by  uniting  with  the  oxygen  in  the  air  admitted  through 
the  firing  door  or  other  openings  specially  provided  for  the  purpose, 
and  the  combustion  is  complete  if  the  supply  of  air  and  the  size  of 
the  combustion  space  are  sufficient.  The  process  of  combustion  in  a 
hand  fired  furnace  is  well  illustrated  by  Fig.  21,  which  shows  the 
percentages  of  the  three  principal  gases  at  various  distances  from 
the  grate. 

The  fuel  bed  in  most  types  of  furnaces  acts  primarily  as  a  gas 
producer.  With  a  six  (6)  inch  fuel  bed  the  oxygen  in  the  air  rising 
from  the  grate  is  used  for  combustion  in  the  first  four  (4)  inches  from 
the  grate.  At  a  distance  of  four  (4)  inches  from  the  grate  the  C02 
content  of  the  gases  has  reached  or  passed  a  maximum  of  ten  (10) 
to  sixteen  (16)  per  cent  and  begins  to  drop.  At  the  surface  of  the 
fuel  bed  the  gases  contain  no  oxygen,  only  six  (6)  to  eight  (8)  per 
cent  of  C02  and  twenty  (20)  to  thirty-two  (32)  per  cent  of  the 
combustible  gases. 

The  composition  of  the  gases  is  practically  independent  of  the 
rate  of  air  supply.  The  larger  the  quantity  of  air  forced  through 
the  fuel  bed,  the  faster  the  fuel  burns  or  gasifies,  but  the  ratio 
between  weight  of  air  supplied  and  weight  of  fuel  burned  remains 
constant  at  about  seven   (7)   to  one   (1). 

Since  at  the  surface  of  the  fuel  bed  the  gases  contain  twenty 
(20)  to  thirty-two  (32)  per  cent  combustible  gas  and  practically  no 
free  oxygen  to  obtain  complete  combustion  additional  air  must  be 
introduced  over  the  fuel  bed.  This  statement  is  true  for  practically 
all  fuels  including  coke.  As  a  general  statement  about  one-half  of 
the  fifteen  (15)  pounds  of  air  used  to  burn  one  (1)  pound  of  coal 
in  a  boiler  furnace  is  supplied  through  the  fuel  bed;  the  other  half 
must  be  supplied  over  the  fuel  bed. 

This  is  in  substance  the  conclusions  drawn  in  Technical  Paper 
137  United  States  Bureau  of  Mines  from  a  large  number  of  tests. 
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DIVISION  E— PART  THREE 
SMOKE  ABATEMENT  AND   FUEL   BURNING   EQUIPMENT— 
BREECHINGS  AND  DAMPERS 
Sec.  E-301— BREECHING^: 

(a)  Breechings  shall  be  so  designed  as  to  offer  a  minimum  of 
resistance  to  the  flow  of  gases.  The  areas  shall  be  large  enough 
that  a  reasonable  accumulation  of  flue  dust  or  soot  will  not  cause 
any  noticeable  choking.  Connecting  flues  shall  be  so  designed  that 
the  entering  gases  tend  to  flow  parallel  with  the  gases  moving  through 
the  main  breeching. 

(b)  Breeching  shall  have  cross  sectional  area  of  not  less  than 
twenty-two  (22)  per  cent  of  the  grate  area  for  ordinary  operating 
conditions  and  shall  have  a  cross  sectional  area  of  not  less  than 
twenty-eight  (28)  per  cent  of  the  grate  area  for  boilers  which  are  to 
be  operated  continuously  at  one  hundred  and  fifty  (150)  to  two 
hundred  (200)  per  cent  rating. 

(c)  Breechings  of  circular  cross  section  cause  less  draft  loss 
than  those  of  rectangular  or  square  section;  therefore  for  breech- 
ings having  a  rectangular  cross  section  at  least  ten  (10)  per  cent 
shall  be  added  to  the  required  area  if  the  ratio  of  the  sides  is  one 
(1)  to  four  (4)  and  at  least  thirty  (30)  per  cent  if  the  ratio  is  one 
(1)  to  six   (6). 

Note:  It  is  advisable  to  use  semi-circular  tops  on  square  or 
rectangular  breechings. 

(d)  Breechings  shall  be  short  and  direct.  If  a  turn  is  neces- 
sary it  shall  be  designed  with  a  long  sweep  bend  the  inside  radius  of 
which  is  not  less  than  one  and  one-half  (1%)  times  the  diameter  or 
width  of  the  breeching. 

(e)  Connections  entering  the  breeching  at  an  angle  greater 
than  forty-five  (45)  degrees  shall  have  the  entrance  corner,  around 
which  the  gas  must  move,  rounded  by  a  radius  equal  to  the  width 
of  the  connection. 

(f)  The  Combustion  Engineer  shall  require  breechings  to  be 
provided  with  deflecting  and  dividing  plates  where  he  may  deem  the 
same  necessary  to  facilitate  the  movement  of  gas. 

Note:  It  is  recommended  that  all  connections  to  the  chimney 
be  made  through  an  easy  upward  bend  in  order  to  make  the  entrance 
angle  about  forty-five   (45)  degrees. 

(g)  Breechings  on  the  outside  of  the  building  shall  be  protected 
with  insulation  in  an  approved  manner.  Insulation  shall  be  placed 
on  the  outer  surface.  Stiffening  angles  shall  always  be  placed  on  the 
outside  of  the  breeching. 

Note:     It  is  advisable  to  insulate  all  breechings. 

(h)  Breechings  shall  be  provided  with  cleanout  doors.  One 
(1)  cleanout  door  shall  be  provided  in  the  far  end  of  the  breeching 
and  one  (1)  or  more  in  the  side  or  bottom  along  the  run. 

(i)  Underground  breechings  shall  not  be  installed.  Breechings 
shall  not  dip  below  the  horizontal. 

(j)  Breechings  shall  be  constructed  of  metal  or  other  approved 
material  which  is  not  subject  to  leakage. 

Sec.  E-302— DAMPERS: 

(a)  Dampers  shall  be  made  the  full  area  of  the  breeching  or 
uptake  and  shall  be  reasonably  gas  tight. 
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(b)  Dampers  shall  be  swung  about  the  longer  axis  and  shall 
be  so  constructed  as  to  offer  the  least  resistance  to  the  gas  flow. 

(c)  Dampers  shall  be  provided  with  control  levers  or  handles 
at  the  front  of  the  setting.  Such  levers  or  handles  shall  be  located 
in  a  particularly  convenient  and  readily  accessible  position  and  be 
so  arranged  that  they  definitely  indicate  how  wide  the  dampers  are 
open. 

(d)  Each  boiler  shall  be  provided  with  an  independent  damper. 
It  shall  be  so  designed  that  when  the  boiler  is  idle  there  will  be  the 
least  possible  leakage. 

(e)  When  there  are  two  (2)  or  more  boilers  connected  to  the 
same  breeching  there  shall  be  a  damper  in  the  main  breeching. 

DIVISION  E— PART  FOUR 
SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT— 

DRAFT 

Sec.  E-401— DRAFT  LOSS  THROUGH  BOILER  SETTINGS: 

(a)  The  draft  loss  through  a  boiler  setting  is  dependent  upon 
many  factors  some  of  which  are  variable  and  are  greatly  affected  by 
operating  methods  used  and  the  provisions  made  for  developing  the 
required  rating  in  the  most  efficient  manner.  In  determining  the 
draft  loss  through  proposed  boiler  installations  the  Combustion 
Engineer  may  make  such  assumptions  and  requirements  as  are  in 
his  judgment  necessary. 

(b)  The  curves  in  Fig.  16  shall  be  used  to  determine  the  re- 
quired intensity  of  draft  (natural  draft)  in  the  furnace. 

(c)  The  curves  in  Fig.  17  show  pressure  drops,  furnace  to 
stack  side  of  damper,  for  the  various  types  of  boilers  at  different 
rates  of  driving,  under  conditions  of  operation  usually  found. 

It  is  impossible  to  establish  pressure  drop  valves  for  the  different 
boilers  of  the  various  types  for  all  conditions  met  with  in  practice, 
therefore  any  such  set  of  curves  should  be  used  only  as  a  guide  to 
determine  the  maximum  pressure  drop  through  proposed  installa- 
tions. 

The  boiler  manufacturer  shall  submit  specific  pressure  drop 
figures  for  proposed  installations  covering  the  anticipated  range  of 
operation  stating  the  assumptions  made  or  the  conditions  under 
which  these  figures  were  obtained. 

(d)  The  curves  in  Fig.  18  show  flue  gas  temperatures  at 
dampers  for  the  various  types  of  boilers  at  different  rates  of  driving. 
These  curves  are  representative  of  operating  conditions  usually  found, 
but  any  such  set  of  curves  should  be  used  only  as  a  guide  in  de- 
termining breeching  areas  and  chimney  heights  and  diameters. 

The  boiler  manufacturer  shall  submit  specifice  temperature 
figures  for  proposed  installations  covering  the  anticipated  range  of 
operation  stating  the  assumptions  made  or  the  conditions  under 
which  these  figures  were  obtained. 

Sec.  E-402— DRAFT  LOSS  THROUGH  BREECHINGS: 
(a)  An  allowance  for  a  pressure  drop  of  five  hundredths 
(.05)  of  an  inch  of  water  shall  be  made  for  each  turn  in  the 
breeching.  An  allowance  for  a  pressure  drop  of  one  one  hundredth 
(.01)  of  an  inch  of  water  shall  be  made  for  each  ten  (10)  feet  in 
length  of  breeching  or  fraction  thereof. 
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(b)  An  allowance  for  a  pressure  drop  of  five  hundredths  (.05) 
of  an  inch  of  water  for  each  boiler  connected  to  the  breeching  shall 
be  made  to  provide  for  leakage  around  dampers  of  idle  boilers. 

DIVISION  E— PART  FIVE 
SMOKE  ABATEMENT   AND   FUEL  BURNING   EQUIPMENT— 

CHIMNEYS 
Sec.  E-501— GENERAL: 

(a)  Chimneys  shall  be  located  so  as  to  give  the  shortest  and 
most  direct  run  of  breeching  to  the  stack. 

(b)  Foundations  for  masonry  chimneys  shall  be  so  designed 
as  not  to  exceed  the  soil  bearing  values  as  given  in  Section  B-108. 
Foundations  for  self-supporting  metal  or  reinforced  concrete  chim- 
neys shall  be  designed  for  shear  and  flexure  in  addition  to  stability. 

(c)  To  determine  the  stresses  at  any  point,  the  chimney  shall 
be  treated  as  a  cantilever  uniformly  loaded  with  a  wind  pressure 
of  twenty-five  (25)  pounds  per  square  foot  of  projected  exposed 
area. 

(d)  Chimneys  shall  be  designed  for  maximum  overload  ac- 
cording to  draft  required  as  provided  in  Sections  E-401  and  E-402. 

(e)  In  no  case  shall  a  chimney  serving  a  boiler  capacity  of 
one  hundred  and  fifty  (150)  horsepower  or  more  using  coal  as  a 
fuel  be  less  than  one  hundred  (100)  feet  in  height  above  grade. 

(f)  The  height  of  a  chimney,  above  its  flue  opening,  shall  be 
not  less  than  that  as  determined  by  the  following  formula: 

(D+0.2) 

H=< ) 

(     K      ) 

H=Height  of  chimney  in  feet  above  center  line  of  flue  opening. 

D=Draft  in  inches  of  water  required  at  chimney  flue  opening. 
Flue  Gas  Temperature  Degrees  F.  K 

750   0080 

700 .0077 

650   0074 

600  , 0071 

550   0067 

500 0063 

450   0059 

400 .0054 

350   0049 

Barometric   Pressure 30  inches 

Atmospheric    Temperature 60  degrees  F. 

(g)  The  least  diameter  of  the  chimney  shall  be  not  less  than 
that  determined  by  the  following  formula: 

D=V      H.P.  1 

2.0VH 
D=Least  diameter  of  chimney  in  feet. 
H.  P.=Maximum  horse  power  to  be  served. 
H=Height  of  chimney  above  center  of  flue  opening  in  feet, 
(h)      Chimneys  having  flue  openings  diametrically  opposed  shall 
be  provided  with  a  baffle  wall  to  facilitate  the  movement  of  gas. 

Sec.  E-502— GUYED  SHEET  METAL  STACKS, 
(a)     Guyed  sheet  metal  stacks  shall  be  of  such  gage  as  will  allow 
for  corrosion,  the  support  of  its  own  weight  and  prevent  buckling 
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under  initial  tension  of  the  guy  wires  and  the  stress  due  to  wind 
pressure. 

Since   the   thickness   of   plate   used    varies    considerably   and    is 
largely  governed  by  the  degree  of  permanence  required  the  follow- 
ing table  of  diameters  and  thicknesses  are  given  as  minimum  require- 
ments. 
Diameter,  Inches  Thickness  of  Shell  B.  W.  G. 

18    12 

20    12 

22 10-12 

24    10-12 

26    10 

28    10 

30    8-10 

36 t3s  -No.   10 

42    %"-No.   10 

48    %"-No.     8 

Rivets  should  not  be  less  than : 
t5g"  in  diameter  for  No.  12  gage. 
tV  in  diameter  for  tV  plate. 
t%"  to  %*  in  diameter  for  1/4"  plate. 

The  circumferential   pitch   should   not  be  more  than  three    (3) 
inches  and  the  longitudinal  pitch  from  three  (3)  to  four  (4)   inches. 
It  is  considered  best  practice  to   assemble  the   sections   so  that 
the  lower  end  of  the  upper  section  slips  into  the  lower  section. 

(b)  Guys  shall  be  not  less  than  one-half  (%)  inch  wire  rope 
or  its  equivalent  and  shall  have  turnbuckles.  The  anchorage  shall 
be  such  that  it  will  withstand  its  portion  of  the  wind  load.  Guys 
shall  be  figured  by  placing  the  entire  overturning  load  on  one  (1) 
strand  of  each  set. 

(c)  Stacks  of  one  hundred  (100)  feet  or  less  shall  have  at 
least  two  (2)  sets  of  four  (4)  guys  each.  Stacks  over  one  hundred 
(100)    feet   shall   have   at   least   three    (3)    sets   of   four    (4)    guys 

each.  The  upper  sets  of  guys  shall  be  placed  not  more  than  twelve 
(12)  feet  down  from  the  top.  When  there  are  two  (2)  sets  the 
lower  set  shall  be  placed  two-thirds  (%)  the  distance  from  the 
ground  to  the  upper  set.  When  there  are  three  (3)  sets  the  lower 
set  shall  be  placed  half  the  height  of  the  upper  set  and  the  middle 
set  about  half  way  between  the  upper  and  lower  set.  Guys  shall 
be  anchored  at  a  distance  from  the  stack  equal  to  their  height 
above  point  of  anchorage. 

(d)  In  manufacturing  establishments  smoke  stacks  built  of  iron 
or  steel  shall  not  be  used  or  erected  in  such  a  manner  as  to  pass 
through  the  floors  or  roofs  of  such  buildings  unless  such  metallic 
smoke  pipes,  flues  or  stacks  are  separated  from  any  woodwork  with 
a  ventilating  air  space  at  least  twelve  (12)  inches  in  any  direc- 
tion and  in  addition  surrounded  by  a  substantial  layer  of  incom- 
bustible material  approved  by  the  Commissioner  of  Buildings  for 
the  purpose. 

Sec.  E-503— SELF-SUPPORTING  METAL  CHIMNEYS: 

(a)  The  maximum  stress  for  single  riveted  joints  shall  not 
exceed  eight  thousand  (8,000)  pounds  per  square  inch  and  for 
double  riveted  joints  ten  thousand   (10,000)   pounds  per  square  inch. 

(b)  The  diameter  of  rivets  shall  be  greater  than  the  thickness 
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of  the  plate  but  never  less  than  one-half  (%)  inch.  The  pitch 
shall  be  two  and  one-half  (2%)  times  the  diameter  of  the  rivets 
and  always  less  than  sixteen  (16)  times  the  thickness  of  the  plate. 

(c)  The  joints  in  the  base  section  shall  be  double  riveted  with 
rivets  staggered.  Foundation  bolts  shall  have  a  maximum  fiber 
stress  of  twelve  thousand  (12,000)  pounds  per  square  inch.  The 
neutral  axis  for  computing  stress  in  the  bolts  shall  be  considered  to 
pass  tangent  to  the  bolt  circle  and  the  fiber  stress  in  the  bolts  shall 
be  taken  as  proportional  to  their  distance  from  the  axis. 

Note:  It  is  recommended  that  a  brick  lining  be  provided  the 
thickness  of  which  will  be  sufficient  to  support  its  own  weight. 
Fire  brick  should  be  used  to  a  height  of  at  least  thirty  (30)  feet 
above  the  breeching  opening,  common  brick  may  be  used  from  this 
point  to  the  top.  Such  lining  should  be  set  in  contact  with  the  shell 
and  thoroughly  grouted  to  prevent  depreciation. 

Sec.  E-504— MASONRY  CHIMNEYS: 

(a)  The  thickness  of  any  section  of  a  masonry  chimney  or 
stack  shall  be  such  that  the  resultant  stress  of  wind  and  weight  of 
the  shaft  will  not  put  the  masonry  in  tension  on  the  windward  side 
or  compression  on  the  leeward  side  in  the  outer  fiber  in  excess  of 
the  following  values: 

Tension  twenty-five   (25)   pounds  per  square  inch. 
Compression  two  hundred  (200)  pounds  per  square  inch. 

(b)  Masonry  chimneys  shall  be  reinforced  with  wrought  iron  or 
steel  bands  at  least  three-eighths  (%)  inches  by  three  (3)  inches 
placed  at  the  following  points,  one  above  and  one  below  flue  opening, 
one  twelve  (12)  inches  below  and  one  twelve  (12)  inches  above  top  of 
lining,  one  ten  (10)  feet  above  top  of  lining  and  two  at  the  top  of 
the  chimneys. 

(c)  Masonry  chimneys  shall  be  lined  for  a  distance  of  at  least 
thirty  (30)  feet  above  the  flue  opening  for  flue  gas  temperatures  up 
to  six  hundred  (600)  degrees  Fahr.  and  for  higher  temperatures 
shall  be  carried  up  at  least  half  the  chimney  height.  For  extremely 
high  temperatures  the  lining  shall  be  carried  the  full  height  of 
the  chimney.  Linings  shall  be  independent  of  the  shaft  and  shall 
be  separated  from  it  by  an  air  space  of  at  least  two  (2)  inches. 

(d)  Masonry  stacks  shall  be  laid  up  with  lime  mortar  strength- 
ened with  cement.  The  following  proportions  are  recommended:  one 
(1)  part  by  volume  of  cement;  two  (2)  of  lime,  and  six  (6)  of 
sand  for  upper  masonry,  one  (1),  two  and  one-half  (2V2) ,  and  eight 
(8)  respectively  for  lower  masonry  and  one  (1),  one  (1)  and  four 
(4)   respectively  for  the  cap. 

Sec.    E-505— REINFORCED    CONCRETE    CHIMNEYS: 

(a)  The  unit  compressive  stress  in  the  concrete  shall  not  ex- 
ceed three  hundred  and  fifty  (350)  pounds  per  square  inch  based 
on  two  thousand    (2,000)    pound  concrete. 

(b)  The  allowable  unit  tensile  stress  in  the  steel  shall  not 
exceed  eighteen  thousand  (18,000)  pounds  per  square  inch.  Steel 
shall  be  lapped  at  least  sixty  (60)  diameters  and  embedded  at  least 
forty-five   (45)   diameters. 

(c)  Reinforced  concrete  stacks  shall  be  lined  with  fire  brick 
to  a  point  at  least  fifty  (50)  feet  above  the  flue  opening  and  shall 
have  at  least  a  four  (4)  inch  air  space. 

(d)  Care  shall  be  taken  to  provide  sufficient  temperature 
reinforcing  steel  both  vertical  and  circumferential  at  all  points  of 
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the  shaft.  Reinforcing  shall  be  doubled  in  the  region  of  the  top  of 
the  lining  and  the  flue  opening.  The  amount  of  circumferential 
steel  used  shall  be  sufficient  to  resist  the  diagonal  tension  plus  all 
temperature  stress. 

(e)  To  compensate  for  the  reduction  of  area  of  the  flue  opening 
the  remainder  of  the  wall  shall  be  thickened  on  the  inside  for  at 
least  five  (5)  feet  above  and  below  the  opening. 

(f)  Vertical  reinforcing  shall  be  bent  around  the  flue  opening 
by  adding  at  least  five  (5)  extra  vertical  bars  of  the  same  size  as 
the  other  vertical  steel  bending  and  placing  the  same  on  each  side 
of  the  opening.  At  least  three  (3)  rings  of  steel  shall  be  placed 
above  and  below  the  opening. 

DIVISION  E— PART  SIX 

REGULATIONS    FOR    THE    INSTALLATION    OF    WARM    AIR 

FURNACE  HEATING  PLANTS 

Sec.  E-601— DEFINITION: 

Warm  air  furnace  heating  plants,  to  which  this  Code  refers, 
shall  consist  of  one  or  more  warm  air  furnaces,  enclosed  within 
casings,  together,  with  necessary  appurtenances  thereto,  consisting 
of  warm  air  pipes  and  fittings,  cold  air  or  recirculating  pipes,  boxes 
and  fittings,  smoke  pipes  and  fittings,  registers,  borders  and  face 
plates,  the  same  being  intended  for  heating  buildings  in  which  they 
may  be  installed. 

Sec.  E-602— PROVISION  TO  BE  MADE  IN  BUILDINGS 
UNDER  CONSTRUCTION  FOR  RECEPTION  OF  WARM  AIR 
FURNACE  HEATING  PLANTS: 

The  following  provisions  shall  be  made  by  the  owner,  architect 
or  by  any  building  contractor  or  by  any  person  or  persons  construct- 
ing any  new  or  repairing  any  old  building  wherein  a  warm  air 
furnace  heating  plant  is  to  be  installed. 

(a)  Where  warm  air  register  boxes,  heads,  pipes  or  stacks  are 
to  be  installed,  joists  shall  be  set  no  less  than  sixteen  (16)  inches  on 
centers  and  shall  be  butted  and  not  lapped.  Studding  shall  set 
directly  over  and  under  joists,  leaving  a  space  of  not  less  than  four- 
teen (14)  inches  between  studs  and  joists.  Wherever  joists  are  cut, 
headers  must  be  put  in  to  support  joists. 

(b)  All  houses  that  have  studded  exterior  walls  shall  have 
the  floors  thereof  extended  to  the  outside  sheathing  and  all  spaces 
between  studding  shall  be  closed  at  the  attic  line,  besides  the  fire- 
blocking  herein  mentioned. 

Note:  It  is  strongly  recommended  that  the  attic  be  tightly 
floored  to  reduce  heat  losses. 

(c)  All  partition  walls  (or  sections  of  these  walls)  in  which 
heat  stacks  to  second  floor  rooms  are  to  be  installed,  shall  be  built 
of  at  least  two  (2)  by  six  (6)  inch  studding. 

Sec.  E-603— METHOD  FOR  DETERMINING  THE  SIZE  OF 
WARM  AIR  PIPE,  WALL  STACKS  AND  FURNACES  FOR  USE 
IN  GRADE   C  AND  D  BUILDINGS: 

The  size  of  the  basement  warm  air  pipes  shall  be  calculated 
from  the  following  factors: 

(a)      First  floor  rooms. 

Divide  square  feet  of  glass  by  twelve  (12). 
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Divide  square  feet  of  net  outside  wall  by  factor  "F"  from  the 
following;  table. 

Divide  cubic  contents  by  eight  hundred  (800). 

(See  Note  No.  8.) 

Add  together  the  above  and  multiply  by  nine   (9). 

The  result  is  the  area  of  the  basement  pipe. 
The  sum  of: 

Glass    (Sq.    ft.)     (Note    1)-KL2    ] 

Net  Wall  (Sq.  ft.)   (Note  2)^F  }- Multiplied  by  9=area  of  Basement 
Cubic  Contents   (Note  8)^800     J  Pipe  (Note  7) 

(b)  Second  floor  rooms. 

Divide  square  feet  of  glass  by  twelve   (12). 

Divide  square  feet  of  net  outside  wall  by  factor  "F"  from  the 
following-  table. 

Divide  cubic  contents  by  eight  hundred  (800).     (See  Note  No.  8.) 

Add  together  the  above  and  multiply  by  six  (6). 

The  result  is  the  area  of  the  basement  pipe. 
The  sum  of: 

Glass    (Sq.    ft.)     (Note    1)-KL2    ] 

Net  Wall  (Sq.  ft.)   (Note  2)-^F  }  Multiplied  by  6=area  of  Basement 
Cubic  Contents   (Note  8)^800     J  Pipe  (Note' 7) 

(c)  Third  floor  rooms. 

Divide  square  feet  of  g*lass  by  twelve   (12). 

Divide  square  feet  of  net  outside  wall  by  Factor  "F". 

Divide  cubic  contents  by  eight  hundred   (800),   (See  Note  8). 

Add  together  the  above  and  multiply  by  five  (5).     (See  Note  7.) 

The  result  is  the  area  of  the  basement  pipe. 
The  sum  of: 

Glass    (Sq.    ft.)     (Note    1)^-12    ] 

Net  Wall  (Sq.  ft.)    (Note  2)^F  ]-  Multiplied  by  5=area  of  Basement 
Cubic  Contents   (Note  8)^800     J  Pipe  (Note  7) 

Method  of  Determining  Size  of  Wall  Stacks. 

(d)  First  floor  rooms. 

Same   as   determined  under    (A). 

(e)  Second  floor  rooms. 

Deduct  thirty  (30)  per  cent  from  basement  pipe  area  determined 
in  (B). 

(f)  Third   floor   rooms. 

Deduct  thirty  (30)  per  cent  from  basement  pipe  area  determined 
in  (C). 

FACTOR  "F"  FOR  OUTSIDE  WALLS 
Character  of  outside  wall  Factor  "F" 

8"  Brick  Wall  Plastered  one  side 40 

8"  Brick  Wall  Air  space,  plastered 57 

8"  Brick  Wall  Furred  and  plastered  62 

12"  Brick  Wall  Plastered  one  side 51 

12"  Brick  Wall  Air  space,  plastered 68 

12"  Brick  Wall  Furred  and  plastered 71 

Brick,  hollow  tile,   plaster 50 

Brick,  paper,  sheathing,  stud,  lath  and  plaster 68 

8"  Hollow  tile,   stucco   and   plaster 45 

12"  Hollow  tile,  stucco  and  plaster 65 

8"  Hollow  tile  stucco,  furring  and  plaster 48 

12"  Hollow  tile,  stucco,  furring  and  plaster 71 

Cement   Block  plain 23 
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Cement    Block,   furring   and    plaster 36 

Frame  Wall,  weatherboarding,  sheathing,  lath  and  plaster 51 

Frame  Wall,  weatherboarding,  paper,  sheathing,  lath  and  plaster  62 

(1)  In  obtaining  glass  surface  use  full  casement  open- 
ing.    An  outside  door  is  figured   as  glass. 

(2)  To  obtain  net  outside  wall  multiply  height  by- 
width  and  deduct  the  glass  in  all  windows  and  outside  doors. 

(3)  For  rooms  having  north,  northeast  and  northwest, 
add  15%  to  pipe  area.  For  east  and  west  exposure,  add  ten 
(10)   per  cent. 

(4)  For  cold  ceilings  and  floor,  add  one-half  (V2)  net 
area  of  ceiling  or  floor  to  net  exposed  wall  (cold  ceilings  and 
floors  are  those  next  to  unheated  attics  and  basements  or 
floors  over  unexcavated  parts.) 

(5)  Use  no  warm  air  pipe  less  than  eight  (8)  inches  in 
diameter.  If  a  basement  warm  air  pipe  figures  greater 
area  than  any  standard  commercial  size  then  the  next  larger 
size  shall  be  used. 

(6)  It  is  understood  in  using  the  above  values  for  de- 
termining basement  warm  air  pipe  areas,  that  these  pipes 
should  be  run  comparatively  straight  and  that  they  shall  not 
be  over  fifteen  (15)  feet  in  length.  Pipes  having  sharp  turns 
shall  have  extra  capacity. 

(7)  These  formulas  are  for  seventy  (70)  degrees  in- 
side temperature  with  zero  temperature  outside.  For  a  tem- 
perature of  ten  (10)  degrees  below,  add  ten  (10)  per  cent  to 
the  capacity  of  each  pipe. 

(8)  The  value  of  eight  hundred  (800)  (used  in  cubic 
contents)  is  for  an  estimated  air  change  of  one  room  volume 
per  hour.  If  it  is  desired  to  provide  for  one  and  one-half 
{IV2)  room  volume  use  the  figure  six  hundred  (600).  If 
for  two  (2)  room  volume  use  the  figure  four  hundred  (400). 
The  factors  nine  (9),  six  (6),  and  five  (5)  in  section  (A), 
(B)  and  (C)  are  calculated  for  a  register  air  temperature 
of  one  hundred  seventy-five  (175)  degrees  F. 

Sec.  E-604— TRANSITION,  FITTINGS  AND   STACKS: 

Transition  from  warm  air  pipes  to  stacks  shall  be  made  with 
a  well  designed  elbow  or  boot,  and  no  stack  shall  be  less  than  seventy 
(70)  per  cent  of  the  warm  air  pipe  area. 

Sec.  E-605— METHOD  OF  DETERMINING  SIZE  OF 
REGISTERS: 

All  registers  shall  have  a  free  area  at  least  equal  to  the  calcu- 
lated area  of  the  basement  pipe. 

Sec.  E-606— METHOD  OF  DETERMINING  SIZE  OF  FUR- 
NACE: 

Add  together  the  actual  warm  air  pipe  areas,  in  square  inches, 
as  obtained  in  Section  E-603  and  divide  same  by  the  number  of 
square  feet  of  grate  surface  of  the  proposed  installation  and  apply 
this  figure  to  the  chart,  Figure  19,  in  the  following  manner:  Along 
the  left  hand  margin  find  the  number  computed  above  and  follow  the 
line  horizontally  to  the  right  until  it  intersects  the  diagonal  line; 
from  this  point  project  a  vertical  line  downward  to  the  bottom  margin 
where  the  required  minimum  number  of  square  feet  heating  sur- 
face per  square  foot  of  grate  may  be  read.  This  number  shall  be 
equal  to  or  less  than  the  total  number  of  square  feet  of  heating  sur- 
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face  of  the  proposed  installation,  divided  by  the  square  feet  of 
grate  surface. 

Any  person,  or  persons,  firm  or  corporation  installing  warm  air 
furnace  heating  plants  shall  furnish  the  Bureau  of  Buildings  upon 
request  with  data  giving  heating  surface,  grate  surface,  and  free 
area  within  the  casing  of  any  warm  air  furnace  heating  plant,  be- 
fore a  permit  shall  be  issued  for  the  installation  of  the  same. 

No  warm  air  furnace  shall  be  installed  having  more  than  three 
hundred  forty  (340)  square  inches  of  leader  pipe  for  one  (1)  square 
foot  of  grate  surface. 

No  warm  air  furnace  shall  be  installed  having  less  than  eighteen 
(18)  square  feet  of  heating  surface  for  one  (1)  square  foot  of  grate 
surface. 

No  furnace  shall  be  installed  having  a  free  area  less  than  ten 
(10)  per  cent  greater  than  the  combined  leader  pipe  area. 

Heating  surface  shall  be  construed  to  mean  all  surfaces  of  the 
ash  pit  and  fire  pot  which  are  passed  over  by  the  circulating  air 
within  the  casing  and  are  higher  in  temperature  than  the  circulating 
air  and  all  surfaces  of  the  dome  and  radiator,  etc.,  which  have  not 
gases  on  one  side  and  circulating  air  on  the  other. 

Grate  surface  shall  be  construed  to  mean  the  clear  area  of  the 
opening  within  which  the  grates  are  placed. 

Free  area  shall  be  construed  to  mean  the  smallest  unobstructed 
area  between  the  heating  surfaces  and  the  casing. 

Sec.  E-607— LOCATION  OF  FURNACE  FOR  MULTIPLE 
PIPE  SYSTEMS: 

The  location  of  the  furnace  shall  equalize  the  length  of  warm 
air  runs  as  far  as  possible,  yet  give  necessary  preference  to  pipes 
supplying  living  rooms,  dining  rooms  and  main  halls. 

Sec.  E-608— FOUNDATIONS: 

Furnace  foundations  of  brick,  cement  or  other  incombustible 
material  must  be  provided.  Said  foundations  shall  extend  at  least 
fifteen  (15)  inches  at  rear  and  sides  of  the  furnace  casing  and  at 
least  thirty-six  (36)  inches  in  front  of  the  furnace  casing.  All 
foundations  shall  be  level. 

Sec.  E-609— SETTING  OR  ASSEMBLING  FURNACES: 

The  base  ring  of  the  furnace  shall  be  cemented  to  the  foundation, 

making  an  air  tight  joint.     The  furnace  parts   shall  be   assembled 

plumb  and  level,  and  in  a  workmanlike  manner. 

All   sections   shall   be   properly   fitted.     Joints   requiring   cement 

shall  be  well  filled  and  all  bolts  shall  be  drawn  up  tightly. 

Sec.   E-610— CASINGS: 

(a)  Warm  air  furnaces  shall  be  enclosed  in  metal  casings  or 
walls  of  brick,  tile  or  concrete 

(b)  Portable  sheet  metal  casings  including  casing  tops  shall 
be  made  of  galvanized  sheets,  not  lighter  than  26  U.  S.  Standard 
Gauge.  They  shall  fit  the  casings  and  casing  rings  closely,  so  as  to 
be  dust  tight,  and  shall  be  securely  fastened  to  the  front.  The  casing 
shall  be  lined  from  the  upper  casing  rings  down  to  a  line  on  a  level 
with  the  grate. 

(c)  When  side  collars  are  used  the  casing  top  must  be  of 
sufficient  height  so  that  the  largest  warm  air  pipe  can  be  taken  from 
the  side  without  ovaling.     In  no  case  shall  a  distance  less  than  eight 


August  19, 1925]  city  of  Indianapolis,  tnl  873 


(8)    inches  be  maintained  between  the  top  of  any  furnace  and  the 
top  of  the  casing  or  bonnet. 

(d)  Openings  for  side  casing  collars  shall  be  cut  into  the  casing 
top,  so  that  the  tops  of  all  openings  are  on  a  level.  Casing  collars 
shall  be  fitted  into  place  with  a  proper  flange,  or  bead  on  the  outside 
and  drawn  up  on  the  inside,  making  a  dust  tight  joint.  All  collars 
shall  be  of  the  same  size  as  the  warm  air  pipes  to  which  they  are 
to  be  connected. 

(e)  Brick  set,  cement  or  hollow  tile  casings  shall  be  constructed 
as  follows:  Walls  shall  be  not  less  than  eight  (8)  inches  in  thick- 
ness, and  shall  be  constructed  air  tight.  The  least  inside  dimensions 
of  rectangular  casings  shall  be  the  same  as  that  of  the  portable 
casing  of  a  corresponding  size  of  furnace.  Walls  of  masonry  set 
furnaces  shall  be  carried  to  the  same  height  as  the  walls  of  a  port- 
able furnace  allowing  not  less  than  eight  (8)  inches  between  the  top 
of  the  furnace  and  the  bottom  of  the  top  cover.  After  placing  the 
collars  for  the  warm  air  pipes  the  masonry  shall  be  continued  up 
even  with  the  top  of  the  collars,  spacing  rods  of  bar  iron  on  edge  or 
angle  irons  shall  be  laid  across  the  furnace  top.  These  shall  be  cov- 
ered with  sheet  iron.  The  sheet  iron  shall  be  covered  with  masonry 
and  the  side  walls  shall  be  run  four  (4)  inches  above  the  masonry 
bed.  A  galvanized  iron  casing  bonnet  may  be  used  on  masonry  set 
furnaces. 

Provision  shall  be  made  in  the  walls  for  a  manhole  to  give  ingress 
to  the  heater. 

Sec.  E-611— WARM  AIR  PIPES  IN  THE  BASEMENT  OR 
CELLAR: 

Warm  air  pipes  in  basement  or  cellars  shall  be  installed  as  fol- 
lows: 

(a)  All  warm  air  pipes  shall  be  made  of  bright  tin  not  lighter 
than  IC,  or  galvanized  iron.  Side  seams  shall  be  locked  seams.  All 
joints  shall  be  either  double  seamed  or  lapped  not  less  than  one  and 
one-quarter  (l1^)  inches  and  such  joints  shall  be  beaded  and  soldered 
or  riveted.  All  pipes  shall  be  properly  secured  to  ceiling  or  joists. 
No  solder  or  riveted  joint  is  required  where  round  pipe  slips  over  the 
casing  collar.  Any  pipe  twelve  (12)  inches  or  greater  in  diameter 
shall  not  be  made  of  material  lighter  than  IX  tin  or  No.  26  U.  S. 
Standard  Gauge  galvanized  iron. 

Note:  It  is  recommended  that  all  warm  air  pipes  in  the  base- 
ment shall  have  an  upward  pitch  of  not  less  than  one  (1)  inch  per 
running  foot. 

(b)  No  warm  air  pipe  shall  run  within  one  (1)  inch  of  any 
woodwork,  unless  such  woodwork  is  covered  with  asbestos  paper  and 
the  paper  covered  with  tin  or  iron. 

(c)  All  warm  air  pipes  in  the  basement  shall  be  provided  with 
dampers  not  more  than  two  (2)  feet  from  the  casing. 

(d)  Where  warm  air  pipes  pass  through  a  masonry  wall,  a 
metal  thimble  shall  be  provided,  having  a  diameter  at  least  one  (1) 
inch  greater  than  the  pipe,  and  the  pipe  supported  in  such  a  manner 
that  the  air  space  is  uniform  on  all  sides. 

(e)  No  basement  warm  air  pipes  shall  be  over  fifteen  (15) 
feet  in  length  first  floor. 

(g)  All  basement  warm  air  pipes  over  five  (5)  feet  in  length 
and  all  basement  warm  air  pipes  for  second  and  third  floor  rooms 
shall  be  covered  with  three  layers  of  approved  cellular  asbestos  and 
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wrapped  with  one  layer  of  ten   (10)   pound  asbestos  paper  the  full 
length  of  the  pipe  within  the  basement. 

Note:  One  layer  of  asbestos  paper  pasted  tightly  over  a  bright 
tin  leader  pipe  increases  the  heat  loss  as  compared  with  the  bright 
tin  by  about  60%. 

Sec.  E-612— WALL  STACKS: 

(a)     Double  stacks. 

All  double  wall  stacks  or  wall  pipes,  heads,  boots,  ells,  tees, 
angles  and  other  connections  shall  be  made  of  bright  tin,  not  lighter 
than  IC  or  galvanized  iron  and  shall  be  made  double,  from  and  in- 
cluding the  boot  or  foot  piece  in  the  basement  to  the  top  of  each  and 
every  stack  and  register  head  on  all  floors.  There  shall  be  a  con- 
tinuous uniform  air  space  of  not  less  than  five-sixteenths  (5/16)  of 
an  inch,  which  must  be  maintained  between  the  outer  and  inner  walls 
of  all  such  pipes  and  fittings  of  all  kinds,  styles  and  descriptions. 
Such  pipes,  heads,  boots  and  other  fittings  shall  be  of  an  approved 
design.  All  pipes  and  fittings  must  be  secured  firmly  in  place  by 
lugs  or  straps  attached  to  the  outer  walls  of  stacks  and  fittings,  and 
no  nails  shall  be  driven  through  these  stacks  or  fittings  at  any  point. 
No  wall  pipes  or  fittings  shall  be  used  which  depend  wholly  on 
soldered  joints.  The  various  members  shall  be  made  so  that  all 
joints  are  locked  soldered  and  the  several  members  shall  be  attached 
to  each  other  with  slip  joints,  which  are,  for  the  purpose  intended, 
air  tight. 

Sec.  E-613— REGISTERS: 

(a)  When  baseboard  or  wall  registers  are  used,  they  shall  be 
properly  and  permanently  attached  to  the  stack  head  in  such  a  man- 
ner that  any  leakage  of  air  between  the  head  and  the  register  will 
be  prevented. 

(b)  Floor  registers  shall  be  provided  either  with  register 
borders,  or  double  register  boxes  of  tin  or  galvanized  iron  with  an 
air  space  of  not  less  than  five-sixteenths  (&)  of  an  inch  between 
the  inner  and  outer  boxes. 

(c)  Registers  for  warm  air  pipes  shall  not  be  located  in  out- 
side walls.  The  warm  air  registers  in  the  various  rooms  shall  be 
located  in  or  near  the  inside  walls  in  all  cases. 

Sec.  E-614— THE  AIR  SUPPLY  TO  THE  FURNACE: 

(a)  The  air  supply  to  the  furnace  for  warm  air  heating  plants 
may  be  taken  front  outside  or  from  within  the  building  or  may  be 
taken  partially  from  outside  and  partially  from  within.  In  no  case, 
however,  shall  air  for  circulation  be  supplied  to  any  furnace  from 
any  furnace  room. 

(b)  The  cold  air  intake  or  return  where  cold  air  is  taken  from 
within  the  building  shall  have  a  net  area  throughout  its  entire 
length  of  not  less  than  the  combined  net  area  of  all  warm  air  pipes 
leading  from  the  furnace.  This  may  be  maintained  in  one  or  more 
ducts. 

(c)  When  the  cold  air  supply  is  taken  wholly  from  the  out- 
side of  the  building  the  supply  duct  at  its  most  contracted  area  must 
equal  or  exceed  eighty  (80)  per  cent  of  the  combined  area  of  all 
warm  air  pipes  leading  from  the  furnace. 

(d)  Cold  air  ducts  shall  be  constructed  of  metal,  tile  or  other 
incombustible  material  having  smooth  inner  surfaces  and  shall  main- 
tain a  constant  net  area  throughout  their  entire  length  and  shall  be 
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made  air  tight.  Where  a  boot  or  shoe  is  connected  to  the  casing  at 
the  base,  the  opening  shall  not  extend  higher  than  a  line  on  the 
level  of  the  grate  of  the  furnace.  The  width  of  the  shoe  shall  be 
of  such  measurement  as  to  make  the  area  at  least  equal  to  that  of 
the  round  or  square  pipe  to  which  it  is  connected.  All  cold  air  ducts 
shall  have  an  air  tight  cleanout  placed  near  the  basement  floor. 

(e)  Wherever  the  space  between  joists  is  used  to  convey  cold 
air  over  head,  the  joists  and  all  wooden  surfaces  between  such  joists 
shall  be  lined  with  metal  and  a  sheet  metal  pan  constructed  to  ex- 
tend no  less  than  six  (6)  inches  below  said  joists.  The  connection 
frcm  this  pan  to  the  boot  or  shoe  shall  be  made  of  galvanized  iron 
net  lighter  than  No.  26  U.  S.  Standard  Gauge,  and  shall  have  a 
transition  collar,  the  top  area  of  which  shall  be  at  least  ten  (10)  per 
cent  greater  than  the  area  of  the  connecting  pipe. 

(f)  The  cold  air  face  or  faces  shall  be  made  of  wood,  or  metal. 
When  set  in  floors  the  top  of  the  same  shall  be  flush  with  the  floor. 
Where  the  cold  air  face  is  placed  in  a  seat  or  side  wall  (whether 
furnished  by  owner,  general  contractor  or  furnace  contractor)  the 
open  work  or  face  must  extend  to  within  at  least  one  (1)  inch  of 
the  floor  line. 

The  free  area  of  cold  air  faces  shall  be  at  least  ten  (10)  per 
cent  in  excess  of  the  free  area  of  the  duct  or  ducts  to  which  they  are 
connected. 

Note:  The  effective  area  of  a  vertical  cold  air  face  lies  within 
twelve  (12)  inches  of  the  floor  line,  hence,  the  capactity  of  any 
vertical  cold  air  face  shall  be  determined  by  multiplying  the  base 
line  in  inches  by  not  to  exceed  twelve  (12)  inches  in  height  and 
deducting  for  the  grills  or  cross  bars. 

Sec.  E-615— SMOKE  PIPES: 

(a)  The  smoke  pipe  shall  be  as  short  and  direct  as  consistent 
with  the  location  of  the  furnace  and  shall,  never  exceed  ten  (10)  feet 
in  length.  It  shall  be  made  of  either  black  or  galvanized  iron  not 
lighter  than  No.  24  U.  S.  Standard  Gauge  and  shall  be  the  full 
size  of  the  collar  on  the  furnace  throughout  its  entire  length.  It 
must  have  no  other  openings  for  attaching  any  fireplace,  stove, 
range,  water  heater,  gas  or  ventilating  connection.  It  shall  be  lock 
seamed  or  riveted;  all  joints  shall  lap  not  less  than  one  and  one- 
half  {IV2)  inches  and  it  shall  be  rigidly  secured.  Cast  iron  smoke 
pipe  may  be  used.  Smoke  pipes  shall  be  provided  with  butterfly 
dampers. 

(b)  Where  the  smoke  pipe  enters  the  flue,  a  thimble  shall  be 
cemented  into  the  flue  and  the  connections  thereto  made  air  tight. 
Should  any  smoke  pipe  come  within  eighteen  (18)  inches  of  any 
combustible  material,  such  combustible  material  must  be  covered  with 
asbestos  paper  and  a  metal  shield  so  fastened  that  a  two  (2)  inch 
air  space  exists  between  this  shield  and  the  combustible  material. 
This  shield  shall  be  not  less  in  size  than  twice  the  diameter  of  the 
smoke  pipe  and  of  sufficient  length  to  cover  the  wood  at  all  points. 
No  smoke  pipe  shall  be  nearer  than  eight  (8)  inches  to  any  com- 
bustible material. 

(c)  No  smoke  pipe  shall  project  through  any  external  wall  or 
window  or  any  wooden  or  combustible  partition. 

(d)  No  warm  air  heating  plant  shall  be  at  a  greater  distance 
than  ten  (10)  feet  from  the  flue  used  to  conduct  the  products  of 
combustion  therefrom. 
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(e)  No  furnace  as  described  in  this  part  shall  be  connected  to 
a  flue  of  less  dimensions  than  twelve  (12)  inches  by  twelve  (12) 
inches   square  or  twelve    (12)    inches  round. 

(f)  No  chimney  shall  be  less  than  twenty-eight  (28)  feet  in 
height  above  basement  floor. 

Sec.  E-616— SINGLE  PIPE  FURNACES: 

(a)  When  but  one  (1)  duplex  grating  is  used  for  both  warm 
air  and  c^ld  air  in  a  so-called  pipeless  furnace,  the  area  of  the  cold 
air  intake  shall  be  at  least  equal  to  the  area  of  the  warm  air  outlet 
of  the  grating.  The  inner  and  outer  casing  of  this  type  of  furnace 
may  be  made  of  either  black  or  galvanized  iron  not  lighter  than  No. 
26  U.  S.  Standard  Gauge.  A  uniform  air  space  shall  be  maintained 
at  all  points  between  the  inner  and  outer  casing.  In  no  case  shall 
the  top  of  the  furnace  be  closer  than  twelve  (12)  inches  to  any 
ceiling  or  joists  above  the  furnace. 

(b)  Where  joists  are  cut  to  accommodate  this  furnace,  headers 
shall  be  put  in,  and  braced  so  as  not  to  weaken  the  structure  of  the 
floor  above  the  furnace. 

Sec.  E-617— FIRE  BLOCKING  AND  FIRE  PROTECTION: 

All  furnace  pipes  shall  be  thoroughly  and  effectually  fire  blocked 
at  every  floor  level  and  midway  between  each  floor  and  ceiling.  The 
furnace  piping  shall  have  metal  wings  of  sufficient  size  so  that  the 
wing  can  be  nailed  to  the  studding  and  lathing  in  such  a  manner  as 
to  completely  fire  block  the  air  space  between  the  furnace  piping  and 
its  surroundings.  At  least  one  (1)  inch  of  plastering  shall  be  placed 
over  all  fire  blocking  to  make  the  same  air  tight. 

The  top  of  the  warm  air  chamber  of  every  portable  furnace 
not  set  in  brick  shall  be  kept  at  least  one  (1)  foot  below  any  com- 
bustible ceiling,  floor  joists,  beams  or  girders.  Such  furnace  shall 
be  provided  with  at  least  two  (2)  inches  of  sand  placed  over  the  top 
of  the  warm  air  chamber  of  the  furnace. 

Exception:      Single  pipe  furnaces. 

Where  single  pipe  furnaces  are  installed  a  double  warm  air  pipe 
of  standard  bright  tin  or  galvanized  iron  shall  be  used  and  provided 
with  at  least  one  (1)  inch  air  space  between  the  two  (2)  thick- 
nesses. Such  air  space  shall  extend  all  around  the  warm  air  pipe 
and  shall  be  used  from  a  point  twelve  (12)  inches  below  the  bottom 
of  any  combustible  ceiling  or  floor  joists,  beams  or  girders  to  the 
register  face.  Where  such  double  warm  air  pipe  passes  within  one 
(1)  inch  of  any  combustible  material  it  shall  be  further  insulated 
with  a  covering  of  an  approved  asbestos  paper  or  other  equally  good 
incombustible  insulation. 

Sec.  E-618— RECIRCULATING  DUCTS: 

(a)  No  toilet,  bathroom  or  bedroom  shall  be  provided  with  re- 
circulating ducts.  Toilets,  bathrooms  and  kitchens  shall  be  provided 
with  approved  ventilators. 

(b)  The  combined  area  of  recirculating  ducts  shall  not  be  less 
than  the  combined  area  of  the  warm  air  leader  pipes. 

(c)  Where  single  recirculating  ducts  are  installed  they  shall 
be  provided  with  a  clean  out  door  at  least  twelve  (12)  by  twelve  (12) 
inches  so  placed  as  to  be  easily  accessible  and  make  it  possible  to 
remove  dust  and  other  materials  from  such  a  duct. 

Note:  One  of  the  most  important  factors  of  heating  for  com- 
fort and  health  is  that  of  proper  humidification  or  maintaining  the 
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proper  relation  between  temperature  and  moisture  content  of  air. 
Low  humidity  such  as  ordinarily  exists  in  most  buildings  during  the 
heating  season  are  detrimental  to  health  as  membranes  of  the  throat 
and  nose  become  dry  and  irritated,  are  detrimental  to  bodily  com- 
fort and  causg  furniture  to  dry  out  and  the  varnish  to  check  and 
crack  with  some  unnecessary  loss  of  heat. 

The  chart  Figure  20  showing  the  proper  relation  between  the 
temperature  and  humidity  was  constructed  by  Dr.  E.  V.  Hill  from 
a  series  of  tests  made  by  Professor  J.  W.  Shepherd.  The  chart  also 
shows  the  temperature  differences  between  wet  and  dry  bulb  ther- 
mometers for  various  percentages  of  relative  humidities.  From  the 
center  line  of  the  "Comfort  Zone"  shown  in  the  chart  it  will  be 
noted  that  equally  comfortable  conditions  can  exist  with  a  temperature 
of  sixty-five  (65)  degrees  and  a  humidity  of  fifty-six  (56)  per  cent 
as  with  a  temperature  of  seventy  (70)  degrees  and  a  humidity  of 
thirty-six  (36)  per  cent.  It  is  recommended  for  comfort  and  health  that 
the  relative  humidity  be  not  less  than  forty-five  (45)  per  cent.  Many 
devices,  as  small  water  pans  on  warm  air  furnaces,  intended  for  the 
purpose  of  humidification  are  entirely  inadequate  to  supply  the 
moisture  required  by  even  a  moderate-sized  room.  There  is  also  a 
mistaken  idea  that  steam  or  hot  water  radiators  furnish  a  "moist 
heat."  Few  realize  that  in  order  to  maintain  a  proper  humidity  in 
even  a  small  house  there  must  be  evaporated  hourly  a  quantity  of 
water  of  the  order  of  six  (6)  to  ten  (10)  pounds.  It  can  be  seen 
that  in  order  to  be  satisfactory,  the  water  evaporating  pan  must  be 
kept  filled  automatically  from  the  water  supply  system. 

SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT- 
STEAM  AND   HOT   WATER  BOILERS. 
Sec.    E-701— STEAM    RATING    OF    CAST    IRON    HEATING 
BOILERS: 

(a)  The  steam  rating  of  cast  iron  heating  boilers  shall  be 
determined  by  the  following  formulae  according  to  the  grate  area. 

For  boilers  having  twelve  (12)  or  less  than  twelve  (12)  square 
feet  of  grate  area. 

R=AxEx20 

For  boilers  having  more  than  twelve  (12)  and  less  than  twenty 
(20)  square  feet  of  grate  area 

R=rAxEx25 

For  boilers  having  twenty  (20)  or  more  square  feet  of  grate 
area 

R— AXEX30 

R=Rating  of  boiler  in  square  feet  of  equivalent  column  radia- 
tion the  boiler  will  handle. 

A=Area  of  grate  in  square  feet. 

E=Evaporative  power  of  boiler  in  pounds  of  water  evaporated 
per  pound  of  coal  burned  as  hereinafter  provided. 

Equivalent  column  radiation  shall  include  all  risers,  piping, 
mains  and  radiators. 

(b)  Grate  area  shall  be  construed  to  mean  the  area  of  the 
opening  within  which  the  grates  are  placed. 

(c)  The  evaporative  power  of  a  boiler  shall  be  determined  by 
actual  test  and  shall  be  the  number  of  pounds  of  water  equivalent 
to  the  number  of  pounds  of  water  evaporated,  from  and  at  two  hun- 
dred  and   twelve    (212)    degrees   Fahr.,  to   dry   steam   at  the   same 
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temperature,  by  one  (1)  pound  of  coal  when  the  boiler  is  operated 
at  such  a  rate  as  to  burn  not  less  than  seven  (7)  nor  more  than 
eight   (8)   pounds  of  coal  per  square  foot  of  grate  per  hour. 

The  above  test  to  be  made  with  a  stove  size  anthracite  coal  hav- 
ing a  heat  value  of  12500  B.  T.  U.s  per  pound  of  coal. 

Sec.  E-702— WATER  RATING  OF  CAST  IRON  HEATING 
BOILERS: 

(a)  The  water  rating  of  cast  iron  heating  boilers  shall  be  de- 
termined by  multiplying  the  steam  ratings,  as  determined  in  Section 
E-701,  by  the  factor  one  and  six-tenths   (1.6). 

Sec.  E-703— STEAM  RATING  OF  STEEL  HEATING  BOIL- 
ERS: 

(a)  Heating  boilers  of  steel  construction  shall  have  not  less 
than  one  (1)  square  foot  of  heating  surface  for  each  ten  (10)  square 
feet  of  equivalent  column  radiation  installed  up  to  and  including  five 
thousand  (5,000)  square  feet  of  equivalent  column  radiation;  and 
shall  have  not  less  than  one  (1)  square  foot  of  heating  surface  for 
each  twelve  (12)  square  feet  of  equivalent  column  radiation  installed 
for  loads  greater  than  five  thousand  (5,000)  square  feet  of  equivalent 
column  radiation. 

(b)  Steam  heating  boilers  of  steel  construction  shall  have  not 
less  than  the  following  heating  surface  grate  area  ratios  according 
to  the  equivalent  column  radiation  installed. 

Square  feet  of  equivalent  Square  feet  of  heating  surface 

column  radiation  per  sq.  foot  of  grate 

1,500-  3,000   25-30 

3,000-10,000    35-40 

6,000-10,000   35-40 

10,000-20,000   40-45 

over  20,000   45-50 

Sec.  E-704— WATER  RATING  OF  STEEL  HEATING 
BOILERS: 

The  water  rating  of  steel  boilers  shall  be  determined  by  multi- 
plying the  steam  rating  by  the  factor  of  one  and  six-tenths  (1.6). 

Sec.  E-705— SMOKELESS  TYPE  BOILERS: 

(a)  All  heating  boilers  of  a  rated  capacity  (rated  in  accordance 
with  the  foregoing  sections)  of  fifteen  hundred  (1500)  sq.  feet  or 
over  of  steam,  and  twenty  four  hundred  (2400)  square  feet  or  over 
of  water,  shall  be  of  an  approved  smokeless  type. 

(b)  Any  approved  smokeless  type  boiler  shall  be  provided  with 
a  downdraft  furnace  or  shall  employ  the  downdraft  principle  of 
carrying  the  gases  down  and  through  or  over  an  incandescent  bed  of 
fuel  with  a  satisfactory  auxiliary  air  supply  over  the  fire  or  shall  be 
of  the  underfeed  type. 

(c)  Water  heaters  or  combination  water  heaters  and  incenera- 
tors  shall  use  only  smokeless  fuel. 

Sec.  E-706— DIRECT   STEAM  RADIATION: 

The  number  of  square  feet  of  direct  cast  iron  radiation  or 
its  equivalent  installed  in  any  room  or  building  shall  not  be  less  than 
that  as  determined  as  follows: 

Divide  square  feet  of  glass  (note  1)  by  (12). 

Divide  square  feet  of  net  wall   (note  2)  by  factor  "F." 
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Divide  cubic  contents  (note  6)  by  eight  hundred  (800)  ;  add  to- 
gether the  above  and  multiply  by  four  (4)    (note  5). 

Glass    (sq.   ft.)     (note   1)-M2  1 

Net  Wall   (sq.  ft.)    (note  2)-i-"F"      I  f  area  cast 

Cold   Ceilings  and   Floors,  }-  X4   (Note  5)  =  ^  iron    radiation 

Roofs    (sq.  ft.)    (note  4)-^"F"  [  sq.  ft. 

Cubic    Contents    (note    6)^800  J 

Such  heat  losses  as  are  not  included  in  the  above  shall  be  figured 
by  methods  provided  in  the  following  explanatory  notes  and  provis- 
ions made  for  additional  radiation. 

Explanatory  hote: — 

(1)  In  obtaining  glass  surface  use  full  casement  open- 
ings.    An  outside  door  shall  be  figured  as  glass. 

(2)  To  obtain  net  outside  wall  area  multiply  height  by 
width  and  deduct  the  area  of  all  windows  and  outside  doors. 

(3)  For  rooms  having  north,  northeast  and  northwest 
exposures  add  fifteen  (15)  per  cent  to  the  computed  radia- 
tion. When  walls  are  next  to  unheated  rooms  or  spaces  use 
the  factor  "F"  divided  by  two   (2). 

(4)  Cold  ceilings  are  those  next  to  unheated  attics.  Roof 
shall  be  figured  when  rooms  are  open  to  roof.  Cold  floors 
are  those  over  unheated  basements  or  floor  over  unexcavated 
parts. 

(5)  The  above  formula  is  for  seventy  (70)  degrees 
inside  temperature  with  zero  (0)  temperature  outside.  For 
a  temperature  of  ten  (10)  degrees  below  zero  add  ten  per 
cent  to  the  computed  radiation.  For  an  inside  temperature 
of  sixty  (60)  degrees  with  zero  (0)  temperature  outside 
deduct  ten   (10)   per  cent. 

(6)  The  value  of  eight  hundred  (800)  (used  in  cubic  con- 
tents) is  for  an  estimated  air  change  of  one  room  volume 
per  hour.  If  in  the  opinion  of  the  Combustion  Engineer 
it  is  necessary  to  provide  for  an  air  change  of  more  than 
one  room  volume  per  hour,  the  following  figures  shall  be 
used. 

lVz  room  volumes  per  hour 600 

2       room  volumes  per  hour 400 

(7)  The  above  formula  is  computed  on  a  basis  of  two 
(2)  pounds  pressure  at  the  boiler;  for  lower  pressures  or 
vacuums  the  amount  of  radiation  shall  be  increased  accord- 
ingly. 

(8)  The  radiation  as  determined  by  this  formula  is 
standard  column  radiation  which  will  condense  one-fourth 
(1/4)  pound  of  steam  per  square  foot  per  hour  when  standing 
in  air  at  seventy  (70)  degrees  temperature  when  the  pres- 
sure at  the  boiler  is  two  (2)  pounds  gauge.  Other  types  of 
radiation  shall  be  equivalent. 

(9)  To  determine  the  total  load  on  the  boiler  multiply 
the  number  of  square  feet  of  standard  column  radiation,  as 
determined  by  this  formula,  by  one  of  the  following  factors 
according  to  the  amount  of  radiation. 

Standard  Column  Radiation  Factor 

Up  to  300  square  feet 1.75 

300  to  500  square  feet 1.70 

500  to  700  square  feet 1.65 
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700  to  1000  square  feet 1.60 

1000  to  5000  square  feet 1.55 

5000  to  10,000  square  feet 1.50 

(10)  For  buildings  heated  intermittently  twenty   (20) 
percent  shall  be  added  to  the  radiation  computed. 

(11)  Heat   losses   not   provided   for   in   the   foregoing 
formula  shall  be  computed  from  the  following  factors. 

FACTOR  "F" 
BRICK  WALLS 

Wall  thickness 

inches  Plastered  Air  Space  Furred 

Plain  one  side  Plastered  and  plastered 

8  38  40  57  62 

12  49  51  68  71 

16  57  59  75  79 

20  65  68  89  89 

4"  brick,  4"  hollow  tile  and  plaster  % 50 

4"  brick,  paper,  sheathing,  stud,  lath  and  plaster 68 

8"  hollow  tile  stucco  and  plaster 45 

12"  hollow  tile  stucco  and  plaster 65 

8"  hollow  tile  stucco,  plaster  and  furring 48 

12"  hollow  tile  stucco,  furring  and  plaster 71 

Weatherboarding,  sheathing,  lath  and  plaster 51 

Weatherboarding  paper,  sheathing,  lath  and  plaster 62 

Cement    block,    plain 23 

Cement  block,  furring  and  plaster 36 

Partitions  (one  side  unheated) 

Stud  lath  and  plaster  one  side 24 

Stud  lath  and  plaster  both  sides 42 

4"   hollow  tile   v 42 

Ceilings  (35  degrees  temperature  difference) 

Joist,  lath  and  plaster    (no  flooring  above) 48 

Joist,  lath  and  plaster    (floor  above) 110 

Joist,  steel  ceiling    (no  floor  above) 35 

Joist,  steel  ceiling  (floor  above) 80 

Roofs  (over  heated  space) 

4"  concrete,  cinder  fill,  tar  and  gravel 24 

Tile  on  wood  tight  sheathing 22 

Tile   on   open   sheathing 13 

Sheet    Iron    open    sheathing 10 

Slate  on  tight  sheathing 28 

Composition  roof  paper  on  tight  sheathing 32 

Composition  roof  shingles  on  tight  sheathing 35 

Floors 

4"  cement  on  dirt,  b 160 

Flooring  on  joist  exposed  underneath 32 

Glass 
Outside  doors,  windows  and  skylights,  b 12 

Sec.  E-707— DIRECT  WATER  RADIATION: 

The  number  of  square  feet  of  direct  water  radiation  installed 
shall  be  equal  to  the  number  of  square  feet  of  direct  steam  radia- 
tion (as  computed  by  the  foregoing  formula)  multiplied  by  the  fac- 
tor one  and  six-tenths   (1.6). 
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Sec.  E-708— INDIRECT   RADIATION: 

Where  indirect  radiation  is  installed  the  amount  of  such  radia- 
tion shall  be  at  least  fifty  (50)  per  cent  greater  than  the  amount 
of  direct  radiation  as  computed  by  the  formula  in  Section  E-705. 
Where  indirect  radiators  are  suspended  in  a  box  or  chamber  such 
box  or  chamber  shall  be  entirely  of  fire  proof  material  and  shall 
be  separated  from  joists  or  other  woodwork  by  at  least  two  (2) 
irecbss.  Such  boxes  shall  be  provided  with  a  cleanout  not  less  than 
ejg^'.£8$  by  eight  (8)  inches  from  which  all  portions  of  the  box 
mafl£.De^Bieaned.  There  shall  be  at  least  ten  (10)  inches  clearance 
ttfi^tfeentthe  radiator  and  the  bottom  and  top  of  the  casing;  the  sides 
%^r&%' casing'  shall  fit  the  radiator  as  closely  as  possible.  Indirect 
jlS^utarsV  shall  be  placed  at  least  two  (2)  feet  above  the  water  line 
iH$£he  boiler  if  they  are  to  be  operated  on  a  gravity  steam  system 
mm,  shaSl-i&e  so  arranged  that  the  condensation  will  drain  from  them 
%  grairitfc'. 

"TlTe    following    table    gives    the    size    of    flues    required    for    in- 
direct1 ^radiators  of  various  sizes. 
Heating       Area  of  cold  air     Area  of  warm  air      Size  of  conductor  pipe 


surface 

supply 

supply 

or  brick  flue  for  hot 

sq.  ft 

sq.  inches 

sq.inches 

air,  inches 

20 

30 

40 

8x  8 

30 

45 

60 

8x12 

40 

60 

80 

8x12 

50 

75 

100 

12x12 

60 

90 

120 

12x12 

80 

120 

160 

12x16 

100 

150 

200 

12x20 

120 

180 

240 

14x20 

140 

210 

280 

16x20 

The  free  area  of  registers  shall  not  be  less  than  the  area  of  the 
connected  warm  air  flue. 

Indirect  radiators  may  be  arranged  to  recirculate  but  the  air 
from  bathrooms  and  bedrooms  shall  not  be  recirculated. 

Sec.  E-709— SEMI-DIRECT  RADIATION: 

When  semi-direct  radiation  is  installed  the  area  of  such  radiation 
shall  be  at  least  twenty-five  (25)  per  cent  greater  than  the  area  of 
the  direct  radiation  as  computed  by  the  formula  in  Sec.  E~705. 

Sec.  E-710— SAFETY  VALVE— BLOW  OFF: 

(a)  All  hot  water  boilers  shall  be  equipped  with  a  dead  weight 
safety  valve. 

(b)  No  blow  off  valve  shall  be  connected  directly  to  a  sewer. 
Such  blow  off  valve  shall  be  connected  to  a  visible  sump. 

Sec.  E-711— WATER  SUPPLY: 

The  water  supply  shall  pass  through  an  approved  self  closing 
valve. 

DIVISION   E— PART   EIGHT 
SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT- 
BREECHING   AND    CHIMNEYS    FOR    HEATING    EQUIPMENT 

Sec.  E-801— BREECHINGS: 

(a)  Breechings  shall  be  round.  The  cross-sectional  area  shall 
not  be  less  than  one-fifth  (1/5)  of  the  grate  area. 

Exception:  By  special  permission  other  type  breechings  may  be 
used. 
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(b)  Breechings  shall  be  short  and  direct.  If  a  turn  is  neces- 
sary it  shall  be  a  long  sweep  bend  the  radius  of  which  on  center  line 
of  breeching  is  not  less  than  the  diameter  of  the  breeching. 

(c)  Breechings  shall  slope  upward  to  the  chimney  opening  and 
shall  in  no  case  dip  below  the  horizontal. 

(d)  Breechings  shall  be  provided  with  a  cleanout  door  or  doors 
from  which  the  entire  breeching  may  be  cleaned  and  shall  have  no 
other  opening  except  to  the  boiler  or  warm  air  furnace. 

Exception:  Boilers  or  warm  air  furnaces  set  in  a  battery  and 
provided  with  dampers  in  an  approved  manner. 

(e)  Breechings  or  smoke  pipes  for  any  heating  equipment 
shall  be  not  more  than  ten  (10)  feet  in  length  except  when  in  the 
opinion  of  the  Combustion  Engineer  the  chimney  flue  height  is 
sufficient  for  additional  length. 

(f)  No  breeching  or  smoke  pipe  shall  extend  through  any 
external  wall,  unless  connected  with  a  flue,  chimney  or  stack  which 
is  built  as  required  by  this  Code. 

(g)  No  breeching  or  smoke  pipe  shall  pass  through  any 
windows,  door,  floor,  roof  or  partition  constructed  of  combustible 
materials. 

(h)  All  breechings  and  smoke  pipes  shall  be  securely  supported 
every  five   (5)   feet  by  tightly  drawn  wires. 

Sec.  E-802— CHIMNEY  FLUE  SIZES: 

(a)  Chimneys  for  warm  air  furnaces  shall  have  not  less  than 
twelve  by  twelve  (12x12)  inches  internal  cross  sectional  dimensions 
and  shall  be  not  less  than  twenty-eight  (28)  feet  in  height  above  the 
level  of  the  floor  upon  which  the  furnace  is  placed. 

(b)  Chimney  flues  for  cast  iron  boilers  shall  have  not  less 
than  the  dimensions  given  in  the  following  table  according  to  the 
boiler  rating  as  provided  in  Sections  E-701  and  E-703. 

Rated  Boiler  Capacity  One  Boiler  Two  Boilers 

Steam  Water  Dim.      Height  Dim.  Height 

Sq.  Ft.  Sq.  Ft.  In.  Ft.  In.         Ft. 

1000 1500  12x12         40  16x16         50 

1500 2400  12x12         45  16x16         55 

2000 3200  14x14         50  18x18         60 

3000 4800  16x16         55  20x20         65 

4000 , 6400  18x18         60  22x22         70 

5000..,,,., 8000  20x20         65  24x24         75 

6000 9600  22x22         65  28x28         75 

7OG0. 11200  24x24         70  30x30         80 

8000 12800  26x26         70  32x32         80 

9000 14400  28x28         75  34x34         85 

10000 ...16000  30x30         75  38x38         85 

Dim. — inside  dimensions. 
Height — height  above  grates. 

For  intermediate  sizes  the  next  larger  dimension  shall  be  used. 
Boilers  shall  be  cross-connected  forming  a  battery  and  attached 
to  one  breeching  or  smoke  pipe.  For  each  bend  in  the  breeching 
other  than  the  one  at  the  boiler  five  (5)  feet  shall  be  added  to  the 
height  given  in  the  above  table.  In  no  case  shall  the  chimney  flue 
heights  be  less  than  that  required  by  the  manufacturer  of  the  boiler 
equipment  or  deemed  necessary  by  the  Combustion  Engineer. 
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(  :)     Chimney   flues   for    smokeless   type    steel    fire   box   boilers 
shall  be  not  less  than  the  size  given  in  the  following  table  according 
to  the  boiler  rating  as  provided  in  Sections  E-703  and  E-704. 
Hated  Boiler  One  Boiler  Two  Boilers 

Capacity  Dim.         Height  Dim.         Height 

Sq.  Feet  In.  Ft.  In.  Ft. 

2000  and  less 20x20  50  28x28  60 

3000    20x20  55  28x28  65 

4000 22x22  55  32x32  65 

5000 24x24  60  32x32  70 

6000    26x26  60  36x36  70 

7000    28x28  65  36x36  75 

8000    30x30  65  40x40  75 

9000    30x30  70  40x40  80 

10000    32x32  70  44x44  80 

11000    32x32  75  44x44  85 

12000    34x34  75  48x48  85 

13000    34x34  80  48x48  90 

14000 36x36  80-  50x50  90 

15000    . 36x36  85  50x50  95 

Dim. — inside  dimensions. 
Height — height  above  grates. 

For  intermediate  sizes  the  next  larger  dimension  shall  be  used. 
Boilers  shall  be  cross-connected  forming  a  battery  and  attached 
to  one  breeching  or  smoke  pipe.  For  each  bend  in  the  breeching 
other  then  the  one  at  the  boiler  ten  (10)  feet  shall  be  added  to  the 
height  of  the  above  table.  In  no  case  shall  the  chimney  fNe  height 
be  less  than  required  by  the  manufacturer  of  the  boiler  equipment  or 
that  deemed  necessary  by  the  Combustion  Engineer. 

Sec.    E-803— CONSTRUCTION  OF  CHIMNEYS  AND  STACKS: 

(a)  Chimneys  and  stacks  shall  be  built  of  brick,  solid  con- 
crete block,  stone  or  other  fireproof  material.  In  no  case  shall  a 
flue  or  stack  rest  upon  combustible  material,  wood  flooring,  wood 
brackets  or  any  timber  construction  whatsoever. 

(b)  Every  chimney  or  stack  not  forming  a  part  of  the  wall 
shall  rest  upon  the  ground  with  a  sufficient  foundation  thereunder 
to  support  the  weight  of  the  flue  or  stack. 

(c)  All  chimneys  or  stacks  whether  they  are  to  be  used  for 
hot  or  cold  gases  must  have  their  construction  materials  laid  up 
with  solid  joints  completely  filled  with  mortar.  Such  flues  or  stacks 
built  without  lining  or  fire  clay  must  be  completely  plastered  on  the 
outside  where  they  pass  through  combustible  floors  or  partitions  or 
through  the  floor  joists  or  roof  rafters  and  for  the  entire  height  of 
the  interior  of  the  building. 

(d)  Wooden  floor  beams,  studding  and  other  wood  work  must 
be  framed  around  the  flue  at  each  and  every  story  and  shall  not  be 
less  than  two  (2)  inches  away  from  the  flue  at  any  point  except  as 
otherwise  provided  in  Section  A-941-D. 

Sec.  E-804— FOUNDATION   OF   CHIMNEYS  AND   STACKS: 

(a)  The  foundation  of  chimneys  inside  of  buildings  or  stacks 
outside  of  buildings  whether  connected  to  the  building  or  isolated 
shall  be  designed  and  built  with  foundations  sufficient  to  carry  the 
complete  static  load  of  the  flue  or  stack. 

(b)  In  figuring  the  foundation  of  isolated  stacks  a  wind  pres- 
sure of  twenty-five    (25)    pounds  per   square  foot  of  the  projected 
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area  of  the  stack  must  be  used  with  the  total  weight  of  the  stack  to 
determine  the  resultant  downward  force.  The  resultant  of  the  weight 
and  wind  pressure  loads  must  fall  within  the  middle  third  of  the 
foundation  of  the  stack.  The  maximum  pressure  upon  the  soil  for 
good  natural  solid  clay  shall  be  three  (3)  tons  to  the  superficial  foot 
and  for  firm  course  sand,  or  stiff  gravel  four  (4)  tons  per  superficial 
foot.     (See  Section  B-108.) 

(c)  When  the  breast  of  the  flue  or  fireplace  projects  more  than 
one  (1)  brick  the  same  must  be  started  on  this  line  from  foundation. 

(d)  Foundations  for  chimneys  and  stacks  not  within  the  walls 
of  any  building  shall  have  foundations  below  the  frost  line  and  in  no 
case  less  than  the  following: 

One   Story  Buildings 30  in.  Deep. 

Two  Story  Buildings 48  in.  Deep. 

All  unprotected  or  isolated  chimneys  and  stacks  shall  have  the 
foundations  of  the  same  at  least  forty-eight  (48)  inches  below  th(* 
established  grade. 

(e)  Foundations  for  chimneys  and  stacks  within  the  walls  and 
protection  of  any  building  shall  have  the  foundations  built  below  the 
established  grade  as  follows: 

Minimum  Depths 

One  Story  Buildings .....18  in.  Deep 

Two  Story  Buildings 24  in.  Deep 

All    Others 36  in.  Deep 

In  no  case  shall  the  bottom  of  the  foundation  of  any  chimney  or 
stack  within  the  protection  and  walls  of  any  building  be  built  at  a 
less  depth  than  the  lowest  footing  for  any  walls  thereof  unless  there 
is  no  basement  or  cellar  or  provisions  for  one. 

Exception:     Special  permission. 

Sec.  E-805— SMOKE  TEST  OF  FLUES: 

The  Combustion  Engineer  shall  require  a  smoke  test  to  be  made 
of  all  flues  that  appear  to  be  leaking;  by  closing  the  mouth  of  the 
stack  above  the  flue  when  a  smudge  fire  is  placed  at  the  bottom. 

Sec.  E-806— CORBLING  OUT  OF  CHIMNEYS: 

(a)  Brick  chimneys  projecting  one  brick  or  less  and  not  start- 
ing from  the  foundation  wall  shall  be  securely  built  into  the  brick 
work  of  the  walls  to  which  they  are  hung  and  shall  be  supported  by 
courses  of  brick  corbelled  out  from  the  main  wall;  provided,  that  no 
corbelled  flue  or  breast  shall  project  more  than  four  (4)  inches  on  an 
eight  (8)  inch  wall  or  more  than  eight  (8)  inches  on  all  walls  over 
eight  (8)  inches  in  thickness. 

(b)  No  flue  shall  be  corbelled  where  it  passes  between  floors, 
rafters  or  partitions. 

sec.  E-807— WALLING  OF  CHIMNEYS  AND  STACKS: 

(a)  Stacks  and  chimneys  less  than  two  hundred  and  fifty-six 
(256)  sq.  inches  in  area  in  all  buildings  or  structures  shall  have  their 
walls  made  of  brick  at  least  eight  (8)  inches  thick  unless  terra  cotta 
or  fire  clay  flue  linings  are  used  for  the  full  height  of  the  flue  or 
stack  in  which  case  brick  chimneys  may  be  reduced  four  (4)  inches 
in  thickness. 

(b)  If  such  chimneys  are  built  of  solid  concrete  blocks  they 
shall  be  lined  with  approved  fire  clay  lining  from  top  to  bottom  and 
shall  be  at  least  eight  (8)  inches  in  thickness.  Hollow  concrete 
blocks  cannot  be  used  in  flues.  All  flues  or  stacks  having  a  sectional 
area  greater  than  two  hundred   and  fifty- six    (256)    sq.   inches  but 
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less  than  five  hundred   (500)   sq.  inches  shall  be  constructed  of  solid 
brick  walls  not  less  than  eight  (8)   inches  in  thickness. 

(c)  Where  a  flue  comes  up  adjacent  to  a  fireplace  there  must 
be  four  (4)  inches  of  solid  brick  work  completely  around  the  flue  lin- 
ing in  addition  to  the  fire  brick  lining  of  the  fire  place. 

In  the  back  of  all  fire  places  there  shall  be  eight  (8)  inches  of 
solid  brick  work,  four  (4)  inches  of  which  may  be  made  of  fire 
brick. 

(d)  All  smoke  flues  or  stacks  having  a  sectional  area  greater 
than  five  hundred  (500)  sq.  inches  shall  be  made  with  hollow  walls 
in  which  the  combined  thickness  of  the  solid  part  of  the  wall  shall  be 
at  least  twelve  (12)  inches  with  a  two  (2)  inch  air  space  between  the 
inner  and  outer  walls.  In  such  flues  or  stacks  for  a  distance  of 
two  (2)  feet  below  the  smoke  inlet  and  at  least  ten  (10)  feet  above 
it,  a  lining  of  fire  brick  shall  be  provided  which  shall  be  laid  up  in 
fire  clay  mortar  or  in  lieu  thereof  the  flue  or  stack  may  be  lined  with 
other  refractory  material  approved  by  the  Commissioner  of  Build- 
ings for  the  purpose. 

Exception :     Other  approved  construction. 

(e)  The  walls  back  of  flues  where  the  flue  is  in  a  party  wall 
shall  in  no  case  be  less  than  eight  (8)  inches  in  thickness  and  shall 
be  lined  from  top  to  the  bottom.  In  case  a  multiple  flue  is  built  there 
shall  be  at  least  tour  (4)  inches  of  brick  work  between  each  flue  and 
the  flue  shall  be  lined  from  the  top  to  the  bottom.  (See  Section 
A-941.) 

(f)  In  no  case  shall  the  brick  work  in  any  flue  or  stack  be 
subjected  to  strains  in  excess  of  one-tenth  (1/10)  of  the  ultimate 
crushing  strength  of  the  material  of  which  the  flue  or  stack  is  con- 
structed. 

(g)  The  lining  of  all  flues  designed  to  remove  products  of 
combustion  from  furnaces,  heating  plants,  incinerators  or  other  ap- 
paratus or  devices  throwing  off  solid  particles  shall  be  designed  so 
that  the  flue  lining  is  vertical  except  in  cases  by  special  permission 
by  the  Commissioner  of  Buildings  or  the  Combustion  Engineer  such 
flues  may  be  built  with  a  slight  incline  to  the  lining;  providing,  how- 
ever, the  lining  forms  a  straight  flue  from  top  to  bottom.  Flues 
designed  to  remove  products  of  combustion  from  gas  stoves,  gas 
heaters  or  open  fireplaces  may  have  the  lining  thereof  built  in  a 
crooked  manner,  providing,  however,  the  walls  of  the  flue  and  the 
lining  are  properly  cemented  together  with  mortar. 

(h)  All  stacks  and  chimneys  shall  be  erected  in  a  vertical 
position. 

(i)  No  flue  shall  be  used  or  constructed  which  shall  have  more 
than  one  connection  to  the  same. 

Exception:   Incinerator  flues. 

(j)  All  flues  shall  be  provided  with  cleanouts  and  the  lining 
of  the  flue  shall  extend  down  to  the  cleanout. 

Note:  Smoke  travels  in  circles,  therefore,  a  good  chimney  is 
either  round,  or  as  nearly  square  as  possible.  Under  no  circum- 
stances should  the  chimney  be  lower  than  the  highest  part  of  a  build- 
ing, or  any  building  nearby,  because  the  air  current  going  over  the 
high  building  blows  down  the  flue.  When  smoke  curls  down  the  sides 
of  a  chimney  it  is  a  sure  indication  there  is  a  down  current,  and 
the  chimney  should  be  built  higher. 
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To  secure  a  good  draft  the  chimney  must  be  tight,  that  is,  no 
air  space  between  the  bricks,  and  no  other  openings  for  grates,  gas 
burners,  etc.,  except  possibly  a  cleanout  door  below  where  the  smoke 
pipe  from  the  boilers  enters.  No  mortar  should  be  allowed  to  cling 
to  the  inside  surface  of  the  wall,  but  should  be  cleaned  off  smooth. 
The  effective  area  of  a  flue  is  only  as  great  as  its  smallest  area. 
Sharp  bends  and  offsets  in  the  flue  will  choke  the  draft;  it  must  be 
free  of  any  feature  which  prevents  a  full  area  for  the  passage  of 
the  products  of  combustion. 

Great  care  should  be  taken  in  placing  the  smokepipe  into  the 
chimney  not  to  shove  it  through  to  the  other  side.  This  is  sometimes 
done  and  will  check  the  draft  entirely. 

Sec.  E-808— TOPPING  OUT: 

(a)  All  flues  or  stacks  shall  be  topped  out  with  brick,  stone, 
terra  cotta  or  other  approved  materials  or  cast  iron  thoroughly 
anchored.  In  all  cases  where  a  flue  or  stack  is  likely  to  emit  sparks 
from  the  combustion  of  shavings,  sawdust,  paper,  garbage  or  similar 
materials  the  same  shall  be  provided  with  a  wire  netting  spark  ar- 
rester. 

(b)  The  tops  of  all  smoke  flues,  incinerators,  flues  or  stacks 
shall  extend  at  least  two  (2)  feet  above  the  highest  point  of  a 
pitched  roof  and  six  (6)  feet  from  any  other  roof  or  woodwork  and 
at  least  four  (4)  feet  above  flat  roofs,  but  in  all  cases  at  least  two 
(2)  feet  above  the  highest  point  of  any  part  of  the  building  or  struc- 
ture, except  as  hereinafter  provided  for  cupolas. 

(c)  All  flues  or  stacks  carrying  off  products  of  combustion 
from  high  pressure  boiler  plants,  heating  plants  or  other  fuel  burning 
equipment  of  flats  with  four  (4)  or  more  apartments,  laundries, 
bakeries,  manufacturing  plants  of  any  sort  or  of  any  building  or 
structure  except  Grade  D  buildings  shall  be  sixty  (60)  feet  or  more 
in  height  above  the  level  of  the  average  grade  of  the  lot  on  Vvhicn 
the  flue  or  stack  is  situated  and  any  such  flue  or  stack  shall  be  raised 
to  this  height  if  the  Combustion  Engineer  shall  Jeem  it  necessary. 

(d)  No  flue  and  stack  used  to  carry  products  of  combustion 
from  a  gas  stove,  gas  grate  or  fire  place  shall  be  less  than  four  (4) 
by  eight  (8)  inches  or  eight  (8)  inches  in  diameter  for  circular 
flues.  Smoke  flues  designed  to  carry  off  the  products  of  combustion 
from  small  furnaces  or  small  heating  plants  in  buildings  or  struc- 
tures shall  be  at  least  twelve  (12)  by  twelve   (12)  inches. 

Sec.  E-809— LIMITING  HEIGHT  OF  EXPOSED  BRICK 
CHIMNEYS  AND  STACKS: 

The  unsupported  height  of  any  exposed  brick  chimney  or  stack 
shall  be  limited  to  the  height  shown  in  the  following  table  accord- 
ing to  the  cross  sectional  dimensions  and  the  wall  thickness,  as  fol- 
lows, to  wit: 
Internal 

Dimensions                               4"  Wall  8"  Wall  12"  Wall       16"Wall 

12x12  14' 0"  22' 0" 

14x14  15' 0"  24' 0" 

16x16  16' 0"  25' 0"  35' 0" 

18x18  27' 0"  37' 0" 

20x20  29' 0"  39' 0"     50' 0" 

22x22  31' 0"  41' 0"     53' 0" 

24x24  42'  0"  57'0"     71'  0" 
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26x26  44' 0"      59' 0"      74' 0" 

28x28  46'  0"     61'  0"     77'  0" 

30x30  ; 48' 0"     63' 0"     80' 0" 

32x32  49' 0"      65' 0"     82' 0" 

34x34  51' 0"      68' 0"     85' 0" 

36x36  53'  0"     70'  0"      88'  0" 

Any  chimneys  having  four  (4)  inch  walls  shall  have  fire  clay 
linings  for  the  entire  height. 

Any  chimney  larger  than  twenty-two  (22)  by  twenty-two  (22) 
inches  shall  have  a  four  (4)  inch  fire  brick  lining  with  a  two  (2) 
inch  air  space  between  such  lining  and  the  outer  wall. 

Sec.  E-810— METALLIC  FLUES  OR  STACKS: 

(a)  Where  metallic  flues  are  used  within  buildings  they  shall 
be  completely  surrounded  with  eight  (8)  inches  of  brick  work  or 
eight  (8)  inches  of  other  incombustible  material  from  the  top  to 
the  bottom  except  as  provided  in  Section  E-502-D. 

(b)  Metallic  smoke  pipes  conducting  the  products  of  com- 
bustition  from  gas  or  coal  stoves  used  for  cooking  or  heating  shall 
not  pass  through  any  wooden  partition,  wooden  roofs  or  wooden 
floors  but  shall  run  directly  into  a  flue. 

Sec.  E-811— RESTRICTIONS  OF  AREA  OF  FLUES  AND 
STACKS: 

Chimneys  or  flues  shall  not  be  restricted  in  area  at  any  point 
in  the  flue  nor  by  any  cap  or  ornamental  chimney  topping. 

Sec.  E-812— INCINERATOR  FLUES: 

(a)  No  apparatus  of  combustion  shall  be  connected  in  any 
manner  to  an  incinerator  flue  except  the  incinerator. 

(b)  Openings  with  self  closing  doors  may  be  placed  in  the 
incinerator  flue  at  any  story  in  any  building. 

(c)  Incinerator  flues  shall  be  topped  out  the  same  heights  as 
required  for  any  smoke  flue. 

(d)  All  incinerator  flues  shall  have  an  approved  wire  mesh 
spark  arrestor  permanently  fastened  at  the  top  of  the  flue,  com- 
posed of  wire  netting. 

DIVISION   E— PART   NINE 
SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT- 
INSTALLATION  OF  OIL  BURNING  EQUIPMENT 
Sec.  E-901— TANKS: 

(a)  All  fuel  oil  burning  equipment  installed  for  heating,  cook- 
ing or  power  purposes  may  have  the  oil  tanks  of  the  same  installed 
either  under  or  above  the  surface  of  the  ground.  If  installed  above 
the  surface  of  the  ground  said  tanks  shall  have  a  solid  incombustible 
wall  constructed  around  the  tank  as  required  by  the  Commissioner 
of  Buildings  in  such  a  manner  that  the  contents  within  the  wall  or 
enclosure  for  the  tank  shall  contain  one  and  one-half  (l1/^)  times  the 
volumetric  contents  of  the  said  tank.      (See  Section  B-711.) 

(b)  All  fuel  oil  tanks  installed  in  the  basement  of  any  build- 
ing shall  be  limited  to  three  hundred  (300)  gallons  capacity  without 
a  retaining  wall  surrounding  the  tank  and  in  no  case  shall  they  ex- 
ceed twelve  thousand  (12000)  gallons  capacity  with  a  retaining  wall 
and  eight  (8)  inches  of  fire  protection  approved  by  the  Commissioner 
of  Buildings. 

Exception:     First  Class  Buildings  need  no  fire  protection. 
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(c)  Whether  such  tanks  for  oil  burning  equipment  are  in- 
stalled in  the  basement,  in  the  ground  or  above  the  ground  they  shall 
be  equipped  with  a  vent  pipe  of  at  least  three-quarters  (%)  inch 
pipe  vented  to  the  atmosphere  and  approved  by  the  Commissioner  of 
Buildings.  All  such  tanks  shall  also  be  equipped  with  an  extra 
shut  off  valve  so  placed  as  to  be  readily  accessible  so  that  the  supply 
line  from  the  oil  tank  to  the  burner  equipment  may  be  shut  off.  This 
valve  shall  be  marked  fire  key  and  painted  with  bright  red  paint. 
(See  Section  B-711.) 

(d)  Fuel  oil  tanks  shall  be  constructed  of  basic  open  hearth  steel 
or  wrought  iron  thoroughly  welded  so  as  to  prevent  leakage.  (See 
Section  B-704.) 

(e)  Auxiliary  tanks  of  ten  (10)  gallons  or  less  capacity  may 
be  constructed  of  eighteen  (18)  gauge  metal.     (U.  S.  Standard.) 

(f)  All  gravity  feed  tanks  shall  be  tested  for  fifty  (50)  pounds 
per  square  inch  pressure. 

(g)  Pressure  system  tanks  shall  be  tested  for  six  (6)  times 
the  maximum  working  pressure  provided  such  pressure  systems  do 
not  exceed  fifty  (50)  pounds.  All  pressure  systems  shall  be  equipped 
with  a  Safety  Relief  Valve,  with  a  discharge  arranged  outside  of 
the  building  or  structure. 

(h)  No  gravity  tanks  shall  be  installed  within  five  (5)  feet 
of  the  burner  equipment  or  furnace,  and  no  pressure  tank  shall  be 
installed  within  ten   (10)   feet  of  the  burner  equipment  or  furnace. 

(i)  Glass  gauge  will  not  be  permitted  on  tanks  within  build- 
ings. 

(j)  All  pressure  systems  shall  be  arranged  with  an  auxiliary 
tank.  No  auxiliary  tank  shall  be  filled  by  pumping  from  the  main 
storage  tank.  Such  auxiliary  tank  shall  be  installed  in  pressure  sys- 
tems in  such  a  manner  that  in  case  the  tank  should  overflow  the  oil 
will  drain  back  into  the  main  tank  and  will  not  drain  or  drip  into  the 
building. 

Sec.   E-902— PUMPS,   PIPING,   BURNERS   AND   FITTINGS: 

(a)  All  pumps,  piping,  burners  and  the  fittings  thereof  shall 
be  approved  by  the  Commissioner  of  Buildings.  All  joints  shall  be 
coated  with  litharge  or  other  approved  cement.  All  piping  shall  be 
standard,  wrought  iron  or  steel  galvanized  pipe.  No  pipe  shall  be 
used  less  than  one-quarter  ( xk )  inch  standard  iron  pipe  size.  Proper 
precautions  must  be  taken  and  allowance  made  for  expansion  and 
contraction.  All  valves  and  burners  shall  be  approved  by  the  Com- 
missioner of  Buildings.  Pilot  lights  shall  be  installed  in  such  a  man- 
ner that  they  cannot  be  extinguished. 

(b)  Fill  plugs  and  overflow  pipes  shall  terminate  outside  of 
the  buildings.  The  fill  pipe  and  overflow  pipe  shall  be  arranged  with 
inter-connected  valves  so  both  lines  are  open  or  closed  at  the  same 
time. 

(c)  The  oil  pumps  used  in  filling  the  auxiliary  tank  from  the 
main  storage  shall  be  designed  to  prevent  leakage  and  shall  be  in- 
stalled with  the  check  valves  as  close  to  the  pump  as  possible.  All 
pumps  shall  have  manual  valves  placed  so  the  pump  may  be  removed 
for  repairs  without  oil  leakage. 

(d)  Oil  burners  shall  be  installed  with  unions  and  manual 
valves  so  the  burners  may  be  removed  for  repairs  without  oil  leak- 
age. 
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(e)  All  control  valves  shall  be  approved  by  the  Commissioner 
of  Buildings,  and  shall  be  provided  with  a  large  stuffing  box  with  a 
removable  cupped  gland  compression  nut.  Such  valves  shall  be 
designed  to  close  against  the  supply  of  oil  and  prevent  withdrawal 
of  the  stem  by  continued  operation  of  the  handwheel.  All  packing 
Used  shall  not  be  affected  by  the  oil  or  heat. 

The  orifice  of  the  burner  shall  be  limited  in  size  so  as  to  get 
maximum  results  with  the  valve  wide  open.  Valve  needles  shall  not 
enlarge  the  orifice.  Burners  shall  be  designed  so  gases  or  carbon 
cannot  accumulate. 

(f)  Dampers  shall  not  be  allowed  in  the  flue  pipes  and  a 
sufficient  opening  for  draft  must  be  provided  below  the  burner. 

DIVISION  E— PART  TEN 
SMOKE   ABATEMENT   AND   FUEL   BURNING   EQUIPMENT- 
MISCELLANEOUS 
Sec.  E-1001— INSTALLATION  OF  GAS  EQUIPMENT: 

(a)  Gas  equipment  used  for  heating,  cooking  or  manufacturing 
purposes  shall  be  installed  in  such  a  manner  that  no  wood  parts 
adjacent  to  the  equipment  shall  at  any  time  rise  to  a  temperature 
above  two  hundred  (200)  degrees  Fahrenheit,  shall  be  installed  so 
that  the  gas  pipe  shall  be  of  rigid  metal  pipe  up  to  the  mixing 
chamber  of  the  device.  This  Section  shall  not  apply  to  equipment 
used  in  laboratories  or  in  experimental  work. 

(b)  No  stove,  heater,  logs,  water  heater  or  other  device  using 
gas  as  fuel  shall  be  used  or  installed  in  any  bedroom  unless  the 
same  is  connected  to  a  flue  of  a  chimney  at  least  four  (4)  by  eight 
(8)  inches  inside  dimensions. 

(c)  No  stove  or  heater,  logs,  or  water  heater  using  gas  as  a 
fuel  shall  be  installed  in  any  bathrooms. 

(d)  All  stoves,  heaters,  logs  or  other  devices  using  gas 
as  a  fuel  shall  be  permanently  connected  with  approved  metal  gas 
pipe. 

Exception :     Laboratory  or  approved  installations. 

(e)  All  water  heaters  shall  be  connected  to  a  flue  of  a  chimney. 

(f)  Stoves  using  gas  as  a  fuel  may  be  installed  in  kitchens  or 
cooking  closets  without  a  flue  connection.     (See  Section  A-923.) 

(g)  All  water  heaters  shall  be  equipped  with  proper  water 
shut  off  valves  so  the  heater  may  be  removed  without  shutting  off 
the  water  from  the  building  and  shall  be  equipped  with  an  approved 
safety  valve. 

(h)  All  heaters,  stoves,  logs,  water  heaters  or  other  appli- 
ances using  gas  as  a  fuel  shall  have  a  good  and  sufficient  shut  off 
valve  in  the  gas  feed  line  to  the  same. 

(i)     No  gas  hose  shall  be  used  for  any  heating  device. 

Exception:     Gas  irons  or  other  approved  appliance. 

(j)  In  any  gas  consuming  device  no  damper  shall  be  installed 
in  the  pipe  leading  to  the  flue  except  upon  the  approval  of  the 
Commissioner  of  Buildings. 

(k)  All  piping  for  gas  in  any  building  or  structure  shall  be 
installed  in  a  workmanlike  manner  with  tight  fitting  joints  with  the 
threads  thereof  properly  coated  with  some  approved  leakproof  com- 
pound. 
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(1)  Where  fumes  of  combustion  are  carried  to  a  flue  by  a  metal 
pipe  as  required,  such  pipe  shall  be  of  equal  area  to  tne  fume  exit 
opening  of  the  gas  burning  device. 

(m)  Metal  pipes  for  fumes  of  combustion  shall  be  tight  fitting 
heavy  metal  pipes  thoroughly  anchored  into  position  so  as  not  to 
move  or  become  dislodged  in  case  of  an  explosion. 

Note:  Care  shall  be  exercised  in  placing  flue  pipes  into  the 
thimbles  of  chimneys  to  prevent  the  pipe  from  entering  the  flue  too 
far. 

(n)  Where  water  heaters  ere  installed  within  two  (2)  feet 
of  any  wooden  partition  or  other  combustible  material  the  same  shall 
be  protected  from  the  heater  by  an  approved  incombustible  shield. 
No  water  heater  shall  be  installed  within  twelve  (12)  inches  of  any 
combustible  material  of  any  character. 

(o)  No  gas  consuming  device  shall  be  installed  in  a  false 
fireplace. 

(p)  Gas  garage  heaters  shall  be  connected  to  a  flue  of  a 
chimney. 

(q)  All  gas  lighting  units  shall  be  installed  in  such  a  manner 
as  not  to  come  in  contact  with  any  combustible  materials  of  any 
sort. 

Sec.  E-1002— DISTANCE  FROM  WOODWORK: 

(a)  All  heating  furnaces,  boilers,  laundry  stoves,  or  other 
similar  devices  in  which  hot  fires  may  be  maintained  shall  rest  upon 
masonry  foundations,  and  no  woodwork  shall  be  permitted  within 
twelve  (12)  inches  and  all  such  woodwork  within  twelve  (12)  feet 
shall  be  covered  with  loose  fitting  sheet  metal  or  equivalent  fire-pro- 
tective material. 

(b)  When  it  is  necessary  that  coal  ranges  without  legs  or  any 
of  the  above  mentioned  heating  devices  be  supported  by  wooden 
floors,  the  floors  shall  be  protected  by  a  hearth,  consisting  of  a 
sheet  of  metal  or  a  one-eighth  (%)  inch  layer  of  asbestos  board  and 
either  covered  with  not  less  than  four  (4)  inches  of  masonry  set 
in  cement  mortar.  The  masonry  shall  consist  of  one  course  of  four 
(4)  inch  hollow  tile,  or  of  two  (2)  courses  of  brick,  concrete,  or 
tile,  at  least  one  of  which  should  be  hollow  and  be  laid  to  preserve  free 
circulation  of  air  through  the  whole  course;  or  such  heating  appli- 
ance may  rest  upon  a  six  (6)  inch  foundation  built  of  incombustible 
materials  supported  within  the  thickness  of  the  floor  framing.  Such 
hearths  shall  extend  at  least  twelve  (12)  inches  on  the  sides,  back 
and  front  of  the  furnace,  range  or  similar  heating  appliance,  if 
solid  fuel  is  used.  The  front  extension  shall  be  at  least  twenty-four 
(24)   inches  in  all  cases. 

(c)  The  cold  air  boxes  of  all  hot  air  furnaces  shall  be  made  of 
metal,  brick  or  other  incombustible  material. 

(d)  No  furnace  shall  be  surrounded  or  inclosed  by  any  com- 
bustible material  for  the  purpose  of  forming  chambers. 

Sec.  E-1003— BAKE  OVENS: 

(a)  Bake  ovens  shall  rest  on  solid  incombustible  foundations  or 
on  either  metal  or  concrete  beams  and  columns. 

(b)  The  sides  and  ends  shall  be  at  least  two  (2)  feet  from 
any  woodwork  and  the  crown  of  the  arch  at  least  four  (4)  feet  from 
ceilings  that  have  wood  joists. 

(c)  The  hearth  in  front  of  bake  ovens  shall  extend  at  least 
three  and  one-half   (3Mj)  feet  beyond  the  face  of  said  oven. 
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Sec.  E-1004— PORTABLE  SMELTING  FURNACES: 

Portable  smelting  furnaces  or  core  ovens  shall  be  set  on  incom- 
bustible hearths  with  an  air  space  of  at  least  five  (5)  inches  between 
the  hearth  and  the  bottom  of  such  oven  or  furnace. 

Sec.  E-1005— PROTECTION  OF  COMBUSTIBLE  CONSTRUC- 
TION NEAR  STOVES  OR  RANGES: 

If  coal  or  wood  burning  stoves  or  ranges  are  set  nearer  than 
twelve  (12)  inches  to  stud  walls,  the  walls  shall  be  protected  by  in- 
combustible shields  extending  at  least  six  (6)  inches  each  side  of 
the  stove  or  range,  and  extending  from  the  floor  to  at  least  two  (2) 
'feet  above  the  stove  or  range. 

Sec.  E-1006— DRYING  ROOMS: 

All  walls,  ceilings  and  partitions  inclosing  drying  rooms  shall 
be  made  of  fireproof  materials. 

Sec.  E-1007— HEARTHS  AND  FIREPLACES: 

(a)  All  hearths  or  fireplaces  shall  rest  on  brick  or  concrete 
trimmer  arches  not  less  than  four  (4)  inches  thick,  the  header  shall 
be  kept  at  least  two  (2)  feet  from  the  face  of  the  flue  breast. 

(b)  The  back  of  the  fireplace  shall  not  be  less  than  eight  (8) 
inches  thick. 

(c)  All  centers  shall  be  taken  out  under  trimmer  arches  be- 
fore the  floor  is  laid  and  no  person  shall  lay  any  hearth  on  any  other 
than  a  brick  or  cement  arch. 

(d)  The  jambs  on  each  side  of  the  fireplace  shall  not  be  less 
than  thirteen  (13)  inches  wide  and  not  less  than  twelve  (12)  inches 
thick. 

(e)  No  woodwork  shall  be  used  to  carry  out  any  part  of  the 
flue  breast,  but  the  same  must  be  furred  out  with  brick  or  other 
incombustible  material  and  all  corner  flues  containing  fireplaces  shall 
be  built  on  each  of  the  three  (3)  sides  with  solid  masonry  the  full 
size  of  the  base  and  to  the  full  height  of  the  story. 

(f)  All  fireplaces  shall  be  provided  with  a  damper. 
Sec.  E-1008— GAS  GRATES: 

(a)  Gas  grates  shall  have  hearths  constructed  of  brick  or 
concrete  trimmer  arches,  not  less  than  four  (4)  inches  thick,  the 
header  shall  be  kept  at  least  one  (1)  foot  and  six  (6)  inches  from 
the  grate  front. 

(b)  9#b  grates  must  be  surrounded  by  at  least  eight  (8)  inches 
of  brick  work  and  shall  rest  on  a  solid  foundation.  No  woodwork 
shall  be  placed  within  two  (2)  inches  of  any  brick  work  surrounding 
the  grate. 

(c)  If  a  chimney  or  stack  is  used  for  a  vent  duct  the  same 
must  be  constructed  with  a  flue  lining  of  fire  clay.  (See  Section 
A-923.) 

Sec.  E-1009— CUPOLAS: 

(a)  The  flues  of  cupolas  in  foundries  shall  extend  at  least 
ten  (10)  feet  above  the  highest  point  of  any  roof  within  a  radius 
of  thirty  (30)  feet  of  such  cupolas,  and  shall  be  covered  on  top  with 
a  heavy  wire  netting  or  shall  be  equipped  with  a  suitable  spark  ar- 
rester. 

(b)  No  woodwork  shall  be  placed  within  two  (2)  feet  of  any 
cupola. 

Sec.  E-1010— DANGEROUS  FLUES  AND  STACKS: 

(a)     It  shall  be  unlawful  to  maintain  any  flue,  stack,  fireplace 
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or  heating  apparatus  on  any  premises  when,  in  the  opinion  of  the 
Commissioner  of  Buildings,  they  shall  be  dangerous  or  unsafe  by 
reason  of  endangering  the  buildings  of  said  adjoining  premises  by 
fire  or  otherwise,  or  emit  gases  dangerous  to  human  life. 

(b)  In  all  such  cases  the  Commissioner  of  Buildings  shall  at 
once  notify  the  owner,  agent  or  other  party  having  an  interest  in 
said  premises  to  immediately  make  the  same  safe  and  upon  the 
neglect  of  said  person,  so  notified,  to  comply  with  the  provisions 
of  said  notice,  he  may  be  found  guilty  of  a  misdemeanor. 

Sec.  E-1011— STEAM  JETS: 

No  steam  jet  or  other  device  to  dilute  products  of  combustion 
shall  be  used  in  flues,  stacks  and  chimneys  to  abate  smoke.  Com- 
bined steam  and  air  turbulence  jets  will  be  permitted  in  the  draft 
line  of  fires. 

This  shall  not  be  construed  to  apply  to  any  approved  method  to 
create  draft. 

DIVISION  F— PART  ONE 
PLUMBING   AND    OTHER    PIPING— ADMINISTRATIVE 
Sec.  F-101— PERMITS: 

(a)  Before  any  plumbing  work  shall  be  commenced  for  any 
building  or  structure  or  on  any  lot  or  premises ;  or  the  excavation 
commenced  in  any  public  highway  or  on  any  lot  or  premises  for  any 
waste,  sewage  or  drainage  systems  a  permit  and  license  shall  be  ob- 
tained from  the  City  Controller,  so  to  do,  after  application  to  the 
Commissioner  of  Buildings  and  his  approval  thereof. 

(b)  No  application  for  a  permit  shall  be  issued  by  the  Com- 
missioner of  Buildings  unless  the  person  or  persons,  firm  or  cor- 
poration agree  to  do  all  the  work  for  which  a  permit  is  granted  ac- 
cording to  the  provisions  of  this  Code  and  approval  issued  thereunder 
either  on  said  application  or  according  to  plans  and  specifications 
approved  by  the  Commissioner  of  Buildings  and  kept  on  file  with  him. 
The  Commissioner  of  Buildings  may  require  affidavits  to  this  effect 
in  any  case. 

Sec.  F-102— PLANS  AND  SPECIFICATIONS: 

(a)  Blue  prints  in  duplicate  shall  be  provided  the  Bureau  of 
Buildings  before  application  for  building  license  and  permit;  for  all 
plumbing  work  in  building  or  structures  and  on  all  premises  both 
new  or  old  and  public  or  private. 

(b)  Such  blue  prints  shall  show: 

(1)  All  construction  and  details. 

(2)  Exact  location  of  all  apparatus,  the  size  and  ca- 
pacity thereof. 

(3)  The  size  of  all  pipes,  location  of  all  openings  and 
traps  and  the  capacity  of  all  conductors. 

Exception:     Blue  prints  may  be  omitted  by  special  permission 

or  for  any  repairs  not  in  excess  of  fifty   (50)   dollars,  which  repairs 

are  done  by  a  licensed  plumber. 

Sec.  F-103— CORRECTIONS  TO  BLUE  PRINTS: 

After  such  blue  prints  are  read  by  the  Bureau  of  Buildings  any 

corrections  to  the  same  shall  be  made  in  acid  by  the  applicant  before 

a  permit  or  building  license  is  issued. 

Sec.  F-104— NUMBERING  OF  BLUE  PRINTS:. 

All  blue  prints  in  sets  shall  be  numbered  and  an  index  furnished 
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on  the  first  blue  print  setting  forth  each  sheet  and  the  character 
thfpeof. 

Sec.  F-105— ERRORS  IN  BLUE  PRINTS  AFTER  PERMIT  IS 
ISSUED  NOT  LEGAL: 

After  the  blue  prints  are  stamped  as  follows:  "APPROVED 
SUBJECT  TO  ALL  BUILDING  AND  ZONING  ORDINANCES," 
such  approval  shall  not  be  considered  as  evidence  to  allow  any  per- 
son or  persons  to  violate  any  law  or  ordinance  of  this  Code.  Such 
above  approval  shall  not  guarantee  any  person  or  persons  that  the 
approved  plans  are  in  exact  accordance  with  all  building  and  zoning 
laws  or  ordinances,  and  any  error  found  later  shall  be  immediately 
rectified  and  the  construction  or  location  of  the  plumbing  work 
changed  to  conform  to  the  law,  ordinances  and  this  Code. 

Sec.  F-106— SCALE  OF  PLANS: 

All  plans  shall  be  drawn  to  a  scale  of  one-quarter  -0/4)  of  an 
inch  to  one  (1)  foot  of  actual  structure  or  building  measurement; 
except  by  special  permission  in  writing  from  the  Commissioner  of 
Buildings  one-eighth  (%)  inch  to  one  (1)  foot  scale  may  be  used  in 
large  buildings. 

Exception:     Special  permission. 

Sec.  F-107— CHANGES  NOT  TO  BE  MADE  IN  PLANS 
AFTER  PERMIT  IS  ISSUED: 

No  changes  are  to  be  made  in  any  plan  or  specifications  of  con- 
struction after  a  building  license  has  been  issued  except  by  special 
permission,  in  writing,  from  the  Commissioner  of  Buildings. 

Sec.  F-108— APPROVAL  OF  PART  OF  BUILDING: 

Nothing  in  this  Division  shall  be  construed  to  prevent  the  Com- 
missioner of  Buildings  from  granting  his  approval  for  the  perform- 
ing of  any  part  of  the  work,  where  approved  plans  of  the  same  are 
on  file  at  the  Bureau  of  Buildings. 

Sec.  F-109— REVOCATION  OF  BUILDING  LICENSE: 

(a)  Should  the  Commissioner  of  Buildings  become  convinced 
that  the  work  under  the  building  license  is  not  proceeding  according 
to  the  plans  and  specifications  upon  which  such  building  license  was 
issued,  but  is  proceeding  in  violation  of  the  law  or  ordinance  or  this 
Code,  it  shall  be  his  duty  to  notify,  by  parole  or  otherwise,  the 
owner  or  owners,  or  his  agent,  that  the  work  is  being  done  in  viola- 
tion of  the  approval,  permit  and  Ordinance  and  that  such  work  shall 
immediately  be  stopped  and  changed  to  conform  to  the  Building  Code. 

(b)  Such  building  license  may  be  revoked  by  parole  or  other- 
wise by  the  Commissioner  of  Buildings  or  his  authorized  assistants 
when  it  is  believed  any  part  of  this  Code  is  being  violated.  Such 
revocation  of  a  building  license  shall  be  by  letter  to  the  applicant  at 
the  address  shown  on  the  building  license  application  or  in  lieu 
thereof  the  Commissioner  of  Buildings  or  his  authorized  assistants 
may  cause  a  tag,  stickers  or  notice  of  such  revocation  of  the  license 
to  be  written  on  or  attached  to  the  building  license,  which  is  re- 
quired by  the  law  to  be  posted  in  a  conspicuous  place  on  the  con- 
struction job. 

Sec.  F-110— BUILDING  LICENSE  TO  BE  POSTED  ON  THE 
JOB: 

It  shall  hereafter  be  unlawful  for  any  person,  persons,  firm  or 
corporation  to  do  any  plumbing  work  on  any  new  or  old  structure, 
including  repairs  in  Indianapolis  unless  said  person  or  persons,  firm 
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or  corporation  including  the  contractor,  foreman  or  workman  doing 
such  work  shall  maintain  in  full  view  and  in  a  conspicuous  place 
during  the  construction  or  repair  work  called  for  by  a  permit  and 
until  the  said  work  shall  be  finished  and  finally  inspected  a  building 
license  for  such  work  on  such  building  or  structure. 

Sec.  F-lll— REMOVAL  OF  LICENSE— FINAL  INSPEC- 
TION: 

Such  license  shall  not  be  removed  until  the  permission  so  to  do  is 
granted  by  the  Commissioner  of  Buildings  or  his  authorized  as- 
sistants, either  by  letter  or  parole.  Such  parole  notice  when  final 
inspection  is  made  shall  be  in  the  form  of  a  sticker  which  shall  be 
attached  to  the  license  by  the  inspector  and  signed  by  him. 

Sec.  F-112— PLANS  AND  SPECIFICATIONS  OF  JOB: 
It  shall  further  be  unlawful  for  any  person  or  persons,  firm  or 
member  of  a  corporation  to  do  any  plumbing  work  on  any  new  or 
old  building  or  structure  or  premises  in  Indianapolis  unless  there  is 
maintained  on  such  construction  or  repair  job  at  all  times  during 
working  hours  a  complete  set  of  plans  and  specifications  stamped — 

"APPROVED  SUBJECT  TO  ALL  BUILDING  AND  ZONING 
ORDINANCES." 

Sec.  F-113— LEGAL  EXPIRATION  OF  ANY  BUILDING 
LICENSE: 

Every  permit  and  license  shall  expire  by  limitation  if  active 
work  has  not  been  commenced  within  two  (2)  months  of  the  date 
of  issue. 

Sec.  F-114— REJECTION  OF  PLANS: 

It  shall  be  the  duty  of  the  Commissioner  of  Buildings  to  accept 
or  reject  any  plan  or  set  of  plans  within  a  reasonable  time  from 
date  of  filing  same  in  his  office,  pursuant  to  the  provisions  of  this 
Building  Code  and  all  Zoning  Laws  and  Ordinances  or  other  laws 
and  ordinances  in  effect  in  the  City  of  Indianapolis. 

Sec.  F-115— REPAIRS: 

(a)  Repairs  shall  be  taken  to  mean  repairing  or  replacing  of  an 
old  fixture  by  a  new  one,  to  be  used  for  the  same  purpose ;  forcing  out 
waste  and  repairing  leaks  in  waste  pipes;  but  such  repairs  or  altera- 
tions shall  not  be  construed  to  include  cases  where  new  vertical  or 
horizontal  lines  of  soil  waste,  vent  or  leader  pipes  are  proposed  to 
be  used:  Provided,  That  in  a  building  condemned  by  the  Board 
of  Health  because  of  insanitary  conditions,  no  plumbing  shall  be 
considered  as  coming  under  the  head  of  repairs,  but  all  such  plumb- 
ing shall  be  done  as  in  the  case  of  new  buildings. 

(b)  Ordinary  repairs  to  the  plumbing  work  of  buildings  or 
structures  or  any  of  the  appurtenances  thereto,  the  value  of  which 
shall  not  exceed  fifty  (50)  dollars  in  any  one  (1)  month  may  be 
made  without  notice  to  the  Commissioner  of  Buildings. 

Sec.  F-116— DETAILS  OF  PLUMBING: 

Every  dwelling  house,  hotel,  apartment  house,  tenement  or  busi- 
ness house,  factory,  store  or  any  other  building  in  which  plumbing 
arrangements  are  to  be  placed,  shall  be  connected  with  the  city  sewer 
when  such  sewer  is  accessible.  The  plumbing  and  ventilation  of  every 
building  shall  be  separate  and  independent  from  the  roof,  to  the  out- 
side of  the  foundation  walls. 


August  19, 1925]  city  of  indianapolts,  tnl  895 


See.  F-117— MASTER  PLUMBERS— BOARD  OF  PLUMBING 
EXAMINERS: 

(a)  That  there  be  and  is  hereby  created  a  Board  for  the 
examination  and  licensing-  of  master  plumbers,  to  be  known  as 
"BOARD  OF  PLUMBING  EXAMINERS,"  which  board  shall  con- 
sist of  five  members  to  be  constituted  and  appointed  as  follows:  The 
Commissioner  of  Buildings  of  the  City  of  Indianapolis,  and  the  Sec- 
retary of  the  Board  of  Public  Health  and  Charities  shall  each  be 
a  member,  of  said  Board  ex-officio.  The  Commissioner  of  Buildings 
of  Indianapolis  shall  appoint  as  the  third  member  of  said  Board  some 
master  plumber  of  good  moral  character  of  the  City  of  Indianapolis, 
and  these  three  members  shall  appoint  two  additional  master 
plumbers  one  of  whom  shall  be  a  registered  engineer  under  the  laws 
of  Indiana,  all  of  the  City  of  Indianapolis. 

(b)  The  term  "Master  Plumber"  as  used  in  this  Ordinance  is 
defined  to  mean  and  include  any  person,  firm  or  corporation  engaged 
in  the  business  of,  or  holding  themselves  out  to  the  public  as  en- 
gaged in  the  business  of  installing  or  repairing  or  contracting  to  in- 
stall or  repair  plumbing  equipment  used  within  buildings,  or  in  any 
street,  alley,  lot  or  premises  covered  by  the  Building  Code  of  the 
City  of  Indianapolis,  together  with  the  fittings  for  the  same. 

(c)  The  salary  of  the  members  of  said  Board,  other  than  the 
Commissioner  of  Buildings  and  the  Secretary  of  the  Board  of  Health 
and  Charities  of  the  City  of  Indianapolis,  shall  be  sixty  (60) 
dollars  per  year,  or  at  the  rate  of  five  (5)  dollars  per  month,  and 
said  Board  shall  have  a  right  to  employ  some  competent  person  not 
a  member  of  the  Board  as  Secretary  at  the  compensation  not  in  ex- 
cess of  Twenty    (20)   dollars  per  month. 

(d)  Said  Board  of  Plumbing  Examiners  shall  meet  at  the 
office  of  the  Commissioner  of  Buildings  of  the  City  of  Indianapolis,  or 
at  such  other  place  in  the  City  Hall  as  may  be  assigned  to  them. 
Said  Board  shall  meet  at  least  once  a  month  at  such  time  as  may  be 
fixed  by  said  Board,  and  when  necessary  for  the  efficient  discharge  of 
its  duties  said  Board  may  adjourn  from  time  to  time,  and  may  hold 
special  meetings  upon  call  of  the  chairman  or  of  two  members  of 
said  board.  The  majority  of  said  Board  shall  constitute  a  quorum, 
and  it  shall  require  the  affirmative  vote  of  a  majority  of  said  mem- 
bers to  take  any  action  at  any  regular  or  special  meeting  of  said 
Board. 

(e)  No  person  shall  be  entitled  to  receive  a  license  as  a  master 
plumber,  as  provided  in  this  ordinance  unless  he  passes  the  following 
qualifications:  (1)  Must  be  over  twenty-one  years  of  age  and  a  per- 
son of  good  moral  character;  (2)  Must  be  a  graduate  engineer  from 
a  recognized  university  or  college,  with  at  least  two  (2)  years'  prac- 
tical experience  as  a  master  plumber  or  as  a  journeyman  plumber 
repairing  or  installing  plumbing  conductors  and  equipment  used  in- 
side of  buildings,  covered  by  the  Building  Code  of  the  City  of  Indian- 
apolis; or  have  had  at  least  three  years'  practical  experience  as  a 
practical  plumber  or  as  a  journeyman  plumber  repairing  or  installing 
plumbing  and  equipment  used  inside  of  buildings,  covered  by  the 
Building  Code  of  the  City  of  Indianapolis;  (3)  Must  possess  a  fair 
knowledge  of  the  laws  of  the  State  of  Indiana  and  of  the  ordinances 
of  the  City  of  Indianapolis  controlling  the  repair  and  installation  of 
plumbing  and  equipment  used  within  buildings,  covered  by  the 
Building  Code  of  the  City  of  Indianapolis. 
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(f )  No  firm  or  corporation  shall  be  entitled  to  receive  a  license 
as  a  master  plumber  as  provided  in  this  Ordinance  unless,  if  a  firm, 
some  member  thereof,  or  if  a  corporation  some  officer  or  duly  author- 
ized representative  thereof,  shall  possess  the  qualifications  required  in 
this  Ordinance  for  master  plumbers  and  apply  for  and  secure  a 
license  as  master  plumber  under  this  ordinance  in  the  name  of 
such  firm  or  corporation. 

(g)  Said  Board  of  Plumbing  Examiners  shall  have  power  to 
adopt  all  necessary  rules  and  regulations  for  the  conduct  of  its  own 
business  and  the  examination  of  applicants  for  license  as  Master 
Plumbers.  Said  Board  shall  keep,  or  cause  to  be  kept,  proper  records 
showing  the  names  and  addresses  of  all  persons  making  application 
for  a  license  as  master  plumber  and  to  whom  said  Board  authorizes 
licenses  to  be  issued. 

(h)  Said  Board  of  Plumbing  Examiners  shall  issue  its  cer- 
tificate signed  by  each  member  of  said  Board  or  a  majority  thereof, 
to  each  applicant  for  license  as  a  master  plumber  complying  with  the 
requirements  of  this  ordinance.  Said  certificate  shall  be  directed  to 
the  Controller  of  the  City  of  Indianapolis  and  said  Controller  upon 
receipt  of  such  certificate,  shall  issue  a  license  to  such  person, 
firm  or  corporation,  as  the  case  may  be,  for  a  period  of  one 
year,  or  the  remainder  of  the  calendar  year,  after  the  date  of  the 
issuing  of  such  license.  All  licenses  and  renewals  of  the  same  shall 
expire  on  the  31st  day  of  December  of  each  year.  No  license  shall  be 
issued  by  the  Controller  to  any  person,  firm  or  corporation  as  a 
master  plumber  except  as  provided  in  this  ordinance,  and  such 
license  so  issued  shall  be  evidence  in  court  of  the  business  for  which 
it  is  issued. 

(i)  Each  applicant  before  taking  examination  shall  pay  to  the 
Controller  of  said  City  the  sum  of  fifteen  (15)  dollars  as  the  pre- 
liminary fee  for  the  examination  as  Master  Plumber  and  file  the 
receipt  of  the  Controller  with  the  Secretary  of  said  Board  for  such 
payment.  If  the  applicant  is  found  to  be  qualified  and  is  given  a 
certificate  as  provided  then  he  shall  be  entitled,  upon  the  further 
payment  to  said  Controller  of  Ten  (10)  dollars  and  the  execution  of 
a  bond  as  provided  for  in  this  part,  to  receive  a  License  from  the 
Controller,  as  a  master  plumber  as  provided  in  this  part. 

Sec.  P-118— MASTER  PLUMBER  BOND: 

(a)  Each  person,  firm  or  corporation  applying  for  the  license 
required  by  this  Ordinance  shall,  before  being  granted  a  license  by 
the  Controller,  make,  execute  and  deliver  to  the  Controller  a  bond 
in  the  sum  of  three  thousand  ($3,000.00)  dollars  payable  to  the  City 
of  Indianapolis,  such  bond  to  be  made  for  the  use  and  benefit  of  the 
owner  or  any  party  in  interest  in  the  property  where  said  master 
plumber  furnishes  any  material,  or  performs  any  service,  against 
loss  or  damage  which  may  arise  by  reason  of  the  work  done  or  ma- 
terial furnished  being  in  violation  of  the  requirements  of  any  law  of 
the  State  of  Indiana  or  any  ordinance  of  the  City  of  Indianapolis 
controlling  such  work.  Such  bond  shall  be  executed  by  each  appli- 
cant with  any  recognized  and  responsible  surety  company  authorized 
to  do  business  in  Marion  County,  Indiana,  as  surety  thereon. 

(b)  Each  person,  firm  or  corporation  applying  for  the  license 
as  master  plumber,  as  provided  in  this  ordinance,  shall  have  the  right 
without  further  examination  to  obtain  a  license  each  year  thereafter 
from  said  Controller  upon  the  payment  to  the  Controller  of  a  license 
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fee  of  five  ($5.00)  dollars,  and  the  execution  of  a  bond  with  security 
as  herein  required. 

Sec.  F-119— AUTHORITY  OF  BOARD: 

Any  person  shall  have  the  right  to  appear  before  the  Board  of 
Plumbing  Examiners  for  permission  to  do  plumbing  for  himself  or 
for  any  other  person,  firm  or  corporation  to  the  extent  of  the  per- 
mission granted  him  in  writing  by  said  Board  as  herein  provided. 

Sec.  F-120— SECOND  GRADE  LICENSE: 

The  above  and  foregoing  provisions  shall  not  apply  or  govern 
plumbing  work  done  by  any  person,  firm  or  corporation  through  a 
regular  employee  employed  in  whole  or  in  part  for  maintenance  work, 
provided,  however,  that  the  owner  of  any  such  plant  or  building  de- 
siring to  do  such  plumbing  work  through  his,  their  or  its  regular 
employees  shall  join  with  such  employee,  or  employees,  in  an  appli- 
cation to  the  Board  of  Plumbing  Examiners  for  a  permit  and  second 
grade  license  therefor.  Such  employee  shall  appear  in  person  before 
said  Board  and  shall  pass  an  examination  the  same  as  provided  for 
master  plumbers  and  after  said  Board  is  satisfied  that  such  em- 
ployee joining  such  person,  firm  or  corporation,  in  such  application 
is  qualified  to  do  plumbing  work  as  provided  and  described  herein 
said  Board  shall  issue  such  permit  to  such  person,  firm  or  corporation 
for  said  employee,  so  joining  in  said  application  and  upon  presenta- 
tion of  such  permit  to  the  Controller  of  said  City,  such  person,  firm 
or  corporation  shall  be  entitled  to  receive  a  license  for  said  employee, 
to  do  plumbing  work  on  the  premises  of  said  person,  firm  or  cor- 
poration upon  the  payment  of  the  fee  of  five  (5)  dollars  per  year 
without  the  execution  of  any  bond.  The  work  done  under  such 
license  shall  be  limited  to  the  employee  named  in  such  license  and  to 
the  building  or  buildings  owned  by  said  person,  firm  or  corporation, 
but  not  for  any  building  under  construction;  and  said  Board  shall 
keep  a  proper  record  showing  the  name  and  address  of  each  person, 
firm  or  corporation  to  whom  such  permit  and  license  is  granted.  If 
an  employee  named  in  any  license  issued  to  any  person,  firm  or  cor- 
poration under  this  rule  shall  for  any  reason  cease  to  be  an  em- 
ployee of  such  person,  firm  or  corporation,  then  all  rights  under  such 
license  shall  cease,  and  said  person,  firm  or  corporation  shall  be  re- 
quired to  make  a  new  application  to  said  Board  of  Plumbing  Ex- 
aminers the  same  as  if  he,  they  or  it  had  never  been  granted  any 
permit  or  license  by  such  Board. 

Sec.  F-121— DISPLAY  OF  LICENSE: 

Any  person,  firm  or  corporation  granted  a  license  as  master 
plumber,  or  a  renewal  thereof,  in  accordance  with  the  provisions  of 
this  Ordinance,  shall  display  the  same  in  a  conspicuous  place  in  the 
place  of  business  of  such  person,  firm  or  corporation. 

Sec.  F-122— LICENSE  NON-TRANSFERABLE: 

No  permit  or  license,  or  renewal  thereof,  granted  under  the  pro- 
visions of  this  part  shall  be  assignable  or  transferable  and  every 
person,  firm  or  corporation  to  whom  it  is  issued,  and  if  issued  to  a 
such  license,  or  renewal  of  the  same,  shall  specify  the  name  of  the 
firm  the  name  of  the  member  of  such  firm  qualifying  as  such  master 
plumber,  and  if  issued  to  a  corporation  the  name  of  the  officer  or 
representative  of  such  corporation  qualifying  as  such  master 
plumber.  If  a  member  of  the  firm  or  an  officer  or  representative  of  a 
corporation    named    in    the    permit   or    license,   or    renewal    thereof, 
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qualifying  as  such  master  plumber  shall  cease  to  be  a  member  of 
such  firm  or  shall  cease  to  be  the  officer  or  representative  of  such 
corporation,  then  and  in  that  event  all  rights  of  such  firm  or  such 
corporation  under  such  permit  or  license,  or  renewal  thereof,  shall 
cease  and  said  firm  or  corporation  shall  be  required  to  make  a  new 
application  to  said  Board  of  Plumbing  Examiners  as  provided  in  this 
part  the  same  as  if  it  had  never  been  granted  any  permit  or  license 
by  such  Board. 

Sec.  F-123— SUSPENSION  OR  REVOKING  OF  LICENSES: 
The  Board  of  Plumbing  Examiners  shall  have  power  with  the  ap- 
proval of  the  Board  of  Public  Safety,  to  suspend  or  revoke  any 
license,  or  renewal  thereof,  granted  by  said  Board;  for  cause  or 
any  violation  by  any  master  plumber,  to  whom  a  license  has  been 
granted,  of  any  of  the  provisions  of  this  Code.  Any  violation  shall 
be  sufficient  cause  for  the  suspension  or  revocation  of  such  license. 

Sec.  F-124— EXPENSES   OF  BOARD: 

Said  Board  shall  not  have  the  power  to  create  any  expense  unless 
the  money  therefor  has  been  duly  appropriated  by  the  Common 
Council  of  said  City.  Any  expense  incurred  by  said  Board  including 
the  salary  of  members  and  the  compensation  of  the  Secretary,  shall 
be  paid  on  voucher  approved  by  said  Board  or  a  majority  thereof. 

Sec.  F-125— LICENSE  WITHOUT  EXAMINATION: 
At  any  time  within  sixty  (60)  days  after  this  Ordinance  goes 
into  effect,  upon  due  application  therefor  and  the  payment  of  a  fee 
of  Twenty-five  ($25.00)  dollars,  the  Board  of  Plumbing  Examiners 
shall  issue  a  license  as  provided  herein  to  any  Master  Plumber  who 
shall  submit  evidence  under  oath,  satisfactory  to  the  Board  of 
Plumbing  Examiners,  that  he  is  of  good  moral  character  and  has 
been  practicing  as  a  Master  Plumber  for  three  years  prior  to  the 
passage  of  the  Ordinance. 

Sec.  F-126— INSPECTION  OF  PLUMBING: 

(a)  The  Commissioner  of  Buildings  and  his  authorized  as- 
sistants are  hereby  empowered  to  examine  and  inspect  all  plumbing, 
gas  fitting  or  steam  fitting  or  other  piping  installed  in  the  City  of 
Indianapolis. 

(b)  The  Bureau  of  Buildings  shall  be  notified  when  any 
plumbing  work  or  other  pipe  fitting  is  ready  for  inspection  and  test 
and  the  Commissioner  of  Buildings,  or  his  authorized  assistants  shall 
examine  the  same  and  approve  or  reject  all  such  work  or  parts  thereof 
not  less  than  sixteen  working  hours  from  the  time  of  such  notification. 
All  work  shall  be  left  uncovered  for  examination  until  the  final 
test  is  made  and  the  final  inspection  notice  otherwise  described  in  this 
Code  is  attached  to  the  work  and  signed  by  the  inspector. 

Sec.  F-127— FUTURE  REGULATIONS: 

The  City  Board  of  Health  and  Charities  may  make  sanitary 
regulations  for  plumbing  installations.  Such  regulations  shall  be 
recommended  to  the  Board  of  Public  Safety  by  the  Commissioner  of 
Buildings.  After  the  approval  of  such  regulations  by  the  Board  of 
Public  Safety  such  regulations  shall  be  published  once  each  week  for 
two  consecutive  weeks  in  the  official  paper  of  the  City  of  Indianapolis 
after  which  such  regulations  shall  become  a  part  of  this.  Code  as  here- 
intofore  provided. 
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Sec.  F-128— CONDEMNATION  AND  REINSPECTION  OF 
PLUMBING: 

(a)  The  Commissioner  of  Buildings  may  order  reinspection  of 
repaired,  under  the  same  procedure  as  for  the  condemnation  of  any 
premises  and  if  such  plumbing  is  found  in  a  defective  condition  he 
shall  have  the  power  to  condemn  the  same  and  order  the  same  to  be 
repaired,  under  the  same  procedure  as  for  the  condemnation  of  any 
building. 

(b)  If  the  owner  of  such  plumbing  shall  fail  to  repair  the 
same  or  make  the  same  in  a  sanitary  condition  within  any  time  as 
stated  in  the  condemnation  notice  by  the  Commissioner  of  Buildngs 
the  Commissioner  of  Buildings  shall  have  a  right  to  order  the  place 
vacated  or  he  may  notify  the  Board  of  Public  Health  and  Charities 
and  they  shall  act  according  to  their  rules  and  regulations  and  ac- 
cording to  any  laws  or  ordinances  in  effect  in  the  City  of  Indianapolis. 

Sec.  F-129— EXCAVATION  FOR  PLUMBING: 

(a)  It  shall  hereafter  be  unlawful  for  any  person,  firm  or  cor- 
poration to  excavate  for  any  sewer  or  waste  pipe  in  any  street  or 
alley  or  on  any  lot  or  premises  in  the  City  of  Indianapolis  without 
first  obtaining  a  permit  from  the  City  Controller  so  to  do,  after  ap- 
plication to  the  Commissioner  of  Buildings  and  his  approval  thereof. 

(b)  No  such  excavation  shall  be  covered  until  an  inspection 
thereof  and  approval  thereof  is  made  by  the  Commissioner  of 
Buildings. 

(c)  Any  excavation  made  in  any  street  or  alley  after  inspection 
and  approval  by  the  Commissioner  of  Buildings  shall  be  replaced 
and  the  dirt  tamped  in  wet  in  a  solid  and  approved  manner. 

(d)  The  Commissioner  of  Buildings  shall  have  jurisdiction  of 
all  plumbing  and  sewage  and  drainage  ducts  or  pipes  up  to  and 
entering  into  the  main  sewer  in  the  public  highway.  All  connections 
to  the  main  sewer  shall  be  made  in  an  approved  manner. 

Sec.  F-130— BOND  FOR  SEWER  EXCAVATORS: 
It  shall  hereafter  be  unlawful  for  any  person,  firm  or  corpora- 
tion to  excavate  for  any  water,  gas  or  sewer  piping  in  any  public 
highway  or  on  any  lot  or  premises  or  in  any  building  in  the  city 
unless  the  said  person,  firm  or  corporation  has  first  obtained  a  permit, 
so  to  do  and  has  furnished  the  City  Controller  with  a  good  and  suffi- 
cient surety  bond  in  the  sum  of  five  thousand  ($5,000.00)  dollars 
payable  to  the  City  of  Indianapolis  for  a  period  of  two  (2)  years 
for  the  benefit  of  the  said  city  or  any  party  in  interest  in  case  any 
such  person,  firm  or  corporation  does  any  work  in  any  public  high- 
way or  on  any  lot  or  premises  or  in  any  building  which  work  fails 
after  a  period  of  one  (1)  year  to  meet  the  requirements  of  the  Com- 
missioner of  Buildings  or  the  City  Engineer  or  this  code. 

Such  surety  bond  shall  be  renewed  as  often  as  is  necessary  to 
insure  work  done  on  any  permit  to  be  satisfactory  to  the  City  one 
year  from  the  date  of  final  inspection  of  said  work. 

DIVISION  F— PART   TWO 
GENERAL    REQUIREMENTS    FOR    PLUMBING    AND 

DRAINAGE 
Sec.  F-201— BASEMENT  AND  CELLAR  DRAINS: 
All  buildings  which  contain  a  finished  basement  or  cellar,  shall 
have  approved  floor  drains  to  conduct  water  therefrom.     Such  floor 
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drains  shall  be  connected  to  a  public  sewer  except  in  cases  where  no 
public  sewer  is  available. 

Sec.  F-202— PIPE  CHASES  FOR  SOIL  AND  WASTE  AND 
OTHER  PIPING: 

All  waste  and  supply  piping  for  any  toilet,  bathroom,  sink,  wash 
stand  or  other  water  consuming  fixture  shall  be  enclosed  in  an  ac- 
cessible vertical  chase  whose  inside  dimensions  are  not  less  than 
fourteen  (14)  inches  by  five  and  one-half  (5V2)  inches,  which  chase 
shall  run  the  full  height  of  the  enclosing  walls  or  partitions. 

If  the  chase  is  in  a  stud  wall  the  studs  shall  be  not  less 
than  two   (2)   inches  by  six   (6)  inches  lumber. 

Sec.  F-203— FALSE  CEILING  BELOW  SOIL  AND  WASTE 
AND  OTHER  PIPING: 

In  every  case  in  any  frame  constructed  floor,  a  false  ceiling  or 
other  approved  method  shall  be  arranged  below  the  floor  joists  in 
such  a  manner  that  all  the  soil  and  waste  piping  and  all  water  or 
other  piping  can  be  placed  in  position  without  sawing,  cutting  or 
notching  of  any  floor  joists  except  as  provided  in  Section  A-359, 
F-204* 

Sec.  F-204— STRUCTURAL  PARTS  OF  WOOD  SHALL  NOT 
BE  CUT  INTO  FOR  PIPING: 

(a)  No  wooden  joist  and  wooden  beam  or  girder  shall  be 
notched  or  sawed  into  for  any  purpose  whatsoever,  however  holes  may 
be  bored  midway  between  the  top  and  bottom  of  any  such  structural 
member  when  the  said  hole  is  not  over  one  and  one-half  (1%)  inches 
in  diameter  and  is  not  over  two  (2)  feet  from  the  end  of  the  joist  or 
beam.  No  holes  of  over  three-quarters  ( % )  of  an  inch  may  be  bored 
in  any  joist  or  beam  in  any  location  nearer  the  middle  of  the  span 
of  the  joist  or  beam  for  any  purpose  whatsoever. 

Exception:     Special  permission. 

(b)  The  strength  of  structural  members  depends  upon  the 
depth  of  the  joist  and  any  cutting  or  notching  that  cuts  away  ma- 
terial near  the  edges  or  near  the  middle  of  the  span  of  the  timber 
will  generally  so  weaken  the  timber  that  they  have  to  be  replaced. 
If  it  becomes  necessary  "to  notch  timbers  the  timbers  shall  be  in- 
creased in  depth  sufficient  to  take  care  of  the  decreased  strength  or 
the  timber  shall  be  doubled.  Such  procedure  shall  not  be  practiced 
without  the  complete  sanction  of  the  Commissioner  of  Buildings. 

Sec  F-205— EXPOSURE  OF  FAUCETS  AND  WATER 
VALVES: 

No  faucjfc,  water  valve,  gas  valve  or  other  shutoff  in  any  water 
or  gas  piping  shall  be  located  in  any  building  in  such  a  manner  that 
the  same  is  concealed  and  is  not  in  a  readily  accessible  location.  In 
cases  where  water  faucets  or  valves  are  located  in  a  plastered  or 
tile  wall  or  partition  there  shall  be  a  readily  accessible  chase  within 
the  wall  or  partition  so  such  valves  may  be  removed  for  repairs 
without  disturbing  any  plastering  or  any  structural  or  built  in 
parts  of  the  building  except  the  cover  for  the  pipe  chase. 

Sec.  F-206— VENTILATION  OF  WATER  CLOSETS: 

(a)  No  water  closet  shall  be  installed  in  any  location  in  any 
building  or  structure  unless  there  is  an  outside  window  in  the  same 
room  or  closet  with  the  said  water  closet  or  in  lieu  thereof  the  Com- 
missioner of  Buildings  may  approve  an  air  vent  to  the  outside  air. 

(b)  Where  air  vents  are  used  only  one  room  or  closet  shall  be 
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connected  to  any  one  air  vent  and  each  air  vent  shall  lead  directly 
to  the  outside  air.  No  other  connections  or  opening  shall  be  made 
to  said  air  vent  except  for  forced  ventilation. 

(c)  Where  such  air  vents  are  placed  in  wooden  partition  walls 
or  come  in  contact  with  any  wood  whatsoever  they  shall  be  double 
wall  conductors  with  at  least  one-quarter  ( V* )  inch  air  space  between 
the  two  pipes. 

Sec.  F-207— GRADES  OF  HORIZONTAL  PIPING: 
All  horizontal  piping  shall  be  run  in  practical  alignment  and 
at  a  uniform  grade  of  not  less  than  one-eighth  (Vs)  of  an  inch  per 
foot,  and  shall  be  supported  or  anchored  at  intervals  not  to  exceed 
ten  (10)  feet.  When  cast  iron  soil  pipe  is  used,  intervals  shall  not 
be  more  than  five  (5)  feet.  All  stacks  shall  be  supported  at  their 
bases,  and  all  pipe  shall  be  rigidly  secured. 

Sec.  F-208— CHANGE   IN   DIRECTION: 

All  changes  in  direction  shall  be  made  by  the  appropriate  use 
of  forty-five  (45)  degree  "Y's",  half  "Y's",  long  sweep  quarter 
bends,  sixth,  eighth,  or  sixteenth  bends,  except  that  single  and 
double  sanitary  "TV  may  be  used  on  vertical  stacks,  and  short 
quarter  bends  may  be  used  in  soil  and  waste  lines  where  the  change 
in  direction  of  flow  is  from  the  horizontal  to  the  vertical.  "TV  and 
crosses  may  be  used  in  vent  pipes. 

Sec.  F-209— PROHIBITED  FITTINGS: 

No  double  hub,  double  "T",  or  double  sanitary  "T"  branch  shall 
be  used  on  soil  or  waste  lines,  except  that  single  or  double  sanitary 
"TV  may  be  used  in  vertical  lines.  The  drilling  and  tapping  of 
building  drain,  soil,  waste,  or  vent  pipes,  and  the  use  of  saddle  hubs 
and  bands  are  prohibited. 

Sec.  F-210— DEAD  ENDS: 

In  the  installation  of  any  drainage  system,  dead  ends  shall  be 
avoided  unless  installed  for  cleanout  openings. 

Sec.  F-211— PROTECTION  OF  MATERIAL: 

All  pipes  passing  under  or  through  walls  shall  be  protected  from 
breakage.  All  pipes  passing  through  or  under  cinder,  concrete  or 
other  corrosive  material  shall  be  protected  against  external  cor- 
rosion. Pipe  wrapped  with  tarred  paper  and  coated  with  asphalt 
will  be  accepted  as  complying  with  the  last  paragraph  of  this 
section. 

Sec.  F-212— WORKMANSHIP: 

Workmanship  shall  be  of  such  character  as  to  fully  secure  the 
results  sought  to  be  obtained  in  all  of  the  sections  of  these  Rules 
and  Regulations. 

DIVISION  F— PART  THREE 
QUALITY  AND  WEIGHTS  OF  MATERIALS 
Sec.  F-301— QUALITY  OF  MATERIALS: 

All  materials  used  in  any  drainage,  or  plumbing  system,  or 
part  thereof,  shall  be  free  from  defects. 

Sec.  F-302— LABEL,  CAST  OR  STAMPED: 

Each  length  of  soil  or  drainage  pipe,  fittings,  fixtures  and  de- 
vice, or  traps  used  in  the  plumbing  or  drainage  system  shall  be 
stamped  or  indelibly  marked  with  the  weight  or  quality  thereof,  and 
the  maker's  mark  or  name. 
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Sec.  F-303— VITRIFIED  CLAY  PIPE: 

All  vitrified  clay  pipe  shall  conform  to  specifications  approved  by 
the  Commissioner  of  Buildings. 

Sec.  F-304— CAST  IRON  PIPE: 

(a)  Quality:  All  cast  iron  pipe  and  fittings  shall  conform  to 
specifications  approved  by  the  Commissioner  of  Buildings  and  known 
to  the  trade  as  extra  heavy  cast  iron  soil  pipe. 

(b)  Coating:  All  cast  iron  pipe  and  fitting  for  under-ground 
use  shall  be  coated  with  asphaltum  or  coal  tar  pitch. 

Sec.  F-305— WROUGHT  ION  PIPE: 

All  wrought  iron  pipe  shall  conform  to  specifications  approved 
by  the  Commissioner  of  Buildings  and  shall  be  galvanized,  except  that 
waste  or  soil  pipe  over  two  (2)  inches  in  diameter  shall  be  gal- 
vanized or  coated  inside  and  out  with  asphalt. 

Sec.  F-306— MILD  STEEL  PIPE: 

All  steel  pipe  shall  conform  to  specifications  approved  by  the 
Commissioner  of  Buildings  and  shall  be  galvanized,  except  that 
waste  and  soil  pipe  over  two  inches  in  diameter  shall  be  galvanized  or 
coated  inside  and  out  with  asphalt. 

Sec.  F-307— BRASS  OR  COPPER  PIPE : 

Brass  and  copper  pipe  shall  conform  respectively  to  specifications 
approved  by  the  Commissioner  of  Buildings. 

Sec.  F-308— BRASS  TUBING: 

All  brass  tubing  used  for  fixtures,  traps,  and  overflows  between 
wall  or  floor  and  fixtures,  shall  be  made  of  a  good  quality  of  brass  and 
of  a  thickness  at  least  equal  to  number  eighteen  (18)  Brown  and 
Sharp  Gauge. 

Sec.   F-309— LEAD   PIPE— DIAMETER— WEIGHTS: 

All  lead  pipe  shall  be  of  best  quality  of  drawn  pipe  of  not  less 
weight  per  linear  foot  than  shown  in  the  following  tables: 

Note:     American  Society  of  Testing  Materials. 

(a)     Lead  soil,  waste,  vent  or  flush  pipes,  including  bends  and 
traps  (Extra  Light) 
Internal  Diameter  Wts.  Per  Foot 

1      Inch  2  Lbs. 


1%    "                                                                                      2    " 

80z. 

1%    "                                                                                   3    " 

8  " 

2                                                                                               4    " 

0  " 

3        "                                                                                      4    " 

12  " 

4        "                                                                                      6  ." 

(b)     Lead  water  suppply  pipe  shall  be  extra  strong. 

Internal  Diameter                                                                  Wts.  Per  Foot 

y2  inch                                                                                2  Lbs. 

80z. 

%    "                                                                                   3    " 

%    "                                                                                   3    " 

8  " 

1                                                                                                  4    " 

12  " 

i              1V4      "                                                                                                                                          6      " 

1%    «                                                                                   7 

8  " 

1%    "                                                                                      8 

2        "                                                                                      9    " 

Sec  F-310— SHEET  LEAD: 

Sheet  lead  shall  weigh  not  less  than  four  (4)  pounds  per  square 
foot. 
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Sec.  F-311— SHEET  COPPER  OR  BRASS: 

Sheet  copper  or  brass  shall  be  not  lighter  than  No.  18  B.  and  S. 
Gauge,  except  that  for  local  and  interior  ventilating  pipe,  it  shall 
be  not  lighter  than  No.  26  B.  and  S.  Gauge. 

Sec.  F-312— GALVANIZED  SHEET  IRON: 

Galvanized  sheet  iron  shall  be  not  lighter  than  the  following 
B.  and  S.  Gauge: 

No.  26  for     2"  to  12"  pipe. 

No.  24  for  13"  to  20"  pipe. 

No.  22  for  21"  to  26"  pipe. 

Sec.  F-313— THREADED  FITTINGS: 

(a)  Plain  screwed  fittings  shall  be  cast  iron,  malleable  iron, 
or  brass,  of  standard  weight  and  dimensions. 

(b)  Drainage  fittings  shall  be  cast  iron,  malleable  iron  or 
brass,  with  smooth  interior  waterway,  with  threads  tapped  out  of 
solid  metal. 

(c)  All  cast  iron  fittings  used  for  water  supply  distribution 
shall  be  galvanized. 

(d)  All  malleable  iron  fittings  shall  be  galvanized. 
Sec.  F-314— CAULKING  FERRULES: 

Brass  caulking  ferrules  shall  be  of  the  best  quality  red  cast  brass 
with  weights  and  dimensions  in  accordance  with  the  following  table: 

Actual  Inside 
Pipe  Size  Diameter  Length  Weight 

2  Inches  2^4   Inches  4%   Inches  1  lb. 

3  Inches  3*4  inches  4%   Inches  1  lb.  12  oz. 

4  Inches  4%   Inches  4%  Inches  2  lb.     8  oz. 

Sec.  F-315— SOLDERING  NIPPLES  AND  BUSHINGS: 

(a)  Soldering  nipples  shall  be  of  brass  pipe,  iron  pipe  size,  or 
of  heavy  cast  red  brass  not  less  than  the  following  weights: 

Diameters  Weights 

1%  Inches  6  oz. 

IV2  Inches  8  oz. 

2  Inches  14  oz. 
2%  Inches  lib.     6  oz. 

3  Inches  21b.     0  oz. 

4  Inches  31b.     8  oz. 

(b)  Soldering  bushings  shall  be  of  brass  pipe,  iron  pipe  size, 
or  heavy  cast  red  brass. 

Sec.  F-316— FLOOR  FLANGES  FOR  WATER  CLOSETS: 
Floor   flanges   for   water   closets   shall   be   not   less   than   three- 
sixteenths  (&)  of  an  inch  thick,  and  of  brass  or  cast  iron. 

DIVISION  F— PART  FOUR 
JOINTS  AND  CONNECTIONS 

Sec.  F-401— WATER  AND  AIR  TIGHT  JOINTS: 

All  joints  and  connections  mentioned  under  this  Part  shall  be 
made  permanently  gas  and  water  tight. 

Sec.  F-402— VITRIFIED  PIPE: 

Bell  and  Spigot  shall  be  placed  so  as  to  form  a  concentric  space 
uniform  in  width  around  the  pipe,  which  space  shall  be  completely 
filled  with  Portland  Cement  mortar,  or  other  suitable  joint  material, 
and  the  joint  and  pipe  thoroughly  swabbed  inside. 
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Connections  between  iron  pipe  and  vitrified  pipe  shall  be  made 
by  extending  the  iron  pipe  into  the  vitrified  pipe  a  distance  of  not 
less  than  one  (1)  ft.  and  packing  with  oakum  to  a  depth  of  six 
(6)   inches,  then  properly  cementing  as  for  vitrified  pipe  joints. 

Sec.  F-403— CAULKED  JOINTS: 

All  caulked  joints  shall  be  firmly  packed  with  oakum  or  hemp, 
and  shall  be  secured  only  with  pure  lead,  not  less  than  one  (1)  inch 
deep,  well  caulked,  and  no  paint,  varnish  or  putty  will  be  permitted 
until  after  the  joint  is  tested. 

Sec.  F-404— SCREW  JOINTS: 

All  screw  joints  shall  be  American  Standard  Screw  joints,  and 
all  burrs  or  cutting  shall  be  removed. 

Sec.  F-405— CAST  IRON: 

Cast  iron  joints  may  be  either  caulked  or  screw  joints  made  in 
the  approved  manner. 

Sec.  F-406— WROUGHT  IRON,  STEEL  OR  BRASS  TO  CAST 
IRON: 

The  joints  may  be  either  screwed  or  caulked  joints  made  in  the 
approved  manner. 

Sec.  F-407— LEAD  PIPE: 

Joints  in  lead  pipe,  or  between  lead  pipe  and  brass  or  copper 
pipes,  ferrules,  soldering  nipples,  bushings,  or  taps,  in  all  cases  on 
the  sewer  side  of  the  trap  and  in  concealed  joints  on  the  inlet  side 
of  the  trap,  shall  be  full  wiped  joints  with  an  exposed  surface  of 
the  solder  to  each  side  of  the  joints  of  not  less  than  three-quarters 
( % )  of  an  inch  and  a  minimum  thickness  at  the  thickest  part  of 
the  joints  of  not  less  than  three-eighths  (%)  of  an  inch,  except  con- 
nections to  brass  bushings  may  be  made  with  wiped  joints  three- 
eighths  (%)   of  an  inch  long. 

Sec.  F-408— LEAD  TO  CAST  IRON,  STEEL  OR  WROUGHT 
IRON: 

The  joints  shall  be  made  by  means  of  a  caulking  ferrule,  sold- 
ering nipple,  or  bushing. 

Sec.  F-409— SLIP  JOINTS  AND  UNIONS: 

Slip  joints  will  be  permitted  only  in  trap  seals  or  on  the  inlet 
side  of  the  trap.  Unions  on  the  sewer  side  of  the  trap  shall  be 
ground  faced  and  shall  not  be  concealed  or  enclosed. 

Sec.  F-410— ROOF  JOINTS: 

The  joint  at  the  roof  shall  be  made  water  tight  by  use  of  copper 
or  lead  flashings  or  iron  plates. 

Sec.  F-411— CLOSET,  PEDESTAL  URINAL,  AND  TRAP 
STANDARD  SLOP  SINK,  FLOOR  CONNECTIONS: 

A  brass  floor  connection  shall  be  wiped  or  soldered  to  lead  pipe. 
An  iron  or  brass  floor  connection  shall  be  caulked  to  cast  iron  pipe, 
or  an  iron  or  brass  floor  connection  caulked  or  screwed  to  wrought 
iron  nipe,  and  the  floor  connection  bolted  to  an  earthenware  trap 
flange.  A  metal  to  earthenware,  a  metal  to  metal  union,  a  lead  or 
asbestos  gasket  or  washer,  or  a  compressible  waterproof  material 
equally  as  good  shall  be  used  to  make  a  tight  joint. 

Sec.  F-412— INCREASERS  AND  REDUCERS: 
Where  different  sizes  of  pipes,  or  pipes  and  fittings,  are  to  be 
connected,  proper   size  increasers  or  reducers,  pitched   at  an  angle 
of  forty-five  (45)  degrees  between  the  two  sizes,  shall  be  used. 
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Sec.  F-413— PROHIBITED  JOINTS  AND  CONNECTIONS: 

Any  fitting  or  connection  which  has  an  enlargement,  chamber  or 
recess,  with  a  ledge  shoulder  or  reduction  of  the  pipe  area  in  the 
direction  of  the,  flow  on  the  outlet  or  drain  side  of  any  trap  is  pro- 
hibited. This  section  shall  not  be  construed  to  eliminate  the  so  called 
sisson  or  similar  insertable  joint. 

Sec.  F-414— EXPANSION  BOLTS: 

Connections  of  wall  hangers,  pipe  supports,  or  fixture  settings 
with  the  masonry,  stone  or  concrete  backing  shall  be  made  with  ex- 
pansion bolts  without  the  use  of  wooden  plugs. 

Sec.  F-415— NEW  MATERIALS: 

Any  other  material  than  that  specified  in  these  rules  and  regu- 
lations, which  the  proper  administrative  authority  approves  as  being 
equally  efficient,  may  be  permitted. 

DIVISION  F— PART  FIVE 
TRAPS  AND  CLEANOUTS 

Sec.  F-501— TRAPS,  KIND: 

Every  trap  shall  be  self  cleaning.  Traps  for  bath  tubs,  lava- 
tories, sinks,  and  other  similar  fixtures  shall  be  of  lead,  brass,  cast 
iron  or  malleable  iron  or  other  noncorrodible  metal  equally  as  good. 
Malleable  iron  shall  be  galvanized  or  porcelain  enameled  inside. 
Galvanized  or  porcelain  enameled  traps  (with  threads  tapped  out  of 
solid  metal),  shall  be  extra  heavy,  and  shall  have  a  full  bore  smooth 
interior  water  way.     The  use  of  plain  traps  is  permissible. 

Sec.  F-502— TRAPS,  PROHIBITED: 

No  form  of  trap  which  depends  for  its  seal  upon  the  action  of 
movable  parts,  or  concealed  interior  partition,  shall  be  used  for 
fixtures. 

Sec.  F-503— TRAPS,  WHERE   REQUIRED: 

Each  fixture  shall  be  separately  trapped  by  a  water  seal  trap 
placed  as  near  to  the  fixture  as  possible,  except  that  a  set  of  not 
more  than  three  (3)  laundry  trays  or  lavatories,  or  a  set  of  two 
(2)  laundry  trays  and  one  (1)  sink,  may  connect  with  a  single  trap, 
provided  the  trap  is  placed  centrally  and  the  branches  connect  into 
the  trap  seal  at  an  angle  of  not  more  than  sixty  (60)  degrees  to  the 
vertical  arm,  provided,  however,  no  such  branch  arm  shall  be  more 
than  30"  long.  In  no  case  shall  the  waste  from  a  bath  tub  or  other 
fixture,  discharge  into  a  water  closet  trap.  No  traps  are  to  be 
larger  than  pipes  to  which  they  connect.  No  fixture  shall  be  doubly 
trapped. 

Sec.  504— MAIN  BUILDING  TRAP: 

When  a  main  building  trap  is  used,  there  shall  be  a  fresh  air 
inlet  of  not  less  than  four-inch  diameter,  not  less  than  two  feet  or 
more  than  four  feet  from  the  inlet  side  of  trap.  The  fresh  air  inlet 
shall  be  carried  separately  through  roof  and  located  as  prescribed  for 
vent  outlets.  The  traps  shall  have  a  cleanout  plug  on  the  inlet 
and  outlet  of  trap.    The  trap  shall  be  placed  in  an  accessible  position. 

Sec.  F-505— WATER  SEAL: 

Each  fixture  trap  or  floor  drain  trap  shall  have  a  water  seal  of 
not  less  than  two  inches  and  not  more  than  four  inches. 

Sec.  F-506— TRAP  CLEANOUTS: 

Each  trap,  except  those  in  combination  with  fixtures  in  which 
the  trap  seal  is  plainly  visible  and  accessible,  shall  be  provided  with 


006  journal  OF  COMMON  COUNCIL     [Special    Meeting 


an  accessible  brass  trap  screw  of  ample  size,  protected  by  the  water 
seal.  Traps  placed  below  the  floor  shall  have  a  brass  trap  screw  for 
cleaning,  flush  With  the  floor,  or  readily  accessible  from  or  under 
the  floor. 

Sec.  F-50?— TRAP  LEVELS  AND  PROTECTION: 

All  traps  shall  be  set  true  with  respect  to  their  water  seals  and 
protected  from  frost  and  evaporation. 

Sec.  F-508— PIPE   CLEANOUTS: 

The  bodies  of  cleanout  ferrules  shall  be  made  of  standard  pipe 
sizes,  conform  in  thickness  to  that  required  for  pipe  and  fittings  of 
the  same  metal,  and  extend  not  less  than  one-quarter  (*4)  inch 
above  the  hub.  The  cleanout  plug  shall  be  of  heavy  red  brass  not 
less  than  one-eighth  ( % )  inch  thick  and  be  provided  with  solid  raised 
nut  or  recessed  socket  for  removal.  Cleanout  plugs  shall  have  stand- 
ard size  pipe  threads. 

Sec.  F-509— PIPE  CLEANOUTS— WHERE  REQUIRED: 
A  cleanout  easily  accessible  shall  be  provided  at  the  foot 
of  each  vertical  waste  or  soil  stack.  There  shall  be  at  least  two  (2) 
cleanouts  in  the  building  drain,  one  at  or  near  the  base  of  the  stack 
and  the  other,  with  "Y"  branch,  inside  the  wall  near  the  connection 
between  the  building  drain  and  building  sewer.  Cleanouts  shall  be  of  the 
same  nominal  size  as  the  pipes  up  to  four  (4)  inches,  and  not  less  than 
four  (4)  inches  for  larger  pipe.  The  distance  between  cleanouts  in 
horizontal  soil  or  waste  lines  shall  not  exceed  twenty  (20)  feet,  if 
less  than  three  (3)  inches  in  diameter,  and  fifty  (50)  feet,  if  three 
inches  or  more  in  diameter. 

Sec.  F-510— MANHOLES: 

All  underground  traps  and  cleanouts  of  a  building,  except  where 
cleanouts  are  flush  with  the  floor,  and  all  exterior  underground  traps 
shall  be  made  accessible  by  manholes  with  proper  covers. 

Sec.   F-511— CLEANOUTS— EQUIVALENTS: 
Any  floor  or  wall  connection  of  fixture  traps,  when  bolted  or 
screwed  to  the  floor  or  wall,  shall  be  regarded  as  a  cleanout. 

Sec.  F-512— GREASE  TRAPS: 

When  a  grease  trap  is  installed,  it  shall  be  placed  as  near  as 
possible  to  the  fixture  from  which  it  received  the  discharge  and 
should  have  twice  the  capacity  of  the  discharge. 

Sec,  F-513— SAND  TRAPS: 

Sand  traps  when  installed  should  be  so  designed  and  placed  as 
to  be  readily  accessible  for  cleaning. 

Sec.   F-514— BASEMENT   FLOOR   DRAINS: 

Cellar  or  basement  floor  drains  shall  connect  into  a  trap  so  con- 
structed that  it  can  be  readily  cleaned  and  of  a  size  to  serve  efficiently 
the  purpose  for  which  it  is  intended.  The  drain  inlet  and  cleanout 
opening  shall  be  so  located  that  they  are  at  all  times  in  full  view. 
When  any  fixture  is  subject  to  back  flow  or  back  pressure,  such 
fixture  shall  be  equipped  with  an  adequate  back  water  valve. 

Sec.  F-515— BACK  WATER  VALVES: 

Back  water  valves  shall  have  all  wearing  parts  or  balls  of 
noncorrodible  material  and  shall  be  so  constructed  as  to  insure  a 
positive  mechanical  seal  and  remain  closed  when  there  is  back 
pressure  on  the  valve. 


August  19,  1925]  CITY  OF  INDIANAPOLIS,  INL  907 


DIVISION   P— PART   SIX 
WATER  SUPPLY  AND  DISTRIBUTION 
S«c  F-601— QUALITY  OF  WATER: 

The  quality  of  the  water  supply  shall  meet  accepted  standards  of 
purity. 

Sec.  F-602— DISTRIBUTION: 

A  water  supply,  that  meets  accepted  standards  of  purity  for 
human  consumption,  shall  be  distributed  through  a  piping  system 
entirely  independent  of  any  piping  system  conveying  another  water 
supply. 

Sec.  F-603— WATER  SERVICE: 

The  water  service  pipe  of  any  building  shall  be  of  sufficient  size 
to  permit  a  continuous  ample  flow  of  water  on  all  floors  at  a  given 
time. 

Sec.  F-604— WATER  SUPPLY  TO  FIXTURES: 

All  plumbing  fixtures  shall  be  provided  with  a  sufficient  sup- 
ply of  water  for  flushing  to  keep  them  in  a  sanitary  condition.  Every 
water  closet  or  pedestal  urinal  shall  be  flushed  by  means  of  an  ap- 
proved tank  or  flush  valve  of  at  least  four  (4)  gallons  flushing  ca- 
pacity for  water  closets  and  at  least  two  (2)  gallons  for  urinals, 
and  shall  be  adjusted  to  prevent  the  waste  of  water.  The  flush  pipe 
for  water  closet  flush  tanks  shall  be  not  less  than  one  and  one-quarter 
(lVi)  inches  in  diameter,  and  the  water  flush  tanks  shall  be  used  for 
no  other  purpose  except  to  reseal  drain  traps. 

No  water  closet  or  urinal  bowl  shall  be  supplied  directly  from  a 
water  supply  system  through  a  flushometer  or  other  valve,  unless 
such  valve  is  set  above  the  water  closet  or  urinal  in  such  a  manner 
as  to  prevent  any  possibility  of  polluting  the  water  supply.  Excep- 
tion :  A  frost  proof  water  closet  may  have  valve  below  fixture  if  the 
drain  from  valve  does  not  connect  directly  to  drainage  system. 

Sec.  F-605— SIZE  OF  WATER  SUPPLY  PIPES: 
The  minimum  size  of  water  service  pipes  from  the  curb  to  the 
dwelling  shall  be  three-quarters  ( % )  inch,  if  galvanized  iron  is  used, 
or  five-eighths    ( % ) ,  if  lead   pipe  is  used.     The  minimum   sizes  to 
fixtures  shall  be  not  less  than  as  follows,  to-wit: 

Sill  Cocks  V2  inch 

Hot  Water  Boilers Mj  inch 

Laundry    Trays V2  inch 

Sinks    V2  inch 

Lavatories    %  inch 

Bath    Tubs V2  inch 

Water  Closet  Tanks %  inch 

Sec.  F-606— WATER  SUPPLY  CONTROL: 

A  main  shut-off  on  the  water  supply  line  shall  be  provided  near 
the  curb.  Accessible  compression  stop  and  waste  cock  shall  be  pro- 
vided on  the  main  supply  line  just  inside  the  foundation  wall;  con- 
trolling valves  for  each  flat  or  apartment  of  a  building;  for  each 
lawn  sprinkler;  for  supply  to  each  hot  water  tank;  and  for  each 
water  closet. 

Sec.  F-607— WATER  SUPPLY  PIPES  AND  FITTINGS- 
MATERIAL: 

All  water  supply  pipes  for  a  plumbing  system  shall  be  of  lead, 
galvanized    wrought   iron,   or    galvanized    steel,   brass,   or    cast    iron, 
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with  brass  or  galvanized  cast  iron  or  galvanized  malleable  iron  fit* 
tings.  No  pipe  or  fittings  that  have  been  used  for  other  purposes 
shall  be  used  for  distributing  water. 

Sec.  F-608— WATER  SUPPLY— PROTECTION: 

All  concealed  water  pipe,  storage  tanks,  flushing  cisterns,  and 
all  exposed  pipes  or  tanks  subject  to  freezing  temperatures,  shall 
be  efficiently  protected  against  freezing. 

Sec.  F-609— RELIEF  VALVES: 

Wherever  a  check  valve  is  installed  on  the  cold  water  supply 
pipe  between  the  street  main  and  the  hot  water  tank  there  shall  be 
installed  on  the  hot  water  distributing  system  a  suitable  relief  valve 
with  noncorrodible  seat  and  there  shall  be  no  stop  or  valve  between 
hot  water  tank  and  relief  valve. 

Sec.  F-610— PUMPS  AND  HYDRANTS: 

All  pumps  and  hydrants  shall  be  protected  from  surface  water 
and  contamination. 

DIVISION  F— PART  SEVEN 
PLUMBING  FIXTURES 

Sec.  F-701— MATERIALS : 

All  receptacles  used  as  water  closets,  urinals,  or  otherwise  for 
the  disposal  of  human  excreta,  shall  be  vitrified  earthenware,  hard 
natural  stone,  or  cast  iron  white  enameled  on  the  inside. 

Sec.  F-702— HOW  INSTALLED: 

All  plumbing  fixtures  shall  be  installed  free  and  open  in  a  man- 
ner to  afford  access  for  cleaning. 

Where  practical  all  pipes  from  fixtures  shall  be  run  to  the  wall 
and  no  lead  trap  or  pipe  should  extend  nearer  to  the  floor  than 
twelve  (12)  inches  unless  protected  by  casing. 

Sec.  F-703— WATER  CLOSET  BOWLS: 

Water  closet  bowls  and  traps  shall  be  made  in  one  piece  and  of 
such  form  as  to  hold  a  sufficient  quantity  of  water  when  filled  to  the 
trap  overflow,  to  prevent  fouling  of  surfaces,  and  shall  be  provided 
with  integral  flushing  rims  constructed  so  as  to  flush  the  entire  in- 
terior of  the  bowl. 

Sec.  F-704— FROST  PROOF  CLOSETS— WHERE  PER- 
MITTED: 

Frost  proof  closets  may  be  installed  only  in  compartments 
which  have  no  direct  connection  with  a  building  used  for  human  habi- 
tation or  occupancy.  The  soil  pipe  between  the  hopper  and  the  trap 
shall  be  not  less  than  three  (3)  inches  in  diameter  and  shall  be  of 
lead,  or  cast  iron  enameled  on  the  inside. 

Sec.  F-705— FIXTURES  PROHIBITED: 

Fixed  wooden  wash  trays  or  sinks  shall  not  be  installed  in  any 
building  designed  or  used  for  human  habitation.  No  new  copper 
lined  wooden  bath  tubs  shall  be  installed,  and  an  old  fixture  of  this 
class  taken  out  shall  not  be  reconnected.  Pan,  valve  and  plunger, 
offset  washout,  and  other  water  closets  having  invisible  seals  or  un- 
ventilated  space,  or  walls  not  thoroughly  washed  at  each  flush,  shall 
not  be  used.  Long  hopper  closets  or  similar  appliances  shall  not 
hereafter  be  installed.  No  bell-trap  floor  drain  shall  be  installed.  No 
dry  closet  or  chemical  closet  shall  be  installed  in  a  building  used  for 
human  occupancy. 
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Sec.  F-706— FLOOR  DRAINS  AND   SHOWER  DRAINS. 

A  floor  drain  or  a  shower  drain  shall  be  considered  a  fixture  and 
be  provided  with  a  strainer. 

Sec.  F-707— FIXTURE  STRAINERS: 

All  fixtures  other  than  water  closets  and  pedestal  urinals,  where 
service  will  allow,  shall  be  provided  with  fixed  strong  metallic 
strainers  with  outlet  areas  not  less  than  that  of  the  interior  of  the 
trap. 

Sec.  F-708— FIXTURE  OVERFLOW: 

The  overflow  pipe  from  a  fixture  shall  be  connected  on  the 
building  or  inlet  side  of  the  trap  and  be  so  arranged  that  it  may  be 
readily  and  effectively  cleaned. 

DIVISION  F— PART  EIGHT 
VENTILATION  OF  ROOMS  AND  FIXTURES 

Sec.   F-801— LOCATION   OF    FIXTURES: 

No  trapped  plumbing  fixture  shall  be  located  in  any  room  or 
apartment  which  does  not  contain  a  window  placed  in  an  external 
wall  or  is  not  otherwise  provided  with  proper  ventilation  by  which 
air  in  the  room  shall  be  changed  at  least  six  (6)  times  per  hour. 

Exception:     Special  permission. 

Sec.   F-802— VENTILATING    PIPE— HOW   CONNECTED: 

Ventilation  pipes  from  fixtures  and  toilet  rooms  shall  be  separate 
and  distinct  and  have  no  connection  whatever  with  the  other  ventilat- 
ing ducts  or  pipes  in  the  building. 

Sec.  F-803— VENT  FROM  WATER  HEATERS: 

No  gas,  or  similar  water  heater  shall  be  used  without  a  vent 
pipe,  connected  to  a  flue  that  has  a  positive  up  draft,  that  will  re- 
move dangerous  products  of  combustion. 

DIVISION  F— PART  NINE 
SOIL,  WASTE  AND  VENT  PIPES 

Sec.  F-901— MATERIAL: 

All  main  or  branch  soil,  waste  and  vent  pipes  within  the  build- 
ing, shall  be  extra  heavy  cast  iron,  galvanized  steel,  galvanized 
wrought  iron,  lead,  brass  or  copper. 

Exceptions:  Steel  or  wrought  iron  pipe  over  two  inches  in 
diameter,  if  used  for  soil  or  waste  pipe,  shall  be  galvanized  or 
eoated  inside  and  out  with  asphalt.  No  steel  or  wrought  iron  pipe 
shall  be  used  for  under  ground  soil  or  waste  pipe. 

Sec.  F-902— FIXTURE  UNIT  AND  TRAP  SIZES: 

The  following  table,  based  on  the  rate  of  discharge  (approxi- 
mately one  cubic  foot  per  minute)  from  a  lavatory  as  the  unit, 
shall  be  employed  to  determine  fixture  equivalents  and  trap  sizes. 

Fixture  Minimum 

Unit  trap  size 

One  lavatory  or  wash  basin 1  1*4  inch 

One  kitchen  sink  1%  1%     " 

One   bath    tub 2  1V2     " 

One  laundry  tray 3  IY2     " 

One  combination  fixture 3  IVz     " 

Three  feet  of  urinal  trough 1  IMj     " 

One  wall  type  urinal 1  l1^     " 

One   shower  bath 3  2 
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Other  types  of  urinals 3  3         " 

One   floor    drain 3  2         " 

One  slop   sink 4  2         " 

One   water   closet 6  3         " 

Sec.  F-903— SOIL  AND  WASTE  STACKS: 

Every  building  in  which  plumbing  fixtures  are  installed  shall 
have  a  soil  or  waste  stack,  or  stacks,  extending  full  size  through  the 
roof.  Soil  and  waste  stacks  shall  be  as  direct  as  possible  and  free 
from  sharp  angles  and  turns.  The  required  size  of  a  soil  or  waste 
stack  shall  be  independently  determined  by  the  total  fixture  units  of 
all  fixtures  connected  to  the  stack  in  accordance  with  the  following 
table : 

WASTE  STACKS 

No.  Fixture  units  Diameter  of  Permitted 

stack  Branch  Stack,  inches  Length,  feet 

1  1  1%  45 

.28  4  1%  60 

9             18  8  2  75 

i-            19             36  13  2V2  105 

SOIL  AND  WASTE  STACKS 

Maximum 
No.  Fixture  No.  W.  C.'s  or        Diameter  permitted 

Units  equivalent  of  Stack     length 

Stack  Branch  Stack  Branch      inches         feet 

37-72  18  1-12  1  3  150 

73-300  54  13-50  9  4  225 

301-720  102  51-120  17  5  300 

721-1080  168  121-180  28  6  400 

1081-1920  349  181-320  58  8  600 

Restrictions:  No  water  closet  shall  discharge  into  a  stack  less 
than  three  (3)  inches  in  diameter.  Not  more  than  one  (1)  water 
closet,  or  the  equivalent  in  fixture  units  of  three  (3)  water  closets 
shall  discharge  into  a  three  (3)  inch  stack  from  one  (1)  three  (3) 
inch  branch,  and  not  more  than  two  (2)  such  branches  may  connect 
to  a  three  (3)  inch  stack  at  the  same  point  or  level.  Base  fittings 
shall  be  at  least  one  pipe  size  larger  than  the  stack.  Base  fittings 
shah  be  the  same  size  as  the  building  drain  or  lateral  from  the 
buikling  drain. 

Sec.  F-904— SOIL  AND  WASTE  STACKS— FIXTURE  CON- 
NECTIONS: 

All  soil  and  waste  stacks  and  branches  shall  be  provided  with 
correctly  faced  inlets  for  fixture  connections. 

Sec.  F-905— CHANGING  SOIL  AND  VENT  PIPES: 

In  existing  buildings  where  the  soil  or  waste  vent  pipe  is  not 
extended  undiminished  through  or  above  the  roof,  or  where  there 
is  a  sheet  metal  soil  or  waste  vent  pipe,  and  the  fixture  is  changed  in 
style  or  location  or  is  replaced,  a  soil,  waste  or  vent  pipe  of  the 
size  and  material  prescribed  for  new  work  shall  be  installed. 

Sec.   F-906— PROHIBITED   CONNECTIONS: 

No  fixture  connection  shall  be  made  to  a  lead  bend  or  branch  of 
a  water  closet  or  similar  fixture.  No  soil  or  waste  vent,  circuit  or 
loop  vent,  above  the  highest  installed  fixture  on  the  branch  or  main, 
shall  hereafter  be  used  as  a  soil  or  waste  pipe  except  as  provided  in 
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Section  P-917.  No  rainwater  leader,  over  two  (2)  inches  in  diameter, 
shall  connect  to  building  drain.  Acids  or  corrosives,  if  of  sufficient 
strength  to  be  injurious  to  the  piping  system,  shall  not  enter  the 
building  drainage  system  inside  of  the  building  but  shall  be  dis- 
charged to  the  sewer  outside  of  the  building  in  such  a  manner  as 
to  protect  the  building  drainage  system  from  damage  and  shall  be 
installed,  trapped,  and  vented  as  required  for  other  plumbing  fixtures. 

Sec.  F.-907— SOIL  AND  WASTE  PIPE  PROTECTED: 

No  soil  or  waste  stack  shall  be  installed  or  permitted  outside  a 
building  unless  adequate  provision  is  made  to  protect  it  from  frost. 

Sec.  F-908— ROOF  EXTENSIONS: 

All  roof  extensions  of  soil  and  waste  stacks  shall  be  run  full 
size  at  least  six  (6)  inches  above  the  roof,  and  when  the  roof  is 
used  for  other  purposes  than  weather  protection,  such  extension  shall 
not  be  less  than  five   (5)   feet  above  the  roof. 

When  there  is  danger  of  frost  closure,  no  roof  extension  shall 
be  less  than  four  (4)  inches  in  diameter.  Change  in  diameter  shall 
be  made  by  use  of  a  long  increaser  at  least  one  (1)  foot  below  the 
roof,  and  where  access  to  the  roof  is  difficult  a  test  opening  shall 
be  provided  at  this  point. 

Sec.  F-909— TERMINALS: 

The  roof  terminal  of  any  stack  or  vent,  if  within  twelve  feet 
of  any  door,  window,  scuttle  or  air  shaft,  shall  extend  at  least  three 
(3)  feet  above  the  same. 

Sec.   F-910— TERMINALS    ADJOINING    HIGH    BUILDINGS: 

No  soil,  waste,  or  vent  pipe  extension  of  any  new  or  existing 
building  shall  be  run  or  placed  on  the  outside  of  a  wall  but  shall 
be  carried  up  inside  of  the  highest  building  through  the  roof. 

In  the  event  that  a  new  building  is  built  higher  than  an  existing 
building,  the  owner  of  the  new  build,ing  shall  not  locate  windows 
within  twelve  (12)  feet  of  any  existing  vent  stack  on  the  lower  build- 
ing, unless  the  owner  of  such  new  building  shall  defray  the  expenses 
or  shall  himself  make  such  alteration  to  conform  with  Section  F-909 
of  this  Part. 

It  shall  be  the  duty  of  the  owner  of  the  lower  or  existing  build- 
ing to  make  such  alteration  therein  upon  the  receipt  in  advance  of  any 
money  or  security  therefor,  sufficient  for  the  purpose,  from  the  owner 
of  the  new  or  higher  building,  or  the  making  of  such  alteration  by 
the  owner  of  said  new  or  higher  building. 

Sec.  F-911— TRAPS  PROTECTED— VENTS  : 

Every  fixture  trap  shall  be  protected  against  siphonage  and 
back  pressure,  and  air  circulation  assured  by  means  of  a  soil  or 
waste  stack  vent,  a  continuous  waste  or  soil  vent,  or  a  loop  or  circuit 
vent.  No  crown  vent  shall  be  installed.  Whenever  practical  a  vent 
shall  be  a  continuation  of  the  vertical  section  of  the  waste. 

Sec.  F-912— DISTANCE  OF  VENT  FROM  TRAP  SEAL: 
No  trap  shall  be  placed  more  than  five  (5)  feet,  horizontal 
developed  length,  from  its  vent.  The  distance  shall  be  measured 
along  the  central  line  of  the  waste  or  soil  pipe  from  the  vertical  inlet 
of  the  trap  to  the  vent  opening.  The  vent  opening  from  the  soil  or 
waste  pipe,  except  for  water  closets  and  similar  fixtures,  shall  not 
be  below  the  dip  of  the  trap. 
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Sec.  F-913— MAIN  VENTS— TO  CONNECT  AT  BASE: 
All  main  vents  or  vent  stacks  shall  connect  full  size  at  their 
base  to  the  main  soil  or  waste  pipe  at  or  below  the  lowest  fixture 
branch,  and  shall  extend  undiminished  in  size  above  the  roof  or  shall 
be  reconnected  with  the  main  soil  or  waste  vent  at  least  three  (3) 
feet  above  the  highest  fixture  branch. 

Sec.  F-914— VENTS— REQUIRED   SIZES: 

The  required  size  of  main  vents  or  vent  stacks  shall  be  de- 
termined on  the  basis  of  the  size  of  the  soil  or  waste  'stack,  the 
number  of  fixtures  or  fixture  units  connected  to  the  soil  or  waste 
stack,  and  the  developed  length  of  the  main  vent  or  vent  stack  in 
accordance   with   the  following  tables: 


Diameter  of 

Fixture  Units         Diameter  of 

Maximum 

Stack  inches 

on  stack 

Vent,  inches 

Length,  feet 

1% 

1 

VA 

45 

1% 

2-8 

1% 

35 

iyz 

2-8 

IVz 

50 

2 

9-18 

1% 

30 

2 

9-18 

iy2 

60 

2 

9-18 

2 

75 

2V2 

19-36 

1% 

25 

2VZ 

19-36 

iy2 

45 

2Vz 

19-36 

2 

60 

2VZ 

19-36 

2y2 

105 

Soil  or 

Waste  Stack 

Diameter  of 

Fixture  Units 

W.  C's          Diameter  of 

Maximum 

Stack  inches 

One  stack 

only            Vent  inches 

length  ft. 

3 

6-18 

1-3                     IY2 

20 

3 

6-18 

1-3                     2 

60 

3 

19-42 

4-7                     2 

45 

*150 

30 

3 

19-42 

4-7                     2% 

3 

43-72 

8-12                   2 

3 

43-72 

8-12                2y2 

90 

3 

43-72 

8-12                   3 

150 

4       ..-  ■ 

24-42 

4-7                     2 

20 

4 

24-42 

4-7                 2y2 

45 

4 

24-42 

4-7                     3 

100 

4 

43-72 

8-12                2y2 

30 

4 

43-72 

8-12                   3 

75 

4 

43-72 

8-12               3y2 

150 

4 

43-72 

8-12                   4 

300 

4 

73-150 

13-25                   3 

60 

4 

73-150 

13-25                   3y2 

120 

4 

73-150 

13-25                   4 

225 

4 

151-300 

26-50                   3 

20 

4 

151-300 

26-50                   3% 

50 

4 

151-300 

26-50                   4 

100 

4 

151-300 

26-50                   5 

*225 

5 

301-400 

51-80                   2% 

20 

5 

301-480 

51-80                   3 

50 

5 

301-480 

51-80                   3% 

100 

5 

301-480 

51-80                   4 

175 

5 

301-480 

51-80                   5 

*300 

5 

481-720 

81-120                 3%       - 

25 

5 

481-720 

h 

481-720 

5 

481-720 

6 

721-840 

6 

721-840 

6 

721-840 

6 

721-840 

6 

721-840 

6 

841-1080 

6 

841-1080 

6 

841-1080 

6 

841-1080 

8 

1081-1920 

8 

1081-1920 

8 

1081-1920 

8 

1081-1920 

4 

50 

5 

125 

6 

♦300 

3 

20 

3% 

40 

4 

75 

5 

225 

6 

*400 

4 

50 

5 

125 

6 

300 

8 

*400 

4 

20 

5 

60 

6 

150 

8 

*600 
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81-120 
81-120 
81-120 
121-140 
121-140 
121-140 
121-140 
121-140 
141-180 
141-180 
141-180 
141-180 
181-320 
181-320 
181-320 
181-320 

*  Limit  in  height  of  soil  stack  but  not  in  length  of  vent  if  greater 
is  required. 

Sec.  F-915— BRANCH  AND  INDIVIDUAL  VENTS: 
No  vent  shall  be  less  than  1XA  inches  in  diameter.  For  1%  and 
Wz  inch  wastes,  the  vent  shall  be  of  the  same  diameter  as  the  waste 
pipe,  and  in  no  case  shall  a  branch  or  main  vent  have  a  diameter  less 
than  one-half  (%)  that  of  the  soil  or  waste  pipe  served,  and  in  no 
case  shall  the  length  of  a  branch  vent  of  given  diame*«r  exceed  the 
maximum  length  permitted  for  the  main  vent  serving  he  same  size 
soil  or  vent  stack. 

Sec.  F-916— VENT  PIPE  GRADES  AND  CONNECTIONS: 
All  vent  and  branch  vent  pipes  shall  be  free  from  drops  or  sags 
and  be  so  graded  and  connected  as  to  drip  back  to  the  soil  or  waste 
pipe  by  gravity.  Where  vent  pipes  connect  to  a  horizontal  soil  or 
waste  pipe,  the  vent  branch  shall  be  taken  off  above  the  center  line 
of  the  pipe,  and  the  vent  pipe  must  rise  vertically,  or  at  an  angle  of 
forty-five  (45)  degrees  to  the  vertical  to  a  point  six  (6)  inches  above 
the  fixture  it  is  venting  before  offsetting  horizontally  or  connecting 
to  the  branch,  main  waste,  or  soil  vent. 

Sec.  F-917— CIRCUIT  AND  LOOP  VENTS: 

A  circuit  or  loop  vent  will  be  permitted  as  follows:  A  branch 
soil  or  waste  pipe  to  which  two  (2)  and  not  more  than  eight  (8) 
water  closets,  pedestal  urinals,  trap  standard  slop  sinks,  or  shower 
stalls  are  connected  in  series,  may  (if  fixture  connections  enter  side 
of  branch)  be  vented  by  a  circuit  or  loop  vent  of  same  size  as  the 
branch  which  shall  be  taken  off  in  front  of  the  last  fixture  connection. 
A  fixture,  other  than  water  closet,  should  discharge  into  vent  to  keep 
it  clean.  Where  the  fixture  discharge  is  above  such  branch,  each 
branch  shall  be  provided  with  a  relief  vent  one-half  ( % )  the  diameter 
of  the  soil  or  waste  branch,  taken  off  in  front  of  the  first  fixture 
connection.  No  relief  vent  is  to  be  less  than  (2)  two  inches  in 
diameter. 

Sec.  F-918— VENTS  NOT   REQUIRED: 

No  vents  will  be  required  on  a  downspout  or  rain  leader  trap, 
a  back  water  trap,  a  sub-soil  catch  basin  trap,  a  floor  drain,  when 
connected  not  more  than  four  (4)  feet  below  the  floor  on  which 
floor  drain  is  installed  to  a  vented  vertical  waste  or  soil  stack,  or  a 
cellar  floor  drain,  provided  the  cellar  floor  drain  branches  into  the 
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building  drain  on  the  sewer  side  at  a  distance  of  five   (5)   feet  or 
more  from  the  base  of  stack. 

Where  bath  rooms  or  water  closets  or  other  fixtures  are  located 
on  opposite  sides  of  a  wall  or  partition  or  directly  adjacent  to  each 
other  within  the  prescribed  distance,  such  fixtures  may  have  a  com- 
mon soil  or  waste  pipe  and  common  vent. 

A  bath  tub  and  lavatory  may  have  a  common  waste  pipe  and 
common  vent  when  the  lavatory  is  installed  with  a  continuous  vent 
and  the  bath  tub  trap  is  installed  as  set  forth  in  Section  F-912. 

Fixtures  on  the  top  floor  installed  with  individual  branches  to 
and  the  bath  tub  trap  is  installed  as  set  forth  in  Section  F-912. 
need  not  be  revented  if  no  waste  branch  enters  the  soil  stack  below 
the  water  closet  branch. 

DIVISION   F— PART  TEN 
BUILDING  DRAINS  AND  SEWERS 

Sec.  F-1001— INDEPENDENT  SYSTEM: 

The  drainage  and  plumbing  system  of  each  new  building,  and 
of  new  work  installed  in  an  existing  building,  shall  be  separate  from 
and  independent  of  that  of  any  other  building  except  as  provided 
below,  and  every  building  shall  have  independent  connection  with  a 
public  or  private  sewer  when  available. 

Exception:  Where  one  building  stands  in  the  rear  of  another 
building  on  an  interior  lot,  and  no  private  sewer  is  available  or  can 
be  constructed  to  the  rear  building  through  adjoining  alley,  court 
yard,  or  driveway,  the  building  drain  from  the  front  building  may 
be  extended  to  the  rear  building,  and  the  whole  will  be  considered 
as  one  building  drain. 

Sec.  F-1002— OLD  BUILDING  SEWERS  AND  DRAINS: 

Old  building  sewers  and  drains  may  be  used  in  connection  with 
new  buildings,  or  new  plumbing,  only  when  they  are  found  on 
examination  and  test,  to  conform  in  all  respects  to  the  requirements 
governing  new  sewers  or  drains,  as  prescribed  in  these  rules  and 
regulations.  If  the  old  work  is  found  defective,  the  proper  adminis- 
trative authority  shall  notify  the  owner  to  make  the  necessary 
changes  to  conform  to  these  rules  and  regulations. 

Sec.   F-1003— CONNECTIONS  WITH   SEPTIC   SYSTEMS: 

When  a  sewer  is  not  available,  drain  pipes  from  the  building 
shall  be  connected  with  an  approved  private  sewage  disposal  works. 

Sec.  F-1004— EXCAVATIONS: 

Each  system  of  piping  shall  be  laid  in  a  separate  trench,  pro- 
vided that  drainage  trenches  may  be  benched  not  less  than  eighteen 
(18)  inches  for  lighter  piping,  if  not  in  violation  of  any  city  regula- 
tion prescribed  for  their  installation.  Where  a  double  system  of  drain- 
age is  installed,  the  sanitary  and  surface  building  sewers  or  drains 
may  be  laid  side  by  side  in  one  trench. 

Tunneling  for  distances  not  greater  than  six  (6)  feet  is  per- 
missible in  yards,  courts  or  driveways  of  any  building  site,  but  not 
in  any  improved  public  highway. 

Exception:      Special  permission. 

All  excavations  required  to  be  made  for  the  installation  of  a 
building  drainage  system,  or  any  part  thereof,  within  the  walls  of 
a  building  shall  be  open  trench  work.  All  such  trenches  and  tunnels 
shall  be  kept  open  until  the  piping  has  been  inspected,  tested  and 
approved. 
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Sec.  F-1005— BUILDING  DRAINS  UNDERGROUND: 
Whenever  possible  all  building  drains  shall  be  brought  into  the 
building  below  the  basement  or  cellar  floor. 
Sec.   F-1006— MATERIAL: 

(a)  The  building  sewer,  beginning  three  (3)  feet  outside  the 
building,  shall  be  of  extra  heavy  cast  iron  pipe  approved  by  the  Com- 
missioner of  Buildings  or  of  vitrified  clay  pipe  approved  by  the 
Commissioner  of   Buildngs. 

(b)  The  building  drains,  when  under  ground  shall  be  of  lead, 
brass,  or  extra  heavy  cast  iron. 

(c)  Building  drains,  when  installed  above  the  ground  shall  be 
of  extra  heavy  cast  iron,  galvanized  wrought  iron,  galvanized  steel, 
or  if  over  two  (2)  inches  in  diameter  may  be  of  black  wrought  iron 
or  steel  pipe  when  coated  inside  and  out  with  asphalt,  or  approved 
brass  or  lead  pipe  may  be  used. 

Sec.  F-1007— DEPTH  OF  DRAINS  AND  SEWERS: 
No  building  sewer  or  under  ground  building  drain  shall  be  laid 
parallel  to  any  bearing  wall  which  might  be  thereby  weakened.     The 
building  sewer  and  drains  shall  be  laid  at  sufficient  depth  to  protect 
them  from  frost. 

Sec.  F-1008— SIZE  OF  BUILDING  DRAINS  AND  SEWERS: 
The  required  size  of  sanitary  building  drains  and  sanitary  build- 
ing sewers  shall  be  determined  on  the  basis  of  the  total  number  of 
fixture  units  drained  by  them  in  accordance  with  the  following  tables: 
Sanitary   System   Only 


Fixture 

Fall 

Fall 

Fall 

No.  W.  C's  or 

Units 

V8"tol' 

^"tol' 

y2"tol' 

Equivalent 

6-12 

4 

3 

Vz 

13-24 

4 

4 

3 

3-4 

25-72 

6 

5 

4 

5-12 

73-300 

8 

6 

5 

13-50 

301-720 

8 

8 

6 

51-120 

721-1080 

10 

10 

8 

121-180 

1081-1920 

12 

12 

10 

181-320 

Note: 

See  restrictions  Section  F-903 

Exception:  If  other  than  cast  iron  soil  pipe  with  caulked  lead 
joints  is  used,  the  building  sewer  shall  be  at  least  one  (1)  pipe  size 
larger  than  the  building  drain. 

Size  of  building  drain  and  sewer  for  storm  water  only.  The  re- 
quired sizes  of  storm  water  building  drains  and  building  sewers  and 
other  lateral  storm  drains  shall  be  determined  on  the  basis  of 
the  total  drained  area  in  horizontal  projection  in  accordance  with  the 
following  table: 


No.  of  Sq.  Ft. 

Fall 

Fall 

Fall 

Drain  Area 

%"tol' 

%"tol' 

y2"tol' 

Up  to  90 

iy2 

1% 

iy2 

91-400 

3 

2 

2 

401-660 

3 

3 

2 

661-1200 

4 

3 

3 

1201-1800 

4 

4 

3 

1801-2500 

5 

4 

4 

2501-4100 

5 

5 

4 

4101-4600 

6 

5 

5 

4601-5300 

6 

6 

5 

5301-7500 

8 

7501-11100 

8 

11101-15700 

10 

15701-19500 

10 

19501-24800 

12 

24801-31000 

12 

31001-44000 

14 

44001-60000 

14 
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6  6 

8  6 

8  8 

10  8 

10  8 

12  10 

12  10 

14  12 

Sec.  F-1009— COMBINED  STORM  AND  SANITARY  SEWER 

SYSTEMS: 

Whenever  a  combined  sewer  system  is  used,  the  area  of  the 
sewer  shall  be  at  least  equal  the  combined  area  of  sanitary  building 
drain  and  storm  building  drain.  When  other  than  cast  iron  pipe  with 
caulked  lead  joints  is  used  for  the  sewer,  the  sewer  shall  be  one 
pipe  size  larger. 

Sec.  F-1010— BUILDING  SEWER— IN  FILLED  GROUND: 
The  building  sewer,  when  laid  in  made  or  filled-in  ground,  shall 
be  of  vitrified  clay  pipe  laid  on  a  bed  of  approved  grillage  of  con- 
crete, or  in  lieu  thereof  of  heavy  cast  iron   pipe   approved  by  the 
Commissioner  of  Buildings. 

Sec.  F-1011— DRAINAGE   BELOW  SEWER  LEVEL: 
In   all   buildings   in   which   the   whole   or   part   of   the   building 
drainage  and  plumbing  system  thereof  lies  below  the  crown  level  of 
the  main  sewer,  sewage  or  building  wastes  shall  be  lifted  by  approved 
artificial  means  and  discharged  into  the  building  sewer. 
Sec.  F-1012— SUMPS  AND  RECEIVING  TANKS: 
All  building  drains  below  sewer  level  shall  discharge  into  an  air 
tight  sump  or  receiving  tank,  so  located   as  to  receive  the   sewage 
by  gravity  from  which  sump  or  receiving  tank  the  sewage  shall  be 
lifted    and    discharged    into   the   building    drain,   building    sewer,    or 
street  sewer,  by  pumps,  ejectors,  or  any  equally  efficient  method. 

Such  sumps  shall  be  either  automatically  discharged  or  be  of 
sufficient  capacity  to  receive  the  building  sewage  and  wastes  for  not 
less  than  twenty-four  hours. 

Sec.  F-1013— EJECTORS— VENTED: 

The  soil  pipe  leading  to  an  ejector  or  other  appliance  for  raising 
sewage  or  other  waste  matter  to  the  building  drain,  building  sewer, 
or  street  sewer,  shall,  where  a  water  closet  or  closets  are  installed, 
be  provided  with  a  vent  pipe  not  less  than  three  (3)  inches  in 
diameter,  and  where  fixtures  other  than  water  closets  are  installed, 
the  waste  vent  pipe  shall  be  the  same  diameter  as  the  waste  pipe. 
Sec.  F-1014— MOTORS,  COMPRESSORS,  ETC.: 
All  motors,  air  compressors,  and  air  tanks  shall  be  located 
where  they  are  open  for  inspection  and  repair  at  all  times.  The  air 
tanks  shall  be  proportioned  in  order  to  be  of  equal  cubical  capacity 
as  the  ejectors  connected  therewith,  in  which  air  tanks  there  shall 
be  maintained  an  air  pressure  of  not  less  than  two  (2)  pounds  for 
each  foot  of  height  the  sewage  is  to  be  raised. 

Sec.  F-1015— EJECTORS  FOR  SUBSOIL  DRAINAGE: 
When  sub-soil  catch  basins  are  installed  below  the  sewer  level, 
automatic  water  ejectors  provided  with  a  ball  float  attached  to  the 
main  water  supply  may  be  used.  Such  ejectors,  or  any  device  rais- 
ing subsoil  water,  shall  discharge  into  a  properly  trapped  fixture 
or  into  a  storm  water  drain. 
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DIVISION  F— PART  ELEVEN 
STORM  WATER  DRAINS 

Sec.  F-1101— DRAINAGE  OF  YARDS,  AREAS  AND  ROOFS: 

All  roofs  and  paved  areas,  yards,  courts  and  courtyards  when 
drained,  shall  be  drained  into  the  storm  water  sewerage  system  or 
the  combined  sewerage  systems,  but  not  into  sewers  intended  for 
sewage  only.  When  drains  used  for  this  purpose  are  connected  with 
the  combined  sewerage  systems,  they  shall  be  effectually  trapped, 
except  roof  leaders  and  conductors,  where  the  roof  or  gutter  opening 
is  located  no  less  than  twelve  (12)  feet  from  a  door,  window  scuttle, 
or  air  shaft.  One  trap  may  serve  for  all  such  connections,  but  traps 
must  be  set  below  the  frost  line  or  on  the  inside  of  the  building. 
No  roof  leader,  conductor  or  storm  building  drain  shall  discharge 
into  the  sanitary  building  drain  but  shall  discharge  into  the  sewer 
outside  of  the  building. 

Exception:  When  not  larger  than  two  (2)  inch  pipe  is  used 
such  drains  may  connect  to  sanitary  building  drains. 

Where  there  is  no  sewer  accessible,  such  connections  shall  be 
discharged  into  the  public  gutter,  unless  otherwise  permitted  by  the 
proper  authorities,  and  in  such  case  need  not  be  trapped. 

Sec.  F-1102— SIZE  OF  GUTTERS  AND  LEADERS: 
No  gutter  or  inside  leader  shall  be  of  less  size  than  the  following : 
Roof   Containing  Gutter       Leader 

Up  to      90   sq.  ft 3  inches  1%  inches 


91  to    270 

sq. 

ft. 

271  to    810 

sq. 

ft. 

811  to  1800 

sq. 

ft. 

1801  to  3600 

sq. 

ft. 

3601  to  5500 

sq. 

ft. 

4 

<< 

2 

4 

« 

2%     ' 

5 

« 

3 

6 

a 

4         * 

8 

« 

5 

0 

a 

6 

5501  to  9600  sq.  ft 10 

In  explanation:  The  above  table  for  leaders  is  based  on  the 
following;  Tests  have  shown  that  a  rate  of  rainfall  of  four  (4) 
inches  per  hour  discharges  water  to  the  leader  at  the  rate  of  ap- 
proximately one  (1)  gallon  per  minute  for  every  twenty-four  square 
feet  of  drained  area. 

Example:  With  a  roof  area  of  1800  square  feet  and  a  rain 
fall  at  the  rate  of  4  inches  per  hour. 

1800  divided  by  24  equals  75  or  75  gallons  of  water  per  minute 
to  be  discharged  to  sewer  through  the  leader. 

Referring  to  the  following  table  of  capacities,  we  find  that  a 
three  (3)  inch  pipe,  laid  with  a  fall  of  one  (1)  inch  per  foot,  has 
a  capacity  of  113.8  gallons  per  minute,  and  as  a  vertical  pipe  will 
have  a  greater  capacity,  it  is  apparent  that  a  factor  of  safety  is  pro- 
vided by  limiting  a  three  inch  leader  to  75  gallons  per  minute. 

The  following  table  of  capacities  for  pipes  flowing  full  under 
their  own  head  is  based  on  Darcy's  formula  for  old  cast  iron  pipes 
lined  with  deposits  in  which  a  static  head  is  undesirable  or  ob- 
jectionable. 

Capacities  of  cast  iron  drains,  in  gallons  per  minute  and  fixture 
units  or  cubic  feet  per  minute. 
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CAPACITIES 

Velocity 

full  or 

one-half 

Fall  Gallons  full 

inch  per  per  Fixture  Feet  per 

Diameter  in  inches                                   foot  minute  units  second 

1% Vs  3.6  0.48  0.92 

l1^  %  5.1  .68  1.31 

1%  Vz  8.0  1.07  2.07 

1%  1  11.2  1.50  2.93 

lVz Vs  5.8  .78  1.05 

Wz  %  8.2  1.10  1.48 

l1^  Vz  13.0  1.70  2.34 

1V2  1  18.4  2.40  3.31 

! 

2 Vs  12.6  1.68  1.28 

2  %  17.6  2.25  1.80 

2  %  27.8  2.70  2.85 

2  1  40.0  5.20  4.00 

3  Vs  36.2  4.85  1.65 

3  hk  51.3  6.80  2.34 

3  Vz  80.3  10.07  3.70 

3  1  113.8  15.20  5.24 

4  Vs  77.4  10.3  1.97 

4  %  109.6  14.6  2.79 

4 Vz  173.6  23.1  4.42 

4  1  245.4  32.7  6.25 

5  Vs  138.6  18.5  2.25 

5  %  196.5  26.0  3.19 

5  V2  311.0  41.4  5.05 

5 1  439.2  58.5  7.13 

6  %  221.4  29.5  2.51 

6  %  313.1  41.7  3.55 

6  Vz  494.8  65.9  5.61 

6  1  699.4  93.2  7.93 

7  Vs  328.5  42.8  2.73 

7  */i  465.6  62.0  3.87 

7  %  735.1  98.0  6.11 

7  1  1040.7  137.7  8.65 

8  Vs  463.0  61.8  2.94 

8       %  656.0  87.4  4.16 

8       Vz  1037.0  138.3  6.58 

8 1  1468.0  195.6  9.31 

10       Vs  814.0  108.6  3.33 

10 %  H49.0  153.2  4.70 

10       Vz  1819.0  242.5  7.44 

10       1  2572.0  343.0  10.52 
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12  V8  1300.0  173.4  3.68 

12  %  1838.0  245.0  5.20 

12  1/2  2905.0  387.3  8.22 

12  1  4034.0  537.8  11.62 

When  walls  are  so  situated  that  rain  striking  the  wall  surface 
will  drain  on  to  the  roof,  due  allowance  shall  be  made  for  such  wall 
surface  in  determining  the  size  of  the  rain  water  leader  or  leaders. 

Outside  leaders  to  the  frost  line  shall  be  one  (1)  size  larger  than 
the  above  table. 

Gutters  on  new  buildings,  eight  (8)  inches  or  over  in  width,  shall 
be  hung  with  wrought  iron  hangers  of  approved  type. 

The  above  sizes  of  rain  leaders  are  based  on  diameter  or  cir- 
cular rain  leaders,  and  gutters  based  on  semi-circular  sheet  metal 
gutters  with  the  top  dimension  given  and  other  shapes  shall  have  the 
same  sectional  area. 

Sec.  F-1103— INSIDE   CONDUCTORS: 

When  placed  within  the  walls  of  any  building  or  run  in  an  inner 
or  interior  court  or  ventilating  pipe  shaft  all  conductors  or  roof 
leaders  shall  be  constructed  of  extra  heavy  cast  iron  or  of  galvanized 
wrought  iron  or  galvanized  steel  pipe. 

Exception:  If  wrought  iron  or  steel  pipe  over  two  (2)  inches 
in  diameter  is  used,  it  shall  be  galvanized  or  coated  inside  and  out 
with  asphalt. 

Sec.  F-1104— OUTSIDE  CONDUCTORS: 

When  outside  conductors  or  down  spouts  of  sheet  metal  are  con- 
nected with  the  building  sewer  they  shall  be  so  connected  by  means  of 
not  less  than  one  length  of  cast  iron  pipe  extending  vertically  at 
least  one  (1)  foot  above  the  grade  line. 

Along  public  driveways  without  sidewalks,  they  shall  be  placed 
in  niches  in  the  walls,  protected  by  wheel  guards,  or  enter  the  build- 
ing through  the  wall  at  a  forty-five  (45)  degree  slope  at  least  twelve 
(12)  feet  above  the  grade. 

Sec.  F-1105— DEFECTIVE  CONDUCTOR  PIPES: 

When  an  existing  sheet  metal  conductor  pipe  within  the  walls 
of  any  building  becomes  defective  such  conductor  shall  be  replaced 
by  one  which  conforms  to  these  rules  and  regulations. 

Sec.  F-1106— VENT  CONNECTIONS  WITH  CONDUCTORS 
PROHIBITED: 

Conductor  pipes  shall  not  be  used  as  soil,  waste,  or  vent  pipes, 
nor  shall  any  soil,  waste  or  vent  pipes  be  used  as  conductors. 

Sec.  F-1107— OVERFLOWS: 

Overflow  pipes  from  cisterns,  supply  tanks,  expansion  tanks,  and 
drip  pans,  shall  connect  only  indirectly  with  any  building  sewer, 
building  drain,  soil,  waste  or  vent  pipe. 

Sec-  F-1108— SUBSOIL,  FOUNDATION,  CLEAR  WATER 
AND  ABSORPTION  TILE  DRAINS: 

Where  subsoil  drains  are  placed  under  the  cellar  floor  or  used 
to  encircle  the  outer  walls  of  a  building,  the  same  shall  be  made 
of  open  jointed  drain  tile  not  less  than  four  (4)  inches  or  earthen- 
ware pipe  and  shall  be  properly  trapped  and  protected  against  back 
pressure,  before  entering  the  building  sewer  or  drain,  by  an  auto- 
matic back  pressure  valve  accessibly  located.  They  may  discharge 
through  a  cellar  drain. 
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Sec.  F-1109-^SUBSOIL  DRAINS  BELOW  SEWER  LEVEL: 
Subsoil  drains  below  the  main  sewer  level  shall  discharge  into  a 
sump  or  receiving  tank,  the  contents  of  which  shall  be  automatically 
lifted    and    discharged    into    the   drainage    system    above   the    cellar 
through  some  properly  trapped  fixture  or  drain. 

DIVISION  F— PART  TWELVE 
REFRIGERATOR,   SAFE   AND   SPECIAL  HAZARD   WASTES 
Sec.  F-1201— FIXTURES  PERMITTED  TO  SO  CONNECT: 

No  waste  pipe  from  a  refrigerator,  ice  box,  floor  drain,  or  any 
other  receptacle  where  food  is  stored,  shall  connect  directly  with  any 
building  drain,  soil,  or  waste  pipe.  The  waste  pipe  shall,  in  all  cases, 
empty  into  an  open  sink  (that  is  properly  water  supplied,  connected, 
trapped,  and  vented  the  same  as  other  fixtures)  or  cellar  floor  drain, 
but  their  ends  must  be  left  open.  Such  waste  connections  shall  not  be 
located  in  inaccessible  or  unventilated  cellars. 

Sec.  F-1202— REFRIGERATOR  WASTES: 

Refrigerator  waste  pipes  shall  not  be  less  than  one  and  one- 
quarter  (lxA)  inches  for  one  opening,  one  and  one-half  (l1/^)  inches 
for  three  openings,  and  for  four  to  twelve  openings,  they  must  not 
be  less  than  two  (2)  inches,  and  shall  have  at  each  opening  a  trap, 
and  there  shall  be  a  cleanout  at  each  angle,  so  arranged  as  to 
properly  flush  and  clean  the  pipe.  Such  waste  pipes  shall  be  con- 
tinued not  less  than  full  size  through  the  roof  except  where  such 
fixtures  are  located  in  the  basement  or  first  floor. 

Sec.  F-1203— OVERFLOW  PIPES  AND  MOTOR  EXHAUST: 

Pipes  from  a  water  supply  tank  or  exhaust  from  a  water  lift 
shall  not  be  directly  connected  with  any  building  drain,  soil,  or  waste 
pipe.  Such  pipes  shall  discharge  upon  the  roof  or  be  trapped  into 
an  open  fixture  or  discharge  as  for  refrigerator  wastes. 

Sec.  F-1204— A  PUBLIC  GARAGE— DRY  CLEANING  ES- 
TABLISHMENTS, ETC.: 

In  public  garages,  dry  cleaning  establishments,  or  other  build- 
ings where  kerosene,  gasoline,  benzine,  naptha  or  other  inflammable 
oils  or  compounds  are  used,  also  in  any  existing  building  where  such 
business  is  carried  on,  all  drains  including  floor  drains,  sink,  and 
lavatory  wastes,  or  paved  areas  adjoning,  coming  in  contact  with 
the  same  must  pass  through  a  sump  so  trapped  that  inflammable 
liquids  or  sediment  will  not  pass  into  the  building  drain  or  sewer. 
The  diameter  of  the  sump  shall  be  not  less  than  twenty-four  (24) 
inches  and  shall  be  vented  by  a  vent  pipe  at  least  three  (3)  inches 
in  diameter  installed  in  the  same  manner  as  provided  for  other  vents. 
The  inlet  to  the  sump  shall  be  water  sealed. 

Sec.   F-1205— STEAM   AND   HOT   WATER   DRAINS: 

The  exhaust,  blow  off,  sediment  or  drain  pipe  from  a  steam 
boiler  shall  not  connect  directly  with  a  building  drainage  system. 

No  vapor  or  liquid  at  a  temperature  over  one  hundred  sixty 
(160)  degrees  Fahrenheit,  shall  be  allowed  to  enter  the  building 
drainage  system. 

DIVISION  F— PART  THIRTEEN 
MAINTENANCE 

Sec.  F-1301— DEFECTIVE   FIXTURES: 

All  installed  fixtures  found  defective  or  in  an  unsanitary  con- 
dition   shall    be    repaired,    renovated,    replaced    or    removed    within 
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thirty  (30)  days  upon  written  notice  from  the  proper  administrative 
authorities. 

Sec.  F-1302— TEMPORARY  TOILET  FACILITIES: 
Suitable  toilet  facilities  shall  be  provided  for  the  use  of  work- 
men during  the  construction  of  any  building.     These  toilet  facilities 
shall  be  maintained  in  a  sanitary  condition. 

DIVISION  F—  PART  FOURTEEN 
INSPECTION  AND  TESTS 

Sec.  F-1401— INSPECTIONS: 

All  piping,  traps,  and  fixtures  of  a  plumbing  system  shall  be 
inspected  by  the  Commissioner  of  Buildings  to  insure  compliance 
with  all  the  requirements  of  these  rules  and  regulations  and  the  in- 
stallation and  construction  of  the  system  in  accordance  with  the  ap- 
proved plans  and  the  permit. 

Sec.  F-1402— NOTIFICATION  FEE: 

(a)  It  shall  be  the  duty  of  the  plumber  to  notify  the  Bureau 
of  Buildings  and  also  the  owner,  or  his  authorized  agent,  verbally,  by 
telephone,  or  in  writing,  not  less  than  eight  (8)  working  hours  be- 
tween the  hours  of  8  A.  M.  and  4  P.  M.  before  the  work  is  to  be  in- 
spected or  tested. 

(b)  It  shall  be  the  duty  of  the  plumber  to  make  sure  that  the 
work  will  stand  the  test  prescribed  before  giving  the  above  notifica- 
tion. 

(c)  If  the  Commissioner  of  Buildings  finds  that  the  work  will 
not  stand  the  test,  the  plumber  shall  be  required  to  renotify  in  writ- 
ing and  to  pay  the  sum  of  one  (1)  dollar  for  each  renotification  or  re- 
inspection. 

Sec.  F-1403— MATERIAL  AND  LABOR  FOR  TESTS: 

The  equipment,  material,  power  and  labor  necessary  for  the 
inspection  and  test  shall  be  furnished  by  the  plumber. 

See.  F-1404— SYSTEM  TESTS: 

All  the  piping  of  a  plumbing  system  shall  be  tested  with  water 
and  air.  After  the  plumbing  fixtures  have  been  set  and  their  traps 
filled  with  water,  the  entire  drainage  system  shall  be  submitted  to  a 
final  air  pressure  test.  The  Commissioner  of  Buildings  may  require 
the  removal  of  any  cleanouts  to  ascertain  if  the  pressure  has  reached 
all  parts  of  the  system. 

Sec.  F-1405— METHODS  OF  TESTING: 

(a)     Water  Tests. 

The  water  test  may  be  applied  to  the  drainage  system  in  its 
entirety  or  in  sections.  If  applied  to  the  entire  system,  all  openings 
in  the  piping  shall  be  tightly  closed,  except  the  highest  opening  above 
the  roof,  and  the  system  filled  with  water  to  the  point  of  overflow 
abo^e  the  roof. 

If  the  system  is  tested  in  sections,  each  opening  shall  be  tightly 
plugged,  except  the  highest  opening  of  the  section  under  test,  and 
each  section  shall  be  filled  with  water;  but  no  section  shall  be  tested 
with  less  than  a  ten  (10)  foot  head  of  water  or  a  five  (5)  pound 
pressure  of  air.  In  testing  successive  sections,  at  least  the  upper 
ten  feet  of  the  preceding  section  shall  be  re-tested  so  that  no  joint 
or  pipe  in  the  building  shall  have  been  submitted  to  a  test  of  less 
than  a  ten  (10)  foot  head  of  water  or  a  five  (5)  pound  pressure  of 
air. 
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Under  arrr  test  the  ^ater  or  air  pressure  shall  remain  constant 
lor  not  less  than  fifteen  minutes  without  any  further  addition  of 
water  rtr  air. 

(h)     Air  Test. 

The  air  test  shall  be  made  by  attaching  the  air  compressor  or 
test  apparatus  to  any  suitable  opening  and  closing  all  other  inlets  and 
outlets  to  the  sy?+,pm,  then  forcing  air  into  the  system  until  there  is  a 
Uniform  pressure  sufficient  to  balance  a  column  of  mercury  ten  (10) 
inches  in  height  or  five  (5)  pounds  per  square  inch  on  the  entire 
system.     This  pressure  shall  be  maintained  for  fifteen  (15)  minutes. 

(c)     Final  Air  Test. 

The  air  machine  shall  be  connected  to  any  suitable  opening  or 
outlet,  and  an  air  pressure  equivalent  to  one  (1)  inch  water  column 
shall  be  applied  and  left  standing  at  least  fifteen  (15)  minutes.  If 
there  is  no  leakage  or  forcing  of  trap  seals,  indicated  by  the  fluctua- 
tion of  the  drum,  float,  or  water  column,  the  system  shall  be  deemed 
air  tight. 

Sec.  F-1406— ORDER  OF  TESTS: 

The  tests  may  be  made  separately,  as  follows : 

(a)  The  building  drain  and  yard  drains  including  all  piping  to 
the  height  of  ten  (10)  feet  above  the  highest  point  on  the  building 
drain,  except  the  exposed  connections  to  fixtures: 

(b)  The  soil,  waste,  vent,  inside  conductor  and  drainage  pipes 
Which  could  be  covered  up  before  building  is  enclosed  or  ready  for 
completion.    The  test  required  for  (b)  and  (c)  may  be  combined. 

(c)  The  final  test  of  the  whole  system. 

(d)  After  each  of  the  above  tests  have  been  made  and  proved 
acceptable,  the  Commissioner  of  Buildings  shall  issue  a  written  ap- 
proval. 

Sec.  F-1407— COVERING  OF  WORK: 

No  drainage  or  plumbing  system  or  part  thereof  shall  be  covered 
until  it  has  been  inspected,  tested,  and  approved  as  herein  prescribed. 

Sec.  F-1408— UNCOVERING  OF  WORK: 

If  any  building  drainage  or  plumbing  system  or  part  thereof  is 
covered  before  being  regularly  inspected,  tested  and  approved,  as 
herein  prescribed,  it  shall  be  uncovered  upon  the  direction  of  the 
Commissioner  of  Buildings. 

Sec.  F-1409— DEFECTIVE  WORK: 

If  inspection  or  test  shows  defects,  such  defective  work  or 
material  shall  be  replaced  within  three  days  and  inspection  and  test 
repeated. 

Sec.  F-1410— BUILDING  SEWER  AND  BUILDING  DRAIN 
TESTS: 

The  building  drain  and  sewer  shall  be  tested  with  water  or  air. 
The  water  test  shall  have  not  less  than  a  two  (2)  feet  head  of 
water.  All  alterations,  repairs,  or  extensions  which  shall  include 
more  than  ten  (10)  feet,  shall  be  inspected  and  tested. 

Sec.  F-1411— CONDUCTOR  PIPES: 

Conductor  pipes  and  their  roof  connections  within  the  walls  of 
buildings,  or  conductor  branches  on  the  outside  system  where  such 
branches  "rtr*^2ct  with  the  building  drain  or  are  less  than  three  (3) 
feet  from  the  wall  of  the  building,  shall  be  tested  by  the  water  or 
air  test.  Conductor  branches  on  the  outside  system  may  be  tested 
in  connection  with  the  building  drain. 
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Sec.  F-1412— STABLE  AND  STABLE  YARD  DRAIN  TEST: 
If  a  stable  or  any  part  of  a  stable  be  used  for  human  habitation, 
the  same  inspections  and  test  of  plumbing  and  drainage  systems 
thereof  shall  be  made  as  in  the  case  of  any  ordinary  buildings. 
Otherwise,  all  stable  and  stable  yard  drains  shall  be  inspected  but 
need  not  be  tested. 

Sec.  F-1413— GARAGE  AND  DRAINAGE  SYSTEM: 
For  a  garage  or  any  part  of  a  garage,  the  same  tests  and  in- 
spection of  the  plumbing  and  drainage  system  thereof  shall  be  made 
as  in  the  case  of  any  ordinary  building. 

Sec.  F-1414— TEST   OF   WATER   DISTRIBUTION   SYSTEM: 
Upon  the  completion  of  the  entire  water  distribution  system,  it 
shall  be  tested  and   proved   tight  under   a  water   pressure  not  less 
than  the  maximum  working  pressure  under  which  it  is  to  be  used. 
Sec.  F-1415— CERTIFICATE  OF  APPROVAL: 
Upon  the  satisfactory  completion  and  final  test  of  the  plumbing 
system  a  certificate  of  approval  shall  be  issued  by  the  Commissioner 
of  Buildings  to  the  plumber  to  be  delivered  to  the  owner. 

Sec.  F-1416— AIR  TEST  OF  DEFECTIVE  PLUMBING: 
The  air  test  shall  be  used  in  testing  the  sanitary  condition  of 
the  drainage  or  plumbing  system  of  all  buildings  where  there  is 
reason  to  believe  that  it  has  become  defective.  In  buildings  con- 
demned by  the  proper  administrative  authority  because  of  insanitary 
conditions  of  the  plumbing  system,  the  alterations  in  such  system 
shall  not  be  considered  as  repairs,  but  as  new  plumbing. 

Sec.  F-1417— INSPECTIONS  AND  TESTS  NOT  REQUIRED: 
No  tests  or  inspections  shall  be  required  where  a  plumbing  sys- 
tem or  parts  thereof  is  set  up  for  exhibition  purposes,  and  is  not 
used  for  toilet  purposes  and  not  directly  connected  to  any  sewerage 
system;  nor  after  the  repairing  or  replacing  of  an  old  fixture,  faucet, 
or  valve  by  a  new  one  (to  be  used  for  the  same  purpose) ;  or  after 
forcing  out  stoppage  and  repairing  leaks. 

DIVISION  G— PART  ONE 
MISCELLANEOUS   PROVISIONS— REPEAL   OF    FORMER 
ORDINANCES 
Sec.  G.  101— REPEAL  OF  PART  OF  MUNICIPAL  CODE: 

(a)  That  sections  from  and  including  Section  256  to  Section 
652  of  General  Ordinance  No.  12,  1917,  be  and  the  same  are  hereby 
repealed. 

(b)  That  sections  from  and  including  Section  887  to  Section 
929  of  General  Ordinance  No.  12,  1917,  be  and  the  same  are  hereby 
repealed. 

Sec.  G-102— REPEAL  OF  SUBSEQUENT  ORDINANCES: 

(a)     That  the  following  ordinances  are  hereby  repealed. 

General  Ordinance  No.     23,  1918 

General  Ordinance  No.     24,  1918  * 

General  Ordinance  No.     48,  1921 

General  Ordinance  No.     70,  1921 

General  Ordinance  No.     79,  1921 

General  Ordinance  No.  121,  1919 

General  Ordinance  No.     80,  1922 

General  Ordinance  No.     92,  1922 

General  Ordinance  No.    12,  1922 
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43,  1922 

118,  1922 

11,  1923 

18,  1923 

■■     1 

29,  1923 

35,  1923 

79,  1923 
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General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No. 
General  Ordinance  No.  106,  1923 
General  Ordinance  No.  27,  1924 
General  Ordinance  No.  29,  1924 
General  Ordinance  No.  45,  1924 
General  Ordinance  No.    46,  1924 

(b)  That  all  ordinances  or  parts  of  ordinances  in  conflict  here- 
with are  hereby  repealed. 

Sec.  G-103— THIS  ORDINANCE : 

This  Ordinance  shall  be  known  as  the  Building  Code  of  the  City 
of  Indianapolis. 

Sec.  G-104— EFFECT  OF  TITLES: 

No  title  or  caption  of  any  Division,  Part  or  Section  shall  be 
considered  as  a  part  of  this  Ordinance  except  as  descriptive  of  the 
subject  matter  thereunder. 

Sec.  G-105— PENDING  ACTIONS: 

None  of  the  provisions  of  this  ordinance  shall  affect  any  pend- 
ing cause  of  action  or  rights  of  action,  either  civil  or  penal. 

Sec.  G-106— PENALTY: 

Any  person,  firm  or  corporation  who  shall  violate  any  of  the 
provisions  of  this  ordinance  except  as  provided  in  specific  sections 
shall  be  deemed  guilty  of  misdemeanor  and  upon  conviction  thereof 
shall  be  fined  in  any  sum  not  less  than  two  (2)  dollars  nor  more 
than  five  hundred  (500)  dollars  for  each  offense.  Each  day  any 
violation  shall  continue  shall  be  a  separate  offense. 

Sec.  G-107— IN  EFFECT: 

This  Ordinance  shall  be  in  full  force  and  effect  ninety  (90) 
days  from  and  after  its  passage  and  due  publication  as  required 
by  law. 

Which  motion  carried. 

On  motion  of  Mr.  Buchanan,  General  Ordinance  No.  46, 
1925,  as  amended  was  laid  upon  the  table  until  September 
21,  1925. 

Mr.  Clauer  called  for  General  Ordinance  No.  69,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  69,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 
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General  Ordinance  No.  69,  1925,  was  read  a  third  time 
jtnd  passed  by  the  following  vote: 

Ayes  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,    King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Clauer  called  for  General  Ordinance  No.  70,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  70,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  70,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote: 

Ayes,  3,  viz.:  Messrs,  Buchana,  Clauer  and  King. 

Noes,  5,  viz.:  Messrs.  Bernd,  Bramblett,  Ray,  Wise  and 
President  Ben  H.  Thompson. 

On  motion  of  Mr.  Wise  the  Common  Council  at  8:30 
o'clock  p.  m.,  adjourned. 


President. 

Attest: 

/y  City  Clerk. 


^ 
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SPECIAL  MEETING 

August  25,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  August  25,  1925,  at  7:30  o'clock  p.  m., 
in  special  session,  President  Ben  H.  Thompson  in  the  chair, 
pursuant  to  the  following  call: 


August  25,  1925. 
To  the  Members  of  the  Common  Council, 

Indianapolis,  Indiana. 
Gentlemen: 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of 
the  Common  Council  held  in  the  Council  Chamber  on  August  25, 
1925  at  7:30  o'clock  p.  m. 

The  purpose  of  such  meeting  being  to  receive  communications 
from  the  Mayor  or  City  Controller  of  said  City  and  to  receive  a  re- 
port from  the  committee  appointed  to  investigate  the  actions  of  the 
Board  of  Public  Works  and  to  take  action  on  the  same. 

Respectfully, 

BEN  H.  THOMPSON, 

President. 

I,  John  W.   Rhodehamel,   Clerk   of  the   Common   Council   of  the 

City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have   served 

the  above   and  foregoing  notice   to   each   and   every   member   of  the 

Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.   RHODEHAMEL, 

City   Clerk. 


Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  five  members,  viz.:  Messrs.  Bernd, 
Bramblett,  King,  Ray  and  Wise. 

REPORTS  OF  SPECIAL  COMMITTEES 

From  the  Special  Committee  appointed  to  investigate 
the  Board  of  Public  Works: 
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Indianapolis,    Ind.,    August    25,    1925. 
Mr.  President: 

Partial  report  of  Committee  to  investigate  the  affairs  of  the 
Board  of  Public  Works: 

WHEREAS,  the  investigation  of  the  Board  of  Public  Works  will 
necessitate  the  search  of  books  and  records  of  various  firms  and 
corporations  doing  business  with  the  City  of  Indianapolis  and  mem- 
ber of  the  Board  of  Public  Works,  and 

WHEREAS,  this  Committee  does  not  believe  it  can  secure  the 
full  co-operation  of  the  Legal  Department  of  the  City  of  Indianapolis, 
BE  IT  RESOLVED,  that  this  committee  be  authorized  to  consult 
and  if  necessary  secure  the  service  of  a  competent  attorney  to  pre- 
pare a  resolution  and  ordinance  authorizing  the  appropriation  of 
sufficient  funds  to  complete  this  investigation. 

JOHN  E.  KING,  Chairman 
OTTO  RAY, 
THEO.  J.  BERND. 

On  motion  of  Mr.  Ray  the  committee  report  was  adopted. 

On  motion  of  Mr.  Ray  the  Common  Council  at  8:30 
o'clock  p.  m.  adjourned. 


Attest : 


President. 


ft   ^ItzJU^uj^ 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  Monday  evening,  September  7,  1925, 
at  7:30  oclock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal 
be  dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

August    18,    1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana: 

Gentlemen — I  have  today  approved,  signed  and  delivered  to  John 
W.  Rhodehamel,  City  Clerk,  the  following  ordinances: 

GENERAL  ORDINANCE  NO.  54,  1925,  an  ordinance  transfer- 
ring the  sum  of  Three  Thousand  ($3000)  Dollars,  from  the  Material 
and  Supply  Fund,  in  the  Street  Cleaning  Department,  under  the 
Department  of  Public  Works,  and  reappropriating  the  same  to 
Team  Hire  Fund  in  the  same  department  and  declaring  a  time  when 
the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  55,  1925,  an  ordinance  transfer- 
ring and  reappropriating  certain  sums  of  money  from  certain  funds 
in  certain  departments,  under  the  department  of  Public  Safety,  of 
the  City  of  Indianapolis,  to  certain  funds  in  other  departments, 
under  the  Department  of  Public  Safety,  and  declaring  a  time  when 
same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  62,  1925,  an  ordinance  to  amend 
General  Ordinance  No.  114,  1922,  entitled:  "An  Ordinance  dividing 
the  City  of  Indianapolis  into  districts  for  the  purpose  of  regulating 
and  restricting  the  location  of  trades,  callings,  industries,  commercial 
enterprises  and  the  location  of  buildings  designed  for  specific  uses; 
of  classifying,  regulating  and  determining  the  area  of  front,  rear  and 
side  yards  and  other  open  spaces  about  buildings;  of  regulating  and 
determining  the  use  and  intensity  of  use  of  land  and  lot  areas  within 
such  city;  creating  a  Board  of  Zoning  Appeals;  defining  certain  terms 
used  in  said  ordinance;  providing  a  penalty  for  its  violation  and 
designating  the  time  when  the  same  shall  take  effect,"  and  fixing  the 
time  when  the  same  shall  take  effect. 

GENERAL  ORDINANCE  NO.  66,  1925,  an  ordinance  regulating 
the  parking  of  vehicles  on  the  north   side   of   Henry   Street  in   the 
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City  of  Indianapolis,  fixing  a  penalty  for  the  violation  thereof,  and 
declaring  a  time  when  the  same  shall  take  effect. 

APPROPRIATION  ORDINANCE  NO.  26,  1925,  an  ordinance 
appropriating  the  sum  of  Seventy-five  ($75.00)  Dollars  for  the  pur- 
pose of  paying  the  appraisers  appointed  by  the  court  in  Cause  No. 
2586,  in  the  Marion  Circuit  Court,  for  the  sale  of  certain  personal 
property  belonging  to  the  City  of  Indianapolis  and  declaring  a  time 
when  the  same  shall  take  effect. 

APPROPRIATION  ORDINANCE  NO.  27,  1925,  an  ordinance 
appropriating  the  sum  of  Five  Hundred  ($500.00)  Dollars  to  the 
Bertillion  Supplies  and  Maintenance  Fund  in  the  Police  Department, 
under  the  Department  of  Public  Safety,  and  declaring  a  time  when 
the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 
August   25,    1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana: 

Gentlemen — I  have  this  day  approved,  signed  and  delivered  to 
John  W.  Rhodehamel,  City  Clerk,  Resolution  No.  17,  1925. 
Very  truly  yours 

LEW  SHANK, 
-  Mayor. 

REPORTS  FROM  CITY  OFFICERS 

From  the  City  Controller : 

August  23,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — At  the  request  of  the  Board  of  Public  Safety,  I  am 
sending  you  herewith  copies  of  an  ordinance  providing  for  the  ap- 
propriation of  the  sum  of  Five  Hundred  ($500.00)  Dollars,  out  of 
any  unappropriated  funds  of  the  City  of  Indianapolis,  to  the  Motor- 
cycle Repairs,  Tires  and  Tubes  Fund  in  the  Police  Department  under 
the  Department  of  Public  Safety. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Your  very  truly 

JOS.  L.  HOGUE. 

City  Controller. 
Mr.  Joseph  L.  Hogue,  August  23,  1925. 

City  Controller, 
Indianapolis. 

Dear  Sir — The  Board  of  Public  Safety  respectfully  requests  that 
you  recommend  to  the  Common  Council,  the  passage  of  an  ordinance 
appropriating  the  sum  of  Five  Hundred  ($500.00)  Dollars,  out  of 
any  unappropriated  sum  of  the  City  of  Indianapolis,  to  the  Motor- 
cycle Repairs,  Tires  and  Tubes  Fund  in  the  Police  Department,  under 
the  Department  of  Public  Safety. 

BOARD  OF  PUBLIC  SAFETY, 

By  Ocar  O.  Wise, 
Executive  Cecretary. 
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From  the  Board  of  Public  Works: 

September    7th,    1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — At  the  request  of  the  Board  of  Public  Works  I  am 
handing  you  herewith  for  passage  an  ordinance  authorizing  the  sale 
of  certain  real  estate  which  is  no  longer  needed  by  the  City  of 
Indianapolis,  and  described  as  follows: 

Lots  1  to  14  inclusive  in  Fountain  Square  Addition  to  the  City 
of  Indianapolis,  Marion  County,  Indiana,  and 

Lots  7,  8,  9,  10  and  11  in  D.  Munson's  Subdivision  of  the  East 
Vz  of  Lot  1  in  Birkemyer's  Addition  to  the  City  of  Indianapolis, 
Indiana. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 
August  24,  1925. 
Mr.  John  W.  Rhodehamel, 
City  Clerk, 
Indianapolis,  Ind. 

Dear  Sir — We  hand  you  herewith  for  transmission  to  the  Com- 
mon Council,  Switch  Contract,  granting  permission  to  George  C. 
Brinkmeyer  Company  to  lay  and  maintain  a  sidetrack  or  switch  from 
point  in  the  Inbound  Frenght]  House  Track  No.  6  of  the  Illinois 
Central  Railroad  Company,  across  Senate  Avenue. 
Very  truly  yours, 

POARD  OF  PUBLIC  WORKS, 

E.  W.  Williams,  Clerk. 

From  the  Board  of  Park  Commissioners: 

August  30,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — The  Board  of  Park  Commissioners  herewith  pre- 
sent to  your  honorable  body  an  ordinance  authorizing  the  sale  of 
certain  personal  property  belonging  to  the  City  of  Indianapolis,  under 
and  by  virtue  of  Property  Sale  Resolution  No.  4,  1925,  of  this  Board. 
Trusting  your  honorable  body  will  give  this  ordinance  favorable 
consideration,  we  remain, 

Yours  very  truly, 
BOARD  OF  PARK  COMMISSIONERS, 
OF  THE  CITY  OF  INDIANAPOLIS, 

By  Newton  J.  McGuire,  Attorney. 

INTRODUCTION   OF   APPROPRIATION   ORDINANCES 
By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  29,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Five  Hundred  ($500.00) 
Dollars  to  the  Motorcycle  Repairs,  Tires  and  Tubes  Fund  in  the 
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Police  Department,  under  the  Department  of  Public  Safety,  and 

declaring  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana  : 

Section  1.  That  there  be  and  hereby  is  appropriated  out  of  any 
unappropriated  funds  of  the  City  of  Indianapolis,  the  sum  of  Five 
Hundred  ($500.00)  Dollars,  to  the  Motorcycle  Repairs,  Tires  and 
Tubes  Fund  in  the  Police  Department,  under  the  Department  of  Public 
Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finace. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 
By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  73,  1925. 

WHEREAS,  the  Board  of  Public  Works  has  adopted  a  resolu- 

t'on,  being  Miscellaneous  Resolution  No.  ,  1925,  which  resolution 

declares  that  in  the  opinion  of  said  Board  of  Works  the  land  described 
therein  belongs  to  the  City  of  Indianapolis,  Indiana,  and  is  not 
needed  for  public  use  or  public  purposes,  and  should  be  sold,  and 

WHEREAS,  said  resolution  further  asks  the  Common  Council  of 
the  City  of  Indianapolis  to  request  the  Judge  of  the  Marion  Circuit 
Court  to  appoint  three  disinterested  freeholders  for  the  appraisement 
of  said  real  estate  as  required  by  law. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  I.  That  the  City  of  Indianapolis  be  and  is  hereby  author- 
ized to  sell,  alienate  and  convey  by  good  and  sufficient  warranty 
deed  the  following  real  estate  situated  in  the  City  of  Indianapolis, 
Mar  on  county,  State  of  Indiana,  to-wit: 

Lots  1.  2,  3,  4,  5,  6,  7,  8,  9,  10,  11,  12,  13  and  14  in  Fountain 
Square  Addition  to  the  City  of  Indianapolis,  Marion  county,  Indiana, 
and  also  of  the  following  described  real  estate  in  the  City  of,  Indi- 
anapolis, Marion  county,  to-wit: 

Lots  7,  8,  9,  10  and  11  in  D.  Munson's  Subdivision  of  the  East 
V2  of  Lot  1  in  Birkemeyer's  Addition  to  the  City  of  Indianapolis, 
having  a  frontage  of  190  feet  on  Shelby  street  and  a  depth  of  182.6 
feet,  for  not  less  than  the  full  appraised  value  of  said  real  estate,  said 
appraised  value  to  be  ascertained  as  provided  by  law. 

Section  2.  That  the  Common  Council  does  hereby  request  the 
Honorable  Harry  C.  Chamberlin,  Judge  of  the  Marion  Circuit  Court, 
of  Marion  county,  Indiana,  to  appoint  three  disinterested  freeholders 
of  the  City  of  Indianapolis  to  appraise  said  real  estate  and  to  report 
their  appraisement  to  the  Board  of  Public  Works  of  the  City  of  Indi- 
anapolis, Indiana,  and  that  a  copy  of  this  ordinance  be  filed  and 
presented  to  the  Judge  of  the  said  Circuit  Court,  and  referred  to  as 
and  for  his  author  ty  to  appoint  such  appraisers. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Works. 

By  the  Board  of  Public  Works: 

GENERAL  ORDINANCE  NO.  74,  1925. 

SWITCH  CONTRACT. 

AN  ORDINANCE  approving  a  certain  contract  granting  George  C. 

Brinkmeyer  Company  the  right  to  lay  and  maintain  a  sidetrack 

or  switch  from  a  point  in  the  Inbound  Freight  House  Track  No. 

6  of  the  Illinois  Central  Railroad  Company,  across  Senate  avenue, 

according  to  the  blue  print  attached,  in  the  City  of  Indianapolis, 

Indiana. 

WHEREAS,  Heretofore,  to-wit:  on  the  21st  day  of  August.  1925, 
George  C.  Brinkmeyer  Company  filed  their  petition  before  the  Board 
of  Public  Works  of  the  City  of  Indianapolis,  as  follows: 

PETITION 
TO  THE  BOARD  OF  PUBLIC  WORKS, 
City  of  Indianapolis, 
Gentlemen: 

We  petition  for  a  railroad  switch  from  the  Inbound  Freight 
House  No.  6,  Illinois  Central  Railroad  across  South  Senate  avenue, 
total  length  of  track  to  be  640  feet  more  or  less. 

NOW,  THEREFORE,  This  agreement  made  and  entered  into  this 
21st  day  of  August,  1925,  by  and  between  George  C.  Brinkmeyer 
Company  of  the  City  of  Indianapolis,  County  of  Marion,  State  of  In- 
diana, party  of  the  first  part,  and  the  City  of  Indianapolis,  by  and 
through  its  Board  of  Public  Works,  party  of  the  second  part. 

WITNESSETH:  That  the  party  of  the  first  part,  being  desirous 
of  securing  a  right  of  way  for  a  sidetrack)  or  switch  from  Inbound 
Freight  House  Track  No.  6  of  the  Illinois  Central  Railroad  across 
Senate  avenue,  in  the  City  of  Indianapolis,  which  is  more  specifically 
described  as  follows:  Beginning  at  a  point  in  the  Inbound  Freight 
House  Track  No.  6  of  the  Illinois  Central  Railroad  Company,  150  feet 
more  or  less  south  of  the  south  line  of  Freight  House  and  leaving  said 
track  with  a  No.  5  turnout;  thence  in  a  northeasterly  direction  on  a 
tangent  80  feet  more  or  less;  thence  on  a  12  degree  curve  to  the  left 
in  a  northeasterly  direction  across  South  Senate  avenue,  crossing  the 
west  line  of  Senate  avenue  at  the  southeast  corner  of  Illinois  Central 
Railroad  Company's  Inbound  Freight  House,  or  at  a  point  382  feet 
more  or  less  north  of  the  north  line  of  West  Merrill  street;  thence 
proceeding  in  the  same  northeasterly  direction  and  crossing  the  east 
curb  line  of  South  Senate  avenue  at  a  point  23  feet  south  of  the 
south  line  of  West  Empire  street  produced,  to  a  point  19  feet  west 
of  the  east  line  of  South  Senate  avenue;  thence  proceeding  north  to 
the  south  line  of  West  South  street,  length  of  that  portion  of  track 
crossing  paved  portion  of  South  Senate  avenue  to  be  224  feet  more 
or  less.  Total  length  of  track  to  be  640  feet  more  or  less,  hereby 
covenants  and  fully  binds  himself,  his  successors,  legal  representa- 
tives and  assigns,  that,  in  consideration  of  the  grant  of  the  privileges 
and  authority  herein  given,  he  will  lay,  construct  and  maintain  said 
track  upon  the  terms  and  conditions  hereinafter  set  forth,  to-wit: 

(1)  They  shall  be  so  laid,  improved  and  kept  in  repair  as  to  be 
safe  for  persons  on  foot,  in  vehicles  or  otherwise,  and  shall,  at  all 
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times,  be  subject  to  the  orders  of  the  Board  of  Public  Works  of  the 
City  of  Indianapolis. 

(2)  Said  track  and  switch  shall  be  laid  upon  such  grade  as  shall 
be  established  by  said  Board,  and  shall  be  put  down  under  its  super- 
vision and  to  its  satisfaction  and  approval.  Said  track  shall  be 
raised  or  lowered  to  conform  to  any  grade  which  may,  from  time  to 
time,  be  hereafter  established,  whenever  so  ordered,  in  writing,  by  said 
Board,  and  shall  be  made  to  conform  in  all  respects  with/  any  ordi- 
nance passed  by  the  Common  Council  or  with  any  resolution  or  resolu- 
tions made  by  said  Board,  for  the  elevation  or  depression  of  said 
tracks. 

(3)  The  crossing  where  said  track  intersects  Senate  avenUe 
shall,  at  all  times,  be  kept  improved  and  in  repair  and  free  from  ob- 
structions or  defects  of  any  kind.  No  car  or  cars  shall  be  permitted 
to  obstruct  such  crossing  or  to  be  thereon  except  for  such  time  as  may 
be  absolutely  necessary  in  moving  them  back  and  forth,  and  they 
shall  be  at  no  time  stopped  o£  detained  thereon  in  such  manner  as 
to  obstruct  public  travel. 

(4)  Said  party  of  the  first  part  agrees,  upon  the  written  order 
of  said  board,  made  for  any  good  cause  affecting  the  interest  of  the 
city  or  the  public  welfare,  to  take  up  and  remove  said  track,  and  upon 
said  party's  failure  so  to  do,  upon  such  notification  in  writing,  of  ten 
(10)  days,  to  promptly  pay  the  cost  of  having  the  same*  done,  and 
the  party  of  the  first  part  hereby  releases  all  claims  for  damages 
whatsoever  that  may  arise  by  reason  of  such  removal;  and  in  remov- 
ing said  track  or  causing  the  same  to  be  dene,  said  board  shall  in  no 
wise  become  a  trespasser. 

(5)  The  party  of  the  first  part  agrees  to  pave  between  said 
track  to  the  entire  satisfaction  of  the  second  party,  and  in  case  said 
tracks  shall  be  or  become  out  of  repair  or  in  need  of  being  reconstruct- 
ed, or  become  in  any  way  defective  (of  which  fact  the  said  board  shall 
be  the  exclusive  judge),  it  shall  be  the  duty  of  the  said  party  of  the 
first  part  to  promptly  repair  or  remove  same,  failing  in  which,  after 
notification  in  writing  of  ten  (10)  days,  said  board  shall  do  or  cause 
the  same  to  be  done  at  the  expense  of  the  said  party  of  the  first  part 
and  for  which  expense  and  cost  the  said  party  of  the  first  part  shall 

be  liable. 

(6)  The  said  party  of  the  first  part  herein  binds  himself  to  hold 
said  party  of  the  second  part  and  said  city  harmless  from  any  and  all 
cla;ms  for  damages  growing  out  of  the  existence,  maintenance  or 
use  of  said  track,  and  to  pay  any  judgment,  with  costs,  that  may  on 

that  account  be  rendered  against  the  said  party  or  said  city,  and 
also  to  pay  all  necessary  expenses  that  may  be  incurred  by  said  city 
in  defending  against  any  such  claims. 

(7)  Any  violation  of  any  of  the  provisions  of  this  instrument 
by  said  party  of  the  first  part,  or  by  any  one  for  it  or  at  its  instance 
or  with  its  permission,  shall  operate  as  an  immediate  and  absolute 
forfeiture  of  the  privileges  and  authority  given  or  granted  by  this 
contract,  provided,  however,  that  the  same  may  be  terminated  by  said 
board  as  hereinbefore  set  forth. 

Said  party  of  the  second  part  by  virtue  of  the  provisions  of  an 
Act  of  the  General  Assembly  of  the  State  of  Indiana,  entitled  "An 
Act  concerning  municipal  corporations,"  approved  March  6,  1905,  and 
in  consideration  of  the  things  hereinbefore  set  forth  and  upon  the 
terms  and  provisions  stipulated,  hereby  gives,  grants  and  duly  vests 
said  party  of  the  first  part  the  right,  privilege  and  authority  to  lay 
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and  maintain  an  additional  sidetrack  or  switch  across  Senate  avenue, 
to  be  completed  within  one  year  from  passage  of  ordinance  in  the 
City  of  Indianapolis,  all  as  shown  by  the  drawing  attached  thereto, 
filed  herewith  and  for  greater  certainty  marked  "Exhibit  A." 

IN  WITNESS  WHEREOF,  We  have  hereunto  set  our  hands  th's 

day  of ,  1925. 

GEORGE    C.    BRINKMEYER    COMPANY, 

By  F.  F.  Brinkmeyer,  Pres. 

Party  of  the  First  Part. 
Witness:  J.  B.  VanDyke. 

CITY  OF  INDIANAPOLIS, 

Bv  W  H.  Freeman,  Vice-President 
M.  J.  Spencer. 

Board   of   Public   Works 
Party  of  the  Second  Part. 
Approved:  8-21-25. 

F.  C.  Lingenfelter,  C.  C.  E. 

AND  WHEREAS,  Said  contract  has  been  submitted  by  the  Board 
of  Public  Works  to  the  Common  Council  of  the  City  of  Indianapolis, 
for  its  consideration  and   action,  now  therefore, 

Section  1.  Be  it  ordained  by  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  that  such  contract  above  set  forth  be,  and  the 
same  is  hereby  in  all  things  confirmed  and  approved. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  Bramblett  moved  that  the  rules  be  suspended  and 
General  Ordinance  No.  74,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bramblett  called  for  General  Ordinance  No.  74,  1925. 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  74, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  74,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  75,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled "An  ordinance  dividing  thef  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  de- 
termining the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals;  defining 
certain  terms  used  in  said  ordinance;  providing  a  penalty  for  its 
violation  and  designating  the  time  when  the  same  shall  take  ef- 
fect," and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  Ul  or  dwelling  house  district,  the  Al  or 
7500  square  foot  area  district,  and  the  HI  or  50  foot  height  district, 
as  established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
is  hereby  amended,  supplemented,  and  changed  so  as  to!  include  all 
territory  annexed  to  the  City  of  Indianapolis  by  Special  Ordinance 
No.  14,  1924. 

Section  2.  Beginning  on  the  present  corporation  line  at  the  in- 
tersection of  the  center  line  of  Arlington  avenue  and  the  center  line 
of  E.  St.  Clair  street;  thence  north  with  and  along  the  center  line  of 
Arlington  avenue  to  a  point  150  feet  north  of  the  north  property  line 
of  E.  10th  street  ;thence  west  and  parallel  to  and  150  feet  distant 
from  said  line  and  street  to  the  present  corporation  line;  thence  south 
and  east  with  the  present  corporation  line  to  the  point  or  place  of 
beginning. 

Section  3.  This  ordinance  shall  go  into  immediate  effect  upon  its 
passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  76,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled "An  ordinance  dividing  the/  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces   about  buildings;   of  regulating  and  de- 
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termining  the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals;  defining 
certain  terms  used  in  said  ordinance;  providing  a  penalty  for  its 
violation  and  designating  the  time  when  the  same  shall  take  ef- 
fect," and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  Ul  or  dwelling  house  district,  the  A3  or 
2400  square  foot  area  district  and  the  HI  or  50  foot  height  district, 
as  established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
are  hereby  amended,  supplemented  and  changed  so  as  to  include  all 
territory  annexed  to  the  City  of  Indianapolis  by  Special  Ordinance 
No.   15,  1924,  except  Section  2. 

Beginning  at  a  point  on  the  present  corporation  line,  said  point 
be'ng  the  center  line  of  East  30th  street,  at  its  intersection  with  the 
center  line  of  Lancaster  street;  thence  north  with  and  along  the 
center  line  of  Lancaster  street  to  a  point  200  feet  north  of  the  north 
property  line  of  30th  street;  thence  east  and  parallel  to  and  200  feet 
distant  from  the  north  property  line  of  30th  street  to  the  center  line 
of  Emerson  avenue  extended  north;  thence  south  with  the  center  line 
of  Emerson  avenue  extended  north  to  the  present  corporation  line; 
thence  west  with  and  along  the  present  corporation  line  to  the  point 
or  place  of  beginning. 

Section  2.  That  the  U5  or  second  industrial  district,  the  A3  or 
2400  square  foot  area  district  and  the  HI  or  50  foot  height  district 
as  established  by  General  Ordinance  No.  144,  1922,  be  and  the  same 
are  hereby  amended,  supplemented  and  changed  so  as  to  include  all 
the  following  described  territory: 

Beginning  on  the  south  property  line  of  30th  street  at  its  inter- 
section with  the  north  property  line  of  the  C.  C.  C.  &  St.  L.  R.  R.; 
thence  northeasterly  with  and  along  the  said  railroad  right-of-way 
line  to  the  present  corporation  line;  thence  east,  south  and  west  with 
and  along  the  present  corporation  line  to  the  point  or  place  of  be- 
ginning. 

Section  3.  This  ordinance  shall  go  into  immediate  effect  upon  its 
passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  77,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled "An  ordinance  dividing  thei  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  de- 
termining the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals;  defining 
certain  terms  used  in  said  ordinance;  providing  a  penalty  for  its 
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violation  and  designating  the  time  when  the  game  shall  take  ef- 
fect," and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  th§  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  Ul  or  dwelling  house  district,  the  A2  or 
4800  square  foot  area  district  and  the  HI  or  50  foot  height' district 
as  established  by  General  Ordinance  No.  114,  1922,  be  and  the  same 
are  hereby  amended,  supplemented  and  change  so  as  to  include  all 
territory  annexed  to  the  City  of  Indianapolis  by  Special  Ordinance 
No.  8,  1924,  except  Section  2. 

Section  2.  That  the  U3  or  business  district,  the  A3  or  2400 
square  foot  area  district  and  the  HI  or  50  foot  height  district  as 
established  by  General  Ordinance  No.  114,  .1922,  be  and  the  same 
are  hereby  amended,  supplemented  and  changed  so  as  to  include  all 
the  following  described  territory: 

Beginning  on  the  north  property  line  of  West  16th  street  at  its 
intersection  with  the  west  bank  of  White  river;  thence  northwesterly 
with  and  along  the  west  bank  of  White  river  to  the  south  property  line 
of  Plymouth  street  extended  east  would  intersect  the  wsst  bank  of  White 
river;  thence  west  with  and  along  the  south  property  line  of  Ply- 
mouth street  extended  and  the  south  property  line  to  the  center  line 
of  the  first  alley  west  of  Lafayette  road;  thence  south  with  and  along 
the  center  line  of  the  said  alley  to  the  center  line  of  the  first  alley 
north  of  16th  street;  thence  west  with  and  along  the  center  line  of 
the  said  alley  to  the  first  alley  west  of  Bellevieu  Place;  thence  south 
with  and  along  the  center  line  of  said  alley  to  the  north  property  line 
of  16th  street;  thence  east  with  and  along  the  north  property  line  of 
said  street  to  the  point  or  place  of  beginning. 

Section  3.  Thisi  ordinance  shall  go  into  immediate  effect  upon 
its  passage  and-  publication  according^  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 


By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  78,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled "An  ordinance  div'ding  the.  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  de- 
termining the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals;  defin'ng 
certain  terms  used  in  said  ordinance;  providing  a  penalty  for  its 
violation  and  designating  the  time  when  the  same  shall  take  ef- 
fect," and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  A3  or  2400  square  foot  area  districts  as  estab- 
lished by  General  Ordinance  No.  114,  1922,  be  and  the  same  are  here- 
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by  amended,  supplemented  and  changed  so  as  to  include  the  follow- 
ing descr.bed  territory: 

Eeginning  on  the  east  property  line  of  the  first  alley  west  of 
Winthrop  avenue  at  its  intersection  with  the  north  property  line  of 
51st  street;  thence  north  with  and  along  the  east  property  line  of  said 
alley  to  the  north  property  line  of  52nd  street;  thence  east  with  and 
along  the  north  property  line  of  52nd  street  to  a  point  133.5  feet  west 
of  the  west  property  line  of  Winthrop  avenue;  thence  north  and  par- 
allel to  and  133.5  feet  distant  from  the  west  property  1  ne  of  Winthrop 
avenue  to  the  south  property  line  of  54th  street;  thence  east  with  and 
along  the  south  property  line  of  said  street  to  the  west  right-of-way 
line  of  the  C.  I.  &  L.  Railway  Co.;  thence  south  with  and  along  the 
west  right-of-way  line  of  the  railway  line  to  the  north  property  line 
of  51st  street;  thence  wast  with  and  along  the  north  property  lina 
of  51st  street  to  the  point  or  place  of  beginning. 

Section  2.  Beg  nning  on  the  north  property  line  of  Walker  ave- 
nue at  its  intersection  with  the  center  line  of  the  first  alley  west 
of  Randolph  street;  thence  north  with  and  along  the  center  line  of 
said  alley  to  the  center  line  of  the  first  alley  north  of  Raymond  street; 
thence  west  with  and  along  the  center  line  of  said  alley  to  the  center 
line  of  the  first  alley  east  of  State  streat;  thence  north  with  and 
along  the  center  line  of  said  alley  to  a  point,  said  point  berng  where 
the  center  line  of  the  first  alley  north  of  Calhoun  street  extended  west 
would,  intersect  with  the  center  line  of  the  first  alley  east  of  State 
avenue;  thence  east  with  and  along  the  center  line  of  the  first  alley 
north  of  Calhoun  street  extended  west  and  the  center  line  of  said  alley 
to  the  west  property  line  of  Villa  avenue;  thence  north  with  and 
along  the  west  property  line  of  Villa  avenue  to  a  point  142  feet  north 
of  the  north  property  line  of  Reformer  avenue;  thence  east  parallel  to 
and  142  feet  distant  from  the  north  property  line  of  Reformer  avenue  to 
point  120  feet  west  of  the  west  property  line  of  Churchman  avenue; 
thence  south  and  parallel  to  and  120  feet  distant  from  the  west  prop- 
ertv  line  of  Churchman  avenue  to  the  center  line  of  the  first  alley 
south  of  Reformer  avenue;  thence  east  with  and  along  the  center 
line  of  paid  alley  to  a  point  40  feet  west  of  the  west  property  line  of 
Churchman  avenue;  thence  south  and  parallel  to  and  84  feet  distant 
from  the  west  property  line  of  Keystone  avenue  to  the  south  property 
line  of  R<?vmond  street;  thence  west  with  and  along  the  south  prop- 
erty line  of  Raymond  street,  a  distance  of  40  feet;  thence  south  and 
parallel  to  the  west  property  line  of  Keystone  avenue  a  distince  of 
150  feet;  thence  east  and  parallel  to  the  south  property  line  of  ay- 
mond  street  to  the  west  property  line  of  Keystone  avenue;  thence 
south  with  and  along  the  west  property  l'ne  of  Keystone  avenue  to 
the  north  property  line  of  Walker  avenue;  thence  west  with  and  along 
the  north  property  line  of  Walker  avenue,  to  the  point  or  place  of 
beginning. 

Secfon  3.  Beginning  on  the  north  property  line  of  Stanton  ave- 
nue at  its  intersection  with  the  west  property  line  of  Sherman  Drive; 
thence  west  following  the  north  property  line  of  Stanton  avenue 
to  the  west  property  line  of  Gale  street;  thence  south  with  and  along 
the  west  property  line  of  Gale  street  to  a  point  135  feet  north  of 
the  north  property  line  of  English  avenue;  thence  west  and  parallel 
to  and  135  feet  distant  from  the  north  property  line  of  English  ave- 
nue to  the  east  right-of-way  line  of  the  I.  U.  R.  R.  Co.;  thence  north 
with  and  along  the  east  r'ght-of-way  line  of  the  I.  U.  R.  R.  Co.  to 
the  south  right-of-way  line  of  the  Penna.  R.  R.  Co.;  thence  east  with 
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and  along  the  south  right-of-way  line  of  the  Penna.  R.  R.  Co.  to  the 
west  property  line  of  Sherman  Drive;  thence  south  with  and  along 
the  west  property  line  of  Sherman  Drive  to  a  point  or  place  of  be- 
ginning. 

Section  4.  Beginning  on  the  east  property  line  of  Keystone 
avenue  at  its  inter  sect'on  with  the  north  property  line  of  30th  street; 
thence  north  with  and  along  the  east  property  line  of  Keystone  avenue 
a  distance  of  100  feet;  thence  west  and  parallel  to  and  100  feet  dis- 
tant from  the  north  property  line  of  30th  street  a  distance  of  161.5 
feet;  thence  south  and  parallel  to  and  161.5  feet  distant  from  the 
east  property  line  of  Keystone  avenue  to  the  north  property  line  of 
30th  street;  thence  west  with  and  along  the  north  property  line  of 
30th  street  to  the  point  or  place  of  beginning. 

Section  5.  Beginning  on  the  east  property  line  of  Keystone 
avenue  at  its  intersection  with  the  south  property  line  of  34th  street; 
thence  east  with  and  along  the  south  property  line  of  34th  street  a 
distance  of  100  feet;  thence  south  and  parallel  to  and  100  feet  dis- 
tant from  the  east  property  line  of  Keystone  avenue  a  distance  of 
200  feet;  thence  west  and  parallel  to  and  200  feet  distant  from  the 
south  property  line  of  34th  street;  thence  north  and  parallel  to  and 
100  feet  distant  from  the  west  property  line  of  Keystone  avenue 
south  property  line  of  34th  street  to  a  point  100  feet  west  of  the 
west  property  line  of  Keystone  avenue;  thence  north  and  parallel  to 
and  100  feet  distant  from  the  west  property  line  of  Keystone  avenue 
to  the  south  property  line  of  34th  street;  thence  east  with  and  along 
the  south  property  line  of  34th  street  to  the  point  or  place  of  be- 
ginning. 

Section  6.  Bebinning  on  the  north  property  line  of  58th  street 
at  its  intersection  with  the  west  property  line  of  College  avenue; 
thence  west  with  and  along  the  north  property  line  of  58th  street  to 
the  center  line  of  the  first  alley  west  of  Broadway;  thence  north 
with  and  along  the  center  line  of  said  alley  to  a  point  160  feet  south 
of  the  south  property  line  of  59th  street;  thence  east  and  parallel 
to  and  160  feet  distant  from  the  south  property  Lne  of  59th  street 
to  the  west  property  line  of  College  avenue;  thence  north  with  and 
along  the  west  property  line  of  College  avenue  to  the  south  property 
line  of  59th  street;  thence  east  with  and  along  the  south  property 
line  of  59th  street  to  the  east  right-of-way  line  of  the  C.  I.  &  L. 
R.  R.  Co.;  thence  north  with  and  along  the  east  right-of-way  line  of 
said  R.  R.  Co.  to  a  point,  said  point  being  where  the  center  line  of 
the  first  alley  north  of  63rd  street  extended  east  would  intersect  the 
east  right-of-way  line  of  said  railroad;  thence  west  with  said  ex- 
tended center  line  and  said  center  line  to  the  center  line  of  the  first 
alley  west  of  Winthrop  avenue;  thence  north  with  and  along  said 
enter  line  a  distance  of  10.5  feet;  thence  west  to  the  west  property 
line  of  Belief ontaine  street;  thence  north  with  and  along  the  west 
line  of  said  street  to  a  point  160  feet  north  of  the  north  property  line 
of  59th  street;  thence  west  and  parallel  to  and  160  feet  distant  from 
the  north  property  line  of  59th  street  to  the  center  line  of  the  first 
alley  west  of  Broadway;  thence  north  with  and  along  the  center 
line  of  the  first  alley  west  of  Broadway  to  the  center?'  l'ne  of  60th 
street;  thence  west  with  and  along  the  center  line  of  60th  street  to 
a  point  127.15  feet  east  of  the  east  property  line  of  Central  avenue; 
thence  north  and  parallel  to  and  127.15  feet  distant  from  the  east 
property  line  of  Central  avenue  to  the  south  property  line  of  West- 
field  Boulevard;  thence  northeasterly  with  and  along,  the  south  prop- 
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erty  line  of  said  boulevard  to  the  north  property  line  of  the  first  alley 
north  of  62nd  street;  thence  east  with  and  along  the  north  line  of 
said  alley  to  the  east  property  line  of  College  avenue;  thence  north 
with  and  along  the  east  property  line  of  College  avenue  to  a  point 
198.6  feet  south  of  the  south  property  l'ne  of  63rd  street;  thence  east 
and  parallel  to  and  198.6  feet  distant  from  the  south  property  line  of 
63rd  street  to  the  center  line  of  the  first  alley  east  of  College  avenue; 
thence  north  with  and  along  the  center  line  of  said  alley  to  a  point 
139.3  feet  south  of  the  south  property  line  of  63rd  street;  thence  east 
and  parallel  to  and  139.3  feet  distant  from  the  south  property  line 
of  63rd  street  to  the  east  property  line  of  Ashland  avenue;  thence 
north  with  and  along  the  east  property  line  of  Ashland  avenue  to  a 
point  102.5  feet  south  of  the  south  property  line  of  63rd  street; 
thence  east  and  parallel  to  and  102.5  feet  distant  from  the  south 
property  line  of  63rd  street,  to  the  first  alley  east  of  Ashland  avenue; 
thence  south  and  along  the  center  line  of  said  alley  to  a  point  113.1 
feet  south  of  the  south  property  line  of  63rd  street;  thence  east  and 
parallel  to  and  113.1  feet  distant  from  the  south  property  line  of 
63rd  street  to  the  east  property  line  of  Belief ontaine  street;  thence 
south  with  and  along  the  east  property  line  of  said  street  to  the 
center  line  of  the  first  alley  south  of  63rd  street;  thence  east  with 
and  along  the  center  line  of  said  alley  to  the  east  property  line  of 
Cornell  avenue;  thence  south  with  and  along1  the  east  property  line 
of  said  avenue  to  the  north  property  line  of  62nd  street;  thence  east 
with  and  along  the  north  property  line  of  said  street  to  the  east 
right-of-way  1  ne  of  the  C.  I.  &  L.  R.  R.  Co.;  thence  south  with  and 
along  the  east  right-of-way  line  of  said  R.  R.  Co.  to  the  south  prop- 
erty line  of  59th  street;  thence  west  with  and  along  the  south  property 
line  of  59th  street  to  a  point  90  feet  east  of  the  east  property  line 
of  College  avenue;  thence  south  and  parallel  to  and  90  feet  distant 
from  the  east  property  line  of  College  avenue  to  a  point  120  feet 
south  of  the  south  property  line  of  59th  street;  thence  west  and  par- 
allel to  and  120  feet  distant  from  the  south  property  line  of  59th 
street  to  the  east  property  line  of  College  avenue;  thence  south  and 
along  the  east  property  line  of  College  avenue  to  the  north  property 
line  of  58th  street;  thence  west  with  and  along  the  north  property 
l.'ne  to  58th  street  to  the  point  or  place  of  beginning. 

Section  7.  Beginning  at  a  point  on  the  present  corporation  line, 
said  point  being  at  the  intersection  of  the  center  line  of  61st  street 
and  the  north  bank  of  the  Canal;  thence  west  and  following  the  pres- 
ent corporation  line  to  its  point  of  intersection  with  the  center  line 
of  63rd  street;  thence  south  to  the  south  property  line  of  63rd  street; 
thence  west  with  and  along  the  south  property  line  of  63rd  street 
to  the  present  corporation  line;  thence  west,  northwesterly,  south 
and  west  with  and  along  the  present  corporation  line  to  the  center 
line  of  Compton  street;  thence  north  with  and  along  the  center  line 
of  Compton  street  to  the  south  bank  of  White  River;  thence  following 
the  south  bank  of  White  River  to  the  south  property  line  of  64th 
street;  thence  west  with  and  along  the  south  property  line  of  64th 
street  to  the  west  property  line  of  Jefferson  street;  thence  north  with 
and  along  the  west  property  line  of  Jefferson  street  to  its  point  of 
intersection  with  the  north  property  line  of  Westfield  Road;  thence 
west  to  a  point  on  the  east  right-of-way  line  of  the  C.  I.  &  L.  R.  R. 
Co.,  said  po.'nt  being  897  feet  south  of  the  south  property  line  of  Cor- 
nell avenue;  thence  south  with  and  along  the  east  property  line  of 
Cornell  avenue  to  the  south  property  line  of  65th  street;  thence  west 
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with  and  along  the  south  property  line  of  said  street  to  the  center 
line  of  the  first  alley  west  of  Cornell  avenue;  thence  south  with  and 
along  the  center  line  of  said  alley  to  the  south  property  line  of  64th 
street;  thence  west  with  and  along  the  south  property  line  of  said 
street  to  the  west  property  line  of  College  avenue;  thence  north  with 
and  along  th  west  property  line  of  said  street  a  distance  of  150  feet 
north  of  the  north  property  1  ne  of  64th  street;  thence  west  and 
parallel  to  and  150  feet  distant  from  the  north  property  line  of  64th 
street  to  the  center  line  of  the  first  alley  west  of  College  avenue; 
thence  south  with  and  along  the  center  line  of  said  alley  to  the 
north  bank  of  the  Canal;  thence  southeasterly  with  and  along  the 
north  bank  of  the  Canal  to  the  point  or  place  of  beginning. 

Section  8.  That  the  Ul  or  dwelling  house  district  and  the  Al  or 
7500  square  foot  area  district  as  established  by  General  Ordinance 
No.  114,  1922,  be  and  the  same  is  hereby  amended,  supplemented  and 
changed  so  as  to  include  the  following  territory: 

Beginning  on  the  west  property  line  of  Washington  Boulevard 
at  a  point  103  feet  north  of  the  north  property  line  of  Maple  Road; 
thence  west  and  parallel  to  and  103  feet  distant  from  the  north  prop- 
erty line  of  Maple  Road  a  distance  of  129.11  feet;  thence  south  and 
parallel  to  and  129.11  feet  distant  from  the  west  property  line  of 
Washington  Boulevard  to  the  south  property  line  of  Maple  Road; 
thence  west  with  and  along  the  south  property  line  of  said  road  to  a 
point  132  5  feet  west  of  the  west  property  line  of  Washington  Boule- 
vard; thence  south  and  parallel  to  and  132.5  feet  d  stant  from  the 
west  property  line  of  said  boulevard  a  distance  of  100  feet;  thence 
east  and  parallel  to  and  100  feet  distant  from  the  south  property 
line  of  Maple  Road  to  the  east  property  line  of  Washington  Boule- 
vard; thence  south  with  and  along  the  east  property  line  of  said 
boulevard  to  a  point  122  feet  south  of  the  south  property  line  of 
Maple  Road;  thence  east  and  parallell  to  and  122  feet  distant  from 
the  south  property  line  of  said  road,  a  distance  of  126  feet;  thence 
north  and  parallel  to  and  126  feet  d' stant  from  the  east  property 
line  of  Washington  Boulevard  to  a  point  123  feet  north  of  the  north 
property  1  ne  of  Maple!  Road;  thence  west  and  aparallel  to  and  123 
feet  distant  from  the  north  property  line  of  said  road  to  the  west 
property  line  of  Washington  Boulevard;  thence  south  with  and  along 
the  west  property  line  of  said  boulevard  to  the  point  or  place  of  be- 
ginning. 

Section  9.  That  the  U3  or  business  district  as  established  by 
General  Ordinance  No.  114,  1922,  be  and  the  same  is  hereby  amended, 
supplemented  and  changed  so  as  to  include  the  following  territory: 

Beginning  on  the  west  property  line  of  Pennsylvania  street  at 
its  intersection  with  the  south  property  line  of  34th  street;  thence 
west  with  and  along  the  south  property  line  of  34th  street  to  the 
center  line  of  the  first  alley  west  of  Pennsylvania  street;  thence  south 
100  feet  with  and  along  the  center  line  of  said  alley;  thence  east 
and  parallel  to  and  100  feet  distant  from  the  south  property  line  of 
34th  street  to  the  west  property  l'ne  of  Pennsylvania  street;  thence 
north  with  and  along  the  west  property  line  of  Pennsylvania  street 
to  the  point  or  place  of  beginning. 

Section  10.  Beginning  on  the  east  property  line  of  Keystone 
avenue  at  its  intersection  with  the  north  property  line  of  30th  street; 
thence  north  with  and  along  the  east  property  line  of  Keystone  ave- 
nue, a  distance  of  100  feet;  thence  west  and  parallel  to  and  100  feet 
distant  from  the  north   property  line   of  30th   street,   a  distance  of 
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161.5  feet;  thence  south  and  parallel  to  and1  161.5  feet  distant  from 
the  east  property  line  of  Keystone  avenue  to  the  south  property  line 
of  30th  street;  thence  west  with  and  along  the  north  property  line 
of  30th  street  to  the  point  or  place  of  beginnin. 

Section  11.  Beginning  on  the  east  property  line  of  Keystone  ave- 
nue at  its  intersection  with  the  south  property  line  of  34th  street; 
thence  east  with  and  along  the  south  property  line  of  34th  street,  a 
distance  of  100  feet;  thence  south  and  parallel  to  and  100  feet  distant 
from  the  east  property  line  of  Keystone  avenue,  a  distance  of  200 
feet;  thence  west  and  parallel  to  and  200  feet  distant  from  the  south 
property  line  of  34th  street  to  a  point  100  feet  west  of  the  west 
property  line  of  Keystone  avenue;  thence  north  and  parallel  to  and 
100  feet  distant  from  the  west  property  line  of  Keystone  avenue  to 
the  south  property  line  of  34th  street;  thence  east  with  and  along 
the  south  property  line  of  34th  street  to  the  point  or  place  of  be- 
ginning. 

Section  12.  This  ordinance  shall  go  into  immediate  effect  upon 
its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

By  Mr.  Thompson: 

GENERAL  ORDINANCE  NO.  79,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis^ 
Indiana: 
Section  1.     That  Section  18  of  General   Ordinance   No.   114,   1922, 
be  amended  to  read  as  follows: 

Section  18.     FRONT  YARDS  IN  RESIDENCE  DISTRICTS. 

A.  Between  a  front  yard  line,  as  herein  established  and  the 
street  line  in  residence  districts  no  building  or  structure  or  portion 
thereof  may  be  erected.  Provided,  however,  that  steps,  a  terrace,  un- 
covered porch  or  wall  not  exceedinging  three  and  one-half  feet  in 
height  and  posts  or  columns  which  may  be  a  part  of  any  such  wall 
or  fence  and  not  more  than  six  feet  in  height  may  be  erected  between 
any  such  front  yard  line  and  the  straight  line. 

B.  In  dwelling  house  districts  and  apartment  house  districts 
front  yard  lines  are  hereby  established  as  follows: 

1.  On  a  street  frontage  on  either  side  of  a  street  where  more 
than  25%  of  such  frontage  between  two  intersecting  streets,  excluding 
that  part  thereof  which  is  improved  with  buildings  which  are  at  the 
street  line,  and  excluding  also  the  side  line  of  a  corner  lot,  is  im- 
proved with  residence  buildings  which  are  set  back  from  the  street 
line,  the  front  yard  line  shall  be  the  alignment  of  the  existing  build- 
ings back  of  the  street  line. 

2.  On  a  street  frontage  on  either  side  of  a  street  between  two 
intersecting  streets,  where  the  front  yard  line  is  not  established  by 
the  provisions  of  Subdivision  B-l  of  this  section,  the  distance  of  the 
front  yard  line  back  from  the  street  line  shall  be  twenty  per  cent 
(20%)  of  the  average  or  normal  depth  of  the  lots  constituiting  such 
street  frontage. 
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3.  The  words  "existing  building"  as  used  herein  shall  be  taken 
to  mean  any  residence  building  for  which  a  builidng  license  has  been 
lawfully  issued  and  on  which  work  has  been  begun  and  completed 
up  to  the  first  floor  line. 

4.  The  unit  of  determining  the  percentage  of  frontage  between 
two  intersecting  streets  for  the  purpose  of  determining  the  front  yard 
liri  regulations  herein  established,  shall  be  the  lot  in  a  subdivision 
or  addition  comprising  such  frontage  or  part  thereof,  the  plat  for 
which  has  been  regularly  filed  for  record  in  the  office  of  the  recorder 
or  Marion  county,  Indiana;  or  if  no;  such  plat  has  been  so  filed  for 
record  then  such  unit  of  frontage  shall,  for  the  purpose  hereof,  be 
considered  to  be  a  parcel  of  ground  fifty  feet  in  width  in  the  A-l  dis- 
trict and  forty  feet  in  width  in  all  other  districts,  whether  all  of  said 
frontage  is  owned  by  one  or  more  persons.  Only  such  lots  or  parcels 
as  are  actually  occupied  by  residence  buildings  shall  be  considered  as 
improved  frontage  in  determining  the  front  yard  line  for  any  block 
or  part  thereof. 

Section  2.  That  Section  19  of  General  Ordinance  No.  114,  1922, 
be  amended  to  read  as  follows: 

Section  19.     FRONT  YARDS  IN  BUSINESS  DISTRICTS. 

A.  Between  a  front  yard  line,  as  herein  established  and  the 
street  line  in  business  districts  no  building  or  structure  or  portion 
thereof  may  be  erected. 

B.  In  business  districts,  except  on  either  side  of  a  street  be- 
tween two  intersecting  streets  where  fifty  per  cent  of  the  frontage  is 
improved  with  existing  buildings  which  are  at  the  street  line,  front 
yard  lines  are  hereby  established  as  follows: 

1.  On  a  street  frontage  on  either  s'de  of  a  street  between  two 
intersecting  streets  where  fifty  per  cent  of  such  frontage  is  improved 
with  buildings  which  are  set  back  from  the  street  line,  the  front  yard 
line,  for  such  frontage  shall  be  a  line  back  from  the  street  equal  in 
distance  to  the  average  distance  which  the  existing  buildings  set 
back  from  the  said  street  line. 

2.  On  a  street  frontage  on  either  side  of  a  street  between  two 
intersecting  streets,  where  the  front  yard  line  is  not  stablished  by  the 
provisions  of  subdivis'on  B-l  of  this  section,  the  distance  of  the  front 
yard  line  back  from  the  street  line  shall  be  ten  per  cent  of  the  aver- 
age or  normal  depth  of  the  lots  constituting  such  street  frontage. 

3.  The  words  "existing  building"  as  used  in  this  section  shall  be 
taken  to  mean  any  building  for  residence  or  business  for  which  a 
building  license  has  been  lawfully  issued  and  on  which  work*  has 
been  begun  and  completed  up  to  the  first  floor  line. 

4.  The  unit  for  determining  the  percentage  of  frontage  between 
two  intersecting  streets  for  the  purpose  of  the  front  yard  line  regu- 
lations established  by  this  section  shall  be  a  lot  in  a  subdivision  or 
addition  comprising  such  frontage  or  a  part  thereof,  the  plat  for 
which  has  been  regularly  filed  for  record  in  the  office  of  the  recorder 
of  Marion  County,  Indiana;  or  if  no  such  plat  has  been  filed  for  record 
then  such  unit  fro  frontage  shall,  for  the  purpose  hereof,  be  con- 
sidered to  be  a  parcel  of  ground  50  feet  in  width  in  the  A-l  district 
or  40  feet  in  width  in  all  other  districts  whether  all  of  said  frontage  is 
owned,  by  one  or  more  persons.  Only  such  lots  or  parcels  as  are 
actually  occupied  by  existing  buildings  shall  be  considered  as  im- 
proved frontage  in  determining  the  front  yard  line  for  any  frontage 
in  a  business  district. 
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Section  3.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its   passage  and   approval   by  the   Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Park  Commissioners: 

GENERAL  ORDINANCE  NO.  80,  1925. 
AN  ORDINANCE  authorizing  the  sale  of  certain  property  of  the  City 

of  Indianapol.s,  by  and  through  its  Board  of  Park  Commissioners, 

and  declaring  a  time  when  the  same  shall  take  effect. 

WHEREAS,  During  the  years  of  1923  and  1924  the  Board  of 
Park  Commissioners  acquired  certain  personal  property  by  Acquisi- 
tion Resolutions  Nos.  20,  28  and  29,  1923,  and  Nos.  8  and  15,  1924, 
and 

WHEREAS,  Said  board  ordered  said  property  sold  under  and 
pursuant  to  Property  Sale  Resolution  No.  4,  1925,  of  the  Board  of 
Park  Commissioners  of  the  City  of  Indianapolis,  and  under  the  care 
and  custody  of  the  Board  of  Park  Commissioners  is  as  follows,  to-wit: 

Former  property  of  James  and  Minnie  Marks,  1V2  story  frame 
dwelling,  two  porches,  furnace,  chicken  house,  double  garage. 

Northeast  corner  Keystone  and  Troy  avenues,  two  story  frame 
dwelling,  10  rooms,  large  barn,  sheds,  brick  milk  hou 

Southeast    corner    Keystone    and    Southern    avenues,    two    story 
brick  dwelling,  6  rooms,  stairhall,  large  barn,  chicken  house  and  sheds. 
643  Wilson  street,  1  story  frame  dwelling,  3  rooms,  shed  in  rear. 
647  Wilson  street,  1  story  frame  dwelling,  3  rooms,  stable  in  rear. 
717-719  Wilson  street,  1  story  double,  6  rooms,  shed  in  rear. 
721-723  Wilson  street,   1   story  double  frame,  6  rooms,  shed  in  rear. 

805  Wilson  street  1  story  frame,  4  rooms,  shed  in  rear. 
807  Wilson  street,  1%  story  frame,  7  rooms,  shed  in  rear. 

811  Wilson  street,  1  story  frame,  4  rooms,  shed  in  rear. 
819  Wilson  street,  1  story  frame,  6  rooms,  shed  in  rear. 
823  Wilson  street,  1  story  frame  5  rooms,  shed  in  rear. 
815  Wilson  street,  1  story  frame,  5  rooms,  shed  in  rear. 
626  Maxwell  street,  1  story  frame  dwelling,  mostly  wrecked. 

640  Maxwell  street,  1  story  frame  dwelling,  7  rooms,  shed  in  rear. 
642-644  Maxwell  street,  1  story  frame  dwelling,  6  rooms,  shed  in  rear. 
648-650-652  Maxwell  St.,  1  story  tripple  dwell,,  9  rooms,  sheds  in  rear. 
702  Maxwell  street,  1  story  frame  dwelling,  3  rooms,  shed  in  rear. 
708  Maxwell  street,  IV2  story  frame  dwelling,  8  rooms,  shed  in  rear. 
712  Maxwell  street,  1  story  frame  dwelling,  4  rooms,  shed  in  rear. 
716  Maxwell  street,'  1  story  frame  dwelling,  4  rooms,  shed  in  rear. 
720  Maxwell  street,  1  story  frame  dwelling,  3  rooms,  shed  in  rear. 
722-24  Maxwell  street,  IMj  story  frame  double,  10  rooms,  shed  in  rear. 
Rear  722-24  Maxwell  street,  1  story  frame  dwell.,  6  rms.,  shed  in  rear. 
802  Maxwell  street,  1  story  frame  dwelling,  5  rooms,  stable  in  rear. 

806  Maxwell  street,  IV2  story  frame  dwelling,  4  rooms,  shed  in  rear. 
814-816  Maxwell  street,  IV2  story  double  dwelling,  8  rms.,  shed  in  rear. 
822  Maxwell  St.,  1%  story  frame  dwell.,  7  rms,  stable  and  shed  in  rear. 

812  Maxwell  stree,  1  story  frame  dwelling,  6  rooms,  shed  in  rear. 
1059  W.  Walnut,  1  story  frame  storeroom,  2  liv.  rms.,  shed  in  rear. 
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1061  W.  Walnut,  1%  story  frame  dwelling,  5  rooms,  shed  in  rear. 
1066  W.  Walnut,  1  story  frame  dwelling,  7  rooms,  shed  in  rear. 
1070  W\  Walnut,  1  story  frame  dwelling,  3  rooms,  shed  in  rear. 
1078  W.  Walnut,  1  story  frame  dwelling,  3  rooms,  shed  in  rear. 
1035  W.  Walnut,  1  story  frame  dwelling,  1  room,  shed  in  rear. 
1099  W.  Walnut,  2  story  double  dwelling,  9  rooms,  sheds  in  rear. 
2341  Stuart  St,  1  story  frame  dwell.,  2  large,  2  small  rms,  shed  in  rear. 
2349  Stuart  street,  frame  garage  for  4  autos  in  rear. 
2353  Stuart  street,  1  story  frame  dwelling,  6  rooms,  garage  in  rear. 
522  Lockerbie  St.,  2  story  frame  dwelling,  10  rms.,  bath,  stable  in  rear. 
532  Lockekrbie  St.,  2  story  frame  dwelling,  12  rms,  bath,  stable  in  rear. 

Section  1.  That  the  City  of  Indianapolis,  by  and  through  its 
Board  of  Park  Commissioners,  is  hereby  authorized,  empowered  and 
directed  to  sell  the  above  described  property  for  cash,  at  public  or 
private  sale,  for  not  less  than  its  full  appraised  value.  Such  sale 
shall  be  had  upon  notice  as  said  board  shall  determine,  and  said 
property  may  be  sold  separately  or  in  one  or  more  lots. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 


INTRODUCTION  OF  MISCELLANEOUS  BUSINESS 

At  8:00  o'clock  p.  m.  a  public  hearing  was  held  on  Gen- 
eral Ordinance  No.  72,  1925,  and  Appropriation  Ordinance 
No.  28,  1925. 

ORDINANCES  ON  SECOND  READING 

Mr.  Clauer  called  for  General  Ordinance  No.  51,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Clauer  moved  that  General  Ordinance  No.  51,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  51,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 
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Mr.  King  called  for  Appropriation  Ordinance  No.  18, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinace  No.  18, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  18,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz. :  Messrs.  Buchanan,  Clauer,  Clay  combe, 
King,  Ray,  Wise  and  President  Ben.  H.  Thompson. 

Noes,  2,  viz.:  Messrs.  Bernd  and  Bramblett. 

Mr.  Bernd  called  for  General  Ordinance  No.  64,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  64,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  64,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bernd  called  for  General  Ordinance  No.  65,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mrs.  Bernd  moved  that  General  Ordinance  No.  65,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  65,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  71,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  71,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.     Carried. 

General  Ordinance  No.  71,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  EL 
Thompson. 

Mr.  Claycombe  called  for  Appropriation  Ordinance  No. 
28,  1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Claycombe  moved  that  Appropriation  Ordinance  No. 
28,  1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  28,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson.  ~~"     ~"~" 

Mr.  Claycombe  called  for  General  Ordinance  No.  72, 
1925,  for  second  reading.    It  was  read  a  second  time. 
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By  Mr.  Clay  combe: 

Indianapolis,  Ind.,  Sept.  7,  1925. 
Mr.  President: 

I  move  that  General  Ordinance  No.  72,  1925,  be  amended  by 
striking  out  of  Sec.  One  the  following  "Eight  cents  (.08)  for  Park 
General  Fund."  "Five  cents  five  mills  (.055)  for  Sanitation  Main- 
tenance" and  inserting  in  lieu  thereof  the  following:  "Seven  cents 
(.07)  for  Park  General  Fund"  "Six  cents  five  mills  (.065)  for  Sani- 
tation Maintenance". 

CLAYCOMBER, 

Councilman. 

Which  motion  was  carried  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs,  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Noes,  1,  viz.:  Mr.  King. 

Mr.  Claycombe  moved  that  General  Ordinance  No.  72, 
1925,  be  ordered  engrossed  as  amended,  read  a  third  time 
and  placed  upon  its  passage.  Carried 

General  Ordinance  No.  72,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

On  motion  of  Mr.  Wise  the  Common  Council  at  9:45 
o'clock  p.  m.  adjourned. 


President. 


Attest 


/k   #JLnt*Lujj£ 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis  met 
in  the  Council  Chamber,  Monday  evening,  September  21, 
1925,  at  7:30  o'clock  in  regular  session,  President  Ben  H. 
Thompson  in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  six  members,  viz. :  Messrs.  Bramblett, 
Buchanan,  Clauer,  Claycombe,  King  and  Ray. 

Absent:  Messrs.  Bernd  and  Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal 
be  dispensed  with.     Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

September    15,    1925. 
To   the  Honorable  President   and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  have  today  approved,  signed  and  delivered  to 
John  W.  Rhodehamel,  City  Clerk,  the  following  ordinances: 

General  Ordinance,  No.  51,  1925,  an  ordinance  to  amend  General 
Ordinance  No.  114,  1922,  entitled  "An  Ordinance  dividing  the  City 
of  Indianapolis  into  districts  for  the  purpose  of  regulating  and  re- 
stricting the  location  of  trades,  callings,  industries,  commercial  enter- 
prises and  the  location  of  buildings  designed  for  specified  uses;  of 
classifying,  regulating  and  determining  the  area  of  front,  rear  and 
side  yards  and  other  open  spaces  about  buildings;  of  regulating  and 
determining  the  use  and  intensity  of  use  of  land  and  lot  areas  within 
such  city;  creating  a  board  of  zoning  appeals,  defining  certain  terms 
used  in  said  ordinance;  providing  a  penalty  for  its  violation  and 
designating  the  time  when  the  same  shall  take  effect,"  and  fixing 
the  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  71,  1925,  an  ordinance,  transferring  the 
sum  of  Three  Thousand  ($3,000.00)  Dollars  from  the  Municipal 
Garage  Maintenance  and  Repairs  Fund  in  the  Department  of  Public 
Works  to  the  Assessment  Bureau  Salaries  Fund  in  the  same  de- 
partment, and  declaring  a  time  when  the  same  shall  take  effect. 

Appropriation  Ordinance  No.  18,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Two  Thousand  ($2,000.00)  Dollars  to  the  fund  in  the 
Police  Department  under  the  Department  of  Public  Safety,  known 
and  designated  as  the  "Material  and  Supply  for  Traffic  Fund",  and 
declaring  a  time  when  the  same  shall  take  effect. 

Switch  Contract,  General  Ordinance  No.  65,  1925,  an  ordinance 
approving  a  certain  contract  granting  D-A  Lubricant  Company,  Inc., 
the  right  to  lay  and  maintain  a  sidetrack  or  switch  from  over  and 
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across  Udell  Street  according  to  blue  print  attached  in  the  City  of 
Indianapolis,  Indiana. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

September  17,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 
■  Gentlemen — I  have  today  approved,  signed  and  delivered  to  John 
W.  Rhodehamel,  City  Clerk,  Appropriation  Ordinance  No.  28,  1925, 
an  ordinance  appropriating  moneys  for  the  purpose  of  defraying 
current  expenses  of  the  City  Government  of  the  City  of  Indianapolis, 
Indiana,  and  for  the  use  of  the  several  executive  departments  thereof, 
for  the  fiscal  year,  beginning  January  1st,  1926,  and  ending  De- 
cember 31st,  1926,  including  all  outstanding  claims  and  obligations, 
and  fixing  a  time  the  same  shall  take  effect.  Repealing  all  General, 
Special,  Appropriation  and  other  Ordinances  in  any  manner  in  con- 
flict. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

September    16,    1925. 
To   the  Honorable  President   and  Members  of   the   Common   Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  have  approved,  signed  and  delivered  to  John  W. 
Rhodehamel,  City  Clerk,  General  Ordinance  No.  64,  1925,  an  ordi- 
nance approving  a  certain  contract  granting  Harry  Kaufman  the 
right  to  lay  and  maintain  a  sidetrack  or  switch  from  a  point  in  the 
west  property  line  of  Senate  Avenue  along  and  across  said  Senate 
Avenue  to  a  point  in  the  east  line  of  said  Senate  Avenue  according 
to  blue  print  attached,  in  the  City  of  Indianapolis,  Indiana. 
Very  truly  yours, 

LEW  SHANK, 

Mayor. 

September    18,    1925. 
To   the  Honorable   President   and  Members   of   the   Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  return  herewith  without  my  approval  General 
Ordinance  No.  74,  1925,  an  ordinance  approving  a  certain  contract 
granting  George  C.  Brinkmeyer  Company  the  right  to  lay  and  main- 
tain a  sidetrack  or  switch  from  Point  in  the  Inbound  Freight  House 
Track  No.  6  of  the  Illinois  Central  Railroad  Company  across  Senate 
Avenue  according  to  blue  print  attached,  in  the  City  of  Indianapolis, 
Indiana. 

I  do  not  approve  of  this  contract  for  the  reason  that  there  has 
been  a  great  number  of  people  calling  me  and  objecting  to  this 
switch,  therefore  I  feel  that  there  should  be  a  public  hearing  on  this 
matter. 

Very  truly  yours, 

S.  L.  SHANK, 

Mayor. 
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September   17,   1925. 
Honorable  Members  of  the  Common  Council, 
City  of  Indianapolis. 

Gentlemen — I  have  vetoed  the  item  of  one  cent  for  Sanitation 
Maintenance  Fund  in  General  Ordinance  No.  72,  1925,  same  being 
"an  ordinance  fixing  and  establishing  the  annual  rates  of  taxation 
and  tax  levies  for  the  year  1925  for  the  City  of  Indianapolis  for 
each  fund  for  which  a  separate  tax  levy  is  authorized  by  law  to  be 
collected  and  expended  in  the  year  1926. 

I  have  vetoed  this  item  for  the  following  reasons: 

1.  The  rate  of  $.55  upon  each  One  Hundred  Dollars  valuation  is 
sufficient  to  meet  all  the  needs  of  said  fund. 

2.  Many  expenses  in  the  Department  of  Sanitation  can  be  cut 
during  the  coming  year. 

3.  The  Department  can  raise  more  revenue  than  has  been 
calculated. 

4.  The  item  was  raised  without  my  recommendation  and  con- 
trary to  the  express  provisions  of  the  Statutes  of  Indiana  as  con- 
tained in  Section  8686  Burns  Annotatel  Statutes,  which  among  other 
things   provides: 

"It  shall  be  the  duty  of  the  committee  of  finance  of  the  Com- 
mon Councli  thereup  to  prepare  an  ordinance  fixing  the  rate  of 
taxation  for  the  ensuing  year,  and  also  an  ordinance  making  appro- 
priation by  items  for  the  use  of  the  various  executive  departments 
and  other  city  purposes  for  the  ensuing  year.  Such  ordinance  may 
reduce  any  estimated  item  for  any  executive  department,  from  the 
figure  submitted  in  the  report  of  the  City  Controller,  but  shall  not 
increase  the  same  unless  recommended  by  the  Mayor." 

5.  The  levy  of  $.065  is  greater  than  that  as  set  out  in  the  ten- 
day  not'ee  to  the  public  by  publication  of  the  budget  and  of  the  pub- 
lic hearing  as  required  by  Statute 

Respectfully  submitted, 

S.  L.  SHANK, 

Mayor. 


REPORTS  FROM  CITY  OFFICERS. 

From  the  Board  of  Public  Works: 

September  21,  1925. 
To   the  Honorable  President   and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — At  the  request  of  the  Board  of  Public  Works  I  am 
handing  you  for  passage  an  ordinance  ordering  the  Board  of  Public 
Works  of  the  City  of  Indianapolis,  Indiana,  to  improve  41st  Street 
from  the  west  property  line  of  Capitol  Avenue  to  the  east  property 
line  of  Senate  Avenue  by  grading  the  roadway  from  curb  line  to 
curbline  to  the  un;form  width  of  24  feet;  grading  the  wings  of  the 
intersecting  alleys  in  a  similar  manner,  and  to  the  width  as  shown 
on  plans  prepared;  curbing  both  sides  of  roadway  with  stratified  lime 
stone,  berea  sand  stone,  granite,  or  6x24"  concrete  curb;  curbing 
the  wings  of  the  intersecting  alleys  in  a  similar  manner  and  to  the 
width  shown  on  plans;  providing  75  lineal  feet  of  6  ft.  radius  granite 


954  journal  OP  common  COUNCIL      [Regular  Meeting 


corners;  providing  4  new  inlets,  etc.,  all  as  shown  Under  Street  Im- 
provement  Resolution   No.   12614. 

Yours  truly, 

E.    WILLIAMS, 
Clerk  Board  of  Public  Works. 

From  the  City  Plan  Commission: 

September  21,  1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen General  Ordinance  No.  79,  1925,  has  been  ap- 
proved by  the  City  Plan  Commission  and  its  passage  by  your  Hon- 
orable  Body   is   hereby  recommended. 

Very  truly  yours, 

CITY  PLAN  COMMISSION 

Tom  L.  Dillon,  President 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

By  Mr.  Buchanan: 

Mr.  President: 

I  move  that,  notwithstanding  the  veto  of  the  Mayor  of  the 
City  of  Indianapolis,  dated  September  17,  1925,  of  so  much  of  Gen- 
eral Ordinance  No.  72,  passed  by  the  Common  Council  of  the  City  of 
Indianapolis,  September  1,  1925,  as  has  to  do  with  a  levy  of  6% 
cents  for  the  Maintenance  Fund  for  Sanitation,  in  the  ordinance 
called  "Sanitation  Maintenance  Fund,"  said  maintenance  fund  be 
placed  at  6V2  cents  as  it  was  in  said  ordinance  when  so  passed  by 
the  Council  on  September  7,  1925,  and  that  said  ordinance  and  each 
item  thereof  therefore  be  repassed  over  the  Mayor's  said  veto. 

HEYDON    W.    BUCHANAN. 

The  roll  was  called  and  General  Ordinance  No.  72,  1925, 
was  passed  over  the  Mayor's  veto  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bramblett,  Buchanan,  Clauer, 
Claycombe,  King,  Ray  and  President  Ben  H.  Thompson. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  the  Board  of  Public  Works : 

GENERAL  ORDINANCE  NO.  81,  1925. 

AN  ORDINANCE  ordering  the  Board  of  Public  Works  of  the  City  of 
Indianapolis  to  improve  41st  street  in  said  clty^  from  the  west 
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property  line  of  Capitol  avenue  to  the  east  property  line  of 
Senate  avenue,  except  intersection  of  Graceland  avenue,  by  grad- 
ing the  roadway  from  curb  line  to  curb  line  to  the  uniform 
width  of  24  feet;  grading  the  wings  of  the  intersecting  alloy- 
in  u  s  milar  manner,  and  to  the  width  as  shown  on  the  plans 
prepared;  curbing  both  sides  of  the  roadway  with  stratified  lime 
stone,  borea  sand  stone,  granite  or  6x24  inch  concrete  curb;  curb- 
ing the  wings  of  the  intersecting  alleys  in  a  similar  manner  and 
to  the  width  as  shown  on  plan;  providing  75  lineal  feet  of  6-foot 
radius  gran<te  corners;  providing  4  new  iron  inlets;  and  laying 
80  lineal  feet  of  12-inch  drain  pipe  with  connections  made  to  inlets 
and  catch  basins,  all  as  shown  under  Street  Improvement  Reso- 
lution No.  12614,  and  declaring  a  time  when  this  ordinance  shall 
take   effect. 

WHEREAS,  The  Eoard  of  Public  Works  of  the  City  of  Indian- 
apolis, Indiana,  on  July  29th,  1925,  adopted  a  resolution,  being  Street 
Improvement  Resolution  Xo.  12,614,  for  the  improvement  of  41st 
street  from  the  west  property  line  of  Capitol  avenue  to  the  east  prop- 
erty line  of  Senate  avenue,  and 

WHEREAS,  The  Board  of  Public  Works  took  all  proper  and  legal 
steps  under  said  resolution  until  August  24th,  1925,  it  confirmed  said 
Improvement  Resolution,  and 

WHEREAS,  A  remonstrance  was  duly  filed  by  a  majority  of 
the  resident  property  holders  on  said  descr.bed  portion  of  41st  street, 
and 

WHEREAS,  The  City  Civil  Engineer  recommended  to  the  Board 
of  Public  Works  that  the  said  improvement  is  absolutely  necessary 
to  take  care  of  the  drainage  of  the  north  and  south  alleys/  recently 
improved,  and  recommended  that  this  improvement  be  referred  to  the 
Common  Council  for  action,   and 

WHEREAS,  The  Board  of  Public  Works  of  the  City  of  Indi- 
anapolis, Indiana,  has  referred  the  said  Resolution  Xo.  12,614  for  the 
improvement  of  said  part  of  41st  street  to  the  Common  Council  of 
the  City  of  Indianapolis  for  action. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  Board  of  Public  Works  of  the  City  of  Indi- 
anapolis, Indiana,  do  and  is  hereby  ordered  to  improve  that  part 
cf  41st  street  from  the  west  property  line  of  Capitol  avenue  to  the 
east  property  line  of  Senate  avenue,  except  intersection  of  Graceland 
avenue,  by  grading  the  roadway  from  curb  to  curb  line  to  the  uniform 
width  of  24  feet;  grading  the  wings  of  the  intersecting^  alleys  in  a 
similar  manner,  and  to  the  width  as  shown  on  the  plans  prepared; 
curbing  both  sides  of  the  roadway  with  stratified  lime  stone,  berea 
sand  stone;  granite,  or  6x24  inch  concrete  curb;  curbing  the  wings  of 
the  intersecting  alleys  in  a  similar  manner  and  to  the  width  as  shown 
in  plan;  providing  75  lineal  feet  of  6  foot  radius  granite  corners; 
providing  4  new  iron  inlets;  and  laying  80  lineal  feet  of  12  inch 
drain  pipe  with  connections  made  to  inlets  and  catch  basins,  all  as 
provided  under  said  Improvement  Resolution  No.  12,614,  1925. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  reaa  a  first  time  and  referred  to  the  Com- 
mittee on   Public  Works. 
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By  Mr.  Ray: 


GENERAL  ORDINANCE  NO.  82,  1925. 
AN  ORDINANCE  providing  for  parking  permits  in  the  streets  ad- 
jacent to  hotels,  social  clubs  and  organizations  providing  penalties 

for  the  violation  thereof  and   declaring  a  time  when  the   same 

shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  whenever  any  hotel  having  not  less  than  two 
hundred  (200)  guest  rooms,  or  social  club  or  organization  having 
not  less  than  one  thousand  bona  fide  members,  which  said  hotels, 
social  clubs  or  social  organizations  shall  be  located  within  the  con- 
gested district  of  the  City  of  Indianapolis,  shall  make  a  request  in 
writing  to  the  Board  of  Public  Safety  of  the  City  of  Indianapolis  for 
special  parking  space  on  the  street  adjacent  to  such  hotel,  club  or  or- 
ganization such  Board  of  Safety  shall  set  apart  not  more  than  two 
such  parking  spaces,  which  such  parking  spaces  shall  be  designated  by 
such  Board  with  appropriate  markers  or  standards;  which  such  spaces 
shall  be  used  exclusively  for  the  purpose  of  parking  of  vehicles  used 
for  the  transportation  of  passengers  to  and  from  such  hotels,  clubs 
cr  organizations.  In  no  instance  shall  such  parking  space  exceed 
twenty-four  (24)  feet  in  width  along  the  curb  of  such  streets. 

Section  2.  Such  hotels,  clubs  or  organizations  shall  pay  a 
license  fee  annually  for  the  use  of  such  standards  or  markers  of 
$25.00  to  the  City  Controller  of  the  City  of  Indianapolis. 

Section  3.  When  so  marked  off  and  set  aside,  such  parking 
spaces  shall  be  used  for  no  other  parking  purposes  than  those 
enumerated  in  Section  1  hereof. 

Section  4.  Such  hotel,  club  or  organization  may  designate  in 
writing  to  the  Board  of  Public  Safety  of  the  City  of  Indianapolis 
from  time  to  time  for  their  respective  places,  the  persons,  firms  or 
corporations  who  shall  use  such  parking  spaces  for  such  purposes 
on  such  adjacent  streets. 

Section  5.  When  such  hotel,  club  or  association  shall  have  so 
designated  in  writing  to  such  Board  of  Public  Safety  the  persons, 
firms  or  corporations  who  shall  use  such  parking  spaces  for  such 
purposes  adjacent  thereto,  and  such  spaces  shall  have  been  properly 
marked  off  and  designated  as  herein  provided,  it  shall  thereafter 
be  unlawful  for  any  person,  firm  or  corporation  to  use  such  parking 
space  or  spaces  for  parking  purposes  other  than  those  designated  in 
such  written  request  to  such  Board  of  Public  Safety  of  the  City  of 
Indianapolis. 

Section  6.  Any  person  violating  any  of  the  provisions  of  this 
ordinance  shall  upon  conviction  be  fined  not  more  than  One  Hundred 
($100.00)  Dollars  to  which  may  be  added  imprisonment  not  exceed- 
ing thirty  (30)  days. 

Section  7.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  required  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 
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By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  83,  1925. 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled: "An  ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tr_cts  for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  classifying,  reg- 
ulating and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  deter- 
m.ning  the  use  and  intensity  of  use  of  land  and  lot  areas  within 
such  city;  creating  a  board  of  zoning  appeals;  defining  certain 
terms  used  in  said  ordinance;  providing  a  penalty  for  its  viola- 
tion and  designating  the  time  when  the  same  shall  take  effect," 
and  fixing  the  time  when  the  same,  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  U3,  or  business  district,  the  A5,  or  500 
square  foot  area  district,  and  HI,  or  50  foot  height  district  as  estab- 
lished by  General  Ordinance  No.  114,  1922,  be  and  the  same  are  here- 
by amended,  supplemented,  changed  and  extended,  so  as  to  include 
the   following   described    territory: 

Beginning  at  a  point  on  the  north  property  line  of  22nd  street 
at  its  intersection  w.th  the  west  property  line  of  Central  avenue; 
thence  west  with  and  along  the  north  property  line  of  said  22nd 
street  145  feet  to  a  point;  thence  north  with  and  along  the  east  line 
of  an  alley  and  parallel  with  the  west  property  line  of  said  Central 
avenue  80  feet  to  a  point;  thence  east  parallel  with  and  to  the  north 
property  line  of  said  22nd  street  145  feet  to  a  point;  thence  south 
along  the  west  property  line  of  said  Central  avenue  and  parallel  with 
the  east  line  of  said  alley  80  feet  to  the  place  of  beginning,  the  same 
being  lots  No.  1  and  2  in  "Lincoln  Park,"  an  addition  to  the  City  of 
Indianapolis. 

Section  2.  This  ordinance  shall  be  in  full  force  and  eifect  from 
and  after  its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

Mr.  Messrs.  King  and  Ray : 

SPECIAL  ORDINANCE  NO.  7,   1925. 
AN  ORDINANCE  annexing  certain  territory  to  the  City  of  Indian- 
apolis, and  defining  a  part  of  the  boundary  line  of  said  city,  and 
fixing,  a  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  City  of  Indianapolis  be  and  the  same  is 
hereby  extended  so  as  to  include  the  following  described  continuous 
territory,  all  of  which  is  hereby  annexed  to  and  made  a  part  of  the 
territory  constituting  and  forming  the  City  of  Indianapolis,  in 
Marion  County,  Indiana: 

Section  2.     Beginning  at  the  intersection  of  the  southwest  prop- 
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erty  line  of  Churchman  avenue  with  the  present  corporation  boundary 
line  of  the  C_ty  of  Indianapolis;  thence  southeasterly  following  the 
southwest  property  line  of  Churchman  avenue  extended,  also  known 
as  Churchman  Free  Gravel  Road,  to?  the  center  of  Oxford  street  in 
William  L  .Elder's  South  Eastern  Park  Addition,  as  now  recorded 
in  the  office  of  the  Recorder  of  Marion  County;  thence  south  with  the 
center  line  of  Oxford  street  to  the  center  line  of-  Southern  avenue; 
thence  east  with  the  center  line  of  Southern  avenue  to  the  southwest 
property  line  of  Churchman  avenue  in  said  subdivision;  thence  south- 
east with  the  southwest  property  line  of  Churchman  avenue  otr 
Churchman  avenue  extended,  to  the  intersection  of  the  west  corpor- 
ation boundary  line  of  the  Town  of  Beech  Grove,  which  is  the  cencer 
of  Perkins  avenue  or  Twenty-fifth  avenue  in  said  town;  thence  south 
following  the  west  corporation  boundary  line  of  the  said  Town  of 
Beech  Grove  to  the  southwest  corner  of  said  town;  thence  east  with 
the  south  boundary  line  of  said  town  to  the  southeast  corner  of  said 
town;  thence  northwest  and  north  with  the  corporate  boundary  of 
said  town  to  the  northeast  corner  of  said  town;  thence  west  with  the 
north  boundary  line  to  the  center  of  Sherman  Drive  or  Seventeenth 
avenue  in  said  town;  thence  south  with  the  corporation  line  of  said 
town  to  the  center  of  Southern  avenue,  also  known  as  Erie  street 
in  said  town;  thence  west  in  Southern  avenue  following  the  corpor- 
ate boundary  of  said  town  to  the  northeast  1  ne  of  the  right-of-way  of 
the  Beech  Grove  Traction  Company  as  now  occupied;  thence  north- 
west vith  the  said  northeast  property  line  of  the  right-of-way  of 
said  traction  company  to  the  intersection  of  said  property  line  with 
the  present  corporate  boundary  line  of  the  City  of  Indianapolis.  Said 
boundaries  compr  sing  all  of  the  Town  of  Beech  Groce  and  certain 
property  within  the  boundaries  described  lying  between  the  City  of 
Indianapolis  and  the  Town  of  Beech  Grove. 

Section  3.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 


By  Mr.  King: 

SPECIAL  ORDINANCE  NO.  8,  1925. 
AN    ORDINANCE   annexing   certain   territory   to   the   City   of   Indi- 
anapolis, and  defining  ai  part  of  the  boundary  line  of  said  city> 
and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  boundary  lines  of  the  City  of  Indianapolis  be 
and  the  same  are  hereby  extended  so  as  to  include  the  following  de- 
scribed contiguous  territory  constituting  and  forming  the  City  of 
Indianapolis,  in  Marlon  County,  Indiana,  to-wit: 

Beginning  at  the  intersection  of  the  center  line  of  Keystone 
avenue  with  the  center  line  of  the  first  alley  north  of  Walker  avenue; 
thence  east  along  the  center  line  of  the  first  alley  north  of  Walker 
avenue  to  the  center  line  of  Churchman  avenue;  thence  southeasterly 
along  the  center  line  of  Churchman  avenue  to  the  center  line  of 
Southern  avenue;  thence  west  along  the  center  line  of  Southern  ave- 
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nue  to  the  center  line  of  Keystone  avenue,  and  continuing  west  with 
said  center  line  as  produced  west,  to  the  center  line  of  State  avenue; 
thence  north  along  the  center  line  of  State  avenue  to  the  center  line 
of  Walker  avenue;  thence  southeasterly  and  easterly  along  the  center 
line  of  Walker  avenue  to  the  center  line  of  Keystone  avenue;  thenca 
north  along  the  center  line  of  Keystone  avenue  to  the  place  of  be- 
ginning. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  for  two  consecutive  weeks  in 
a  daily  newspaper  of  general  circulation,  printed  and  published  in 
said  City  of  Indianapolis. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 


By  Mr.  King 


SPECIAL  ORDINANCE  NO.  9,  1925. 
AN   ORDINANCE   annexing   certain   territory   to   the    City   of   Indi- 
anapolis, and  denning  a  part  of  the  boundary  line  of  said  city 
and  fixing  the  time  when  the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  boundary  l"nes  of  the  City  of  Indianapolis 
be  and  the  same  are  hereby  extended  so  as  to  include  the  following 
described  contiguous  territory  constituting  and  forming  the  City  of 
Indianapolis  in   Marion   County,  Indiana,  to-wit: 

Beginning  at  the1  intersection  of  the  east  lne  of  Shelby  street 
with  the  center  line  of  the  first  alley  south  of  Martin  street;  thence 
east  along  the  center  line  of  the  first  alley  south  of  Martin  street,  a 
distance  of  150  feet  to  a  point;  thence  south  along  a  line  150  feet  east 
of  and  parallel  to  the  east  line  of  Shelby  street  to  the  center  line  of 
Hanna  avenue;  thence  west  along  the  center  line  of  Hanna  avenue 
to  the  east  line  of  Shelby  street;  thence  north  along  the  east  line  of 
Shelby  street  to  the  place  of  beginning.     Also 

Beginning  at  the  intersection  of  the  center  line  of  Troy  avenue 
west  of  Shelby  street,,  with  the  west  line  of  Shelby  street;  thence 
south  along  the  west  line  of  Shelby  street  to  the  center  line  of  Hanna 
avenue;  thence  west  along  the  center  line  of  Hanna  avenue,  a  distance 
of  150  feet  to  a  point;  thence  north  along  a  line  150  feet  west  of 
and  parallel  to  the  west  line  of  Shelby  street  to  the  center  line  of 
Troy  avenue;  thence  east  along  the  center  line  of  Troy  avenue  to  the 
place  of  beginning. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publicat'on  for  two  consecutive  weeks  in  a 
daily  newspaper  of  general  publication,  printed  and  published  in 
said  City  of  Indianapolis. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 
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INTRODUCTION  OF  MISCELLANEOUS  BUSINESS 

At  8:00  o'clock  p.  m.  a  public  hearing  was  held  on  Gen- 
eral Ordinances  No.  75,  76,  77,  78  arid  79,  1925. 

On  motion  of  Mr.  King  General  Ordinance  No.  4S,  1925, 
Was  stricken  from  the  files, 

ORDINANCES  ON  SECOND  READING 

Mr.  King  called  for  Appropriation  Ordinance  No.  29, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  29, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  29,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bramblett,  Buchanan,  Clauer, 
Claycombe,  King,  Ray  and  President  Ben  H.  Thompson. 

On  motion  of  Mr.  Claycombe  the  Common  Council  at 
8:20  o'clock  p.  m.  adjourned. 


Attest:  President. 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening  October  5,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz. :  Messrs.  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  Claycombe  moved  that  the  reading  of  the  Journal 
be  dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

October  3,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  today  approved,  signed  and  delivered  to  John  W. 
Rhodehamel,  City  Clerk,  Appropriation  Ordinance  No.  29,  1925,  an 
ordinance  appropriating  the  sum  of  Five  Hundred  ($500.00)  Dollars, 
to  the  Motorcycle  Repairs,  Tires  and  Tubes  Fund  in  the  Police  De- 
partment under  the  Department  of  Public  Safety  and  declaring  a  time 
when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

REPORTS  FROM  CITY  OFFICERS 

From  the  City  Controller : 

October  5,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  herewith  hand  you  a  communication  from  the  De- 
partment of  Finance  asking  for  the  passage  of  an  ordinance  approp- 
riating Sixteen  ($16.00)  Dollars  from  any  unappropriated  Fund  to 
the  Department  of  Finance  for  the  purpose  of  refunding  Thomas 
Coger  for  over  payment  of  license. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 
_    .  -  City  Controller. 
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October  5,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  am  handing  to  you  copies  of  an  Ordinance  calling 
for  the  appropriation  of  Three  Hundred  Dollars,  out  of  any  unap- 
propriated funds  of  the  City  of  Indianapolis,  to  the  "Special  Judges" 
fund  under  the  Department  of  Finance  for  your  approval  and  passage. 
I  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

October  5,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  herewith  hand  you  a  communication  from  the 
Board  of  Public  Works  asking  for  the  passage  of  an  ordinance  trans- 
ferring the  sum  of  Five  Hundred  ($500.00)  Dollars  from  the  Un- 
improved Street  Department  Maintenance  and  Supplies  Fund  and 
transferring  and  re-appropriating  the  same  to  the  Sewer  Department 
Maintenance  and  Supplies  Fund,  both  of  said  funds  being  under  the 
Department  of  Public  Works. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Very  truly  yours, 

JOS.  L.  HOGUE, 

City  Controller. 


October  5,  1925. 
To  t^e  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — I  hand  you  herewith  a  communication  from  the 
Board  of  Public  Works  asking  for  the  passage  of  an  Ordinance  trans- 
ferring the  sum  of  $4,000.00  from  the  City  Civil  Engineer's  Depart- 
ment, Asphalt  Repair  Salaries  and  Wages  Fund,  under  the  Depart- 
ment of  Public  Works  to  the  City  Civil  Engineer  Office  Salaries  Fund 
in  the  same  Department. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

JOS.  L.  HOGUE, 

City  Controller. 

October  5,  1925. 
Mr.  Joseph  L.  Hogue,  .,      .., 

City  Controller, 
Dear  Sir— 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance 
transferring  the  sum  of  $4,000.00  from  the  City  Civil  Engineer's  De- 
partment, Asphalt  Repair  Salaries  and  Wages  Fund,  under  the  De- 
partment of  Public  Works,  to  the  City  Civil  Engineer's  Office  Salaries 
Fund  in  the  same  department. 

Yours  truly, 
-  E.   WILLIAMS, 

Clerk  Board  of  Public  Works. 
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September  21,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 

Dear  Sir — I  am  directed  by  the  Board  of  Public  Works  to  submit 
for  your  approval  and  transmission  to  the  Common  Council,  an  ordi- 
nance transferring1  the  sum  of  Five  Hundred  ($500.00)  Dollars  from 
the  Unimproved  Street  Department  Maintenance  and  Supplies  and 
transferring  and  reappropriating  said  sum  to  the  Sewer  Department 
Maintenance  and  Supplies;  both  of  said  funds  being  under  the  Depart- 
ment of  Public  Works. 

Very  truly  yours, 

E.  WILLIAMS 
Clerk,  Board  of  Public  Works. 

August   17,   1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 

Gentlemen— I  herewith  hand  you  a  communication  from  the  Board 
of  Public  Works  asking  for  the  passage  of  an  ordinance  transferring 
the  sum  of  $4,000.00  from  the  Street  Cleaning  Department  Main- 
tenance of  Equipment  and  Supplies  Fund  to  the  Street  Cleaning  De- 
partment Salaries  and  Wages  Fund  of  the  same  department. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 

August  17,  1925. 
Mr.  Jos.  L.  Hogue, 
City  Controller, 
City.  : 

Dear  Sir — I  am  directed  by  the  Board  of  Public  Works  to  submit 
for  your  approval  and  transmission  to  the  Common  Council,  an 
ordinance  transferring  the  sum  of  $4,000.00  Dollars  from  the  Street 
Cleaning  Department  Maintenance  of  Equipment  and  Supplies  Fund 
to  the  Street  Cleaning  Department  Salaries  and  Wages  Fund  in  the 
same  department. 

Yours  truly, 
ELMER  WILLIAMS, 
,  Clerk,  Board  of  Public  Works. 

From  the  Board  of  Public  Safety: 

To   the  Honorable  President   and  Members  of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 

Gentlemen — The  American  Gas  Accumulator  Flash  Light  Danger 
Signal  Company,  has  proposed  to  construct,  install  and  maintain  with- 
out any  cost  to  the  city,  a  certain  type  of  flash-light  danger  signals 
at  dangerous  railroad  and  interurban  crossings  and  street  intersec- 
tions inside  of  and  near  the  outer  boundaries  of  the  City  of  Indian- 
apolis.l   ; 

These  signals  we  understand  have  been  installed  in  other  cities 
and  have  been  very  effective  in  preventing  accidents  at  dangerous 
places.     The  cost  to  the  city  of  installation  of  danger  signals  of  the 
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character  as  proposed  by  this  company  would  be  prohibitive  if  very 
many  of  them  were  installed,  and  it  is  deemed  advisable  by  this 
Beard  to  take  advantage  of  this  opportunity  to  obtain  the  much 
needed  protection  against  accidents  these  signals  may  provide. 

They  propose  to  install  these  danger  signals,  provided  that  they 
be  permitted  to  carry  thereon  advertising  features  such  as  direction 
to  certain  hotels  in  the  city  and  such  other  advertising  as  would  be 
most  effective  on  devices  of  this  character. 

If  the  Board  is  granted  authority  by  ordinance  to  issue  permits 
for  the  installation  and  maintenance  of  these  danger  signals,  only  such 
locations  of  the  same  shall  be  approved  as  are  deemed  beneficial  in 
the  preventing  accidents,  and  the  character  of  advertising  permitted 
to  be  displayed  upon  the  signal  devices  shall  not  be  of  any  objection- 
able nature.  This  proposition  has  been  sumbitted  to  the  Plan  Com- 
mission and  has  been  approved  as  to  structure. 

The  Board  respectfully  recommend  the  passage  of  the  ordinance 
covering  the  same,  copies  of  which  are  hereto  attached. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive  Secretary. 

INTRODUCTION  OF  APPROPRIATION   ORDINANCES     „ 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  30,  1925. 

AN  ORDINANCE  appropriating  the  sum  of  Three  Hundred  ($300.00) 
Dollars  cut  of  any  unappropriated  funds  of  the  City  of  Indi- 
anapolis, to>  the  fund  known  as  Special  Judges  fund,  under  the 
Department  of  Finance,  to  pay  the  salaries  of  Special  Judges, 
and  declaring  a  time  when  the  same  shall  take  effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 
Section  1.     That  there  be  and  hereby  is  appropriated  out  of  any 

unappropriated  funds  of  the  City  of  Indianapolis,  the  sum  of  Three 

Hundred  Dollars,  to  the  fund  known  as  Special  Judges  fund,  under 

the  Department  of  Finance 

Section  2.     This  ordinance  shall  be  in  full  force  and  effect  from 

and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  31,  1925. 
A.N  ORDINANCE  making  an  appropriation  of  Sixteen  ($16.00)  Dol- 
lars from  any  unappropriated  fund  to  the  Department  of  Finance 
for  the  purpose  of  refunding  Thomas  Coger  for  over  payment  of 
license. 
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Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  to  the  De- 
partment of  Finance  the  sum  of  Sixteen  ($16.00)  Dollars  to  be  known 
as  Refund  of  License  Fund  for  the  purpose  of  refunding  Thomas 
Coger  for  over  payment  of  license. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  84,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Four  Thousand  ($4,000.00) 
Dollars  from  the  Street  Cleaning  Department  Maintenance  of 
Equipment  and  Supplies  Fund,  under  the  Board  of  Public  Works, 
to  the  Street  Cleaning  Department  Salaries  and  Wages  Fund 
of  the  Department  of  Public  Works,  and  declaring  a  time  when 
the  same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Sect.on  1.  That  there  be  and  hereby  is  transferred  the  sum 
of  Four  Thousand  ($4,000.00)  Dollars  from  the  Street  Cleaning  De- 
partment Maintenance  of  Equipment  and  Supplies  Fund,  under  the 
Board  of  Public  Works,  to  the  Street  Cleaning  Department  Salaries 
and  Wages  Fund  of  the  same  department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  85,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Five  Hundred  ($500.00) 
Dollars  from  the  Unimproved  Street  Department  Maintenance, 
and  Supplies  Fund,  under  the  Board  of  Public  Works  to  the 
Sewer  Department  Maintenance  and  Supplies  Fund,  under  the 
same  department,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
Five  Hundred  ($500.00)  Dollars  from  the' Unimproved  Street  Depart- 
ment   Maintenance    and    Supplies    Fund,    under    the    Department    of 
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Pubic  Works,  and  that  the  same  is  hereby  transferred  and  reappro- 
priated  to  the  Sewer  Department  Maintenance  and  Supplies  Fund 
Under  the  same  department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance, 

By  Mr.  King; 

GENERAL  ORDINANCE  NO.  86,  1925. 
AN  ORDINANCE  providing  for  parking  permits  in  the  streets  ad- 
jacent to  hotels,  social  clubs  and  organizations,  providing  pen- 
alties for  the  violation  thereof  and  declaring  a  time  when  the 
same  shall  take  effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis f 
Indiana : 

Section  1.  That  whenever  any  hotel  having  not  less  than  two 
hundred  (200)  guest  rooms,  or  social  club  or  organization  having 
not  less  than  ens  thousand  bona  fide  members,  which  sa  d  hotels,  so- 
cial clubs  or  social  organizations  shall  be  located  within  the  con- 
gested district  of  the  City  of  Indianapolis,  shall  make  a  request  in 
writing  to  the  Board  of  Public  Safety  of  the  City  of  Indianapolis,  for 
spec'al  parking  space  en  the  street  adjacent  to  such  hotel,  club  or 
crgan  zation,  such  Beard  of  Safety  shall  set  apart  not  more  than 
two  such  parking  spaces,  which  such  parking  spaces  shall  be  desig- 
nated by  such  board  with  appropriate  markers  or  standards,  which 
such  spaces  shall  be  used  exclusively  for  the  purpose  of  parking  of 
vehicles  used  for  the  transportation  of  passengers  to  and  from  such 
hotels,  clubs  or  organizations.  In  no  instance  shall  such  parking 
space  exceed  twenty -four  (24)  feet  in  width  along  the  curb  of  such 
streets. 

Section  2.  Such  hotels,  clubs  or  organizations  shall  pay  a  license 
fee  annually  for  the  use  of  such  standards  or  markers  of  $25.00  to 
the  C  ty  Controller  of  the  City  of  Indianapolis. 

Section   3.     When   so   marked   off   and   set   aside,   such   parking 
spaces  shall  be  used  for  no  other  parking  purposes  than  those  enu- 
merated in  Section  1  hereof. 

Section  4.  Such  hotel,  club  or  organization  may  designate  in 
wrifng  to  the  Board  of.  Public  Safety  of  the  City  of  Indanapolis 
from  time  to  time  for  their  respective  places,  the  persons,  firms  or 
corporat  ons  who  shall  use  such  parking  spaces  for  such  purposes 
on  such  adjacent  streets. 

Section  5^  When  such  hotel,  club  or  association  shall  have  so 
designated  in  writing  to  such  Board  of  Public  Safety,  the  persons, 
firms  or  corporations  who  shall  use  such  parking  spaces  for  such  pur- 
poses adjacent  thereto,  and  such  space  shall  have  been  properly 
marked  off  and  designated  as  herein  provided,  it  shall  thereafter  be 
unlawful  for  any  person,  firm  or  corporation  to  use  such  parking 
space  or  spaces  for  parking  purposes  other  than  those  designated  in 
such  written  report  to  such  Board  of  Public  Safety  of  the  City  of 
Indianapolis* 
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Section  6.  Any  person  violating  any  of  the  provisions  of  this  or- 
dinance shall,  upon  conviction,  be  fined  not  more  than  one  hundred 
($100.00)  dollars,  to  which  may  be  added  imprisonment  not  exceed- 
ing thirty    (30)    days. 

Section  7.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  Mr.  King 


GENERAL  ORDINANCE  N.  87,  1925. 
AN   ORDINANCE   regulating    the    parking    of    vehicles    on    Palmer 

street  in  the  City  of  Indianapolis,  providing  a  penalty  for   the 

violation  thereof  and  declaring  a  time  when  the  same  shall  take 

effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  it  shall  hereafter  be  unlawful  ti  leave  vehicles 
parked  on  the  north  side  of  Palmer  street  from  Shelby  street  to 
Barth  avenue,  in  the  City  of  Indianapolis. 

Section  2.  Any  one  found  guilty  of  violating  any  of  the  provi- 
sions of  this  ordiance  shall  be  fined  in  any  sum  not  less  than  One 
($1.00)   Dollar  nor  more  than  Ten   ($10.00)"  Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  required  by  law. 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety, 


By  Mr.  Bernd : 

GENERAL  ORDINANCE  NO.  88,  1925. 
Be  it  Ordained  by  the  Common  Council  of  the  y City  of  Indianapolis, 

Indiana: 

Section  1.  That  hereafter  no  cemetery,  graveyard  or  burying 
ground  shall  be  located  on  any  tract  of  ground  in  the  City  of  In- 
dianapolis within  four,  (4)  miles  of  the  corporate  limits  thereof, 
which  is  adjacent  to  or  within  one  thousand  (1000)  feet  of  any  public 
park,  parkway,  boulevard  or  park  boulevard  under  the  management 
and  control  of  the  Board  of  Park  Commissioners  of  the  City  of  Indi- 
anapolis, and  that  no  ground  so  situated  shall  be  used  for  the  inter- 
ment of  bodies  or  cemetery  purposes;  provided,  however,  that  the 
provisions  of  this  ordinance  shall  not  apply  to  any  ground  which 
is  now  being  used  and  operated  as  a  cemetery,  graveyard  or  burying 
ground,  or  has  been  heretofore  dedicated  to  cemetery  purposes  and 
in  which,  or  any  part  of  which,  bodies  have  been  interred  prior  to 
the  passage  of  this  ordinance. 
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Section  2.  Be  it  further  ordained,  that  any  person  or  corpor- 
ation who  shall  violate  any  of  the  provisions  of  this  ordinance,  or 
who,  being  the  owner  of  ground  shall  permit  the  interment  of  a  body 
in  v  olation  hereof,  shall  for  each  and  every  violation,  be  guilty  of 
an  offence  and,  upon  conviction  thereof,  shall  be  fined  in  any  sum 
not  exceeding  five  hundred  ($500)  dollars,  and  each  day  such  violation 
shall  be  permitted  to  exist  shall  constitute  a  separate  offence,  pun- 
ishable as  above  provided. 

Section  3.  Be  it  further  ordained  that  if  any  cemetery,  grave- 
yard or  burying  ground  shall  be  located  in  violation  of  Section  1 
of  this  ordinance,  then  the  same  is  hereby  declared  a  common  nui- 
sance; and  the  City  of  Indianapolis,  or  any  citizen  residing  therein 
or  any  owner  of  ground  adjacent  to  such  cemetery  so  located  in 
violation  of  this  ordinance,  may  have  the  same  abated  as  a  common 
nuisance  by  such  procedure  and  in  such  manner  as  nuisances  are  now 
or  may  be  hereafter  abated  under  the  then  existing  law. 

Section  4.  Be  it  further  ordained  that  the  City  of  Indianapolis, 
or  any  citizens  residing  therein,  or  any  owner  of  ground  adjacent 
to  any  such  proposed  cemetery,  graveyard  or  burying  ground,  shall 
be  entitled  to  bring  an  action  for  injunction  against  any  person, 
association  or  corporation  proposing  to  locate  any  such  cemetery, 
graveyard  or  burying  ground  in  violation  of  this  ordinance,  and  to 
have  the  same  permanently  enjoined. 

Section  5.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication. 

Which  was  read  a  first  time. 


Mr.  Claycombe  moved  that  the  rules  be  suspended  and 
General  Ordinance  No.  88,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Claycombe  called  for  General  Ordinance  No.  88, 
1925,  for  second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

Mr.  President: 

I  move  that  General  Ordinance  No.  88,  1925,  be  amended,  by 
striking  out  the  word  driveway  in  Section  1. 

JOHN  E.  KING. 
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Carried. 

Mr.  King  moved  that  General  Ordinance  No.  88,  1925, 
be  ordered  engrossed,  as  amended,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

General  Ordinance  No.  88,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycomb,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson.  •  ,  , 

By  Mr.  Buchanan :  I  i 


GENERAL  ORDINANCE  NO.  89,  1925. 
A  PROPOSED  ORDINANCE  FOR  THE  CITY  OF  INDIANAPOLIS 

This  is  an  ordinance  establishing  two  passenger  automobile 
motor  bus  safety  parking  zones  on  South  Alabama  street  in  the  City 
of  Indianapolis,  Indiana,  regulating  the  use  thereof,  providing  pen- 
alty for  the  violation  thereof,  repealing  any  and  all  ordinances  in 
conflict  therewith,  and  declaring  the  time  when  the  same  shall  take 
effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  the  following  described  spaces  on  South  Ala- 
bana  street  in  the  City  of  Indianapolis,  Indiana,  are  hereby  estab- 
lished and  designated  as  passenger  automobile  motor  bus  safety 
parking  zones: 

A.  Beginning  at  the  intersection  of  the  south  curb  line  of  East 
Washington  street  with  the  east  curb  line  of  South  Alabama  street, 
thence  40  feet  south  along  the  east  curb  line  of  South  Alabama 
street,  thence  10  feet  west,  thence  40  feet  north,  thence  10  feet  East 
to  the  point  of  beginning. 

B.  Beginning  at  the  intersection  of  the  south  curb  line  of  East 
Washington  street  with  the  west  curb  line  of  South  Alabama  street, 
thence  40  feet  south '  along  the  west  curb  line  of  south  Alabama 
street,  thence  10  feet  east,  thence  40  feet  north,  thence  10  feet  west 
to  the  point  of  beginning. 

Section  2.  That  no  person,  firm  or  corporation  shall  operate 
any  vehicle  other  than  a  passenger  automobile  motor  bus  through, 
into  or  over  the  certain  passenger  automobile  motor  bus  safety  park- 
ing zones  designated  in  Section  1  hereof,  while  any  passenger  auto- 
mobile motor  bus  is  stopped  or  parked  therein. 

Section  3.  That  no  person,  firm  or  corporation  shall  stop  or 
park  any  vehicle,  other  than  a  passenger  automobile  motor  bus, 
within  or  on  the  certain  passenger  automobile  motor  bus  safety 
parking  zones  designated  in  Section  1. 
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Section  4.  Any  person,  firm  or  corporation  violating  any  of  the 
provisions  of  this  ordinance  shall,  upon  conv'ction,  be  fined  ^n  any 
sum  not  exceeding  Three  Hundred  ($300.00.)  Dollars,  to  which  may 
be  added  imprisonment  not  exceeding  one  hundred  eighty  (180)  days. 

Section  5.  All  ordinances  or  parts  of  ordinances  in  conflict 
herewith  are  hereby  repealed. 

Section  6.  That  each  section  of  this  ordinance  is  Independent 
of  each  of  the  othar  sections.  And  in  ajudication  that  any  section  of 
this ^  ordinance  is  invalid  shall  not  effect  the  validity  of  any  other 
section  hereof,  but  such  other  sections  shall  be  and  remain  in  full 
force  and  effect. 

Sec.  7.  That  this  ordinance  shall  be  in  full  force  and  effect 
frc^i  and  after  its  passage  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  90.  1925. 
AN  ORDINANCE  authorizing  and  empowering  the  Board  of  Public 

Safety  to  issue  permits  for  the  construction  and  maintenance  of 
Gas  Flash  Light  Danger  Signals  at  railroad  and  interurban  crossings 
and  at  dangerous  intersections  of  streets  in  the  City  of  Indianapolis, 
also  to  permit  advertising  on  such  danger  signals,  and  declaring  a 
time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana  : 

Section  1.  That  the  Board  of  Public  Safety  of  the  City  of 
Indianapolis  be  and  is  hereby  authorized  and  empowered  to  issue 
permits  for  the  installation,  construction  and  maintenance  of  Gas 
Flash  Light  Danger  Signals  at  dangerous  railroad  and  interurban 
crossings  and  street  intersections  in  the  City  of  Indianapolis  outside 
of  the  territory  known  as  the  original  mile  square  of  the  City,  such 
danger  signals  to  be  installed,  constructed  and  maintain  ~<\  without 
any  cost  whatsoever  to  the  City  of  Indianapolis. 

Section  2. — That  such  Danger  Signals  mentioned  in  the  above 
and  foregoing  section  of  this  Ordinance  may  have  thereon  and  in 
conjunction  therewith  advertising  features  the  nature  and  character 
of  which  shall  be  submitted  to  the  Board  of  Public  Safety  for  their 
approval  before  the  same  may  be  installed  and  constructed. 

Section  3. — That  the  design  of  such  Flash  Light  Danger  Signals, 
and  the  proposed  place  of  construction  shall  be  subject  to  the  approval 
of  the  Board  of  Public  Safety  before  a  permit  is  issued  for  the  instal- 
lation of  the  same. 

Section  4.  Th^  Board  of  Public  Safety  shall  reserve  the  rrght 
to  revoke  such  permits  in  the  event  that  any  signals  or  devices  are 
installed  or  constructed  that  are  not  in  compliance  with  the  provisions 
of  his  ordinance  or  for  a  failure  to  keep  such  signals  in  satisfactory 
operation  after  thirty  days  notice  of  their  intention  so  to  do,  and 
in  Case  of  the  revocation  of  such  permits,  the  Board  shall  have  the 
right  to  remove  such  signal  devices  or  cause  the  same,  to  be  removed* 
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Section  5.  Any  and  all  ordinances  or  parts  of  ordinances  inso- 
far as  the  same  may  be  in  conflict  with  the  provisions  of  this  Ordi- 
nance are  hereby  repealed. 

Section  6.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

At  8  o'clock  P.  M.  a  public  hearing  was  held  on  General 
Ordinance  No.  83,  1925. 

ORDINANCE  ON  SECOND  READING 

Mr.  Wise  caller  for  General  Ordinance  No.  46,  1925,  for 
second  reading.    It  was  read  a  second  time. 

By  Mr.  Wise: 

October  5,  1925. 
Mr.  President — 

I  move  that  General  Ordinance  No.  46,  -925,  as  now  amended, 
be  further  amended  as  follows: 

(1)  That  in  Section  A-104  the  phrase  Master  Plumber  be 
changed  by  striking  out  tha  word  master. 

(2)  That  Section  F-117  be  stricken  out  and  in  lieu  thereof  in- 
sert the  following: 

Sec.     F-117— LICENSING  OF  PLUMBERS: 

(a)  In  order  to  safeguard  life,  health  and  property,  through 
sanitary  plumbing,  any  person,  firm  or  corporation  practicing  or 
offering  to  practice  plumbing  either  as  an  employer  or  employee 
in  the  City  of  Indianapolis  shall  hereafter  be  required  to  submit  evi- 
dence that  he  or  they  are  qualified  so  to  practice  and  shall  be  regis- 
tered and  licensed  as  hereinafter  provided  and  from  and  after  ninety 
(90)  days  after  this  ordinance  goes  into  effect,  it  shall  be  unlawful 
for  any  person,  firm  or  corporation  to  practice  or  offer  to  practice 
plumb  ng  in  the  City  of  Indianapolis,  unless  such  person,  firm  or 
corporation  has  been  duly  registered  and  licensed  under  the  provi- 
sions of  this  ordinance. 

{[))  To  carry  out  the  provisions  of  the  above  paragraph  there 
Is  hereby  created  a4  BOARD  OF  EXAMINERS  OF  PLUMBERS 
herein  called  the  "Board,"  for  the  registration  and  licensing  of 
"Plumbers." 

(c)  Said  board  shall  consist  of  five  members.  The  Commis- 
sioner of  Buildings  and  the  Secretary  of  the  Board  of  Health  and 
Charities  shall  be  members  of  said  Board  ex  officio.  These  two  mem- 
bers, as  provided  herein,  shall  appoint  as  members  of  said  Board 
three  additional  members,  two  of  whom  shall  be  employers  of  not 
less  than  five  years'  experience  in  the  business  of  plumbing,  and  one 
shall  be  an  employee  of  like  experience,  all  of  whom   reside  at  the 
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time  of  their  appointment  and  shall  have  resided  in  the  City  of 
Indianapol  s  for  a  period  of  at  least  five  years  prior  to  their  appoint- 
ment. After  the  appointment  of  said  first  Board,  no  plumber  shall 
be  eligible  for  appointment  on  said  Board  unless  he  be  a  registered 
and  licensed  plumber.  The  term  of  office  of  the  three  appointive 
members,  first  appointed  under  the  provisions  of  this  ordinance  shall 
be  at  the  pleasure  of  the  appointing  members. 

(d)  The  salary  of  the  members  of  said  Board,  the  Commissioner 
of  Buildings,  the  Secretary  of  the  Board  of  Health  and  Charities 
shall  serve  without  any  additional  compensation.  The  three  appoin- 
tive members  of  said  Board  shall  severally  be  paid  sixty  ($60)  dol- 
lars per  year,  or  at  the  rate  of  five  ($5.00)  dollars  per  month,  and 
said  Board  shall  have  the  authority  to  employ  some  competent  per- 
son not  a  member  of  the  Board  as  secretary  at  the  compensation  not 
in  excess  of  twenty   ($20)   dollars  per  month. 

(e)  Within  thirty  (30)  days  after  this  ordinance  goes  into 
effect,  the  members  of  said  Board  shall  meet  at  the  office  of  the 
Commissioner  of  Buildings,  or  at  such  other  place  in  the  City  Hall 
as  may  be  assigned  them,  and  organize  by  the  election  of  a  chairman 
and  the  selection  of  a  secretary,  each  of  whom  shall  hold  office  for 
one  year.  Annually  thereafter,  the  Board  shall  organize  in  a  similar 
manner.  The  Board  shall  adopt  and  have  an  official  seal  which  shall 
be  affixed  to  all  certificates  of  registration  granted,  and  shall  make 
all  By-Laws  and  Rules  not  inconsistent  with  law,  needed  in  per- 
forming its  duty. 

(f)  The  Board  shall  hold  a  meeting  within  thirty  (30)  days 
after  its  members  are  first  appointed,  and  thereafter  shall  hold 
meetings  at  least  one  each  month  at  such  time  as  the  By-Laws 
may  provide.  Special  meetings  may  be  held  at  such  time  as  the 
By-Laws  of  the  Board  may  provide.  Notice  of  all  meetings  shall  ba 
given  in  such  manner  as  the  By-Laws  may  provide.  Three  members 
of  the  Board  shall  constitute  a  quorum  for  the  transaction  of  all 
business  except  as  otherwise  provided. 

(g)  The  Board  shall  keep  a  record  of  its  proceedings  and  a 
register  of  all  applicants  for  registration  showing  for  each  the  date 
of  application,  name,  age,  education  and  other  qual  fications,  place 
of  business  and  place  of  residence  and  whether  the  applicant  was 
rejected,  or  a  certificate  of  registration  granted  and  the  date  of  such 
action.  The  Board  shall  have  jurisdiction  over  and  to  examine  all 
persons  desiring  to  engage  in  the  practice  of  plumbing,  either  as  em- 
ployer or  employee  in  the  C  ty  of  Indianapolis,  with  the  power  of 
examining  all  persons  applying  for  a  license  as  such  employer  or 
employee,  to  determine  their  fitness  and  qualifications  for  conduct- 
ing the  trade,  calling  or  business  of  plumbing,  and  to  issue  a  certi- 
ficate of  registration  to  all  such  persons  who  shall  have  submitted 
to  and  passed  a  satisfactory  examination  before  such  Board,  and  shall 
be  by  it  determined  to  be  qualified!  for  engaging  in,  carrying  on  or 
conducting  the  trade,  calling  or  business  of  plumbing. 

(h)  Every  person  who  shall  desire  to  practice  the  business  of 
plumbing  in  the  City  of  Indianapolis,  shall  comply  with  the  following 
requirements:  Each  applicant  before  taking  the  examination  shall 
pay  to  the  Controller  the  sum  of  five  ($5.00)  dollars  as  the  preliminary 
fee  for  the  examination  and  file  the  receipt  of  the  Controller  with 
the  Secretary  of  the  Board  for  such  payment.  If  the  applicant  is 
found  to  be  qualified  the  Board  shall  issue  to  said  applicant  a  certi- 
ficate of  registration  directed  to  the  Controller  of  the  City  of  Indi- 
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anapolis,  and  said  Controller  upon  the  receipt  of  such  certificate  of 
registration  and  the  further  payment  of  five  ($5.00)  dollars  shall 
grant  a  license  to  sucn  pei&on,  as  r.amed  in  the  certificate  of  registra- 
tion for  a  period  of  one  (1)  year,  or  the  remainder  of  the  calendar 
year,  after  the  date  of  the  granting  of  such  license.  All  licenses 
and  renewal  of  the  same  shall  expire  on  the  31st  day  of  December 
of  each  year,  and  renewal  shall  be  made  on  or  before  January  31st 
of  the  following  year.  No  license  shall  be  granted  by  the  Controller 
to  any  person  except  as  provided  in  this  ordinance,  and  such  license 
jo  granted  shall  be  evidence  in  court  of  the  business  for  which  it  is 
granted.  Every  firm  or  corporation  who  shall  desire  to  practice  the 
business  of  plumbing,  as  provided  in  this  ordinance,  shall  comply 
with  the  following  requirements,  if  a  firm,  some  member  thereof,  or 
if  a  corporation,  some  officer  or  duly  authorized  representat.ve 
thereof,  shall  apply  for  a  license  in  the  name  of  such  firm  or  cor- 
poration. 

(i)  Application  for  examination  for  a  license  as  a  plumber 
will  be  received  by  the  Secretary  of  the  Board,  who  will  furnish  the 
applicant  at  the  time  of  the  examination  with  a  list  of  questions 
which  must  be  answered  in  writing.  The  applicant  shall  state  on 
oath,  in  his  own  handwriting,  that  he  is  the  party  directly  interested 
in  the  license,  giving  his  full  name  and  address,  street  and  number 
and  his  term  of  residence  in  the  city.  The  examination  shall  be  of 
such  a  character  as  to  test  the  fitness  and  qualifications  of  the  ap- 
plicant for  the  trade,  business  or  calling  of  plumber,  who  must  have 
a  standing  of  at  least  seventy  (70)  per  cent  in  his  examination  to 
be  entitled  to  a  license. 

Falsehood  or  fraud  in  the  examination  shall  be  sufficient  cause 
for  a  refusal  of  his  C3rtifi2ate,  together  with  the  dism'ssal  of  his 
application.  Upon  failure  to  pass  the  required  examination,  another 
will  not  be  granted  until  after  the  expiration  of  three  months  from 
date  of  examination. 

(j)  At  any  time  within  ninety  (90)  days  after  this  ordnance 
goes  into  effect  every  person,  firm  or  corporation  now  engaged  in  th;> 
trade,  business  or  calling  of  plumbing  in  the  City  of  Indianapolis, 
and  who  has  been  engaged  for  a  period  of  three  (3)  years  or  more, 
upon  satisfactory  proof  made  before,  or  filed  with  such  examin'ner 
Board  of  the  truth  thereof,  together  with  a  statement  ver'fied  by  his 
oath  showing  his  name,  place  of  business,  postoffice  address  and 
length  of  time  he  actually  served  as  a  plumber,  and  upon  the  pay- 
ment to  said  Board  of  the  sum  of  ten  ($10.00)  dollars,  shall  be  en- 
titled to  receive  from  said  Board  a  license  without  further  or  other 
examination;  all  sums  so  collected  shall  be  paid  over  to  the  Con- 
troller, and  a  rece'pt  obtained  therefor. 

(k)  The  Board  shall  have  the  power  to  suspend  or  revoke  any 
license,  or  renewal  thereof,  granted  by  said  Board  for  any  fraud  or 
deceit  in  obtaining  a  license  or  of  gross  negligence,  incompetence,  or 
misconduct  in  the  practice  of  plumbing.  Any  person  may  prefer 
charges  of  such  fraud,  deceit,  negligence,  incompetence  or  misconduct 
against  any  plumber;  such  charges  shall  be  in  writing  and  sworn 
to  by  the  complainant  and  submitted  to  the  Board.  A  time  and  place 
for  such  hearing  shall  be  fixed  by  the  Board.  A  copy  of  the  charges, 
together  with  a  notice  of  the  time  and  place  of  hearing  shall  be 
legally  served  on  the  accused  at  least  thirty  (30)  days  before  the 
date  fixed  for  the  hearing.  At  said  hearing  the  accused  shall  have 
the  right  to  appear  personally  and  by  counsel  and  to  cross-examine 
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witnesses  against  him  and  to  produce  evidence  and  witnesses  in  his 
defense.  If  after  said  hearing  four  or  more  members  of  the  Board 
*'-ot"?  in  favor  of  finding  the  accused  guilty  of  any  fraud  or  deceit 
in  obtaining  a  license,  of  gross  negligence,  incompetence  or  miscon- 
duct n  the  practice  of  plumbing  the  Board  shall  suspend  or  revoke 
the  license  of  the  accused.  The  decision  of  the  Board  shall  be  sub- 
ject to  review  in  the  Marion  Circuit  Court  of  Marion  County,,  such 
appeals  to  be  taken  within  six  (6)  months  after  the  day  in  when 
the  order  was  made  by  the  Board.  The  Board  may  reissue  a  license 
to  any  person  whose  license  has  been  suspended,  or  revoked,  pro- 
vided four  (4)  or  more  members  of  the  Board  vote  in  favor  of  such 
reissue. 

(1)  Any  person,  firm  or  corporation  applying  for  a  license  as 
an  "Employer"  as  required  by  this  ordinance  shall,  before  being 
granted  a  license  by  the  Controller,  make,  execute  and  deliver  to  the 
Controller  a  bond  in  the  sum  of  three  thousand  ($3,000.00)  dollars, 
payable  to  the  City  of  Indianapol  s;  such  bond  to  be  made  for  the 
use  and  benefit  of  the  owner  or  any  party  in  interest  in  the  property 
v,  here  said  employer  furnishes  any  material,  or  performs  any  service, 
against  loss  or  damage  which  may  arise  by  reason  of  the  work  done 
or  material  furnished  being  in  violation  of  the  requirements  of  any 
law  of  the  State  of  Indiana  or  any  ordinance  of  the  City  of  Indi- 
an apolis  controlling  such  work.  Such  bond  shall  be  executed  by 
each  applicant  with  any  recognized  and  responsible  surety  company 
authorized  to  do  business  in  the  State  of  Indiana,  as  surety  thereon. 

(m)  An  employee  is  not  required  to  give  a  bond  unless  he  or 
they  assume  the  same  responsibility  as  provided  herein  for  an  em- 
ployer. 

(n)  Any  person,  firm  or  corporation  hav'ng  been  duly  licensed 
as  a  "Plumber"  as  provided  in  this  ordinance,  shall  ha^e  the  r'ght 
without  further  examination  to  obtain  a  l'cense  ea?h  year  thereafter 
from  said  Controller  upon  the  payment  to  the  Controller  of  a  license 
fee  of  five  ($5.00)  dollars,  and  the  execution  of  a  bond  with  security 
as  herein  required. 

(o)  Any  person,  firm  or  corporation  may  appear  before  the 
"Board"  for  permission  to  do  plumbing  work  on  property  owned  or 
leased  by  said  individual,  firm  or  corporation  to  the  extent  of  the 
permissxn  granted  in  writing  by  the  Board.  :; 

(p)  Any  person,  firm  or  corporation  granted  a  license  as  a 
plumber  or  a  renewal  thereof,  in  accordance  with  the  provisions  of 
this  ordinance,  shall  display  the  same  in  a  conspicuous  place  in  the 
place  of  business  of  such  person,  firm  or  corporat'on  engaged  in  the 
business  of  plumbing  as  an  employer. 

(q)  No  permit  or  license,  or  renewal  thereof,  granted  under  the 
provisions  of  this  ordinance  shall  be  assignable  or  transferable  and 
every  such  license,  or  renewal  of  the  e^me,  shall  specify  the  name  of 
the  person,  firm  or  corporation  to  whom  it  is  issued,  and  whether  an 
employer  or  an  employee,  and  if  issued  to  a  firm  the  name  of  the  mem- 
ber of  such  firm  qualifying  as  a  plumber,  and  if  :'ssued  to  a  corpora- 
tion the  name  of  the  offirpr  or  representative  of  such  corporation 
qualifying  as  a  plumber.  If  a  member  of  the  firm  or  any  officer  or 
representative  of  a  corporation  named  in  the  permit  or  license,  Or 
renewal  thereof,  qualifying  as  a  plumber  shall  cease  to  be  a  member 
of  such  firm  or  shall  cease  to  be  the  officer  or  representative  of  such 
corporation,  then  and  in  that  event  all  rights  of  such  firm  or  such 
corporation  under  such  permit  or  license,  or  renewal  thereof,  shall 
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cease  and  said  firm  or  corporation  shall  be  required  to  make  a  new 
application  to  said  Board  of  Plumber  Examiners  as  provided  in  this 
part  the  same  as  if  it  had  never  been  granted  any  permit  or  license 
by  such  Board. 

(r)  Said  Board  shall  not  have  the  power  to  create  any  expense 
unless  the  money  therefor  has  been  duly  appropriated  by  the  Common 
Council  of  said  city.  Any  expense  incurred  by  said  Board  including 
the  salary  of  the  appointive  members  and  the  compensation  of  the 
Secretary  shall  be  paid  on  voucher  approved  by  the  President  and 
Secretary    of    the    Board. 

(s)  A  plumber  shall  be  construed  to  include  any  person,  firm  or 
corporation  engaged  in  the  installation  either  directly  or  indirectly 
of  water  supply  distribution  pipes,  the  fixtures  and  fixture  traps  of 
other  apparatus  for  bringing  in  the  water  supply  and  removing  liquid 
and  water  carried  wastes  within  buildings  or  on  any  premises 
within  the  City  of  Indianapolis;  or  engaged  in  the  repairs  to  the 
same  for  which  a  permit  is  required. 

(3)  That  Sections  F-119;  F-120;  F-121;  F-122;  F-123;  F-124 
and  F-125  be  stricken  out. 

(4)  That  Section  F-126  be  numbered  Sec.  F-118. 

(5)  That  Section  F-127  be  numbered  F-119. 

(6)  That  Section  F-128  be  numbered  Sec.  F-120. 

(7)  That  Section  F-129  be  numbered  Sec.  F-121. 

(8)  That  Section  F-130  be  numbered  Sec.  F-122. 

(9)  That  Section  D-125  be  stricken  out  and  in  "lieu  thereof 
insert  the  following: 

Sec.  D-125— LICENSING  OF  ELECTRICIANS: 

(a)  In  order  to  safeguard  life  and  property,  through  fire  pre- 
vention, any  person,  firm  or  corporation  practicing  or  offering  to 
practice  as  an  electrician  either  as  an  employer  or  employee  in  the 
City  of  Ind;anapolis  shall  hereafter  be  required  to  submit  evidence 
that  he  or  they  are  qualified  so  to  practice  and  shall  be  registered 
and  licensed  as  hereinafter  provided  and  from  and  after  ninety  (90) 
days  after  this  ordinance  goes  into  effect,  it  shall  be  unlawful  for 
any  person,  firm  or  corporation  to  practice  or  offer  to  practice  as  an 
electrician  in  the  City  of  Indianapolis,  unless  such  person,  firm  or 
corporat'on  has  been  duly  registered  and  licensed  under  the  provisions 
of  this  ordinance. 

(b)  To  carry  out  the  provisions  of  the  above  paragraph  there 
is  hereby  created  a  Board  of  Examiners  of  Electricians  herein  called 
the  "Board"  for  the'  registration  and  licensing  of  "Electricians." 

(c)  Said  Board  shall  consist  of  five  members.  The  Commissioner 
of  Buildings  and  the  Electrical  Engineer  shall  be  members  of  said 
Board  ex  officio.  These  two  members,  as  provided  herein,  shall  ap- 
point as  members  of  said  Board  three  additional  members,  two  of 
whom  shall  be  employers  of  not  less  than  five  years'  experience  in 
the  electrical  business,  and  one  shall  be  an  employee  of  like  expe- 
rience, all  of  whom  reside  at  the  time  of  their  appointment  and 
shall  have  resided  in  the  City  of  Indianapolis  for  a  period  of  at  least 
five  (5)  years  prior  to  their  appointment.  After  the  appointment  of 
said  first  Board,  no  electrician  shall  be  eligible  for  appointment  on 
said  Board  unless  he  be  a  registered  and  licensed  electrician.  The 
term  of  office  of  the  three  appointive  members,  first  appointed  under 
the  provisions  of  this  ordinance  shall  be  at  the  pleasure  of  the  ap- 
pointing members. 
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(d)  The  salary  of  the  members  of  said  Board.  The  Commis- 
sioner of  Buildings  and  the  Electrical  Engineer  shall  serve  without 
any  additional  compensation.  The  three  appointive  members  of  said 
Board  shall  severally  be  paid  sixty  (60)  dollars  per  year,  or  at  the 
rate  of  five  (5)  dollars  per  month,  and  said  Board  shall  have  the 
authority  to  employ  some  competent  person  not  a  member  of  the 
Board  as  Secretary  at  the  compensation  not  in  excess  of  twenty 
(20)  dollars  per  month. 

(e)  Within  thirty  (30)  days  after  this  ordinance  goes  into  ef- 
fect, the  memb  rs  of  said  Board  shall  meet  at  the  office  of  the  Com- 
missioner of  Buildings,  or  at  such  other  place  in  the  City  Hall  as 
may  be  assigned  them,  and  organize  by  the  election  of  a  chairman 
and  the  select' on  of  a  secretary,  each  of  whom  shall  hold  office  for 
one  year.  Annually  thereafter,  the  Board  shall  organize  in  a  similar 
manner.  The  Board  shall  t.dopt  and  have  an  official  seal,  which  shall 
be  affixed  to  all  certificates  of  registration  granted;  and  shall  make 
all  By-Laws  and  Rules  not  inconsistent  with  law,  needed  in  perform- 
ing its  duty. 

(f)  The  Board  shall  hold  a  meeting  within  thirty  (30)  days 
after  its  members  are  first  appointed,  and  thereafter  shall  hold 
meetings  at  least  once  each  month  at  such  time  as  the  By-Laws 
may  provide.  Special  meetings  may  be  held  at  such  time  as  the  By- 
Laws  of  the  Board  may  ^rov'de.  Notice  of  all  meetings  shall  b°  given 
in  such  manner  as  the  By-Laws  may  provide.  Three  members  of 
the  Board  shall  constitute  a  quorum  for  the  transaction  of  all  busi- 
ness except  as  otherwise  provided. 

Cg)  The  Beard  shall  keep  a  record  of  its  proceedings  and  a 
register  of  all  applicants  for  registration  showing  for  each  the  date 
of  application,  name,  age,  education  and  othar  Qualifications,  place  of 
business  and  place  of  residence  and  whether  the  applicant  was  re- 
jected, or  a  certificate  of  registration  granted  and  the  date,  of  such 
action.  The  Board  shall  have  jurisdiction  over  and  to  examine  all 
persors  desiring  to  engage  in  the  pract'ee  of  electrical  work,  either 
as  employer  or  employee  in  the  City  of  Indianapolis,  with  the  power 
of  examining  all  persons  applying  for  a  license  as  such  employer 
or  employee,  to  determine  their  fitness  and  qualifications  for  con- 
ducting the  trade,  calling  or  business  of  electrical  work,  and  to 
issue  a  cert  ficate  of  registration  to  all  such  persons  who  shall  have 
submitted  to  and  passed  a  satisfactory  examination  before  such 
Board  and  shall  be  by  it  determined  to  be  qualified  for  engaging  in, 
carrying  on  or  conducting  the  trade,  calling  or  business  of  electrical 
work. 

(h)  Every  person  who  shall  desire  to  practice  the  business  of 
electrical  work  in  the  City  of  Ind  anapolis,  shall  comply  with  the 
following  requirempnts:  Each  applicant  before  taking  the  examina- 
tion shall  pay  to  the  Controller  the  sum  of  five  (5)  dollars  as  the 
preliminary  fee  for  the  examination  and  file  the  receipt  of  the  Con- 
troller with  the  Secretary  of  the  Board  for  such  payment.  If  the 
-applicant  is  found  to  be  qualified  the  Board  shall  issue  to  said  appli- 
cant a  cert  ficrte  of  registration  directed  to  the  Controller  of  the 
C'ty  of  Indianapolis,  and  said  Controller  upon  the  receipt  of  such 
certificate  of  registration  and  the  further  payment  of  five  (5)  dollars 
shall  grant  a  license  to  such  person,  as  named  in  the  certificate  of 
registration  for  a  period  of  one  (1)  year,  or  the  remainder  of  the 
calendar  year,  after  the  date  of  the  granting  of  such  license.  All 
licenses  and  renewal  of  the  same  shall  expire  on  the  31st  day  of 
December  of  each  year,  and  renewal  shall  be  made  on  "or  before  Janu- 
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ary  31st  of  the  following  year.  No  license  shall  be  granted  by  the 
Controller  to  any  person  except  as  provided  in  this  ordinance,  and 
such  license  so  granted  shall  be  evidence  in  court  of  the  business  for 
which  it  is  granted.  Every  firm  or  corporation  who  shall  desire  to 
practice  the  electrical  business,  as  provided  in  this  ordinance,  shall 
comply  with  the  following  requirements,  if  a  firm,  some  member 
thereof,  or  if  a  corporation,  some  officer  or  duly  authorized  repre- 
sentative thereof,  shall  apply  for  a  license  in  the  name  of  such  firm 
or  corporation. 

(i)  Application  for  examination  for  a  license  as  an  electrician 
will  be  received  by  the  Secretary  of  the  Board,  who  will  furnish  the 
applicant  at  the  time  of  the  examination  with  a  list  of  questions 
which  must  be  answered  in  writing.  The  applicant  shall  state  on  oath, 
in  his  own  handwriting,  that  he  is  the  party  directly  interested  in  the 
license,  giving  his  full  name  and  address,  street  and  number  and  his 
term  of  residence  in  the  city.  The  examination  shall  be  of  such  a 
character  as  to  test  the  fitness  and  qualifications  of  the  applicant  for 
the  trade,  business  or  calling  as  an  electrician,  who  must  have  a 
standing  of  at  least  seventy  (70)  per  cent  in  his  examination  to  be 
entitled  to  a  license. 

Falsehood  or  fraud  in  the  examination  shall  be  sufficient  cause 
for  a  refusal  of  his  certificate,  together  with  the  dismissal  of  his  ap- 
plication. Upon  failure  to  pass  the  required  examination,  another 
will  not  be  granted  until  after  the  expiration  of  three  months  from 
the  date  of  examination. 

(j)  At  any  time  within  ninety  (90)  days  after  this  ordinance 
goes  into  effect,  every  person,  firm  or  corporation  now  engaged  in  the 
trade,  business  or  calling  as  an  electrician  in  the  City  of  Indianapolis, 
ar.d  who  has  been  engaged  for  a  period  of  three  years  or  more,  upon 
satisfactory  proof  made  before,  or  filed  with  such  examin'ng  Board 
of  the  truth  thsreof,  together  with  a  statement  verified  by  his  oath 
showing  his  name,  place  of  business,  postoffice  address  and  length  of 
time  he  actually  served  as  an  electrician,  and  upon  the  payment 
to  said  Board  of  the  sum  of  ten  (10)  dollars,  shall  be  entitled  to  re- 
ceive from  said  Board  a  license  without  further  or  other  examina- 
tion, all  sums  so  collected  shall  be  paid  over  to  the  Controller,  and  a 
rece'pt  obtained  therefor. 

(k)  The  Board  shall  have  the  power  to  suspend  or  revoke  any 
license,  or  renewal  thereof,  granted  by  said  Board  for  any  fraud  or 
deceit  in  obtaining  a  license  or  of  gross  negligence,  incompetence,  or 
misconduct  in  the  practice  as  an  electrician.  Any  person  may  prefer 
charges  of  such  fraud,  deceit,  negligence,  incompetence  or  misconduct 
against  any  electrician;  such  charges  shall  be  in  writing  and  sworn 
to  by  the  complainant  and  submitted  to  the  Board.  A  time  and  place 
for  such  hearing  shall  be  fixed  by  the  Board.  A  copy  of  the  charges, 
together  with  a  notice  of  the  time  and  place  of  hearing  shall  be  le- 
gally served  on  the  accused  at  least  thirty  days  before  the  date 
fixed  for  the  hearing.  At  said  hearing  the  accused  shall  have  the  right 
tx">  app°ar  personally  and  by  counsel  and  to  cross-examine  witnesses 
a&cJnsc  him  and  to  produce  evidence  and  witnesses  in  his  defense.  If 
after  said  hearing  four  or  more  members  of  the  Board  vote  in  favor 
of  finding  the  accused  guilty  of  any  fraud  or  deceit  in  obtaining  a 
license  or  of  gross  negligence,  incompetence  or  misconduct  in  the 
practice  as  an  electrician  the  Board  shall  suspend  or  revoke  the  license 
of  the  accused.  The  decision  of  the  Board  shall  be  subject  to  review 
in  the  Marion  Circuit  Court  of  Marion  County,  such  appeals  to  be 
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taken  within  six  months  after  the  day  in  which  the  order  was  made 
by  the  Board.  The  Board  may  reissue  a  license  to  any  person  whose 
license  has  been  suspended,  or  revoked,  provided  four  or  more  mem- 
bers of  the  Board  vote  in  favor  of  such  reissue. 

(1)  Any  person,  firm  or  corporation  applying  for  a  license  as  an 
"Employer"  as  required  by  this  ordinance  shall,  before  being  granted 
a  license  by  the  Controller,  make,  execute  and  deliver  to  the  Controller 
a  bond  in  the  oum  of  three  thousand  ($3,000.00)  dollars  payable  to 
the  City  of  Indianapolis;  such  bond  to  be  made  for  the  use  and  bene- 
fit of  the  owner  or  any  party  in  interest  in  the  property  where  said 
employer  furnishes  any  material,  or  performs  any  service,  against 
loss  or  damage  which  may  arise  by  reason  of  the  work  done  or  ma- 
terial furnished  being  in  violation  of  the  requirements  of  any  law  of 
the  ttate  of  Indiana  or  any  ordinance  of  the  City  of  Indianapolis 
controlling  such  work.  Such  bond  shall  be  executed  by  each  appli- 
cant with  any  recognized  and  responsible  surety  company  authorized 
to  do  business  in  the   State  of  Indiana,  as  surety  thereon. 

(m)  An  employee  is  not  required  to  give  a  bond  unless,  he  or 
they  assume  the  same  responsib.lity  as  provided  herein  for  an  em- 
ployer. 

(n)  Any  person,  firm  or  corporation  having  been  duly  licensed 
as  an  electrician  as  provided  in  this  ordinance,  shall  have  the  right 
without  further  examination  to  obtain  a  license  each  year  thereafter 
from  said  Controller  upon  the  payment  to  the  Controller  of  a  license 
fee  of  five  (5)  dollars,  and  the  execution  of  a  bond  with  security  as 
here  n  required. 

(o)  Any  person,  firm  or  corporation  may  appear  before  the 
Board  for  permission  to  do  electrical  work  on  property  owned  or 
leased  by  said  individual,  firm  or  corporation  to  the  extent  of  the 
permission  granted  in  writing  by  the  Board. 

(p)  Any  person,  firm  or  corporation  granted  a  lice?ise  as  an 
electrician  or  a  renewal  thereof,  in  accordance  with  the  provis  or.s  of 
this  ordinance,  shall  display  the  same  in  a  conspicuous  place  in  the 
place  of  business  of  such  person,  firm  or  corporation  engaged  in  the 
electrical   business,   as  an   employer. 

(q)  No  permit  or  license,  or  renewal  thereof,  granted  under 
the  provisions  of  this  ordnance  shall  be  assignable  or  transferable 
and  every  such  license,  or  renewal  of  tLe  same,  shall  specify  the  namj 
of  the  person,  firm  or  corporation  to  whom  it  is  issued,  and  whether 
an  employer  or  an  employee  and  if  issued  to  a  firm  the  name  of  the 
member  of  such  firm  qualifying  as  an  electrician,  and  if  issued  to  a 
corporation  the  name  of  the  officer  or  representative  of  such  corpor- 
ation qualifying  as  an  electrician.  If  a  member  of  the  firm  or  any 
officer  or  representative  of  a  corporation  named  in  the  permit  or 
license,  or  renewal  thereof,  qualifying  as  an  electrician  shall  cease 
to  be  a  member  of  such  firm  or  shall  cease  to  be  the  officer  or  repre- 
sentative of  such  corporation,  then  and  in  that  event  all  rights  of 
such  firm  or  such  corporation  under  such  permit  or  license  or  renewal 
thereof,  shall  cease  and  said  firm  or  corporation  shall  be  required  to 
make  a  new  appl'cation  to  said  Board  of  Electrical  Examiners  as  pro- 
vided in  this  part  the  same  as  if  it  had  never  been  granted  any 
permit  or  license  by  such   Board. 

(r)  Said  Board  shall  not  have  the  power  to  create  any  expense 
unless  the  money  therefor  has  been  duly  appropriated  by  the  Com- 
mon Council  of  said  city.  Any  expense  incurred  by  said  Board,  includ- 
ing the  salary  of  the  appointive  members  and  the  compensation  of 
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the  Secretary  shall  be  paid  on  voucher  approved  by  the  President  and 
Secretary  of  the  Board. 

(s)  An  electrician  shall  be  construed  to  include  any  person, 
firm  or  corporation  engaged  in  electrical  work  coverd  by  the  Build- 
ing Code,  which  is  the  installation  either  directly  or  indirectly  of 
wires,  conduits,  electrical  machinery,  electrical  apparatus  for  either 
lighting,  power  or  signaling  purposes  within  buildings  or  on  any 
premises  within  the  City  of  Indianapolis,  or  engaged  in  the  repairs 
to  the  same  for  which  a  permit  is  required. 

(10)  That  in  Section  G-107  the  words  "ninety  days"  be  stricken 
out. 

(11)  In  Section  A-804,  Clause  (b)  shall  be  amended  to  read 
as  follows: 

(b)  Mortar  for  foundations  for  exterior  walls,  chimneys  or 
piers  shall  have  a  strength  in  no  case  less  than  the  following  mix: 
One  (1)  part  lime;  three  (3)  parts  clean  sharp  sand;  pure  water  and 
at  least  ten  (10)  per  cent  of  Portland  cement  added  to  the  above 
by  volume. 

(12)  That  Section  B-102,  Clause  (e)  shall  be  amended  by  strik- 
ing out  phrase  (2)  and  in  lieu  thereof  insert  the  following:  Mortar 
for  "oundations  and  for  exterior  walls,  chimneys  or  piers  shall  have 
a  strength  in  no  case  less  than  the  following  mix:  One  (1)  part  lime; 
three  (3)  parts  clean  sharp  sand:  pure  water  and  at  least  ten  (10) 
per  cent  of  Portland  cement  added  to  the  above  by  volume. 

WALTER   W.  WISE. 

Carried. 

Mr.  Wise  moved  that  General  Ordinance  No.  46,  1925, 
be  ordered  engrossed  as  amended,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycomb,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  83,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  83,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  83,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote: 
Ayes,  1,  viz.:  Mr.  Claycombe. 
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Noes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Ray,  Wise  and  President  Ben  H.  Thompson, 

Ray  caller  for  General  Ordinance  No.  82, 1925,  for  second 
reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  82,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  82,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycomb,  King,  Ray,  Wise  and  President  Ben  H, 
Thompson. 

Mr.  Claycombe  called  for  General  Ordinance  No.  79, 
1925,  for  second  reading.    It  was  read  a  second  time. 

By.  Mr.  Claycombe : 

Mi.  President: 

I  move  to  amend  Clause  B2  of  Section  2  of  General  Ordinance 
No.  79,  1925,  to  read  as  follows: 

"2.  On  a  street  frontage  on  either  side  of  a  street  between  two 
intersecting  streets,  where  the  front  yard  line  is  not  established  by 
the  provisions  of  subdivision  B-l  of  this  section,  the  distance  of  the 
front  yard  line  back  from  the  street  line  shall  be  10  per  cent  of  the 
average  or  normal  depth  of  the  lots  constituting  such  street  frontage, 
provided,  no  front  yard  line  in  a  business  district  need  be  more  than 
fifteen  feet  back  from  the  street  line,"  and  that  all  of  Section  3  be 
stricken  out  of  said  ordinance, 

L.  D.  CLAYCOMBE, 

Councilman. 

Carried. 


Mr.  Claycombe  moved  that  General  Ordinance  No.  79, 
1925,  be  ordered  engrossed,  as  amended,  read  a  third  time 
and  placed  on  its  passage.    Carried. 
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General  Ordinance  No.  79,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycomb,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

On  motion  of  Mr.  Clauer,  the  Common  Council  adjourned 
at  8:45  o'clock  P.  M. 


Attest: 


President. 


JkL.fr,  'S/LbiuMjt. 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  October  19,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.:  Messrs,  Bernd, 
Bramblett,  Buchanan,  Clauer,  Claycombe,  King,  Ray  and 
Wise. 

Mr.  Bernd  moved  that  the  reading  of  the  Journal  be  dis- 
pensed with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 


October   16,   1925. 
To   the  Honorable  President   and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  General  Ordinance  No.  46,  1925.  Same  being 
the  revised  Building  Code. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

October  13,  1925. 
To   the  Honorable  President   and  Members  of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

I  have  today  signed,  approved  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  General  Ordinance  No.  88,  1925: 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  hereafter  no  cemetery,  graveyard  or  burying 
ground  shall  be  located  on  any  tract  of  ground  in  the  City  of  Indi- 
anapolis, or  within  four  (4)  miles  of  the  corporate  limits  thereof, 
which  is  adjacent  to  or  within  one  thousand  (1000)  feet  of  any  public 
park,  parkway,  boulevard  or  park  boulevard  under  the  management 
and  control  of  the  Board  of  Park  Commissioners  of  the  City  of  Indi- 
anapolis, and  that  no  ground  so  situated  shall  be  used  for  the  inter- 
ment of  bodies  or  cementery  purposes;  provided,  however,  that  the 
provision  of  this!  ordinance  shall  not  apply  to  any  ground  which  is 
now  being  used  and  operated  as  a  cemetery,  graveyard  or  burying 
ground,  or  has  been  heretofore  dedicated  to  cemetery  purposes  and 
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in  wh'ch  or  any  part  of  which,  bodies  have  been  interred  prior  to 
the  passage  of  this  ordinance, 

Very  truly  yours, 

LEW  SHANK, 

Mayor* 


REPORTS  FROM  CITY  OFFICERS 
From  the  Commissioner  of  Buildings: 

October  19,  1925. 
Members  of  the  Common  Council, 
City   of  Indianapolis. 
Gentlemen — ■ 

We  herewith  hand  you  four  (4)  copies  of  a  General  Ordinance" 
which  covers  forty  (40)  corrections  to  the  Building  Code.  Most  of 
these  corrections  are  errors  which  appeared  in  the  first  ordinance 
and  were  overlooked.  This  department  recommends  same  for  your 
consideration  and   passage. 

Very  truly  yours, 
FRANCIS  F.  HAMILTON^ 
Commissioner   of    Buildings. 


From  the  Department  of  Public  Parks 


October  16,  1925. 
To   the  Uonorahle  President   and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — ■ 

In  compPance  with  Property  Sale  Resolution  No.  1,  1925,  of  the 
Poard  of  Park  Commissioners  of  the  Department  of  Public  Works,  I 
herewith  submit  to  your  honorable  body  Special  Ordinance  No.  10, 
1925,  for  the  sale  of  certain  real  estate,,  and  ask  that  the  same  be 
passed  at  your  earliest  convenience,  said  real  estate  being  a  part 
of  the  Park  and  Boulevard  system  of  the  City1  of  Indianapolis,  and 
which  is  no  longer  needed  or  desired  for  the  use  of  the  Department 
of  Public  Parks,  for  park  and  boulevard  purposes: 

Beginning  at  the  intersection  of  the  west  property  line  of 
Northwestern  avenue  and  the  south  property  line  of  24th  street,  in 
the  Citv  of  Indianapolis,  Marion  county,  Indiana;  thence  west  on 
the  said  property  line  of  24th  street  to  the  east  property  line  of 
Isabella  street;  thence  south  on  the  said  east  property  line  of  Isa- 
bella street  to  a  point,  said  point  being  55  feet  measured  at  right 
angles  to  the  center  line  of  Fall  Creek  Parkway,  North  Drive;  thence 
southeastwardly  parallel  to  and  55  feet  distant  from  the  said  center 
line  of  Northwestern  avenue;  thence  northeastwardly  to  a  point 
in  the  west  property  line  of  Northwestern  avenue,  said  point  being 
398  feet  from  the  intersection  of  the  said  west  property  line  of 
Northwestern  avenue  with  the  south  property  line  of  23rd  street; 
thence   northwestwardly   on  the   said   west   property  line   of   North- 
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western  avenue  to  the  place  of  beginning,  containing  14  acres  more 
or  less. 

Respectfully  submitted, 
DEPARTMENT  OF  PUBLIC  PARKS, 
CITY  OF  INDIANAPOLIS, 
By   Board    of    Park    Commissioners. 
By  Newton  J.  McGuire,  Attorney. 

From  the  City  Plan  Commission: 

October   19,   1925. 
To  the  Honorable  President  arid  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — ■ 

Attached  herewith  is  an  ordinance  changing  the  zoning  of  two 
territories.  Section  1  changes  the  territory  lying  north  of  the  Belt 
Railway  from  Temple  to  Tacoma  from  residential  to  industrial  use. 
Section  2  changes  the  territory  lying  on  both  sides  of  Illinois  street 
between  16th  and  21st  streets  from  residential  and  apartment  to 
business  use. 

The  City  Plan  Commission  at  its  meeting  on  October  13th,  1925, 
gave  its  approval  to  the  attached  ordinance  and  respectfully  recom- 
mends that  your  honorable  body  take  favorable  action  on  this  ordi- 
nance. Very  truly  yours, 

CITY  PLAN  COMMISSION, 

Macklin  Mack,   Engineer. 
October    19,    19225. 
To   the   Honorable   President   and  Members   of   the   Common   Council 

of  the  City  oj  Indianapolis,  Indiana: 
Gentlemen — 

Attached  hereto  ia  an  ordinance  amending  General  Ordinance 
No.  114,  1922. 

The  City  Plan  Commission  at  its  meeting  on  October  14th,  1925, 
approved  this  ordinance  and  recommended  that  it  be  forwarded  to  your 
honorable  body  with  the  request  that  you  give  it  your  favorable  at- 
tention. Very  truly  yours, 

CITY   PLAN   COMMISSION, 

Tom    L.    Dillon,    President. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  Mr.  Wise : 

GENERAL  ORDINANCE  NO.  91,  1925. 
AN  ORDINANCE  to  amend  certain  sections  of  General  Ordinance  No. 

46,  1925,  and  declaring  a  time  when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

SECTION  1.  AMENDMENTS  AND  CORRECTIONS  TO  GEN- 
ERAL ORDINANCE  NO.  46,  1925. 

(1)  Section  A-816  (Ventilation  of  Bathrooms,  Kitchens  and 
Toilets)  shall  be  amended  to  read  as  follows:  "In  every  Grade  C  or 
Grade  D  building  there  shall  be  constructed  an  approved  double  wall 
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t'nned  iron  vent  constructed  the  same  as  a  furnace  pipe,  placed  with 
the  opening  near  the  ceiling  or  in  the  ceiling  of  all  toilets,  bath- 
rooms, kitchens,  and  cooking  closets  to  extract  fumes  or  gases  there- 
from; except  in  such  rooms  that  have  an  outside  window  opening  di- 
rectly to  a  court  or  yard  which  is  unobstructed  from  the  window  ledge 
upward  toward  the  sky.  Only  one  (1)  room  shall  be  connected  to  any 
such  vent  duct.  No  stove  or  stove  hood  shall  be  connected  to  the 
vent.  Where  stove  hoods  are  used  they  shall  be  connected  to  a  flue 
or  chimney.  Stove  hoods  may  be  used  in  lieu  of  a  vent  in  kitchens 
or  cooking  closets." 

(2)  Section  A-819  (Double  Dwelling  Division  Walls)  shall  be 
amended  by  striking  out  the  second  paragraph  and  the  exception 
thereunder 

(3)  Section  A-822  (Sizes  of  Chimneys  and  Flues:  Construction: 
Requirements)  Clause  (B)  shall  be  amended  to  read  as  follows:  "All 
chimneys  in  third  class  building  of  Grade  D  shall  be  lined  with 
approved  fire  clay  lining  and  the  minimum  inside  dimensions  of  the 
flue  lining  for  hot  air  furnaces,  hot  water  boilers,  oil  burners  and 
all  other  apparatus  for  combustion  for  building  heating  purposes,  ex- 
cept coal  stoves  and  small  hot  air  furnaces  with  a  grate  area  of  two 
hundred  (200)  sq.  inches  or  less  shall  be  no  less  than  eleven  and  one 
quarter  (ll1^)  inches  by  eleven  and  one  quarter  (11%)  inches.  The 
minimum  inside  dimensions  of  the  flue  lining  for  small  hot  air 
furnaces  less  than  two  hundred  (200)  sq.  inches  in  grate  area  shall 
be  seven  and  one  quarter  (7*4)  inches  by  eleven  and  one  quarter 
(HVi)  inches;  and  for  gas  stoves,  coal,  gas  or  oil  water  heaters  or 
gas  grates  the  minimum  inside  dimensions  of  the  flue  lining  shall  be 
no  less  than  three  and  one-quarter  (3*4)  inches  by  seven  and  one- 
quarter  (7%)  inches  and  for  fireplaces,  coal  or  wood  stoves  the 
minimum  inside  dimensions  shall  be  no  less  than  seven  and  one-quar- 
ter (7*4)  inches  by  seven  and  one-quarter  (7%)  inches." 

(4)  Section  A-824  (Lathing  and  Plastering)  Clause  (A)  shall 
be  amended  by  adding  the  following  sentence:  "In  grade  D  buildings 
where  patent  plast°r  is  used  one-quarter  ( *4 )  inch  key  may  be  used." 
And  in  Clause  (A)  the  word  "workmanship"  shall  be  changed  to 
"workmanlike." 

(5)  Section  A-825  (Air  Spaces  Below  Wooden  Floor  Joists) 
shall  be  amended  to  read  as  follows :  "In  any  case  where  wooden 
floor  joists  are  used  for  the  first  floor  of  any  building  there  must  be 
at  least  a  two  (2)  foot  ventilated  open  air  space  below  such  joists 
and  above  the  ground. 

Note — This  provision  is  to  prevent  dry  rot  and  to  produce  health- 
ful and  dry  floor  condition." 

(6)  Section  A-826  (Smoke  Test  of  All  Flues)  shall  be  amended 
to  read  as  follows:  "(A)  Before  the  scaffolding  is  removed  from 
around  any  chimney  and  before  the  outside  of  any  chimney  wall  or 
breast  is  plastered,  but  not  until  after  the  mortar  is  seasoned,  each 
flue  shall  be  given  a  separate  and  thorough  smoke  test  by  the  mason 
contractor.  The  tests  shall  be  made  in  the  presence  of  the  mason 
contractor,  the  heating  contractor  and  the  architect  or  their  repre- 
sentative or  the  building  inspector.  Leaks  into  adjacent  flues  shall 
be  especially  looked  for  and  not  more  than  one  flue  shall  be  tested  at 
one  time.  Any  leaks  which  may  develop  shall  be  promptly  made  tight 
before  the  chimney  work  shall  be  accepted  as  satisfactory. 
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(B)  The  Commissioner  of  Buildings  or  any  of  his  authorized  as- 
sistants may  order  a  smoke  test  of  any  flue  which  they  believe  in  their 
judgment  to  be  leaking. 

(7)  Section  A-914  (Framing)  shall  be  amended  by  add.'ng  the 
following  sentence:  "Approved  two  by  four  (2x4)  continuous  nailing 
strips  may  be  nailed  to  beams  for  joists  to  rest  upon,  providing  every 
third  joist  is  strapped  with  a  metal  strap  into  the  beam  and  the  two 
by  four  (2x4)  ledger  is  nailed  with  at  least  four  (4)  twenty  penny 
nails  for  each  joist." 

(8)  Section  A-920  (Sewer  in  Basement)  shall  be  amended  to 
read  as  follows:  "All  basements  that  have  plumbing  fixtures  therein 
shall  have  at  least  one   (1)  floor  drain  to  the  sewer." 

(9)  Section  A-921  (Depth  of  Cellar  in  Grade  D  Buildings)  shall 
be  amended  by  adding  the  following  sentence:  "The  clearance  between 
any  beam  or  joist  and  above  the  top  of  any  furnace  or  smoke  pipe 
shall  be  at  least  one  (1)  foot  and  the  furnace  may  be  depressed  in 
the  floor  of  the  basement  in  order  to  provide  for  this  clearance." 

(10)  Section  A-923  (Ventilation  of  Bathrooms,  Kitchens  and 
Toilets)  shall  be  amended  to  read  as  follows:  "In  every  apartment 
house,  dwelling,  double  dwelling  or  duplex  dwelling  there  shall  be 
constructed  an  approved  double  wall  tinned  iron  vent  constructed  the 
same  as  a  furnace  pipe,  placed  with  the  opening  near  the  ceiling  or 
in  the  ceiling  of  all  toilets,  bathrooms,  kitchens  and  cooking  closets 
to  extract  fumes  or  gases  therefrom  except  in  such  rooms  that  have 
an  outside  window  opening  directly  to  a  court  or  yard  which  is  unob- 
structed from  the  window  ledge  upward  toward  the  sky.  Only  one  (1) 
room  shall  be  connected  to  any  such  vent  duct.  No  stove  or  stove  hood 
shall  be  connected  to  the  vent.  Where  stove  hoods  are  used  they 
shall  be  connected  to  a  flue  or  chimney.  Stove  hoods  may  be  used  in 
lieu  of  a  vent  in  kitchen  or  cooking  closets." 

(11)  Section  A-925  (Foundations  Under  Plates  and  Box  Girders: 
Window  Sill)  Clause  (A)  shall  be  amended  by  adding  the  following: 
"Except  where  two  by  eight  (2x8)  inch  plate  is  used." 

(12)  Section  A-932  (Double  Dwelling  Division  Walls)  shall  be 
amended  by  striking  out  the  following:  "The  foundation  walls  under 
the  first  floor  joists  shall  be  at  least  twelve  (12)  inches  thick. 

Exception — One  (1)  story  double  dwelling  with  an  area  of  founda- 
tion walls  not  to  exceed  one  thousand  (1,000)  sq.  feet  shall  not  be  re- 
quired to  have  a  masonry  division  wall." 

(13)  Section  A933  (Fences  Along  the  Side  Property  Line)  shall 
be  amended  by  striking  out  paragraph  (B). 

(14)  Section  A-936  (Drainage  of  Areaway)  shall  be  amended  by 
striking  out  completely  and  in  lieu  thereof  inserting  the  following 
section:  "Grade  E  and  F  Buildings  of  Brick  Veneer.  Any  fourth 
class  building  of  brick  veneer  or  other  approved  veneer  of  equivalent 
fire  resistance  may  be  placed  on  the  inside  property  line  providing 
that  an  eight  (8):  inch  masonry  fire  wall  with  a  parapet  extending 
eighteen  (18)  inches  above  the  roof  at  all  points  is  placed  along  all 
inside  property  lines." 

(15)  Section  A-939  (Wooden  Sheathing  and  Paper  Lining)  shall 
be  amended  by  changing  the  title  to  "Wooden  Sheathing  and  Water 
Proof  Paper  Lining"  and  by  adding  the  following  exception  to  Clause 
(A). 

"Exception:  Byrkit  Latch  construction  will  be  approved  with  Byrkit 
Lath  placed  on  the  inside  of  the  studs  provinding  two  (2)  layers  of 
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water  proof  building  paper  are  placed  on  the  outside  of  the  studs  next 
to  the  weatherboarding  or  other  approved  boarding/' 

(16)  Section  A-940  (Bearing  of  Joists  and  Other  Structural 
Members)  shall  be  amended  by  adding  to  Clause  (A)  the  following 
exception:     "Exception — Except  as  provided  in  Section  A-914." 

(17)  Section  A-946  (Lathing  and  Plastering)  Clause  (A)  shall 
be  amended  by  adding  the  following  exception:  "Exception — In  Grade 
D  Buildings  where  patent  plaster  is  used  one-quarter  (1/4)  inch  key 
will  be  permitted." 

(18)  Section  A-949  (Smoke  Test  of  All  Flues)  shall  be  amended 
to  read  as  follows:  "(A)  Before  the  scaffolding  is  removed  from 
around  any  chimney  and  before  the  outside  of  any  chimney  wall  or 
breast  is  plastered,  but  not  until  after  the  mortar  is  seasoned  each 
flue  shall  be  given  a  separate  and  thorough  smoke  test  by  the  mason 
contractor.  The  tests  shall  be  made  in  the  presence  of  the  mason 
contractor,  the  heating  contractor  and  the  architect  or  their  repre- 
sentative or  the  building  inspector.  Leaks  into  adjacent  flues  shall 
be  especially  looked  for  and  not  more  than  one  (1)  flue  shall  be 
tested  at  one  time.  Any  leaks  which  may  develop  shall  be  promptly 
made  tight  before  the  chimney  work  shall  be  accepted  as  satisfactory. 

'"P)  Th«  Cr^missioneT*  of  Buildings  or  any  of  his  authorized  as- 
sistants may  order  a  smoke  test  of  any  flue  which  they  believe  in 
*     -  „.uufc,i^nt  to  ue  leaking." 

(19)  Section  A-950  (Air  Space  Below  Wooden  Floor  Joists) 
•hail  b(  amended  to  read  as  follows:  "In  any  case  where  wooden 
''"'"  io>st.R  are  used  for  the  first  floor  of  any  build:ng  there  must  be 

at  least  a  two  (2),  foot  ventilated  open  air  space  below  such  joist  and 
above  the  ground. 

Note — This  provision  is  to  prevent  dry  rot  and  to  produce  health- 
ful ana  ary  conditions." 

(20)  be  ton  A-951  (F'nal  Inspection)  shall  be  amended  by 
striking  out  the  words  "occupied  or  used"  and  inserting  in  lieu  thereof 
"Considered  completed." 

(21)  bection  A-954      (False  Celling  Below  Soil  and  Waste  and 
..-  rv~7-n,o    c^oi]  v»o  amended  by  adding  the  following  exception: 

"Exception — Double  Joists  and  Headers." 

,  JL/  oecc.cn  A-955  (Structural  Parts  of  Wood,  Etc.)  shall  be 
r./>H  bv  adding  naraqraph  (B)  "(B)  approved  stops  shall  be 
placed  in  all  water  pipes  for  water  supply  to  all  plumbing  fixtures." 
A*,)  oecticn  A-i,59  (Provisions  for  Warm  Air  Furnace  Heating 
-■•„..  If:\  ~hB}}  ^  am^ded  by  adding  the  following  exception  to  clause 
(A):  "Exception — When  the  calculated  size  of  a  heating  pipe  is  such 
that  it  can  be  placed  in  a  two  by  four  (2x4)  inch  stud  wall  two  by 
four  (2x4)  studs  may  be  used." 

(24)  Section  A-941  (Size  of  Chimneys  and  Flues:  Construction 
Reiu'rements)  shall  be  amended  by  changing  Clause  (B)  to  read  as 
follows:  "All  chimneys  in  fourth  class  buildings  of  Grade  D  shall  be 
lined  with  approved  fire  clay  lining  for  hot  air  furnaces,  hot  water 
boilers,  oil  burners  and  all  other  apparatus  for  combustion  for  build' 
ing  heating  purposes,  except  coal  stoves  and  small  hot  air  furnaces 
with  a  grate  area  of  two  hundred  (200)  sq.  inches  or  less  shall  be 
no  less  than  eleven  and  one-quarter  (ll1A)i  inches  by  eleven  and  one- 
quarter  (ll1^)  inches.  The  minimum  inside  dimensions  of  the  flue 
l'm'ng  for  small  hot  air  furnaces  less  than  two  hundred  (200)  sq. 
inches  in  grate  area  shall  be  seven  and  one-quarter  (7*4)  inches  by 
eleven  and  one-quarter  (11*4)  inches;  and  for  gas  stoves,  coal,  gas  or 
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oil  water  heaters  of  gas  grates  the  minimum  inside  dimensions  of  the 
flue  lining  shall  be  no  less  than  three  and  one-quarter  (SM)  inches 
by  seven  and  one-quarter  (IVi)  inches  and  for  fireplaces,  coal  or  wood 
stoves  the  minimum  inside  dimensions  shall  be  no  less  than  seven 
and  one-quarter  (I1/*)  inches  by  seven  and  one-quarter  ( XA )  inches." 

(25);  Section  B-206  (Laying  of  Blocks)  Clause  (A)  shall  be 
amended  to  read  as  follows:  "Concrete  Block  laid  up  in  any  exterior 
wall  of  any  building  in  Indianapolis  shall  have  the  ends  completely 
filled  solid  with  mortar  below  grade  or  in  lieu  thereof  a  water  tight 
mortar  joint  not  less  than  three  (3)  inches  in  aggregate  width." 

(26)  Section  B-802  (Key:  Lath  Joints)  shall  be  amended  by 
adding  the  following:  "In  Grade  D  Buildings  one-quarter  ( xk )  inch 
key  will  be  permitted  where  patent  plaster  is  used." 

(27)  Section  B-803  (Three  Coat  Work  on  Studding,  'n  Clause 
(A)  the  sentence  "Lath  shall  in  no  case  be  used  as  grounds'  ,  shall  be 
amended  to  read  as  follows:  "Lath  shall  in  no  case  shall  be  used 
flat  ways  as  grounds." 

(28)  Section  B-805  (Patent  or  Hard  Wall  Plaster)  the  following 
exception  shall  be  added  "Exception — In  Grade  D  Buildings  the  key 
for  lath  shall  not  be  less  than  one-quarter  ( \i )  inch." 

(29)  Section  B-806  (Two  Coat  Work)  the  following  exception 
shall  be  added  to  paragraph  (A)  "Exception — In  Grade  D  Buildings 
one-quarter  inch  (1/4)  key  will  be  permitted  for  patent  plaster." 

(30)  Section  E-602  (Provisions  to  Be  Made  in  Building  Under 
Construction,  Etc.)  Clause,  (B)  shall  be  amended  to  read  as  follows: 
"All  houses  that  have  studded  exterior  walls  shall  have  the  floors 
thereof  extended  to  the  outside  sheathing  unless  other  approved  fire 
bbeking  is  used  and  all  spaces  between  studding  shall  be  thoroughly 
closed  at  the  attic  line  besides  the  fireblocking  required  by  this  code. 

Note — It  is  strongly  recommended  that  the  space  between  the 
attic  joists  be  filled  solidly  with  incombustible  heat  insulating  wool 
and  the  attic  floored  in  order  to  reduce  heat  loss." 

(31)  Section  E-611  (Warm  Air  Pipes  in  Basement  or  Cellars) 
Clause  (E)  shall  be  amended  to  read  as  follows:  "No  basement  or 
cellar  warm  air  pipes  shall  be  over  fifteen  (15)  feet  in  length  for  the 
first  floor  unless  the  pipe  is  increased  in  size  to  take  care  of  the  added 
length,"  and 

Clause  (G)  shall  be  amended  to  read  as  follows:  "All  warm 
air  pipes  extending  over  five  (5)  feet  in  length  beneath  the  floor  im- 
mediately above  the  furnace  level  and  all  warm  air  pipes  for  second 
and  third  floor  rooms  shall  be  covered  with  three  (3)  layers  of  ap- 
proved cellular  asbestos  or  other  materials  and  wrapped  with  at 
least  one  (l)j  layer  of  ten  (10)  pound  asbestos  paper  the  full  length 
of  the  exposed  pipe,  unless  the  said  pipes  are  located  in  any  open 
space  properly  insulated  in  an  approved  manner  against  infiltration. 
Where  warm  air  pipes  extend  beneath  the  first  floor  level  and  are 
located  in  an  inaccessible  location  they  shall  be  insulated  with  three 
layers  Of  cellular  asbestos  paper  as  above  outlined  in  every  case." 
Clause  H  shall  be  added.  Clause  (H)  Warm  air  conductors  shall 
have  the  joints  thoroughly  covered  with  one  (1)  layer  of  asbestos  pa- 
per to  prevent  air  leakage." 

(32)  Section  E-604  (Transition:  Fittings  and  Stacks)  shall  be 
amended  by  adding  the  following  sentence  "Rectangular  warm  air 
pipes  shall  in  no  case  have  the  greater  inside  dimension  more  than 
three  and  one-half  (3V2)  times  the  lesser  inside  dimension." 
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"Limiting  size  of  ordinary  furnace. 

(33)  Section  E-619  shall  be  added  and  shall  be  as  follows,  to-wit: 

(A)  Any  warm  air  furnace  with  six  (6)  sq.  feet  of  grate  area 
or  over  shall  be  an  approved  smokeless  type  or  provided  with  means 
so  as  not  to  produce  unlawful  smoke. 

(B)  Any  small  warm  air  furnace  whose  grate  area  does  not  ex- 
ceed two  hundred  (200)  sq.  inches  may  be  used  on  a  flue  whose  in- 
side dimensions  are  not  less  than  seven  and  one-quarter  (7^4)  inches 
by  eleven  and  one-quarter  (ll1^)  inches." 

(34)  Section  E-802  (Chimney  Flue  Sizes)  Clause  (A)  shall  be 
amended  to  read  as  follows:  "Chimneys  with  a  lining  whose  inside 
dimension  is  seven  and  one-quarter  (7%)  inches  by  eleven  and  one- 
auarter  (11*4)  inches  shall  not  be  less  than  thirty  (30)  feet  in  vertical 
height  above  the  grate  bars  and  chimneys  whose  internal  dimensions 
are  eleven  and  one-quarter  (ll1^)  inches  by  eleven  and  one-quarter 
(ll1^)  inches  shall  not  be  less  than  twenty-eight  (28)  feet  in  height 
above  the  grate  bars." 

(35)  Section  E-705  (Smokeless  Type  Boilers)  shall  be  amended 
by  striking  out  paragraph  (A)  and  in  lieu  thereof  inserting  the  fol- 
lowing: "All  heating  boilers  requiring  five  (5)  sq.  feet  or  more  of 
grate  areas  shall  be  of  an  approved  smokeless  type  or  shall  use  an 
approved  method  of  eliminating  unlawful  smoke." 

method  of  eliminating  unlawful  smoke." 

(36)  Section  E-706  (Direct  Steam  Radiation)  explanatory  note 
(9)  shall  be  amended  to  read  as  follows:  "To  determine  the  total 
load  on  the  boiler  multiply  the  number  of  square  feet  of  standard 
column  radiation,  as  determined  by  this  formula,  by  one  of  the  fol- 
lowing factions  according  to  the  amount  of  radiation. 

Standard  Column  Radiation  Piping  Un-       Factor 

covered  Covered 

Up  to  300  Sq.  Ft 1.75         1.50 

300  to  500  Sq.  Ft 1.70         1.45 

500  to  700  Sq.  Ft 1.65         1.40 

700  to  1,000  Sq.  Ft 1.60         1.35 

1,000  to  5,000  Sq.  Ft 1.55         1.30 

5,000  to  10,000  Sq.  Ft 1.50         1.25 

(37)  Section  E-802  (Chimney  Flue  Sizes)  Paragraph  (B)  shall 
be  amended  by  adding  the  following  note  immediately  after  the  table 
of  flue  sizes,  to  read  as  follows: 

"Note — The  Cross  sectional  dimensions  as  given  above  when  re- 
ferred to  flue  linings  shall  be  considered  to  be  nominal  dimensions.  If 
round  linings  are  used  the  diameter  of  the  same  shall  be  equal  to  the 
square  dimension. 

Paragraph  (C)  shall  be  amended  by  adding  the  following  note, 
immediately  after  the  table  of  flue  sizes  to  read  as  follows: 

Note — The  cross  sectional  dimensions  as  given  above,  when  re- 
ferred to  flue  linings  shall  be  considered  to  be  nominal  dimensions. 
If  round  linings  are  used  the  diameter  of  the  same  shall  be  equal  to 
the  square  dimension." 

(38)  Section  E-808  (Topping  Out)  Clause  (D)  shall  be  amended 
to  read  as  follows:  "No  flue  or  stack  used  to  carry  products  of  com- 
bustion from  a  gas  stove  or  gas  grate  shall  be  less  than  three  and 
one-quarter  (3%)  inches  by  seven  and  one-quarter  inches  or  six  (6) 
inches  in  diameter  for  circular  flues.  For  coal  or  wood  stoves  or 
fireplaces  no  flue  or  stack  shall  be  less  than  seven  and  one-quarter 
(71/4)  inches  by  seven  and  one-quarter  (7X,4)  inches.     Smoke  flues  de- 
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signed  to  carry  off  the  products  of  combustion  from  small  furnaces  or 
small  heating  plants  shall  be  in  no  case  less  than  eleven  and  one- 
quarter  (ll1^  inches  by  eleven  and  one-quarter  (ll1^)  inches,  except 
hot  air  furnaces  with  a  grate  area  of  not  to  exceed  two  hundred  (200) 
sq.  inches  may  be  placed  on  a  flue  seven  and  one-quarter  (7%)  inches 
by  eleven  and  one-quarter  (ll1^)  inches." 

(39)  Section  E-813  shall  be  added  as  follows,  to-wit: 
"Flue  Lining. 

Flue  lining  sizes  wherever  mentioned  in  this  code  unless  specific 
dimensions  are  given  shall  be  nominal  flue  lining  sizes." 

(40)  Section  E-901  ( Tanks)!  Clause  (C)  shall  be  amended  by 
adding  the  following  "Fire  Keys  will  not  be  required  in  —assure  sys- 
tems which  are  free  from  siphoning." 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  apssage  and  due  publication  as  required  by  law. 


Which  was  read  a  first  time. 

Mr.   Wise  moved   that  the   rules   be   suspended   and 
General  Ordinance  No.  91,  1925,  be  placed  upon  its  passage. 


The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 


Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray  Wise  and  President  Ben 
H.  Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  91,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wisei  moved  that  General  Ordinance  No.  91,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  91,  1925,  was  read  a  third  time 
and  passed  by  the  following  .vote : 
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Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 


By  the  City  Plan  Commission: 


GENERAL  ORDINANCE  NO.  92,  1925. 

AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled, "An  Ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  de- 
and  other  open  spaces  about  buildings;  of  regulating  and  de- 
termining the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals,  denning 
cer!a:n  terms  used  in  said  ordinance;  providing  a  penalty  for 
its  violation  and  designating  the  time  when  the  same  shall  take 
effect/'  and  fixing  the  time  when  the  same  shall  take  effect. 

Pc  It  Ordained  by  **  e  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  U3  or  business  district,  the  A6  or  unlimited 
PYr,e,  district,  and  the  H3  cr  103  ft.  height  district  as  established  by 
General  Ordinance  No.  114,  1922,  be  and  the  same  are  hereby 
amended,  supplemented  and  changed  so  as  to  include  all  the  following 
described  territory: 

Beginning  at  a  point  on  the  west  property  line  of  Illinois  St. 
170  ft.  north  of  the  north  property  line  of  16th  St.,  thence  west  and 
parallel  to  and  170  ft.  distant  from  the  north  property  line  of  16th 
St..  to  the  center  line  of  the  first  alley  west  of  Illinois  St.;  thence 
north  and  along  the  center  line  of  said  alley  to  the  center  line  of  19th 
St. :  thence  west  with  and  along  the  center  line  of  19th  St.  to  a  point 
204.6  ft.  west  of  the  west  property  line  of  Illinois  St.;  thence  north 
and  parallel  to  and  204.6  ft.  distant  from  the  west  property  line  of 
Illinois  St.,  to  the  center  line  of  the  first  alley  south  of  21st  St.; 
thence  east  with  and  along  the  center  line  of  said  alley  to  the  east 
property  line  of  Illinois  St. ;  thence  north  with  and  along  the  east 
property  line  of  said  street  to  a  point  200  ft.  south  of  the  south 
property  line  of  21st  St.;  thence  east  and  parallel  to  and  200  ft. 
distant  from  the  south  property  line  of  21st  St.  to  the  cetner  line  of 
Pierson  St.;  thence  south  with  and  along  the  center  line  of  Pierson 
St.  to  the  center  line  of  the  first  alley  north  of  16th  St.;  thence  west 
with  and  along  the  center  line  of  said  alley  to  the  west  property  line 
of  Illinois  St.;  thence  north  and  along  the  west  property  line  of  Illi- 
nois St.  to  the  point  or  place  of  beginning. 

Section  2.  BE  IT  FURTHER  ORDAINED  that  the  U4  or  first 
industrial  district,  the  A3  or  2400  sq.  ft.  area  district  and  the  HI  or 
50ft.   height  district  as   established   by   General    Ordinance   No.   114, 
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1922,  be  and  the  same  are  hereby  amended,  supplemented  and  changed 
so  as  to  include  all  the  following  described  territory: 

Beginning;  on  the  east  property  line  of  Tacoma  Ave.  at  a  point 
103.27  ft.  north  of  the  north  right-of-way  line  of  the  Indianapolis 
Union  Railway  Company;  thence  east  to  a  point,  said  point  being  on 
the  west  property  line  of  the  first  alley  east  of  Tacoma  Ave.  and 
146.38  ft.  north  of  the  north  right-of-way  line  of  the  Indianapolis 
Union  Railway  Company;  thence  in  a  southeasterly  direction  to  a 
point,  said  point  being  on  the  east  property  line  of  the  first  alley  east 
of  Tacoma  Ave.  and  134.4  ft.  north  of  the  north  right-of-way  line  of 
the  Indianapolis  Union  Railway  Company;  thence  east  to  a  point,  said 
point  being  on  the  west  property  line  of  Temple  Ave.  and  188.0  ft. 
north  of  the  north  right-of-way  line  of  the  Indianapolis  Union  Rail- 
way Company;  thence  south  with  and  along  the  west  property  line 
of  Temple  Ave.  to  the  north  right-of-way  line  of  the  Indianapolis 
Union  Railway  Company;  thence  in  a  northwesterly  direction  with 
and  along  said  Railway  Company's  right-of-way  line  to  the  east 
property  line  of  Tacoma  Ave. ;  thence  north  with  and  along  the  east 
property  line  of  Tacoma  Ave.  to  the  point  or  place  of  beginning. 

Section  3.  This  ordinance  shall  go  into  immediate  effect  upon 
its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  NO.  93,  1925. 

AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled, "An  Ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  location 
of  trades,  callings,  industries,  commercial  enterprises  and  the 
location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  othei  open  spaces  about  buildings;  of  regulating  and  de- 
termining the  use  and  intensity  of  use  of  land  and  lot  areas 
within  such  city;  creating  a  board  of  zoning  appeals,  defining 
certam  terms  used  in  said  ordinance;  providing  a  penalty  for 
its  violation  and  designating  the  time  when  the  same  shall  take 
effect,"  and  fiixing  the  time  when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 
Section  1.     That  clause  3  of  Section  23  of  General  Ordinance  No. 

114,  1922,  be  amended  to  read  as  follows: 

(3)      Permit   in    a    district   any   use   or    building   deemed    by   the 

Board  to  be  in  general  keeping  with  and  appropriate  to  the  uses  or 

buildings    authorized    in    such    district    or    existing    on    neighboring 

property. 

Section  2.     That  clause   5   of   Section   23   of   General    Ordinance 

No.  114,  1922,  be  amended  to  read  as  follows: 

(5)      Permit   the    location    in    any    use    district    of    a    telephone 

exchange,  electric  substation  or  similar  public  utility,  or  any  use  or 

building  for  public  convenience,  safety  or  welfare,  or  of  a  class  U7 
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use,  provided  such  use  in  such  location  will,  in  the  judgment  of  the 
Board  of  Zoning  Appeals,  substantially  serve  the  public  convenience 
and  welfare  and  will  not  substantially  and  permanently  injure  the 
appropriate  use  of  the  neighborhood  property. 

Section  3.  That  clause  (6)  of  Section  23  of  General  Ordinance 
No.  114,  1922,  be  amended  to  read  as  follows: 

(6)  Permit  in  a  dwelling  house  or  apartment  house  district  the 
location  on  any  lot,  lots  or  tract,  having  an  area  of  not  less  than  5 
acres,  or  bounded  on  at  least  three  sides  by  streets  not  less  than  40 
feet  in  width,  of  any  use  authorized  in  a  business  district,  provided 
such  use  in  such  location  is  so  conditioned  and  restricted  as  to  ade- 
quately safeguard  the  appropriate  use  of  neighborhood  property. 

Section  4.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Clauer: 

GENERAL  ORDINANCE  NO.  94,  1925. 
AN  ORDINANCE  providing  for  the  regulation  of  Parking  Vehicles 

in  Osage  Street  in  the  City  of  Indianapolis,  providing  a  penalty 

for  the  violation  thereof,  and  fixing  a  time  when  the  same  shall 

take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
parked  in  Osage  Street  on  the  west  side  thereof,  between  Ohio  Street 
and  New  York  Street. 

Section  2.  Any  one  found  guilty  of  violating  any  of  the  pro- 
visions of  this  ordinance  shall  be  fined  in  any  sum  not  less  than  One 
Dollar  nor  more  than  Ten  Dollars. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  may  be  required  by 
law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Clauer: 

GENERAL  ORDINANCE  NO.  95,   1925 
AN   ORDINANCE  regulating  the  parking  of  vehicles   on   Washing- 

tonstreet  in  the  iCty  of  Indianapolis,  fixting  the  penalty  for  the 

violation  thereof  and  declaring  a  time  when  the  same  shall  take 

effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
a  polls,  Indiana: 

Section  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
of  any  kind  parked  between  the  fc.ours  of  7:00  A.  M.,  and  5  P.  M.  on 
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north  side  of  Washington  street  extending  from  Oriental  street  to 
a  point  150  feet  east,  and  upon  the  south  side  of  Washintgon  street 
extending  from  Oriental  street  to  a  point  150  feet  west. 

Section  2.  Any  one  violating  any  of  the  provisions  of  Section 
One  of  this  ordinance  shall  upon  conviction  be  fined  ni  any  sum  of 
not  less  than  One  Dollar,  nor  more  than  Fifty  Dollars. 

Section  3.  All  ordinances  or  parts  of  ordinances  insofar  as  the 
same  may  be  in  conflict  with  the  provisions  of  this  ordinance  are 
hereby  repealed. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  publication  as  provided  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Park  Commissioners : 

SPECIAL  ORDINANCE   NO.  10,  1925. 
AN  ORDINANCE  authorizing  the  sale,  alienation  and  conveyance  o* 
real  estate  by  the  Board  of  Park  Commissioners  of  the  Depart- 
ment of  Public  Parks,  of  the  City  of  Indianapolis,  and  fixing  . 
time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis . 
Indiana : 

SectioTi   1.     That  the   Board   of   Park   Commissioners   is   hereb; 
authorized  to  sell,  alienate  and  convey  for  cash,  at  public  or  priva'ik 
sale,   for   not  less   than   the   appraised   value,   to   be   hereinafter    d  , 
termined  by   appraisers   appointed  by  the  Judge  of   Marion   Circu  \ 
Court,  Marion  County,  Indiana,  as  required  by  law,  the  following  d 
scribed  real  estate  in  Indianapolis,  Marion  County,  Indiana,  to-wit 

"Beginning    at    the    intersection    of    the    west    property    line    c/j 
Northwestern  Avenue  and  the  south  property  line  of  24th  Street,  > 
the  City  of  Indianapolis,  Marion  County,  Indiana;  thence  west  to  tli 
said  south  property  line  of  24th  Street  to  the  east  property  line  <fi; 
Isabella  Street;  thence  south  on  the  said  east  property  line  of  Isabel:.- 
Street  to  a  point,  said  point  being  5  feet  measured  at  right  angles  >j  i 
the  Center  line  of  Fall  Creek  Parkway,  North  Drive;  thence  souf'-i 
easternly  parallel  to  and  55  feet  distant  from  the  said  center  line   $ 
Fall  Creek  Parkway  North  Drive,  to  a  point,  said  point  being  55  fe$ 
and  at  right  angles  to  the  center  line  of  Northwestern  Avenue;  thenjj> 
northwestwardly  to  a  point  in  the  west  property  line  of  Northwesteif-* 
Avenue,  said  point  being  389  feet  from  the  intersection  of  the  sail 
west  property  line  of  Northwestern  Avenue  with  the  south  properT? 
line  of  23rd  Street;  thence  northwestwardly  on  the  said  west  prop- 
erty line  of  Northwestern  Avenue  to  the  place  of  beginning,  contai  > 
ing  fourteen  acres  more  or  less." 

Said  real  estate  shall  be  sold  at  public  or  private  sale  upon  su  \\ 
notice  as  the  Board  of  Park  Commissioners  may  determine. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  frci|i 
and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Cor  i- 
mittee  on  Public  Works. 
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INTRODUCTION    OF    MISCELLANEOUS    BUSINESS 

October  19,  1925. 
To  the  Common  Council  of  the  City  of  Indianapolis. 

We,  the  undersigned  property  owners,  hereby  protest  and  remon- 
strate against  the  changes  in  the  zoning  as  contained  in  Section  8 
of  General  Ordinance  78,  1925,  affecting  property  at  .the.  intersection 
of  Washington  Boulevard  and  Maple  Road  Boulevard,  and  object  to 
the  change  of  said  district  to  a  Ul  dwelling  house  and  an  Al 
7500  square  foot  area  district  as  established  by  General  Ordinance 
114. 

CHARLES    C.   HAUGER, 
CARL  L.  ROST. 


By  Mr.  Wise: 


RESOLUTION  NO.  18,  1925. 

WHEREAS,  The  publication  of  the  new  Building  Code  twice 
in  the  daily  paper  would  cost  approximately  five  thousand  ($5000.00) 
dollars,   and 

WHEREAS,  The  State  Law  provides,  "Every  ordinance  impos- 
ing a  penalty  or  forfeiture  for  the  violation  thereof,  shall,  before 
c^  oame  tnail  take  efrect,  be  published,  once  each  week,  for  two 
consecutive  weeks,  in  a  newspaper  of  general  circulation  printed  in 
>-ueh  "ity;  provided,  further,  that  whenever  any  city  shall  publish 
any  of  its  ordinances  in  book  or  pamphlet  form  such  publication  shall 
ue  oi  itself  suliicient  and  such  ordinance  or  ordinances  shall  be  in 
force  in  two  weeks  from  the  date  of  publication  of  such  book  or 
pamphlet.  Any  such  publication  of  the  ordinances  of  a  city  in  book 
or  pamphlet  form,  if  the  same  shall  purport  to  be  printed  under 
th3  authority  of  the  common  council  of  such  city,  shall  be  presumtive 
evidence,  in  all  courts  and  places,  of  the  ordinances  therein  con- 
tained and  of  the  date  of  their  passage,  and  that  the  same  are 
properly  signed,  attested,  recorded  and  approved.  Every  ordinance, 
order  of  resolution  of  the  common  council  shall,  immediately  upon  its 
passage,  enrollment,  attestation  and  signature  by  the  Clerk:  and  pre- 
siding officer,  be  presented  by  the  City  Clerk  to  the  Mayor,  and  a 
record;  of  the  time  of  such  presentation  made  by  the  clerk.  If  the 
Mayor  approved  such  ordinance,  order  or  resolution,  he  shall  enter 
his  approval  thereon  and  sign  the  same,  and  the  ordinance,  order  or 
resolution  shall  become  a  law." 

WHEREAS,  The  type  for  the  Building  Code  has  been  set  up  at  a 
Considerable  expense  to  be  used  to  print  the  proceedings  of  the 
Common  Council  and  the  expense  of  setting  up  type  again  could  be 
eliminated  by  publishing  the  cede  from  this  same  type. 

THEREFORE,  BE  IT  RESOLVED,  That  General;  Ordinance  No. 
46,  1925,  known  as  the  Building  Code,  as  amended,  be  ordered  pub- 
lished in  pamphlet  form  by  the  City  Clerk  and<  'chat  this  publication 
shall  contain  the  date  of  the  passage  of  the  ordinance  and  of  any 
amendments  and  the  dates  the  ordinance  or  amendments  were  signed, 
attested,  recorded  and  approved,  and  that  at  least  two  hundred  (200) 
copies  of  the  same  be  furnished  the  Commissioner  of  Buildings  to 
distribute  to  the  public. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Bramblett: 

RESOLUTION  NO,  19,  1925 
A   RESOLUTION,   Appointing  and  electing   Inspectores  for  the 
City  Election  in  the  City  of  Indianapolis  to  be  held  November  3rd, 
1925. 

BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana,  that  the  following  named  persons  be  and  hereby 
are  appointed  Election  Inspectors  to  serve  as  such  in  the  City  Elec- 
tion to  be  held  in  the  City  of  Indianapolis,  Marion  County,  Indiana, 
on  November  3rd,  1925,  such  Inspectors  to  serve  in  the  Precincts  set 
beside  their  names. 

INSPECTORS 
FIRST  WARD 
Precincts 

1  Walter  Shauman,  3705  E.  34th  St- 

2  John  F.  Smith,  2827  N.  Gale  St. 

3  Eugene  Harris,  2611  James  St. 

4  Herbert  Newland,  2947   Hillside  Ave. 

5  Raymond  Foust,  2.148  N.  Drexel  Ave. 

6  George   S.   Sites,  2341   N.  LaSalle  St. 

7  William  Hert,  2143  N.  Rural  St. 

8  Everett  Jarrett,  2041  N.  Temple  Ave. 

9  Elmer  Millette,  1708  Sheldon  St. 

10  Phillip  O.  Davis,  1217  E.  20th  St. 

11  Bless  Reed,  1611  Alvord  St. 

12  George  Robinson,  1301  Yandes   St. 

13  Louis   Grigsby,   1641    Roosevelt  Ave. 

14  Herbert  B.  Smith,  1209  N.  Arsenal  Ave. 

15  Edward  Klingstine,  2026  E.  10th  St. 

16  Fred  B.  Wilson,  2222  Nowland  Ave. 

17  John  Faulknor,  1139  N-  Rural  St. 

18  Albert  L.  Pauley,  1032  Olney  St. 

19  Ernest  Sullivan,  2026  Olney  St. 

20  Carl  W.  Eurton,  1130  N.  Kealing  Ave. 

INSPECTORS 
SECOND  WARD 
Precincts. 

1  Clark  Schooley,  3011  Arsenal  Ave. 

2  Chas.  Roesner,  2739  Bellefontaine  St. 
3.     Wm.  Prather,  2340  Martindale  Ave. 

4  Fred  Crone,  2143  Martindale  Ave. 

5  D.  W.  Warren,  1815  Ashland  Ave. 

6  E.  B.  Elliott,  1628  Cornell  Ave- 

7  Morris  Brunis,  522  E.  15th  St. 

8  Ed.  Hoshour,  2024  Broadway. 

9  J.  E.  Thomas,  425  E.  20th  St. 

10  Claudius  B.  Thorpe,  2238  N.  New  Jersey  St. 

11  Hubert  Wood,  521  E.  24th  St. 

12  P.  C-  Lumley,  2516  College  Ave. 

13  Margory  Freeman,  2425  Bellefontaine  St. 
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14  Wm.  O.  Donlavy,  2011  Ashland  Ave. 

15  Geo.  E.  Elliott,  2818  McPhearson. 

INSPECTORS 
THIRD  WARD 
Precincts. 

1  H.  A*.  Bryan,  2515  Talbott  Ave. 

2  Ira  Little,  2210  N.  Illinois  St. 

3  Milton  Rambo,  2001  Highland  Place. 

4  Pleasant  Davis,  2137  N.  Illinois  St. 

5  Prank  Carrigan,  1945  N-  Pennsylvania  St. 

6  Harold  Lucas,  219  E.  17th  St. 

7  Ellis  Tucker,  1323  Lafayette  St. 

8  John  Fox,  1602  Boulevard  Place. 

9  Will  Brown,  231  W.  12th  St. 

10  Edward  Bogardus,  2247  N.  Talbott  Ave. 

11  Joseph  Wilson,  1741  N.  Illinois  St. 

INSPECTORS 
FOURTH    WARD    (CENTER   TOWNSHIP) 
Precincts. 

1  George  Hardesty,  1120  E.  35th  St. 

2  Herman  Gray,  3606  Guilford  Ave. 

3  Sol  Klepfer,  329  E.  37th  St. 

4  Chas.  Tauch,  3665  N-  Illinois  St. 

5  Frank  Huston,  3425  Kenwood  Ave. 

6  A.  E.  Garland,  3354  N.  Capitol  Ave. 

7  Winfield  Miller,  Buckingham  Apts. 

8  Chas.  Benedict,  3101  Washington  Blvd. 

9  Jesse  E.  Martin,  3356  College  Ave. 

10  J.  H.  Abernathy,  2943  Park  Ave. 

11  John  Engleke,  2818  N.  Talbott  Ave. 

12  Garth  B-  Melson,  3179  Kenwood  Ave. 

13  Albert  Leap,  646  W.  30th  St. 

14  Lowell  Frazee,  1018  W.  36th  St. 

15  Ralph  Brattain,  1117  W.  33rd  St. 

16  Emil  Ebner,  1057  W.  32nd  St. 

17  Sain  Whitmore,  1249  W.  30th  St. 

18  William  Penrose,  909  W.  28th  St. 

19  Otto  Rose,  558  Udell  St. 

20  Harry  O.  Peters. 

21  Wm.  C-  Kent,  557  W.  28th  St. 

22  Frank  Martin 

23  Anderson  Johnson,  977  W.  25th  St. 

24  Wesley  Hanfler,  1424  W.  26th  St. 

25  Roscoe  McCrery,  2177  Dexter  St. 

26  Raymond  W.  Thomas,  1514  Montcalm  St. 

27  Robert  Harper,  1236  N.  West  St. 

28  Lewis  B.  Harris,  634  W.  11th  St. 

INSPECTORS 
FOURTH  WARD    (WASHINGTON  TOWNSHIP) 
Precincts. 

29  Wm.  Swope,  3828  Rookwood  Ave. 

30  James  E.  Fischer,  18  E-  40th  St. 

31  Will  Dickson,  4135  Park  Ave. 

32  Arville  Scott,  3933  Winthrop. 

33  George  Claffey,  4411  Winthrop. 
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34  Chas.  Miller,  2103  Clay  St. 

35  Chas.  Faucett,  4832  "College  Ave. 

36  Scott  Denny,  525  E.  49th  St. 

37  Augustus  Fischer,  4231  Sunset  Ave. 

38  Chas.  Jefferson,  4226  N.  Capitol  Ave. 

39  Herbert  Boucher,  5127  Kenwood  Ave. 

40  Russell  Brouse,  5364  Park  Ave. 

41  George  Stevens,  5659  Carrollton  Ave 

42  Oliver  Bebinger,  6056  College  Ave. 

43  Ralph  Carroll,  6275  Broadway. 

FIFTH   WARD 

INSPECTORS 

Precincts. 

1  Charles  Brown,  Jr.,  848  N.  California  St. 

2  James  Jones,  813  Maxwell  St. 

3  William  Lack,  504  Patterson  St. 

4  Roy  Arnold,  737  Center  St. 

5  Chester  Cousins,  629  N.  Blackford  St. 

6  John  Brattain,  753  W.  New  York  St. 

7  Stanley  Thornhill,   1014  W.   New  York   St 

8  William  Guthrie,  412  V4  Blake  St. 

SIXTH  WARD 
INSPECTORS 
Precincts. 

1  S.  K.   Ruick,  Stratford  Apts. 

2  William  Goss,  935  N.  West  St. 

3  W.  Howard,  503%    Indiana  Ave. 

4  David  Furnish,  412  W.  New  York  St. 

5  Oscar  Richardson.  504  W.  Michigan  St. 

6  Oscar  McLaine,  48  N.  Senate  Ave. 

7  John  E.  Keeler,  157  North  Illinois  St- 

8  Leo  T.  Brown,  Y.  M.  C.  A.,  310  N.  Illinois  St. 

SEVENTH  WARD 
INSPECTORS 
Precincts. 

1  Charles  Foster.  703  Massachusetts  Ave.,  Apt.  No.  1. 

2  James  Gibson,  611  N.  Pennsylvania  St.,  No.  1. 

3  William   Schrader.  233   Massachusetts  Ave.,  Apt-   No.   9. 

4  M.  H.  Camden.  311  E.  North  St.,  Apt.  No.  11. 

5  John  Boland,  349  North  East  St. 

6  John  Arnold,  437   N.  Davidson  St. 

7  George  Morris,  539  E.  Market  St. 

8  Orvil  Duncan,  Denison  Hotel. 

EIGHTH  WARD 
INSPECTORS 
Precincts. 

1  Jam^s  Harmon,  1425  N.  Illinois  St. 

2  Douglas  Pierce,  220  E-  15th  St. 

3  Dr.  George  W.  Earlv,  1228  Central  Ave. 

4  Newell  W.  Ward.  604  E.  12th  St. 

5  Edward  Swift,  1129  Bellefontaine  St. 

6  John  Huggler,  633  E.  10th  St. 

7  Bvron   Icenbarger,  840   Park   Ave. 

8  Corydon  C.  Collins,  1024  N.  New  Jersey  St. 


1000  journal  of  common  council      [Regular  Meeting 


9     Charles  Hutchison,  960  N.  Delaware  St. 
10     Mrs.  Viola  Ball,  1128  N.  Illinois  St.,  Apt.  No- 

NINTH  WARD 
INSPECTORS 
Precincts. 

1  Josh  Zimmerman,  1102  E.  Washington  St. 

2  Henry   Hurt,   441    Dorman    St. 

3  Claude  Barker,   1309   E.   10th   St. 

4  Robert  M.  Armstrong,  209  N.  Arsenal  Ave. 

5  Nat  Coval,  237  Hendricks  Place. 

6  James  N.  Allison,  222  N.  Tacoma  Ave. 

7  Eroll  Evans,  918  N-  Beville  Ave. 

8  A.  P.  McKinley,  549  N.  Beville  Ave. 

9  H.  E.  Hughes,  13  N.  Tacoma  Ave. 

10  Frank  Holden,  531  N.  Tacoma  Ave. 

11  Clyde  Hadley,  215  N.  Oakland  Ave. 

12  William  Webb,  943  N.  Dearborn  St. 

13  Charles  E.  Fischer,  130  N.  Kealing  Ave- 

14  Ed  Castle,  512  N.  Denny  St. 

15  Vergle  E.  Trimble,  432  N.  Garfield  Ave. 

16  Clarence  Wysong,  602  N.  Colorado  Ave. 

17  Herman  Whitsett,  411   Bosart  Ave. 

18  R.  R.  Singleton,  612  Carlyle  Place. 

19  R.  E.  Whitmore,  31  S.  Denny  St- 

NINTH  WARD    (WARREN) 
INSPECTORS 
Precincts. 

20  George  Elvers,  5208  E.  Walnut  St. 

21  E.  A.  Williams,  270  S.  Ritter  Ave. 

22  Joseph  Bolander,  5727  Bonna  Ave. 

23  Merritt  Harrison,  52  Downey  Ave. 

24  J.  L.  Kingsbury,  348  Layman  Ave. 

25  M.  M.  Clapp,  6022  E-  Washington  St. 

TENTH  WARD 
INSPECTORS 
Precincts. 

1  Leslie  Sauplding,  32  S.  Summit  St. 

2  George   McDaniels,   152   S.   Summitt   St. 

3  Ed  Lord,  1413  Fletcher  Ave. 

4  Walter  Pleak,  1233  Hoyt  Ave. 

5  John  Porter,  1221  Prospect  St. 

6  Frank  Graham,  1302  Linden  St. 

7  Table  Moore,  1446  Naomi  St. 

8  Roy  Vinson,  2054  Maple  St. 

9  W.  W.  Kidd,  1305  Hoefgen  St. 

10  D.  V.  Griffith,   1124   Cameron   St. 

11  Esther  Niles,  2626   Manker   St- 

12  Robert  Scherer,  1301  Mills  Ave. 

13  Ira  Lester,  1736  Kelley  St. 

14  Edgar  A.  Krauss,  1818  Dawson  St. 

15  James  Lee,   1154  Villa  Ave. 

16  Charles  Dick,  2317  Prospect  St. 

17  Wm.  Martin  Castain,  1015  Dawson  St. 

18  Lafayette  Cooper,  1839  Fletcher  Ave. 

19  Charles  Hardy,  343  S.  Wolcott  St. 
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20  Floyd  Hanna,  2531  E.  Washington  St 

21  Harry  Limpes,  234  S.  Grace  St. 

22  Sterling  Parham,  1262  Earhart  St. 

INSPECTORS 
ELEVENTH  WARD 
Precincts. 

1  Sidney  McMickle,  231  S.  Noble  St. 

2  Harvey  Lightfoot,  320  Virginia  Ave. 

3  Ralph  Rennick,  353  E.  Norwood  St. 

4  Ed.  Fritche,  935  High  St. 

5  Wm.  Chandler,  544  S.  East  St. 

6  Chas.  Mount,  1012  Lexington  Ave. 

7  Omer  Hinchman,  728%  Virginia  Ave. 

8  Frank  Fummlem,  1038  Elm  St. 

9  Albert  Bumgart,  528  Prospect  St. 

INSPECTORS 
TWELFTH   WARD 
Precincts. 

1  Stephen  Obberich,  Loraine  Hotel 

2  George  Solomie,  29  S.  West  St. 

3  Amet  Harding,  519  S-  Illinois  St. 

4  Frank  Sparks,  644  Russell  Ave. 

5  Lawrence  Shaw,  637  Union  St. 

6  Kenneth  Lagsdon,  851  S.  Meridian  St. 

7  Edward  Thompson,  910  Church  St. 

INSPECTORS 
THIRTEENTH  WARD 
Precincts. 

1  Harry  W.  Otte,  967  E.  Morris  St. 

2  Freeman  Stewart,  1307  Ringgold  St. 

3  Roy  Condrey,  729  Cottage  Ave. 

4  Otto  Hoffman,  1328  S.  Alabama  St. 

5  Ed  May,  1839  Singleton  St. 

6  Frank  M.  Irish,  2018  Barth  Ave. 

7  Burl  Dixon,  33  Karcher  St. 

8  Raymond  Wald,  1226  Union  St. 

9  Guy  Duncan,   1538   S-   Meridian   St. 

10  Frank  Britton,  1307  Chadwich   St. 

11  Willard  M.  Thomas,  1918   Charles  St. 

12  Clarence  Mullinix,  2434  S.  Meridian  St. 

13  Wm.  Hugle,  2104  Webb  St. 

14  Roscoe  Adams,  952  Tabor   St. 

15  Harry  Gowan,  533  Terrace  Ave. 

INSPECTORS 
FOURTEENTH   WARD 
Precincts. 

1  Henry  Glass,  460  Division  St. 

2  W.  T.  Wilson,  1032  River  Ave. 

3  Ernest  Biggs,  654  Coffey  St. 

4  Jas.  Goodrich,  1917  W.  Wilkins  St. 

5  Leo  Stansbury,  1846  Howard  St- 

6  John  Baettia,  1365  Silver  Ave. 

7  Pat  Ready,  1417  Richland  Ave. 

8  Albert  Kingery,  1250  S.  Sheffield  Ave. 

9  Amos  Simmons,  1047  S.  Perkins  St. 
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INSPECTORS 
FIFTEENTH  WARD 

Precincts.  -  i 

1  Leon  Pritchard,  568  N.  Traub  Ave. 

2  Harvey  Morris,  1934  Wilcox  St. 

3  Wrar  Creasey,  120  Neal  Ave. 

4  Wm.  Kindly,  109  N.  Harding  St. 

INSPECTORS 

FIFTEENTH   WARD    (WAYNE) 

Precincts.  „[ 

5  Harry  Ridge,  1150  N.  Bellevieu.  \ 

6  Joseph  Loney,  725  N.  Sheffield  Ave. 

7  John  C.  Kain,  117  N.  Sheffield  Ave. 

8  Webster  Foltz,  3022  Jackson  St.  t  ■ 

9  Thos.  J.  Cox,  2409  Jackson  St. 

10  John  A.  Richardson,  261  N.  Addison  St. 

11  Elmer  Gore,  918  N.  Tremont. 

12  Lewis  Tanner,  1160  N.  Warman  Ave. 

13  Asa  Morgan,  3800  W.  16th  St- 

14  Richard  Keck,  3121  W.  Michigan  St. 

15  Fred.  E.  Eastwood,  3426  W.  Michigan  St. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mit Lee  on  Elections. 

By  Mr.  Bramblett: 

RESOLUTION  NO.  20,  1925 
BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana:  That  the  attached  list  shall  be  and  is  hereby 
declared  to  be  the  places  of  holding  election^  in  the  several  Precincts 
in  the  City  of  Indianapolis,  Indiana,  to  be  held  on  Tuesday,  the  3rd 
day  of  November,  1925,  for  the  City  Election  in  the  City  of  Indian- 
apolis, Indiana. 

FIRST  WARD 
VOTING  PLACES 
Precincts. 

1  3040  Sherman  Drive 

2  2750   N.   Sherman  Drive 

3  2858  Olney  St. 

4  2401  Hillside  Ave. 

5  2202  Sherman  Drive. 

6  2330  Adams  St- 

7  2365  N.  Rural  St. 

8  2401  Roosevelt  Ave. 

9  1724  Arsenal  Ave. 

10  1938  Yandes  St.  ;  _ 

11  1524  Martindale  Ave.  .    . 

12  1406  Columbia  Ave. 

13  1793  Roosevelt  Ave. 

14  1566  Brookside  Ave. 

15  1116  N.  Keystone  Ave. 

16  2240  Brookside  Ave.  -  -  . 
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17  E.  10th  St.  and  Oakland  Ave.(  Church  Annex.) 

18  1324  N.  Olnev  St. 

19  2003  N.  La  Salle  St. 

20  1201  N.  Kealing  Ave. 

SECOND  WARD 
VOTING  PLACES 
Precincts. 

1  914  E.  30th  St. 

2  27th  and  Cornell  S.  E.  corner. 

3  2340  Martindale  Ave. 

4  2143  Martindale  Ave. 

5  710  E.  19th  St. 

6  16th  and  Ashalnd,  Engine  House. 

7  1538  Park  Ave. 

8  1944  College  Ave. 

9  N-  E.  Corner  Alabama  and  19th  Sts.   (Church) 

10  419  E.  22nd  St. 

11  25th  and  Central    (garage). 

12  2517  N.  Alabama   St.    (rear). 

13  24th  and  Ashland. 

14  829  E.  21st  St. 

15  2934  Cornell  Ave. 

THIRD  WARD 
VOTING  PLACES 
Precincts. 
1     2334  N.  Talbott  Ave. 


2 

2401  Kenwood  Ave. 

3 

2005  Highland  Place. 

4 

30  McLean  Place. 

5 

2002  N-  Talbott  Ave.  (rear.) 

6 

1834  N.  Alabama  St. 

7 

1225  Lafayette  St. 

8 

232  W.  16th  Place. 

9 

1031  N.  Missouri  St. 

10 

2101  N.  Talbott  (Standard  Garage). 

11 

1741   N.   Illinois   St. 

FOURTH    WARD 

VOTING  PLACES 

Precincts. 

1 

3546  Birchwood  Ave. 

2 

3521  College  Ave.    (rear.) 

3 

3601  N.  Pennsylvania  St- 

4 

ill  W.  38th  St. 

5 

3501  N.  Illinois  St.   (rear.) 

6 

3349  N.  Capitol  Ave. 

7 

3010  Washington  Blvd.    (Washington  Flower  Shop.) 

8 

3006  Centrol  Ave. 

9 

637  E.  32nd  St.   (garage,  rear.) 

10 

2957  Central  Ave. 

11 

30th  and  Talbott. 

12 

30th  and  Kenwood. 

13 

552  W-  30th  St. 

14 

3402  Clifton  St. 

15 

1065  W.  34th  St. 

16 

1014  W.  31st  St. 
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17  2939  Clifton  St.  (rear.) 

18  28th  and  Rader  Sts. 

19  M.,  P.  Church,  30th  and  Ethel  Sts. 

20  2546  N.  Capitol  Ave. 

21  2709  Paris  Ave. 

22  2351  Indianapolis  Ave. 

23  973  W.  25th  St. 

24  1308  W-  26th  St. 

25  2000  Dexter  St.   (E.  M.  Trulock's  residence.) 

26  14th  and  Montcalm  St. 

27  1318i  N.  West  St. 

28  634  W.  Eleventh  St. 

FOURTH  WARD   (WASHINGTON  TOWNSHIP) 

VOTING  PLACES 

Precincts. 

29  3938  Graceland  Ave.  (garage,  rear.) 

30  3931  N.  Pennsylvania  St. 

31  Engine  House  No.  28,  512  E.  38th  St. 

32  4165  College  Ave. 

33  4206  College  Ave- 

34  1606  E.  42nd  St. 

35  642  E.  49th  St. 

36  4825  Washington  Blvd.   (garage,  rear.) 

37  309  W.  42nd  St. 

38  227  W.  42nd  St. 
39 

40  5262  Central  Ave.  (garage,  rear.) 

41  5408  College  Ave. 

42  Engine  House  No.  32,  Broad  Ripple. 

43  828  E.  64th  St. 


FIFTH  WARD 
VOTING  PLACES 


Precincts. 
1     810  W-  Pratt  St. 


2 

850  Blake  St. 

3 

954  W. 

North  St. 

4 

517  Bright  St. 

5 

521  N. 

California  St. 

6 

755  W. 

New  York  St. 

7 

1014  W.  New  York  St. 

8 

850  W. 

Michigan  St, 

SIXTH 

WARD 

VOTING 

PLACES 

Precincts. 

1 

No.  7  E.  North  St. 

2 

707  N- 

Senate  Ave. 

3 

528  N. 

Senate  Ave. 

4 

321  W. 

Vermont  St. 

5 

46  N.  West  St. 

6 

228  N. 

Senate  Ave. 

7 

52-54  W.  New  York  St. 

(Wimmer  Bldg.) 

8 

147  W. 

Vermont  St. 
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SEVENTH   WARD 
VOTING  PLACES 

Precincts. 

1  512  E.  Walnut  St. 

2  630  N.  New  Jersey  St. 

3  City  Hall,  Alabama  and  Ohio  Sts- 

4  317  E.  Vermont  St. 

5  333  N.  Liberty  St. 

6  310  N.  Davidson  St. 

7  618  E.  Market  St. 

8  303  E.  Ohio  St. 

EIGHTH  WARD 
VOTING  PLACES 
Precincts. 

1  Engine  House  between  Illinois  and  Capitol  on  15th  St. 

2  1520  N.  Alabama  St.  (Vaughn's  Garage.) 

3  1467  N.  New  Jersey  St. 

4  609  E.  11th  St- 

5  719  E.  13th  St. 

6  846  Ashland  Ave. 

7  815  Fort  Wayne  Ave. 

8  241  E.  11th  St. 

9  1005  N.  Meridian  St. 
10     1126  N.  Illinois  St. 

NINTH  WARD 
VOTING  PLACES 
Precincts. 

1  14  N.  Highland  Ave. 

2  415  Dorman  St. 

3  616  N.  Highland  Ave. 

4  252  N.  Arsenal  Ave- 

5  226  Parkview  Ave. 

6  2217  E.  Michigan  St. 

7  807  Hamilton  Ave. 

8  804  N.  Keystone  Ave. 

9  2805  E.  New  York  St. 

10  804  Rural  St. 

11  313  N.  LaSalle  St. 

12  841  N.  LaSalle  St. 

13  Rural  St.,  north  of  New  York.   (Engine  House.) 

14  516  Bradley  Ave- 

15  Colorado  Ave.  and  New  York  St.,  S.  E.  corner. 

16  4410  E.  Michigan  St. 

17  4802  E.  New  York  St. 

18  4908  E.  Michigan  St. 

19  4301  E.  Washington  St. 

NINTH  WARD    (WARREN) 
VOTING  PLACES 
Precincts. 

20  5110  E.  Michigan  St. 

21  5217  E.  Washington  St. 

22  206  S-  Audubon  Road. 

23  5507  E.  Washington  St. 

24  5534  E.  Washington  St. 

25  11  N.  Webster  Ave. 
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TENTH  WARD 
VOTING  PLACES 

Precincts.  _  -  -   •■".  i 

1     16  S.  McKim  St. 

1202  Bates  St.  j 

1416  Fletcher  Ave. 
805  Spruce  St. 
1518  Prospect  St. 
1314  Olive  St. 
1810  Lockwood  St. 
2025  Olive  St. 
2457  Shelby  St. 

1417  Gimber  St. 
2618  Shelby  St. 

Hanna  Ave.  and  Otterbein  Ave.,  Indiana  Central  College  Gym. 
2335  E.  Raymond  St. 
1705  Naomi  St. 
1154  Villa  Ave. 
2037  Prospect  St. 

1023  Villa  Ave.  , 

1702  Hoyt  Ave.,  Corner  State  and  Hoyt. 
2037  E.  Maryland  St. 
36  S.  Rural  St. 
249  S.  Rural 
3331  Prospect  St. 

ELEVENTH  WARD 
VOTING  PLACES 
Precincts. 
1     950  E.  Georgia  St. 
319  Virginia  Ave. 
649  S-  Alabama  St. 
934  S.  New  Jersey  St. 
415  E.  South  St. 
1002  Harrison  St. 
629  Lexington  Ave. 
826  Buchanan  St. 
609  Buchanan  St. 

TWELFTH   WARD 
VOTING  PLACES 
Precincts. 
1     13  Engine  House,  Kentucky  Ave.  and  Maryland  St, 


2 

430  W 

.  Maryland  St. 

3 

519  S. 

Illinois  St. 

4 

715  S. 

Illinois  St. 

5 

608  S. 

Meridian  St. 

6 

822  S. 

Illinois  St. 

7 

812  S. 

Chadwick  St. 

THIRTEENTH 

WARD 

VOTING 

PLACES 

Precincts. 

1 

623  Prospect  St. 

2 

821  E 

Orange  St. 

3 

1529  Barth  Ave. 

4 

322  Parkway  Ave. 

5 

1833  Orleans  St. 

'-_ 
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6  2124  New  St. 

7  1621  S.  Meridian  St. 

8  1214  Union  St. 

9  111  Wisconsin  St. 

10  1041  Chadwick  St. 

11  25  Caven  St. 

12  2274  S.  Pine  St. 

13  57  E.  Regent  St. 

14  925  Hervey  St. 

15  273  E.  Minnesota  St. 

FOURTEENTH  WARD 
VOTING  PLACES 
Precincts. 

1  563  Warren  Ave. 

2  928  River  Ave. 

3  1421  Oliver  Ave. 

4  1124  Richland  St. 

5  1749  Howard  St. 

6  1353  Silver  Ave. 

7  1525  Howard  St.,  I.  0.  0.  F.  Hall. 

8  2103  W.  Morris  St. 

9  2403  W.  Ray  St. 

FIFTEENTH  WARD 
VOTING  PLACES 
Precincts. 

1  1922  W.  Michigan  St. 

2  329  Cable  St. 

3  2010  W.  Washington  St. 

4  22  Bloomington  St. 

FIFTEENTH   WARD    (WAYNE) 
VOTING  PLACES 
Precincts. 

5  1140  N.  Mount  St. 

6  902  N.  Pershing  Ave. 

7  40  S.  Tremont  St. 

8  229  Harris  Ave. 

9  2523  W.  Washington  St. 

10  261  N.  Addison  St. 

11  523  N.  Bellevieu  Place. 

12  1112  N.  Warman  Ave. 

13  3604  W.  10th  St. 

14  3220  W.  Michigan  St. 

15  3426  W.  Michigan  St. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 

By  Mr.  Ray: 

RESOLUTION  NO.  21,  1925 
BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  In- 
dianapolis, That  the  following  named  persons  are  hereby  designated 
and  appointed  to  serve  as  inspectors  in  the  precincts  as  hereinafter 
set  out: 


1008  journal  of  COMMON  council      [Regular  Meeting 


Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 

By  Mr.  Buchanan: 

RESOLUTION  NO.  22,  1925 
BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana,  That  the  City  Clerk  is  hereby  authorized  and 
directed  to  cause  the  legal  publication  of  General  Ordinance  No.  46, 
1925,  to  be  made  in  the  Indianapolis  Commercial,  a  newspaper  of 
general  circulation,  printed  and  published  in  this  city. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 


By  Mr.  Buchanan: 

RESOLUTION  NO.  23,  1925 
WHEREAS,  the  attention  of  the  Common  Council  has  been 
called  to  the  efforts  of  Raymond  W.  Trulock  a  postal  clerk  of  the 
Indianapolis  Post  Office  Department  in  composing  a  song  which  he 
entitled  "Indianapolis,  We  Love  You"  with  music  arrangements  by 
Ned  Clay,  also  a  citizen  of  our  "No  Mean  City,"  and  believing  that 
the  wording  of  this  song  and  the  musical  arrangements  thereof 
does  very  appropriately  express  the  love  and  sentiments  of  our 
citizens  for  our  great  and  beautiful  city;  and  believing  that  the 
publication  and  distribution  of  this  song  will  afford  the  opportunity 
of  having  this  sentiment  brought  to  the  attention  of  others  and  by  so 
doing  work  for  the  best  interests  of  our  city — Now  Therefore, 

Be  IT  RESOLVED  by  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana,  That  this  body  in  consideration  of  the  efforts  of 
Mr.  Trulock,  the  composer  of  the  above  mentioned  song,  and  of  Mr. 
Ned  Clay,  who  provided  the  music  arrangements  thereof,  do  hereby 
for  and  on  behalf  of  the  City  of  Indianapolis,  dedicate  and  adopt 
this  song,  "Indianapolis,  We  Love  You,"  as  the  Hoosier  Capitol  song, 
and  that  a  copy  of  the  wording  of  the  same  be  spread  upon  the 
records  of  the  proceedings  of  this  Common  Council,  and  may  "In- 
dianapolis, We  Love  You"  be  long  and  well  sung  throughout  the 
world. 

HOOSIER  CAPITOL  CITY  SONG. 
Words  by  Raymond  W.  Trulock 
Music  by  Ned   Clay 
"INDIANAPOLIS,  WE  LOVE  YOU" 
1.      We've  heard  much  of  old  New  York  town, 
Frisco  with  her  Golden  Gate 
Of  the  wonders  of  Chicago 

Boston  of  the  old  Bay  State 
Palms  and  sunshine  of  Miami, 

Cleveland  on  the  lake  so  bue, 
But  thro'  all  these  adorations 

Indianapolis,  we  love  you.  .  _■_;         ~\ 
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CHORUS 

You're  the  pride  of  all  the  home  folk 

Loved  by  Hoosiers  everywhere 
Nurtured  in  old  Indiana, 

Helps  the  State  its  burden  bear, 
Gave  Jim  Riley  to  the  Nation 

Harrison,  Marshall,  Fairbanks,  New, 
Grandest  town  in  all  the  U.  S.  A. 
j  And  we  love  you. 

1 

2.      With  your  monument  inspiring, 
\  K,nown  the  whole  wide  world  around, 

Where  the  feet  of  men  are  treading 
Lo,  your  prestige  there  is  found 
May  you  prosper  on  forever 

Marching  forth  to  progress  new, 
For  'tis  true  you're  "NO  MEAN  CITY" 
Indianapolis,  we  love  you. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  City's  Welfare. 

ORDINANCE  ON  SECOND  READING 

Mr.  Buchanan  called  for  General  Ordinance  No.  85,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  85, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  85,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  9.  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bernd  called  for  General  Ordinance  No.  89,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bernd  moved  that  General  Ordinance  No.  89, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 
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General  Ordinance  No.  89,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  9.  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Clay  combe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  Appropriation  Ordinance  no.  30, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  30, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  30,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote : 

Ayes,  9.  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 

Thompson. 

_ 

Mr.  King  called  for  General  Ordinance  No.  84,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  84, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  84,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote : 


Ayes,  2,  viz.:  Messrs.  Bramblett  and  King. 

Noes,  7,  viz.:  Messrs.  Bernd,  Buchanan,  Clauer,  Clay- 
combe, Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  caller  for  General  Ordinance  No.   87,   1925, 
for  second  reading.    It  was  read  a  second  time. 
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Mr.  King  moved  that  General  Ordinance  No.  87, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  87,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  6,  viz.:  Messrs,  Bramblett,  Buchanan,  Claycombe, 
King,  Wise  and  President  Ben  H.  Thompson. 

Noes,  3,  viz.:  Messrs,  Bernd,  Clauer  and  Ray. 

Mr.  King  called  for  General  Ordinance  No.  80,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  called  for  General  Ordinance  No.  75,  1925, 
for  second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

October  19,  1925. 
Mr.  President — • 

I  move  that  General  Ordinance  No.  80,  1925,  be  amended  by 
striking  out  the  words  "or  private"  in  line  four  of  Section  1. 

JOHN  E.  KING. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  80,  1925, 
be  ordered  engrossed,  as  amended,  read  a  third  time  and 
placed  upon  its  passage.    Carried. 

General  Ordinance  No.  80,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs,  Bernd,  Bramblett,  Claycombe, 
King  and  Wise. 

Noes,  4,  viz. :  Messrs.  Buchanan,  Clauer,  Ray  and  Presi- 
dent Ben  H.  Thompson. 
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Mr.  King  called  for  General  Ordinance  No.  73,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  73, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  73,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote : 

Ayes,  3,  viz. :  Messrs.  Buchanan,  Ray  and  President  Ben 
H.  Thompson. 

Noes,  6,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  and  Wise. 

Mr.  King  called  for  Special  Ordinance  No.  5,  1925, 
for  second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

October    19,    1925. 
Mr.  President —  , 

I  move  that  Special  Ordinance  No.  5,  1925,  be  amended  by  strik- 
ing out  the  words  "or  private"  in  line  three,  and  wherever  same 
occurs. 

JOHN   E.   KING. 

Carried. 

Mr.  King  moved  that  Special  Ordinance  No.  5,  1925,  be 
ordered  engrossed,  as  amended,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Special  Ordinance  No.  5,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  5,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King  and  Wise. 

Noes,  4,  viz.:  Messrs.  Buchanan,  Clauer,  Ray  and  Presi- 
dent Ben  H.  Thompson. 
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Mr.  King  called  for  Appropriation  Ordinance  No.  31, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  King  mover  that  Appropriation  Ordinance  No.  31, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  31,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  9.  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bramblett  called  for  General  Ordinance  No.  76,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  76, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  76,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,    Claycombe,    King,    Wise    and    President    Ben    H. 

Thompson. 

Noes,  1,  viz.:  Mr.  Ray. 

Mr.  Bramblett  colled  for  General  Ordinance  No.  77,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  77, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 
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General  Ordinance  No.  77,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  9.  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Clay  combe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Bramblett  called  for  General  Ordinance  No.  78,  1925, 
for  second  reading.    It  was  read  a  second  time. 

By  Mr.  Clay  combe : 

,,     _      .,  October    19,    1925. 

Mr.  President— 

I  move  that  General  Ordinance  No.  78,  1925,  be  amended  by 
striking  therefrom  all  of  Section  Eight  (8)  and  by  changing  the 
number  of  each  succeeding  section  to   one  unit  less. 

L.  D.  CLAYCOMBE. 

Carried. 

Mr.  Buchanan  moved  that  General  Ordinance  No.  78, 
1925,  be  ordered  engrossed,  as  amended,  read  a  third  time 
and  placed  upon  its  passage.    Carried. 

General  Ordinance  No.  78,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bramblett,  Buchanan,  Clauer, 
Claycombe,  King,  Ray  and  President  Ben  H.  Thompson. 

Noes,  1,  viz. :  Mr.  Wise. 

By  Mr.  Ray:  .."  .  : 


Mr.  President — ■ 

I  hereby  serve  notice  that  at  the  next  regular  meeting  of  the 
Common  Council,  I  will  move  for  a  reconsideration  of  the  vote  by 
which   General   Ordinance   No.   78,    1925,   was   passed. 

OTTO  RAY. 
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On  motion  of  Mr.  Buchanan,  the  Common  Council  at 
9:05  p.  m.  adjourned. 


Attest:  President. 


fc  ^ItJU^uJI 


City  Clerk. 
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SPECIAL  MEETING 

October  26,  1925. 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  October  26,  1925,  at  7:30  p.  m.,  in  spe- 
cial session,  President  Ben  H.  Thompson  in  the  chair,  pur- 
suant to  the  following  call: 

October  26,  1925. 
To  The  Members  of  the  Common  Council, 
Indianapolis,    Indiana. 
Gentlemen: 

You  are  hereby  notified  that  there  will  be  a  special  meeting  of 
the  Common  Council  held  in  the  Council  Chamber  on  Monday,  Octobsr 
26,  1925,  at  7:30  o'clock  P.  M.,  the  the  purpose  of  such  meeting  being 
to  receive  communications  from  the  Mayor  or  the  City  Controller  of 
said  city  and  for  the  introduction  of  General,  Special  and  Appropria- 
tion ordinances  and  resolutions  and  for  further  consideration  of  Reso- 
lutions No.  19,  20  and  21,  1925,  and  for  further  consideration  of  all 
ordinances  and  resolutions  now  pending. 

Respectfully, 

BEN    H.    THOMPSON. 
I,  John  W.  Rhodehamel,  Clerk  of  the  Common  Council  of  the  City 
of  Indianaposlis,  Indiana,  do  hereby  certify  that  I  have  served  the 
above  and  foregoing  notice  to  each  and  every  member  of  the  Common 
Council  prior  to  the  time  of  meeting,  pursuant  to  the  rules. 

JOHN  W.  RHODEHAMEL, 

City  Clerk. 

Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  eight  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Claycombe,  Clauer,  King,  Ray  and 
Wise. 

REPORTS  FROM  CITY  OFFICERS 

From  the  City  Controller: 

October  5,  1925. 
To   the  Honorable  President   and  Members  of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

I  hand  you  herewith  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of    One    Thousand    ($1000.00)    Dollars    to    pay    a    judgment    entered 
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against  the  City  of  Indianapolis  in  favor  of  Hannah  M.  Graham,  in 
Cause  No.  38662  in  the  Marion  Circuit  Court  on  the  22nd  day  of 
September,  1925. 

I  respectfully  request  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

October  5,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance 
appropriating  the  sum  of  One  Thousand  ($1000.00)  Dollars  to  pay  a 
judgment  entered  against  the  City  of  Indianapolis  in  favor  of  Han- 
nah M.  Graham,  in  Cause  38662  in  the  Marion  Circuit  Court  on  the 
22nd  day  of  September,  1925. 

Yours  truly, 

E.  WILLIAMS, 
Clerk  Board  of  Public  Works. 

October  26,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  $20,999.96  from  any  unappropriated  funds  in  the  General  Fund 
of  the  City  of  Indianapolis,  to  the  fund  known  as  the  Street  and 
Alley  Improvement  Fund,  under  the  Department  of  Public  Works, 
same  amount  being  necessary  for  the  payment  of  certain  improve- 
ments specified  in  the  above  mentioned  ordinance. 

I  respectfully  request  the  passage  of  this   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

October  19,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
appropriating  the  sum  of  $20,999.69  from  any  unappropriated  funds 
in  the  General  Fund  of  the  City  of  Indianapolis,  to  the  fund  known 
as  the  Street  and  Alley  Improvement  Fund,  under  the  Department 
of  Public  Works.  This  amount  is  necessary  to  pay  for  certain  im- 
provements specified  in  said  ordinance. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 
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October  9,  1925. 
To   the  Honorable  President   and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — ■ 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance 'transferring  the  sum 
of  $1,378.00  from  the  Municipal  Garage  Maintenance  and  Repairs 
Fund,  under  the  Department  of  Public  Works  to  the  Payment  of 
Appraisers  Fund  under  the  same  department,  said  amount  being 
necessary  to  pay  the  Indianapolis  Real  Estate  Board  for  appraising 
property  along  Cruse,  New  York  and  Delaware  streets,  for  opening 
and  widenings. 

I   respectfully  request  the   passage   of  this   ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

October  9,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  and  ordinance 
transferring  the  sum  of  $1,378.00  from  the  Municipal  Garage  Main- 
tenance and  Repairs  Fund,  under  the  Department  of  Public  Works,  to 
the  Payment  of  Appraisers  Fund  under  the  same  department,  said 
amount  being  necessary  to  pay  the  Indianapolis  Real  Estate  Board 
for  appraising  property  along  Cruse,  New  York  and  Delaware  streets, 
for  openings  and  widenings. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

October  26,  1925. 
To   the  Honorable  President   and  Members  of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

I  hand  you  herewith  copies  of  an  ordinance  covering  the  transfer 
of  Four  Hundred  and  Fifty  ($450.00)  Dollars  from  the  Public  Utility 
Fund,  in  the  Department  of  Law  to  certain  other  funds  in  the  same 
department,  and  respectfully  recommend  the  passage  of  this  ordi- 
nance. 

Yours  very  truly. 

JOS.  L.  HOGUE, 

City  Controller. 

October  18,   1925. 
To   the  Honorable  President   and  Members  of   the   Common   Council 

of  the  City  of  IndianajJolis,  Indiana: 
Gentlemen — . 

I  am  sending  you  for  passage,  an  ordinance  providing  for  the 
transfer  of  Four  Hundred  and  Fifty  ($450.00)  Dollars  from  the  Pub- 
lic Utility  Fund,  in  the  Department  of  Law,  to  certain  other  funds 
in  the  same  department. 
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Of  the  above  amount,  Three  Hundred  and  Fifty  ($350.00)  Dol- 
lars of  it  is  to  be  transferred  to  the  Law  Library  Fund,  for  the 
purpose  of  having  many  of  the  Indiana  Supreme  and  Appellate  Court 
Reports  rebound,  for  purchasing  new  books,  for  having  some  of  our 
file  of  Proceedings  o±  the  Common  Council  rebound,  and  for  the 
purchase  of  bookcases  for  the  preservation  of  the  bound  volumes  of 
the  Proceedings  of  the  Council.  The  balance  of  the  amount  to  be 
transferred,  that  is,  thd  sum  of  One  Hundred  ($100.00)  Dollars  is  to 
be  transferred,  to  the  Miscellaneous  Expense  Fund,  in  the  Department 
of  Law,  for  the  purpose  of  purchasing  paper  and  office  supplies,  of 
paying  for  repair  of  office  equipment  and  other  miscellaneous  ex- 
pense. 

Yours  very  truly, 

JAMES  M.  OGDEN, 

Corporation  Council. 

October  5,  1925. 
To   the  Honorable  President  and  Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — ■ 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Work  4  asking  for  the  passage  of  an  ordinance  transferring  the  sum 
of  $2,100.00  from  the  "Municipal  Garage  Maintenance  and  Repairs 
Fund,"  under  the  Department  of  Public  Works,  to  the  "Fire  Insurance 
on  Public  Buildings  Fund,"  under  the  same  department. 

I  respectfully   request  the  passage   of   this   ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 

Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
transferring  the  sum  of  $2,100.00  from  the  "Municipal  Garage  Main- 
tenance and*  Repairs  Fund,"  under  the  Department  of  Public  Works, 
to  the  "Fire  Insurance  on  Public  Buildings  Fund,"  under  the  same 
department. 

Yours  truly, 
ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

October  26,  1925. 
To   the  Honorable  President   ayid  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana : 
Gentlemen — 

At  the  request  of  the;  Board  of  Public  Works  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  transfer  and  re- 
appropriation  of  the  following  amounts: 

Transferring  the  sum  of  $1,500.00  from  the  Material  and  Sup- 
plies for  Traffic  Fund,  in  the  Police  Department,  and  reappropriating 
same  to  the  Parts  and  Equipment  Fund  in  the  Police  Department; 
$150.00  from  the  Autos  for  Motor  Supplies  Fund  in  the  Police  De- 
partment   to   the   Horse    Feed   Fund   in   the   Police   Department   and 
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$400.00  from  the  Furniture  and  Fixtures  Fund  in  the  Police  Depart- 
ment, and  reappropriating  the  same  to  the  Material  Supplies  Fund 
of  the  Dog  Pound. 

I   respectfully   request  the  passage   of   this   ordinance. 

Yours  truly, 
JOS.  L.  HOGUE, 

City  Controller. 

October   26    ,1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

The  Board  of  Public  Safety  respectfully  requests  that  you  recom- 
mend to  the  Common  Council  the  passage  of  an  ordinance  providing 
for  the  transfer  and  reappropriations   as   follows: 

Transferring  the  sum  of  $1,500.00  from  the  Material  and  Supplies 
for  Traffic  Fund  in  the  Police  Department  and  reappropriating  same 
to  the  Parts  and  Equipment  Fund  in  the  Police  Department;  $150.00 
from  the  Autos  for  Motor  Squad  Fund  in  the  Police  Department  to 
the  Horse  Feed  Fund  in  the  Police  Department,  and  $400.00  from  the 
Furniture  and  Fixtures  Fund  in  the  Police  Department,  reappro- 
priating the  same  to  the  Material  and  Supplies  Fund  of  the  Dog 
Pound. 

Attached  hereto  you  will  find  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive  Secretary. 

October  26,  1925. 
To   the  Honorable   President   and  Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

At  the  request  of  the  Board  of.  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  appropriation  of  the 
following  amounts: 

$1,000.00  to  the  Parts  and  Equipment  Fund,  $3,000.00  to  the 
Gasoline  Fund  ?nd  $200.^0  to  the  Material  and  Supplies  for  Central 
Station  Fund,  all  in  the  Police  Department,  under  the  Department  of 
Uublic   Safety. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

October  26,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir — 

The  Board  of  Public  Safety  requests  that  you  recommend  to 
the  Common  Council  the  passage  of  an  ordinance  providing  for  the 
appropriation    of   the   following   amounts: 
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$1,000.00  to  the  Parts  and  Equipment  Fund,  $3,000.00  to  the  Gaso- 
line Fund  and  $200.00  to  the  Material  and  Supplies  for  Central  Sta- 
t  cjn  Himd.  ail  in  the  Police  Department,  under  the  Department  of 
Public  Safety. 

nereto  attached  you  will  find  copies  of  an  ordinance  covering 
the  same. 

Yours  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive  Secretary. 

INTRODUCTION  OF  APPROPRIATION   ORDINANCES 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  32,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  One  Thousand  ($1000.00) 
Dollars  to  pay  a  judgment  entered  against  the  City  of  Indiana- 
polis in  favor  of  Hannah  M.  Graham  in  Cause  No.  38662  in  the 
Marion  Circuit  Court  on  the  22nd  day  of  September,  1925,  and 
declaring  a  time  when  the  same  shall  take  effect. 
WHEREAS,   In  the  widening   of  56th   street  between   Meridian 
and  Pennsylvania  streets,  the  Board  of  Public  Works  took  for  the 
city  a  strip  of  ground  10  feet  wide  and  600  feet  in  length,  from  the 
east  line  of  Meridian  street  to  the  west  line  of  Pennsylvania  street, 
and  assessed  her  only  $5.00  benefits,  and 

WHEREAS,  She  appealed  to  the  Marion  Circuit  Court  and  the 
Marion  Circuit  Court  found  for  her  and  rendered  judgment  against 
the  City  of  Indianapolis  in  the  sum  of  One  Thousand  ($1000.00)  Dol- 
lars. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  any 
moneys  not  otherwise  appropriated  the  sum  of  One  Thousand  ($1000) 
Dollars  with  which  to  pay  a  judgment  rendered  in  the  Circuit  Court 
of  Marion  County,  Indiana,  in  favor  of  Hannah  M.  Graham  vs.  the 
City  of  Indianapolis,  Indiana,  in  Cause  No.  38662  on  the  22nd  day 
of  September,  1925. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 


APPROPRIATION    ORDINANCE    NO.    33,    1925. 

AN  ORDINANCE  appropriating  the  sum  of  Twenty  Thousand  Nine 

Hundred,  Ninety-nine  and  69/100  ($20,999.69)  Dollars  for  certain 

specified  items  from  any  unapproved  funds  in  the  General  Fund 

of  the  City  of  Indianapolis,  to  the  fund  known  as  the  Street  and 
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Alley  Improvement  Fund  under  the  Board  of  Public  Works,  and 
declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana  : 

Section  1.  That  there  be  and  hereby  is  appropriated  out  of  any 
unappropriated  funds  in  the  General  Fund  of  the  City  of  Indianapolis 
the  sum  of  Twenty  Thousand  Nine  Hundred  Ninety-nine  and  69/100 
($20,999.69)  Dollars  to  the  fund  known  as  the  Street  and  Alley  Im- 
provement Fund,  under  the  Department  of  Public  Works,  for  the 
purpose  of  paying  for  the  following  improvements: 

6157  St.  Peter  street— Lot  21  Atkinson  $  185.25 

6320  Shelby   street— Lot   4   Hubbard   et   al   31.70 

6320  Shelby  street— Lot  4  Block  12  et  al  132.51 

6431  Laurel  street — Lundeman  Court  Order 287.14 

6523  Stuart  street— Lot  248   Newcomb  Park   Bd 212.04 

6523  Stuart  street—  246-247  Gilbert  Park : 418.58 

6-323  Stuart    Street— Cohen   Park   Bd 206.54 

6630  Lawrence  Street— Board  Order 126.64 

6574  Shelby   Street— Lot  2,   King,  Lockwood  Ad 122.37 

6632  Lawrence    Street— Board    Order 239.57 

6688  Spruce  Street— Lot  2-3-6  M.  E.  Wilson 80.32 

6688  Spruce  Street— Lot  4  and  5,  W.  E.  Jones 80.32 

6830  Oriental   Street— Board   Order 624.44 

6896  Howland   Avenue— Inter-Alcotts    Sub 9.09 

6898  Bean  Creek  Sewer— Court  Order  2457 169.81 

6898  Bean  Creek  Sewer— Fairfield  Park 920.54 

0898  Bean  Creek  Sewer— Fronzel,  Park  Bd 173.67 

6898  Bean  Creek  Sewer— Lobbe,  Park  Bd 2487.24 

6934  Boville  Avenue— Tri-Beville  &  Coyner 774.24 

6934  Boville  Avenue— Board   Order 197.02 

6947  Madison  Avenue— Park  Board 100.66 

6948  Howland    Ave— Spades    Park 7641.55 

6949  Cottage  Ave.  Sewer— Park  Board 33.76 

6952  1st  Al.  W.  Ashland— Fire  Station 98.00 

6954  Central  Avenue— Board  Order 80.74 

.955  1st  Al.   H.   of   Villa— Park   Board 39.88 

C956  1st  Al.  W.  of  Villa— Park  Board 35.94 

6962  Windsor  Street— Tri-Fletchers  3rd  Add 146.00 

6965  Agness  Street— Board  Order 155.52 

6967  Commerce  Avenue— Park  Board 2182.63 

6967  Commerce   Avenue — Board    Order 165.61 

6973  Keystone  Avenue — Lot  31,  Cooper  Prospect  Add 26.77 

0988  Randolph   Street— Board   Order 221.20 

6189  Central  Avenue— Board  Order 232.27 

7015  10th    Street— Board    Order 176.98 

7030  Guilford  Avenue— Board  Order 167.85 

7031  Guilford  Avenue— Board  Order 100.00 

Morehead's    Refund 225.54 

Hannah  Graham  Reduction 244.55 

7031  Guilford   Avenue— Board    Order,   2nd 100.00 

G660  Orange  Street— Court  Order  No.  28797 375.74 

7062  Keystone  Avenue— Park  Board 94.35 

7041  Bond   Street,  Park   Board 62.70 
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7037  Caroline  Street— Board  Order 474.89 

6719  Minnesota    Street— Court   Order 339.53 


TOTAL    $20,999.69 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


By  the  City  Controller: 

APPROPRIATION    ORDINANCE   NO.   34,   1925. 

Section  2.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 
AN  ORDINANCE  appropriating  certain  sums  to  certain  funds  in  the 

Police  Department  under  the  Department  of  Public  Safety,  and 

fixing  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  appropriated  out  of  any 
unexpended  funds  of  the  City  of  Indianapolis,  the  sum  of  One  Thou- 
sand ($1,000.00)  Dollars  to  the  Parts  and  Equipment  Fund  in  the 
Police  Department  under  the  Department  of  Public  Safety. 

Section  2.  That  there  be  and  hereby  is  appropriated  out  of  any 
unexpended  funds  of  the  City  of  Indianapolis,  the  sum  of  Three  Thou- 
rand  ($3,000.00)  Dollars  to  the  Gasoline  Fund  in  the  Police  Depart- 
ment under  the  Department  of  Public  Safety. 

Section  3.     That  there  be  and  is  hereby  appropriated  out  of  any 
unexpended  funds  of  the  City  of  Indianapolis,  the  sum  of  Two  Hun- 
dred ($200.00)  Dollars  to  the  Material  and  Supplies  for  Central  Sta- 
'on  Fund  in  the  Police  Department  under  the  Department  of  Public 
Safety. 

Section  4.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 


Mr.  King  moved  that  the  rules  be  suspended  and  Appro- 
priation Ordinance  No.  34,  1925,  be  placed  upon  its  pas- 
sage. . 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following   vote : 

Ayes,  9,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 
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Mr.  King  called  for  Appropriation  Ordinance  No.  34, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  34, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  34,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs  Bernd,  Bramblett,  Buchanan, 
Clauer,  King,  Wise  and  President  Ben  H.  Thompson. 

Noes,  2,  viz. :  Messrs.  Clauer  and  Ray. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  96,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Four  Thousand  Dollars 
($4,000.00)  from  the  City  Civil  Engineer  Department,  Asphalt 
Repair  Salaries  and  Wages  Fund,  to  the  City  Civil  Engineer  Of- 
fice Salaries  Fund,  under  the  Department  of  Public  Workks,  and 
declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  is  hereby  transferred  the  sum  of 
Four  Thousand  ($4,000.00)  Dollars  from  the  City  Civil  Engineer  De- 
partment, Asphalt  Repair,  Salaries  and  Wages  Fund,  under  the  De- 
partment of  Public  Works,  and  the  said  sum  is  hereby  transferred  and 
reappropriated  to  the  City  Civil  Engineer's  Office  Salaries  Fund, 
under  the  same  department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  97,  1925. 
AN  ORDINANCE  transferring  the  sum  of  One  Thousand,  Three  Hun- 
dred Seventy-eight  ($1,378.00)  from  the  Municipal  Garage  Main- 
tenance and  Repair  Fund  under  the  Department  of  Public  Works, 
to  the  Payment  of  Appraisers  Fund  under  the  same  Department, 
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said  amount  being  to  pay  the  Indianapolis  Real  Estate  Board  for 

appraising  property  along   Cruse   Street,   New  York   Street  and 

Delaware    Street   opening   and   widening,   and   declaring  a   time 

when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  transferred  the  sum  of 
$1,378.00  from  the  Municipal  Garage  Maintenance  and  Repair  Fund 
under  the  Department  of  Public  Works,  and  the  said  sum  is  hereby 
transferred  and  reappropriated  to  the  Payment  of  Appraisers  Fund 
under  the  same  department,  to  pay  the  Indianapolis  Real  Estate 
Board  for  appraising  property  along  Cress,  New  York  and  Delaware 
Street  for  opening  and  widening  said  streets. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 


By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  98,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Three  Hundred  Fifty 
($350.00)  Dollars,  from  the  Public  Utility  Fund  in  the  Depart- 
ment of  Law,  to  the  Law  Library  Fund  in  the  same  Department 
and  re-appropriating  the  same  to  the  latter  Fund;  also  trans- 
ferring the  sum  of  One  Hundred  Dollars  ($100.00)  from  the 
Publice  Utility  Fund  in  the  Department  of  Law  to  the  Miscel- 
laneous Expense  Fund  in  the  same  Department,  and  reappropri- 
ating  the  same  to  the  later  Fund,  and  declaring  a  time  when  the 
same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  the  sum  of  Three  Hundred  Fifty  ($350.00)  Dol- 
lars is-  hereby  transferred  from  the  Public  Utility  Fund  in  the  De- 
partment of  Law,  to  the  Law  Library  Fund  in  the  same  Department, 
and  re-appropriated  to  the  latter  Fund. 

Section  2.  That  the  sum  of  One  Hundred  ($100.00)  Dollars  is 
hereby  transferred  from  the  Public  Utility  Fund  in  the  Department 
of  Law,  to  the  Miscellaneous  Expense  Fund  in  the  same  Department, 
and  re-appropriated  to  the  latter  Fund. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL   ORDINANCE   NO.   99,   1925. 
AN  ORDINANCE  transferring  the  sum  of  Twenty-one  Hundred  and 
no/100  Dollars  ($2100.00),  from  the  Municipal  Garage  and  Main- 
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tenance  and  Repair  Fund,  under  the  Department  of  Public  Works, 
to  the  Fire  Insurance  on  Public  Buildings  Fund,  under  the  same 
Department,  and  declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
Twenty-one  Hundred  and  no/100  Dollars  ($2100.00),  from  the  Munici- 
pal Garage  Maintenance  and  Repairs  Fund,  under  the  Department  of 
Public  Works,  and  the  same  is  hereby  transferred  and  re-appropriated 
to  the  Fire  Insurance  on  Public  Buildings  Fund,  in  the  same  Depart- 
ment. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  100,  1925 
AN    ORDINANCE    transferring   certain    sums    from    various    funds 

and  reappropriating  the  same  to  certain  other  funds  under  the 

Department  of   Public    Safety,   and   providing  a  time   when  the 

same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana  * 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
Fifteen  Hundred  ($150000)  Dollars  from  the  Material  and  Supplies 
for  Traffic  Fund  in  thel  Police  Department,  to  the  Parts  and  Equip- 
ment Fund  in  the  Police  Department,  both  under  the  Department 
of  Public  Safety,  and  that  the  same  be  reappropriated  to  said  fund. 

Section  2.  That  there,  be  and  is  hereby  transferred  the  sum  of 
One  Hundred  Fifty  ($150.00)  Dollars  from  the  Autos  for  Motor 
Squad  Fund  in  the  Police  Department  and  that  the  same  be  and  is 
hereby  reappropriated  to  the  Horse  Feed  Fund  in  the  Police  Depart- 
ment, both  under  the  Department  of  Public  Safety. 

Section  3.  That  there  be  and  hereby  is  transferred  the  sum 
of  Four  Hundred  ($400.00)  Dollars  from  the  Furniture  and  Fix- 
tures Fund  in  the  Police  Department,  and  that  the  same  be  reappro- 
priated to  the  Material  and  Supplies  Fund  of  the  Dog  Pound,  both 
under  the  Department  of   Public   Safety. 

Section  4.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

RESOLUTIONS  ON  SECOND  READING 

Mr.  King  called  for  Resolution  No.  19,  1925,  for  second 
reading.     It  was  read  a  second  time. 
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Mr.  King  moved  that  Resolution  No.  19,  1925,  be  read 
a  third  time  and  placed  upon  its  passage.    Carried. 

Resolution  No.  19,  1925,  was  read  a  third  time  and 
adopted  by  the  following  vote: 

Ayes,  6,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Wise  and  President  Ben  H.  Thompson. 

Noes,  3,  viz.:  Messrs.  Buchanan,  Clauer  and  Ray. 

Mr.  King  called  for  Resolution  No.  20,  1925,  for  second 
reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Resolution  No.  20,  1925,  be  read  a 
third  time  and  placed  upon  its  passage.    Carried. 

Resolution  No.  20,  1925,  was  read  a  third  time  and 
adopted  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  Buchanan  called  for  Resolution  No.  22,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Resolution  No.  22,  1925,  be 
read  a  third  time  and  placed  upon  its  passage.     Carried. 

Resolution  No.  22,  1925,  was  read  a  third  time  and 
adopted  by  the  following  vote: 

Ayes,  9,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clauer,  Claycombe,  King,  Ray,  Wise  and  President  Ben  H. 
Thompson. 

On  motion  of  Mr.  Clauer  Resolution  No.  21,  1925,  was 
stricken  from  the  files. 
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On  motion 

of  Mr.  Wise  Resolution  No.  18, 

1915,  was 

stricken  from  the  files. 

On  motion 

of  Mr.  Claycombe  the  Common 

Council  at 

8:50  o'clock  p. 

m.,  adjourned. 

( 

Attest: 

President. 

sYvwn 

Jk  ^IrM^udl 

a 

City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis,  met 
in  the  Council  Chamber,  Monday  evening,  November  2, 
1925,  at  7:30  o'clock  in  regular  session,  President  Ben  H. 
Thompson  in  the  chair. 

Present:  the  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  five  members,  viz.,  Messrs,  Bernd, 
Bramblett,  Claycombe,  King,  and  Wise. 

Mr.  Bramblett  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS  FROM  THE  MAYOR 

October    21,    1925. 
To   the  Honorable  President   and   Members   of  the   Common  Council 

of  the  City  of  hidianapolis,  Indiana£ 
Gentlemen — 

I  have  today  approved,  signed  and  delivered  to  John  W. 
Rhodehamel,    City    Clerk,   the   following   ordinances: 

General  Ordinance  No.  76,  1925,  an  ordinance  to  amend  Gen- 
eral Ordinance  No.  114,  1922,  entitled  "An  ordinance  dividing  the 
City  of  Indianapolis  into  districts  for  the  purpose  of  regulating 
and  restricting  the  location  of  trades,  callings,  industries,  commer- 
cial enterprises  and  the  location  of  buildings  designed  for  specified 
uses;  of  classifying,  regulating  and  determining  the  area  of  front, 
rear  and  side  yards  and  other  open  spaces  about  buildings;  of 
regulating  and  determining  the  use  and  intensity  of  use  of  land 
and  lot  areas  within  such  city;  creating  a  board  of  zoning  appeals; 
denning  certain  terms  used  in  said  ordinance;  providing  penalty 
for  its  violation  and  designating  the  time  when  the  same  shall  take 
effect,"  and  fixing  the  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  77,  1925,  an  ordinance  to  amend  Gen- 
eral Ordinance  No.  114,  1922,  entitled  "An  ordinance  dividing  the 
City  of  Indianapolis  into  districts  for  the  purpose  of  regulating 
and  restricting  the  location  of  trades,  callings,  industries,  commer- 
cial enterprises  and  the  location  of  buildings  designed  for  specified 
funds  of  the  City  of  Indianapolis,  to  the  fund  known  as  "Special 
rear  and  side  yards  and  other  open  spaces  about  buildings;  of 
regulating  and  determining  the  use  and  intensity  of  use  of  land 
and  lot  areas  within  such  city;  creating  a  board  of  zoning  ap- 
peals; denning  certain  terms  used  in  said  ordinance;  providing  a 
penalty  for  its  violation  and  designating  the  time  when  the  same 
shall  take  effect,"  and  fixing  a  time  when  the  same  shall  take  effect. 

Appropriation  ordinance  No.  30,  1925,  appropriating  the  sum 
of  Three  Hundred  ($300.00)  Dollars  out  of  any  unappropriated 
funds  of  the   Cit  yof  Indianapolis,  to  the  fund  known   as   "Special 
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Judges  Fund,"  under  the  Department  of  Finance,  to  pay  the  sal- 
aries of  Special  Judges,  and  declaring  a  time  when  the  same  shall 
take   effect. 

Appropriation  Ordinance  No.  31,  1925,  an  ordinance  making 
an  appropriation  of  Sixteen  ($16.00)  Dollars  from  any  unappro- 
priated fund  to  the  Department  of  Finance  for  the  purpose  of  re- 
funding   Thomas    Coger    for   over    payment   of   license. 

General  Ordinance  No.  79,  1925,  an  ordinance  to  amend  Gen- 
eral  Ordinance  No.   114,   1922. 

General  Ordinance  No.  80,  1925,  an  ordinance  authorizing  the 
sale  of  certain  property  of  the  City  of  Indianapolis,  by  and  through 
its  Board  of  Park  Commissioners  and  declaring  a  time  when  the 
same  shall  take  effect. 

General  Ordinance  No.  82,  1925,  an  ordinance  providing  for 
parking  permits  in  the  streets  adjacent  to  hotels,  social  clubs  and 
organizations,  providing  a  penalty  for  the  violation  thereof  and 
declaring  a  time  phen  the  same   shall  take  effect. 

General  Ordinance  No.  85,  1925,  an  ordinance  transferring 
the  sum  of  Five  Hundred  ($500.00)  Dollars  from  the  "Unim- 
proved Street  Department  Maintenance  and  Supplies  Fund,"  under 
the  Board  of  Public  Works  to  the  "Sewer  Department  Maintenance 
r.nd  Supplies  Fund,"  under  the  same  department,  and  declaring  a 
time  when  the   same    shall  take   effect. 

General  Ordinance  No.  87,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Palmer  street  in  the  City  of  Indianapolis, 
providing  a  penalty  for  the  violation  thereof  and  declaring  a  time 
when  the  same  shall  take  effect. 

General  Ordinance  No.  89.  1925,  san  ordinance  establishing 
two  passenger  automobile  motor  bus  safety  parking  zones  on  South 
Alabama  street  in  the  City  of  Indianapolis,  Indiana,  regulating 
the  use  thereof,  providing  penalty  for  the  violation  thereof,  re- 
pealing any  and  all  ordinances  in  conflict  therewith,  and  declaring 
the  time  when  the   same   shall  take  effect. 

General  Ordinance  No.  91,  1925,  an  ordinance  to  amend-  cer- 
tain sections  of  General  Ordinance  No.  46,  1925,  and  declaring  a 
time   when   the    same    shall   take   effect. 

Special  Ordinance  No.  5,  1925,  an  ordinance  authorizing  the 
sale,  alienation  and  conveyance  of  real  estate  by  the  Board  of 
Park  Commissioners  of  the  Department  of  Public  Parks,  of  the 
City  of  Indianapolis,  Indiana,  and  fixing  a  time  when  the  same 
shall  take   effect. 

Very  trulv  yours, 

LEW   SHANK, 

Mayor. 
October    21,    1925. 
To   the  Honorable  President   and  Members  of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen — 

Since  signing  General  Ordinance  No.  78,  1925,  I  have  learned 
from  Mr.  Hoffman,  attorney  for  the  Plan  Commission,  that  this 
ordinance  was  not  properly  advertised  before  being  presented  to 
your  body,  therefore,  the  ordinance  is  not  legal  and  I  wish  to 
withdraw   my   signature. 

Very  truly  yours, 

LEW   SHANK, 

Mayor. 
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REPORTS    FROM    CITY    OFFICERS 

From  the  City  Controller: 

October    31,    1925. 
To   the  Honorable  President   and   Members  of   the   Common  Council 

of  the  City  of  Indianapolis,  Indiana£ 
Gentlemen — 

I  am  handing  you  herewith  copies  of  an  ordinance  calling  for 
the  appropriation  of  Eight  Hundred  ($800.00)  Dollars  from  any 
unappropriated  funds  of  the  City  of  Indianapolis  to  the  Miscel- 
laneous Expense  City  Offices  Fund,  in  the  Department  of  Fi- 
nance, and  I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 
JOS.    L.    HOGUE, 

City    Controller. 

From  the  Board  of  Public  Safety: 

October    31,    1925. 
Gentlemen — 

To  the  Honorable  President   and   Members   of   the   Common   Council 
of  the  City  of  Indianapolis,  Indianat 

The  Board  of  Public  Safety  respectfully  recommends  the  pas- 
sage of  an  ordinance  prohibiting  the  parking  of  vehicles  on  che 
south  side  of  Fortieth  street  between  Illinois  street  and  Boulevard 
Place,  in  the   City  of  Indianapolis. 

There  have  been  numerous  complaints  made  in  regard  to  the 
parking  conditions   at  this   point. 

Am  sending  herewith  copies  of  an  ordinance  covering  the  same. 

Yours  very  truly, 
BOARD    OF    PUBLIC    SAFETY, 

By   Oscar    O.    Wise, 
Executive  Secretary. 

November    2,    1925. 
To   the  Honorable  President   and   Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana£ 
Gentlemen — 

The  Board  of  Public  Safety  respectfully  recommends  the  pas- 
sage of  an  ordinance  providing  for  Railroad  Crossing  Danger  Sig- 
nal Devices  for  the  crossings  of  the  New  York,  Chicago  and  St. 
T  onis  Railway  Company,  north  of  13th  street  within  the  City  of 
Indianapolis. 

The  plans  and  blue  prints  showing  the  system  proposed  has 
been  presented  to  this  board,  and  it  is  deemed  advisable  by  said 
board  to  have  the  same  installed,  subject  to  your  consideration.  A 
copy  of  the  blue  print  showing  same  will  be  submitted  to  you  to- 
gether  with    ordinance    covering   this    subject. 

Yours  respectfully, 
BOARD    OF    PUBLIC    SAFETY, 

By  Oscar  O.  Wise, 
:  Executive   Secretary. 
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INTRODUCTION  OF  APPROPRIATION   ORDINANCES 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  35,  1925 
AN     ORDINANCE     appropriating     the    sum     of     Eight     Hundred 

($800.00)    Dollars,  from  any  unappropriated  funds  of  the  City 

of  Indianapolis,  to  the  Miscellaneous  Expense  City  Offices  Fund 

in  the  Department  of  Finance,  and  declaring  a  time  when  the 

rame  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
Eight  Hundred  ($800.00)  Dollars,  from  any  unappropriated  funds 
ri  the  City  of  Indianapolis,  to  the  Miscellaneous  Expense  City  Offices 
Fund  in  the  Department  of  Finance. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND  SPECIAL  ORDINANCES 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  101,  1925. 
AN   ORDINANCE   regulating  the   parking  of   vehicles   on    Fortieth 

Street  between  Illinois  Street  and  Boulevard  Place,  in  the  City 

of  Indianapolis,  Indiana,  fixing  a  penalty  for  the  violation  thereof 

and  declaring  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana : 

Section  1.  That  it  shall  hereafter  be  unlawful  to  leave  vehicles 
parked  on  the  South  side  of  Fortieth  Street  between  Illinois  Street 
and  Boulevard  Place,  in  the  City  of  Indianapolis. 

Section  2.  Any  one  found  guilty  of  violating  any  of  the  pro- 
visions of  this  ordinance  shall  be  fined  in  any  sum  not  less  than  One 
Dollar  nor  more  than  Ten  Dollare. 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  due  publication  as  may  be  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  Board  of  Public  Safety: 

GENERAL  ORDINANCE  NO.  102,  1925. 
AN  ORDINANCE  providing  for  the  installation  and  maintenance  of 
railroad  crossing  danger  signal  devices  at  certain  street  inter- 
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sections  of  the  New  York,  Chicago  and  St.  Louie  Railroad  Com- 
pany, and  Chicago,  Indianapolis  and  Louisville  Railway  Company 
tracks  within  the  City  of  Indianapolis,  providing  a  penalty  for 
the  violation  thereof  and  declaring  when  the  same  shall  take 
effect. 
Be  it  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana: 

Section  1.  That  the  New  York,  Chicago  &  St.  Louis  Railroad 
Company  and  the  Chicago  Indianapolis  &  Louisville  Railway  Com- 
pany shall  install,  maintain  and  operate  crossing  danger  signal  de- 
vices at  the  crossings  of  the  certain  street  intersections,  with  said 
railroad  tracks  within  the  City  of  Indianapolis  as  are  hereinafter  in 
this  ordinance  provided. 

Section  2.  THIRTEENTH  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railroad  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
cross  12th  Street  in-  the  City  of  Indianapolis  shall  be  installed  three 
flashing  light  warning  signals,  two  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  16th  Street,  who  shall  be  on 
duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m. 
and  12:00  midnight. 

Section  3.  FIFTEENTH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
Fifteenth  Street  in  the  City  of  Indianapolis,  shall  be  installed  three 
flashing  light  warning  signals,  two  on  the  west  side  and  one  on  the 
cast  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
perator  in  an  elevated  tower  located  at  Thirteenth  Street,  who  shall 
be  on  duty  eighteen  hours  every  day  between  the  hours  of  6:00  a.  m. 
and  12:00  midnight. 

Section  4.  SIXTEENTH  STREET.  At  the  location  where  the 
'racks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  Six- 
eenth  Street,  in  the  City  of  Indianapolis,  shall  be  installed  three 
flashing  light  warning  signals,  two  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
(perator  in  an  elevated  tower  located  at  16th  Street,  who  shall  be  on 
duty  twenty -four    (24)    hours  every  day. 

Section  5.  SEVENTEENTH  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
cross  17th  Street  in  the  City  of  Indianapolis  shall  be  installed  two 
flashing  light  warning  signals,  one  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  16th  Street,  who  shall  be 
on  duty  twenty -four    (24)    hours  every  day. 

Section  6.  NINETEENTH  STREET.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
^1'oss  19th  Street  in  the  City  of  Indianapolis,  shall  be  installed  two 
nashing  light  warning  signals  one,  on  the  east  side  and  one  on  the 
west  side  of  said  tracks,  said  signals  to  be  manually  operated  bv  an 
operator  in  an  elevated  tower  located  at  19th   Street,  who  shail   be 
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on  duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00 
a.  m.,  and  12:00  midnight. 

Section  7.  TWENTIETH  STREET.  At  the  location  where  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Company 
and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross 
20th  Street  in  the  City  of  Indianapolis,  shall  be  installed  two  flash- 
ing light  warning  signals,  one  on  the  east  side  and  one  on  the  west 
side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  19th  Street,  who  shall  be 
on  duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00 
a.  m.  and  12:00  midnight. 

Section  8.  TWENTY-SECOND  STREET.  At  the  location 
where  the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway 
Company  and  the  New  York,  Chicago  &  St.  Louis  Railroad  Comnanv 
cross  22nd  Street  in  the  City  of  Indianapolis  shall  be  installed  two 
flashing  light  warning  signals,  one  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  22nd  Street  who  shall  be  on 
duty  twenty-four  (24)  hours  every  day. 

Section  9.  TWENTY-THIRD  STREET.  At  the  location  where 
^,he  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
cross  23rd  Street  in  the  City  of  Indianapolis  shall  be  installed  two 
ilashing  light  warning  signals  one  on  the  east  side  and  one  on  the 
west  side  of  said  tracks;  said  signals  to  be  manually  operated  by  an 
operator  in  an  elevated  tower  located  at  24th  Street,  who  shall  be 
n  duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a. 
m.  and  12:00  midnigfiht. 

Section  10.  TWENTY-FOURTH  STREET.  At  the  location 
where  the  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway 
Company  and  the  New  York,  Chicago  &  St.  Louis  Railroad  Com- 
v  any  cross  24th  Street  in  the  City  of  Indianapolis,  shall  be  installed 
"wo  flashing  light  warning  signals,  one  on  the  east  side  and  one  on 
'he  west  side  of  said  tracks;  said  signals  to  be  manually  operated 
'  y  an  operator  in  an  elevated  tower  located  at  24th  Street,  who  shall 
be  on  duty  eighteen  (18)  hours  every  day  between  the  hours  of  6:00 
a.  m.  and  12:00  midnight. 

Section  11.  TWENTY-FIFTH  STREET.  At  the  location  of  the 
tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Companv 
r  nd  the  New  York,  Chicago  &  St.  Louis  Railroad  Company  cross  25th 
Street  in  the  City  of  Indianapolis  shall  be  installed  two  flashing 
T"ght  warning  signals,  one  on  the  east  side  and  one  on  the  west  side 
of  said  tracks;  said  signals  to  be  manually  operated  by  an  operator 
in  an  elevated  tower  located  at  25th  Street,  who  shall  be  on  duty 
eighteen  (18)  hours  every  day  between  the  hours  of  6:00  a.  m.  and 
12:00  midnight. 

Section  12.  THIRTIETH  STREET.  At  the  location  where 
Jhe  tracks  of  the  Chicago,  Indianapolis  &  Louisville  Railway  Com- 
pany and  the  New  York,  Chicago  &  St.  Louis  Railroad  Corrman^ 
oss  30th  Street  in  the  City  of  Indianapolis,  shall  be  installed  two 
^  ashing  light  warning  signals  to  be  automatically  operated  twenty- 
four  (24)  hours  every  day. 

Section  13.  SUTHERLAND  AVENUE.  At  the  location  where 
the  tracks  of  the  Chicago,  Indianapolis  &  Louisville   Railway  Com- 
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pany  and  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
cross  Sutherland  Avenue  in  the  City  of  Indianapolis,  shall  be  in- 
stalled four  flashing  light  warning  signals,  one  on  the  east  side  and 
one  on  the  west  side  of  the  Chicago,  Indianapolis  &  Louisville  Rail- 
way Company  track,  and  one  on  the  east  side  and  one  on  the  west 
side  of  the  New  York,  Chicago  &  St.  Louis  Railroad  Company 
track;  said  signals  to  me  automatically  operated  twenty-four  (24) 
hours  every  day. 

Section  14.  Between  the  elevated  towers  located  at  13th  Street 
and  16th  Street  at  16h  Street  and  19th  Street,  at  19th  Street  and 
22nd  Stree,  and  a  22nd  Sree  shall  be  consruced  an  annunciator  or 
signal  system  so  that  the  operators  in  any  of  said  elevated  towers 
can  warn  operators  in  adjacent  elevated  towers  of  the  approach  of 
trains,  cars  or  engines. 

Section  15.  THIRTY-EIGHTH  STREET.  At  the  northeast 
corner  of  the  intersection  of  Thirty-eighth  Street  and  the  Chicago, 
Indianapolis  &  Louisville  Railway,  there  shall  be  installed  an  auto- 
matic electric  bell  and  swinging  disk. 

Section  16.  FORTY-SECOND  STREET.  At  the  southwest 
corner  of  the  intersection  of  Forty-second  Street  and  the  Chicago, 
Indianapolis  &  Louisville  Railway,  there  shall  be  installed  an  auto- 
matic bell  and  swinging  disk. 

Section  17.  FIRTY-SIXTH  STREET.  At  the  northeast  corner 
of  the  intersection  of  Forty-sixth  Street  and  the  Chicago,  Indian- 
apolis &  Louisville  Railway,  there  shall  be  installed  an  automatic 
electric  bell  and  swinging  disk. 

Section  18.  FORTY-NINTH  STREET.  At  the  southeast  corner 
of  the  intersection  of  Forty-ninth  Street  and  the  Chicago,  Indian- 
apolis &  Louisville  Railway,  there  shall  be  installed  an  automatic 
electric  bell  and  swinging  disk. 

Section  19.  SIXTY-THIRD  STREET.  At  the  northwest  corner 
of  the  intersection  of  Sixty-third  Street  and  the  Chicago,  Indianapolis 
&  Louisville  Railway,  there  shall  be  installed  an  automatic  electric 
bell  and  swinging  disk. 

Section  20.  CORNER  CORNELL  AND  HANCOCK.  At  the 
northwest  corner  of  the  intersection  of  Cornell  Avenue  with  Han^ 
cock  Street  and  the  Chicago,  Indianapolis  &  Louisville  Railway,  there 
shall  be  installed  an  automatic  electric  bell. 

Section  21.  SIXTY-FOURTH  STREET.  At  the  northwest 
corner  of  the  intersection  of  Sixty-fourth  Street  and  the  Chicago, 
Indianapolis  &  Louisville  Railway,  there  shall  be  installed  an  auto- 
matic electric  bell  and  swinging  disk. 

Section  22.  Any  person,  firm  or  corporation  who  shall  fail  to 
comply  with  any  provision  of  this  ordinance  shall,  upon  conviction, 
be  fined  in  any  sum  not  less  than  Ten  ($10.00)  Dollars  nor  more 
than  One  Hundred  ($100)  Dollars,  and  each  day's  failure  so  to  do 
shall  constitute  a  separate  offense  after  the  taking  effect  of  this 
ordinance. 

Section  23.  Any  and  all  ordinances  or  parts  of  ordinances  inso- 
far as  the  same  may  be  in  conflict  with  the  provisions  of  this  ordi- 
nance are  hereby  repealed. 

Section  24.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  Ninety  (90)  days  from  time  of  passage  and  due 
publication  as  required  by  law. 
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Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Public  Safety. 

By  the  City  Plan  Commission : 

GENERAL  ORDINANCE  NO.  103,  1925 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled, "An  ordinance  dividing  the  City  of  Indianapolis  into  dis- 
tricts for  the  purpose  of  regulating  and  restricting  the  locaton  of 
trades,  calling,  industries,  commercial  enterprises  and  the  location 
of  buildings  designed  for  specified  uses;  of  classifying,  regulat- 
ing and  determining  the  area  of  front,  rear  and  side  yards  and 
other  open  spaces  about  buildings;  of  regulating  and  determining 
the  use  and  intensity  of  use  of  land  and  lot  areas  within  such 
city;  creating  a  board  of  zoning  appeals;  defining  certain  terms 
used  in  said  ordinance;  providing  a  penalty  for  its  violation  and 
designating  the  time  when  the  same  shall  take  effect,"  and  fixing 
the  time  when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  Clause  3  of  Section  23  of  General  Ordinance  No. 
114,  1922,  be  amended  to  read  as  follows: 

(3)  Permit  in  a  district  any  use  or  building  deemed  by  the 
board  to  be  in  general  keeping  with  and  appropriate  to  the  uses  or 
buildings  authorized  in  such  dustrict  or  existing  on  neighboring  prop- 
erty. 

Section  2.  That  Clause  5  of  Section  23  of  General  Ordinance  No. 
114,  1922,  be  amended  to  read  as  follows: 

(5)  Permit  the  location  in  any  use  district  of  a  telephone  ex- 
change, electric  substation  or  similar  public  utility,  or  any  use  or 
building  for  public  convenience,  safety  or  welfare,  or  of  a  class  U7 
use,  provided  such  use  in  such  location  will,  in  the  judgment  of  the 
board  of  zoning  appeals,  substantially  serve  the  public  convenience 
and  welfare  and  will  not  substantially  and  permanently  injure  the 
appropriate  use  of  the  neighboring  property. 

Section  3.  That  Clause  6  of  Section  23  of  General  Ordinance  No. 
114,  1922,  be  amended  to  read  as  follows: 

(6)  Permitjn  a  dwelling  house  or  apartment  house  district  the 
location  on  any  lot,  lots  or  tract,  having  an  area  of  not  less  than  5 
acres,  or  bounded  on  at  least  three  sides  by  streets  not  less  than  40 
feet  in  width,  of  any  use  authorized  in  a  business  district,  provided 
such  use  in  such  location  is  so  conditioned  and  restricted  as  to  ade- 
quately safeguard  the  appropriate  use  of  neighboring  property. 

Section  4.  That  this  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

By  Mr.  King: 

SPECIAL   ORDINANCE    NO.   11,   1925. 
AN    ORDINANCE    annexing    certain    territory    to   the    City   of    In- 
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dianapolis,   and    defining    a   part   of   the   boundary    line   of    said 

city   and   fixing   a  time   when   same    shall   take   effect. 
Be  It  Resolved  by  the  Common  Council  of  the  City  of  Indianapolis, 

Indiana. 

Section  1.  That  the  boundary  lines  of  the  City  of  Indianapolis 
be  and  the  same  are  hereby  extended  so  as  to  include  the  following 
contiguous  territory,  all  of  which  is  hereby  annexed  to  and  made 
a  part  of  the  territory  constituting  and  forming  the  City  of  In- 
dianapolis,  in    Marion    County,   to-wit: 

Beginning  at  the  intersection  of  the  north  property  line  of 
Troy  avenue  with  the  center  line  of  the  first  alley  east  of  State 
avenue;  thence  south  along  the  center  line  of  said  alley  as  pro- 
duced due  south,  to  the  center  line  of  State  avenue,  and  continuing 
south  with  the  center  line  of  State  avenue,  to  the  cener  line  of  the 
first  alley  south  of  Martin  street,  as  produced  due  east;  thence 
west  along  the  center  line  of  said  alley,  as  produced  due  east,  to 
the  center  line  of  the  first  alley  south  of  Martin  street  and  con- 
tinuing west  with  the  center  line  of  the  first  alley  south  of  Martin 
street  to  the  center  line  of  Carson  avenue;  thence  northwestwardly 
with  the  center  line  of  Carson  avenue,  to  the  center  line  of  Knox 
street;  thence  east  along  the  center  line  of  Knox  street  to  the  cen- 
ter line  of  Boyd  avenue  as  produced  due  south  from  Troy  ave- 
nue; thence  north  along  the  center  line  of  said  Boyd  avenue,  as 
produced  due  south,  to  the  north  property  line  of  Troy  avenue; 
thence  east  along  the  north  property  line  of  Troy  avenue  to  the 
place    of    beginning. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  publication  for  two  (2)  consecu- 
tive weeks  in  a  daily  newspaper  of  general  circulation,  printed 
and'  published    in    said    City    of    Indianapolis. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

On  motion  of  Mr.  Claycombe,  the  Common  Council  at 
8:05  o'clock  p.  m.  adjourned  to  meet  Monday,  November  9, 
1925  at  7:30  o'clock  p.  m. 


Attest:  President. 


City  Clerk. 
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MONDAY  EVENING,  NOVEMBER  9,  1925 

At  7:30  o'clock,  Monday,  November  9,  1925,  President 
Thompson  called  the  Council  to  order. 

The  Clerk  called'  the  roll. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  five  members,  viz.:  Messrs.  Brend, 
Bramblett,  Claycombe,  King  and  Wise. 

REPORTS  FROM  CITY  OFFICERS 

From  the  City  Controller: 

November  9,  1925. 
To   the  Honorable  President   and   Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: — 

At  the  request  of  the  Board  of  Public  Safety  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  transfer  of  $2500.00 
from  the  Fire  Fighting  Equipment  Fund  in  the  Fire  Department  to 
the  Contractural  Service  Fund  in  the  same  Department  under  the 
Department  of  Public  Safety. 

This  sum  of  money  is  needed  to  purchase  coal  for  the  heating 
of  certain  Fire  Stations  which  were  not  supplied  with  coal  on  ac- 
count of  repairs  being  made  at  these  stations.  I  have  been  advised 
that  an  emergency  exists  for  immediate  action  in  this  matter. 

I  respectfully  recommend  the  passage  of  an  ordinance  covering 
the  same. 

Yours  truly, 

JOS.  L.  HOGUE, 

City   Controller. 
November    9,    1925. 
Joseph  L.  Hogue, 

Controller  of  the  City  of 
Indianapolis,  Ind. 
Dear  Sir: — 

The  Board  of  Public  Safety  respectfully  requests  that  you 
recommend  to  the  Common  Council  the  passage  of  an  Ordinance 
transferring  the  sum  of  Twenty-five  Hundred  ($2500.00)  Dollars 
from  the  Fire  Fighting  Equipment  Fund  to  the  Constructural  Service 
Fund  in  the  Fire  Department.  They  find  that  there  are  a  number  of 
fire  engine  houses  that  have  no  coal  supply,  and  that  an  emergency 
exists  for  supplying  the  same  at  once. 

Attached  hereto  you  will  find  copies  of  an  ordinance  covering 
this  matter. 

Yours  truly, 
BOARD  OF  PUBIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive    Secretary. 
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From  the  City  Clerk: 

November   2,    1925. 
To   the  Honorable  President   and   Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  am  enclosing  herewith  a  certificate  showing  the  total  regis- 
tration of  the  City  Election  also  a  resolution  fixing  the  compensa- 
tion of  the  City  Clerk  for  additional  assistants  required  in  receiving 
registration  applications,  making  complete  lists  of  the  registration 
for  the  two  party  Chairmen  and  for  making  approximately  3000 
corrections. 

This  resolution  fixes  three  cents  per  name  as  the  compensation 
for  these  services.  This  is  the  same  as  fixed  at  the  last  City  Election 
when  the  duties  did  not  include  the  receiving  of  applications  and 
making  corrections. 

Trusting  this  meets  with  your  approval,  I  am 
Very  truly  yours, 

JOHN  W.   RHODEHAMEL, 

City  Clerk. 

October  30,  1925. 

I,  John  W.  Rhodehamel,  City  Clerk  of  the  City  of  Indianapolis 
do  hereby  certify  that  during  the  session  of  the  City  Registration 
Board,  September  5th  to  October  5,  1925,  there  were  placed  on  the 
registration  records  for  the  City  Election,  172,944  names,  and  I 
further  certify  that  I  delivered,  on  or  about  October  16th,  1925,  to 
each  of  the  City  Chairmen,  certified  lists,  each  list  being  a  complete 
copy  of  all  the  names  on  the  registration  books  and  containing  172,- 
944  names,  I  further  certify  that  between  the  dates  of  October  5  and 
October  25,  1925,  I  corrected  all  registrations  which  had  been  made  in 
the  wrong  precincts,  when  the  same  were  called  to  my  attention  as 
provided  by  law,  and  I  removed  from  the  registration  books  of  each 
precinct,  the  names  of  all  voters  who  had  been  disfranchised  or 
'  who  had  died  since  the  primary  election,  May  5,  1925,  as  shown  by 
the  certificates  of  the  Clerk  of  the  Circuit  Court  and  the  City  Health 
Officer. 

Witness  my  hand  and  the  seal  of  the  City  of  Indianapolis,  this 
30th  day  of  October,  1925. 

JOHN  W.  RHODEHAMEL, 

City  Clerk. 

INTRODUCTION    OF    GENERAL    AND    SPECIAL    ORDINANCES 

By  the  City  Controler: 


GENERAL  ORDINANCE  NO.  104,  1925 
AN  ORDINANCE  transferring  a  certain  sum  of  money  from  the 
Fire  Fighting  Equipment  Fund  in  the  Fire  Department  under  the 
Department  of  Public  Safety  to  the  Contractural  Service  Fund 
of  the  Fire  Department  under  the  same  Department,  and  pro- 
viding a  time  when  the  same  shall  take  effect: 
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Be  It  Ordained  by  the  Com?non  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  and  reappro- 
priated  the  sum  of  Twenty-five  Hundred  ($2500.00)  Dollars  from  the 
Fire  Fighting  Equipment  Fund  in  the  Fire  Department  under  the 
Department  of  Public  Safety  and  that  the  same  is  hereby  reappropri- 
ated  to  the  Contractural  Service  Fund  in  the  Fire  Department  under 
the  Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION    OF    MISCELLANEOUS    BUSINESS 

By  Mr.  King: 

RESOLUTION  NO.  24,  1925. 

WHEREAS,  according  to  the  Acts  of  1925,  pages  339  to  350  of 
the  Legislature  of  the  State  of  Indiana,  it  is  the  duty  of  the  Com- 
mon Council  to  fix  reasonable  compensation  for  the  City  Clerk  for 
additional  clerical  help  required  in  receiving  registrations  and  in 
making  complete  registration  lists  for  the  respective  City  Chairmen; 
and  whereas,  John  W.  Rhodehamel,  City  Clerk,  has  certified  to  the 
Common  Council  that  he  received  and  filed  172,944  registration  ap- 
plications, and  that  he  prepared  for  each  City  Chairman  certified 
lists  of  the  complete  registration,  each  list  Containing  172,944  names, 
and  that  he  corrected  and  transferred  approximately  3000  registra- 
tions to  proper  precincts  all  as  required  by  law,  now  therefore; 

BE  IT  RESOLVED  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana,  that  the  compensation  for  the  City  Clerk  for  furnish- 
ing additional  clerical  help  in  performing  the  services  as  set  out 
above  be  fixed  at  Three  cents  ($.03)  for  each  name  registered,  to-wit: 
172,944  names;   and  be  it  further 

RESOLVED,  that  the  City  Controller  is  hereby  authorized  and 
directed  to  pay  to  John  W.  Rhodehamel,  City  Clerk,  the  sum  of  $5,- 
188.44  out  of  moneys  appropriated  for  election  purposes. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 

On  motion  of  Mr.  King,  General  Ordinances  No.  81,  86, 
96,  98  and  99  and  Special  Ordinances  No.  3,  6,  7,  8,  9  and  10, 
1925,  were  stricken  from  the  files. 

On  motion  of  Mr.  Bramblett,  Resolution  No.  23,  1925, 
was  adopted. 
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ORDINANCES   ON   SECOND   READING 

Mr.  King  called  for  Appropriation  Ordinance  No.  32, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  32, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  32,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  6,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  97,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  97,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon 
its  passage.    Carried. 

General  Ordinance  No.  97,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  f olowing  vote : 

Ayes,  3,  viz.:  Messrs.  Bramblett,  Claycombe  and  King. 
Noes,  3,  viz. :  Messrs,  Bernd,  Wise  and  President  Ben  H. 
Thompson. 

Mr.  King  called  for  General  Ordinance  No.  100,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  100,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  100,  1925,  was  read  a  third  time 
and  failed  to  pass  by  the  following  vote : 
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Ayes,  4,  viz.:  Messrs.  Bramblett,  Claycombe,  King  and 
President  Ben  H.  Thompson. 

Noes,  2,  viz. :  Messrs,  Bernd  and  Wise. 

Mr.  Bramblett  called  for  General  Ordinance  No.  75,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Bramblett  moved  that  General  Ordinance  No.  75, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  75,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz. :  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  95,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that}  General  Ordinance  No.  95,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  95,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  6,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Wise  called  for  General  Ordinance  No.  94,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  94,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  94,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 
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Ayes,    6,   viz.:    Messrs.    Bernd,    Bramblett,    Claycombe, 
King,  Wise  and  Prejident  Ben  H.  Thompson. 

On  motion  of  Mr.  Bramblett,  the  Common  Council  at 
8:30  o'clock  p.  m.  adjourned. 


President. 


Attest 


/h%    ^JutJji^laaj'^ 


City  Clerk. 


KP 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  Monday  evening,  November  16,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Buchanan,  Claycombe,  King,  Ray  and  Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be 
dispensed  with.     Carried. 

REPORTS   FROM   CITY   OFFICERS 
By  the  City  Controller: 


November  16,  1925. 
To   the  Honorable   President   and.   Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

Attached  hereto  find  copies  of  an  ordinance  calling  for  the  ap- 
propriation of  Four  Thousand  Two  Hundred  ($4200.00)  Dollars,  to 
be  used  to  defray  the  expense  of  legal  advertising  in  the  publication 
of   the   new   Building    Code. 

I  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE, 

City    Controller. 

November  16,  1925. 
To   the  Honorable  President   and   Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  $10,547.94  from  any  moneys  of  the  General  Fund  not  otherwise 
appropriated,  to  pay  said  amount  assessed  against;  the  City  in  Cause 
No.  A-32722,  Room  4,  Union  Trust  Co.,  Trustee,  et  al,  for  the  con- 
struction of  a  sewer  in  Linwood  avenue. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City    Controller. 
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November  16,   1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear    Sir : 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance  ap- 
propriating the  sum  of  $10,547,94  from  any  moneys  of  the  General 
Fund  not  otherwise  appropriated,  to  pay  said  amount  assessed  against 
the  City  in  Cause  No.  A-32722,  Room  4,  Union  Trust  Company, 
Trustee,  et  al,  for  the  construction  of  a  sewer  in  Linwood  avenue. 

Yours  truly, 

E.   WILLIAMS, 
Clerk  Board  of  Public  Works. 

November  16,  1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council- 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  ?j  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  Forthy  Thousand  ($40,000.00)  Dollars  from  any  unappropriated 
funds  of  the  City  of  Indianapolis  to  the  Electric  Gas  and  Vapor  Lights 
Fund  in  the  Board  of  Public  Works. 

I  respectfully  recommend  the  passage   of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City    Controller. 

November  16,   1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear   Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance 
appropriating  the  sum  of  $40,000.00  from  any  unappropriated  funds 
of  -the  City  of  Indianapolis  to  the  Electric  Gas  and  Vapor  Lights  Fund 
in  the  Board  of  Public  Works. 

I  respectfully  recommend  the  passage  of  this   ordinance. 

Yours  truly, 

E.  WILLIAMS, 
Clerk  Board  of  Public  Works. 

November  14,  1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  hand  you  a  communication  from  the  Board  of  Public  Works 
asking  for  the  passage  of  an  ordinance  transferring  the  sum  of 
$3,000.00  from  the  Street  Cleaning  Department  Maintenance  and 
Supplies  Fund  under  the  Board  of  Public  Works  to  the  Street  Clean- 
ing Department  Salaries  and  Wages  Fund  under  the  same  depart- 
ment. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.  HOGUE, 

City    Controller. 
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November  14,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear   Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  sumbit  for  your 
approval  and  transmission  to  the  Council  an  ordinance  transferring 
the  sum  of  $3,000.00  from  the  Street  Cleaning  Department  Mainten- 
ance of  Equipment  and  Supplies  Fund  under  the  Board  of  Public 
Works,  to  the  Street  Cleaning  Department  Salaries  and  Wages  Fund 
under  the  Board  of  Public  Works. 

Yours  truly, 

E.   WILLIAMS, 
Clerk  Board  of  Public  Works. 


INTRODUCTION  OF  APPROPRIATION  ORDINANCES 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  36,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Four  Thousand  Two 
Hundred  ($4,200.00)  Dollars  to  the  Department  of  Finance  to 
be  used  in  paying  the  expense  of  legal  publication  of  General 
Ordinance  No.  46,  1925,  the  same  being  the  New  Building  Code, 
and  providing  a  time  when  the  same  shall  take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  IndiancrpoHs, 
Indiana: 

Section  1.  That  there  be  and  hereby  is  appropriated  the  sum  of 
Fourt  Thousand  Two  Hundred  ($4,200.00)  Dollars,  out  of  any  un- 
appropriated funds  of  the  City  of  Indianapolis,  to  the  Department  of 
Finance,  to  be  used  to  pay  the  expense  of  legal  publication  of  General 
Ordinance  No.  46,  1925,  the  same  being  the  New  Building  Code. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  Wise  moved  that  the  rules  be  suspended  and  Ap- 
propriation Ordinance  No.  36,  1925,  be  placed  upon  its 
sage.     Carried. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Clay  combe,  King,  Ray.  Wise  and  President  Ben  H.  Tho 
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Mr.  Wise  called  for  Appropriation  Ordinance  No.  36, 
1925,  for  second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  Appropriation  Ordinance  No.  36, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  36,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  37,  1925. 
AN    ORDINANCE    appropriating   the    sum   of    Ten    Thousand    Five 
Hundred  Forty-seven  and  94/100   ($10,547.94)   Dollars  from  any 
moneys  of  the  General  Fund  not  otherwise  appropriated  to  pay 
said  amount  assessed   against  the   City  in   Cause   No.   A-52722, 
Room  4,  and  declaring  when  the  same  shall  take  effect. 
WHEREAS,    under    Improvement    Resolution    No.    12534    for    a 
sewer   in   Linwood   avenue  from   Tenth   street   to   Nowland   ave- 
nue, an  assessment  was  made  against  the  Union  Trust  Company, 
Trustees,  et  al  for  the  construction  of  said  sewer,  and 
WHEREAS,  the  said  Union  Trust  Company,  as  Trustee,  brought 
suit  Cause  No.   A-32722,   Room   4,  wherein   it  requested   a  25% 
reduction  on  said  assessment,  and 

WHEREAS,  by  instruction  of  the  Board  of  Public  Works  it 
was  agreed  that  said  25%  reduction  should  be  made,  and  the  City 
Attorney  signed  an  entry  for  a  judgment  fixing  the  amount  that 
should  be  charged  against  the  City  of  Indianapolis  in  the  sum  of 
$10,547.94. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana  : 

Section  1.  That  there  be  and  is  hereby  appropriated  from  the 
General  Fund  of  the  City  of  Indianapolis  the  sum  of  $10,547.94  with 
which  to  pay  the  said  amount  assessed  against  the  City  of  Indian- 
apolis in  said  Cause  No.  A-32722,  Room  4. 

Section  2.  This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 
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By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  38,  1923. 
AN  ORDINANCE  appropriating  the  sum  of  Forty  Thousand    ($40,- 

000.00)    Dollars  from   any   unappropriated   funds   in  the   City   of 

Indianapolis  to  the   Electric   Gas  &   Vapor   Lights   Fund   in   the 

Board  of  Public  Works,  and  declaring  a  time  when  the  same  shall 

take  effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indiayiapolix, 

Indiana : 

Section  1.  That  there  be  and  is  hereby  appropriated  the  sum  of 
Forty  Thousand  ($40,000.00)  Dollars  from  any  unappropriated 
funds  in  the  City  of  Indianapolis  to  the  Electric  Gas  &  Vapor  Lights 
Fund  in  the  Board  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  lime  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  GENERAL  AND   SPECIAL  ORDINANCES 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  105,  1925. 
AN  ORDINANCE  transferring  the  sum  of  Three  Thousand  ($3,- 
000.00)  Dollars  from  the  Street  Cleaning  Department  Mainten- 
ance of  Equipment  and  Supplies  P'und,  under  the  Board  of 
Public  Works,  and  declaring  a  time  when  the  same  shall  take 
effect. 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indianapolis, 
Indiana : 

Section  1.  That  there  be  and  hereby  is  transferred  the  sum  of 
Three  Thousand  ($3,000.00)  Dollars  from  the  Street  Cleaning  De- 
partment Maintenance  of  Equipment  and  Supplies  Fund  under  the 
Board  of  Public  Works  to  the  Street  Cleaning  Department  Salaries 
and  Wages  Fund,  under  the  Board  of  Public  Works. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS 

By  the  City  Clerk : 

RESOLUTION  NO.  25,  1925 
WHEREAS,  It  is  the  duty  of  the  Common  Council  of  the  City 
of   Ind.anapolis,   Indiana,   to   fix   the   compensation    of   the   appointive 
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members  of  the  Board  of  City  Election  Commissioners  for  the  City  of 
Indianapolis,   Indiana,   therefore, 

BE  IT  RESOLVED,  By  the  Common  Council  of  the  City  of  Indi- 
anapolis, Indiana:  That  the  compensation  of  Ira  M.  Holmes  and 
Frank  P.  Baker,  the  appointive  members  of  the  Board  of  City 
Election  Commissioners  of  the  City  of  Indianapolis,  Indiana,  for  serv- 
ices rendered  by  them  as  such  Board  of  City  Election  Commissioners 
for  the  City  Election,  held  in  the  City  of  Indianapolis,  Indiana,  No- 
vember 3,  1925,  same  to  include  all  legal  services  rendered  by  them 
in  all  law  suits  had  in  connection  with  said  election,  be  fixed  at  Fifteen 
Hundred  ($1500.00)  Dollars  each,  and  that  the  City  Controller  be 
and  he  is  hereby  instructed  to  pay  the  same  out  of  the  moneys  ap- 
propriated for  election  purposes. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 


By  the  City  Clerk: 

RESOLUTION  NO.  26,  1925. 

WHEREAS,  It  is  the  duty  of  the  Common  Council  of  the  City 
of  Indianapolis,  Indiana,  to  fix  the  compensation  of  the  Board  of 
Canvassers  of  the  City  of  Indianapolis,  for  canvassing  the  vote  at 
the  City  Election  held  in  said  city  on  November  3,   1925,  therefore, 

BE  IT  RESOLVED,  By  the  Common  Council  of  the  City  of  In- 
dianapolis, Indiana,  That  the  compensation  for  the  Board  of  Can- 
vassers, composed  of  Ira  M.  Holmes,  Frank  P.  Baker  and  John  W. 
Rhodehamel,  for  services  rendered  as  a  Canvassing  Board  at  the 
City  Election  held  in  the  City  of  Indianapolis  November  3,  1925,  be 
fixed  at  One  Thousand  ($1000.00)  Dollars  each,  and  that  the  City 
Controller  be  and  he  is  hereby  instructed  to  pay  the  same  out  of 
moneys  appropriated  for  election  purposes.  • 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Elections. 

On  motion  of  Mr.  Wise,  General  Ordinance  No.  103, 
1925,  was  stricken  from  the  files. 

On  motion  of  Mr.  Bernd,  Appropriation  Ordinace  No.  33, 
1925,  was  stricken  from  the  files. 

ORDINANCES    ON    SECOND   READING 

Mr.  King  called  for  General  Ordinance  No.  100,  1925, 
for  second  reading.    It  was  read  a  second  time. 
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By  Mr.  King: 

November   16,   1925. 
Mr.  President: 

I  move  that  General  Ordinance  No.  100,  1925,  be  amended  by 
striking  out  the  words  $150.00  from  the  Autos  for  Motor  Supplies 
Fund  in  the  Police  Department  to  the  Horse  Feed  Fund  in  the  Police 
Department  in  the  5th,  6th  and  7th  lines  of  the  ordinance,  and  by 
striking  out  Section  2  of  the  ordinance  and  changing  Section  3  to 
Section  2  and  changing  Section  4  to  Section  3. 

JOHN  E.  KING,  Councilman. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  100,  1925, 
be  ordered  engrossed,  as  amended,  read  a  third  time  and 
placed  upon  its  passage.     Carried. 

General  Ordinace  No.  100,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buzhanan, 
Clay  combe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  King  called  for  General  Ordinace  No.  104,  1925, 
for  second  reading.    It  was  read  a  second  time. 

By  Mr.  King: 

November   16,   1925. 
Mr.  President: 

I  move  that  General  Ordinance  No.  104,  1925,  be  amended  to  read 
as  follows:  By  changing  the  word  twenty-five  in  line  one  to  the  word 
fifteen  and  by  changing  the  word  twenty-five  in  line  No.  2  of  Sec- 
tion 1  to  the  word  fifteen. 

JOHN  E.  KING,  Councilman. 

Carried. 

Mr.  King  moved  that  General  Ordinance  No.  104,  l! 
be  ordered  engrossed,  as  amended,  read  a  third  time  anJ 
placed  upon  its  passage.     Carried. 

General  Ordinance  No.  104,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 
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Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  King  called  for  General  Ordinance  No.  101,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  101, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

General  Ordinance  No.  101,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  King  called  for  Appropriation  Ordinance  No.  35, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  35, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Appropriation  Ordinance  No.  35,  1925  (  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  Wise  called  for  General  Ordinance  No.  92,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  92,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  92,  1925,  was  read  a  third  time 
nnd  passed  by  the  following  vote: 
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Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Wise  and  President  Ben  H.  Thompson. 

Noes,  1,  viz.:  Mr.  Ray. 

Mr.  Wise  called  for  General  Ordinance  No.  93,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Wise  moved  that  General  Ordinance  No.  93,  1925,  be 
ordered  engrossed,  rea  da  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  93,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:    Messrs.    Bernd,    Bramblett,    Buchanan, 
Claycombe,  King,  Wise  and  President  Ben  H.  Thompson. 
Noes,  1,  viz. :  Mr.  Ray. 

Mr.  King  called  for  General  Ordinance  No.  97,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  97,  1925,  be 
ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  97,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  King  called  for  Resolution  No.  24,  1925,  for  second 
reading.    It  was  read  a  second  time. 

Mr.  Claycombe  moved  that  Resolution  No.  24,  1925,  be 
read  a  third  time  and  placed  upon  its  passage.    Carried. 
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Resolution  No.  24,  1925,  was  read  a  third  time  and  adopt- 
ed by  the  following  vote: 

Ayes,  8,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Ray,  Wise  and  President  Ben  H.  Thomp- 
son. 

Mr.  Buchanan  called  for  Special  Ordinance  No.  11,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  Buchanan  moved  that  Special  Ordinance  No.  11, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.     Carried. 

Special  Ordinance  No.  11,  1925,  was  read  a  third,  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz. :  Messrs.  Bernd,  Bramblett,  Buchanan, 
Claycombe,  King,  Wise  and  President  Ben  H.  Thompson. 

Noes,  1,  viz.:  Mr.  Ray. 

On  motion  of  Mr.  Claycombe  the  Common  Council  at 
9:10  o'clock  p.  m.  adjourned. 


Attest: 


President. 


/k  ^InULu^l 


City  Clerk. 
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SPECIAL  MEETING 

November  30,  1925 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  November  30,  1925,  at  7:30  p.  m.,  in 
special  session,  President  Ben  H.  Thompson  in  the  chair, 
pursuant  to  the  following  call: 


November  30,  1925. 
To  the  Members  of  the  Common  Council, 

Indianapolis,   Indiana. 
Gentlemen: 

You  are  hereby  notified  that  there  will  be  a  special  meeting1  of 
the  Common  Council  held  in  the  Council  Chamber  on  Monday, 
November  30,  1925  at  7:30  o'clock  P.  M. 

The  purpose   of   such  meeting   being  to  receive  communications 
from  the  Mayor  or  City  Controller  of  said  City  and  for  the  intro- 
duction   of    an    ordinance    appropriating    the    sum    of    $20,665.06    to 
Street  and  Alley  Improvement  Fund  and  an  ordinance  appropriating 
the  sum  of  $6,000.00  to  Dept.  of  Law  for  printing  Municipal  Code  of 
1925  and  an  ordinance  authorizing   sale  of  61  bonds  of  $1,000  each 
for    payment   of    City's    part    of   cost    of    improving    Baltimore    Ave. 
from  Hillside  Ave.  to  34th  St.  and  an  ordinance  transferring 
from  fund  to  fund  in  City  Engineer's  Dept.,  and  an  ordinance  au 
izing  sale  of  bonds  for  the-  purchase  of  real  estate  at  46th  St.  and 
Illinois  Streets  for  a  Fire  House,  and  an  ordinance  amending   G   n- 
eral  Ordinance  No.  46,  1925  and  for  further  consideration  of  C: 
Ordinance  No.  105,  1925. 

Respectfully, 

BEN  H.   THOMPSON. 

I,  John  W.  Rhodehamel,  Clerk  of  the  Common  Council  of  the 
City  of  Indianapolis,  Indiana,  do  hereby  certify  that  I  have  served 
the  above  and  foregoing  notice  to  each  and  every  member  of  the 
Common  Council  prior  to  the  time  of  meeting,  pursuant  to  the 
rules. 

JOHN  W.  RHODEHAMEL. 

City  Clerk. 


Which  was  read. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Claycombe,  Clauer,  King,  Ray  and  Wise. 
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COMMUNICATIONS   FROM   THE   MAYOR. 


November  20,  1925. 
To   the   Honorable  President   and   Members   of   the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  Appropriation  Ordinance  No.  36,  1925,  an  ordinance 
appropriating  the  sum  of  Four  Thousand  Two  Hundred  ($4,200.00) 
Dollars  to  the  Department  of  Finance  to  be  used  in  paying  the  ex- 
penses of  legal  publication  of  General  Ordinance  No.  46,  1925,  the 
same  being  the  New  Building  Code,  and  providing  a  time  when  the 
same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

November   20,    1925. 
To   the  Honorable  President   and  Members  of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,   signed  and  delivered  to  John  W.   Rhode- 
hamel,  City  Clerk,  the  following  ordinances: 

Special  Ordinance  No.  11,  1925,  an  ordinance  annexing  certain 
territory  to  the  City  of  Indianapolis,  and  denning  a  part  of  the 
boundary  line  of  said  city  and  fixing  a  time  when  the  same  shall  take 
effect. 

Resolution  No.  23,  1925,  Whereas,  the  attention  of  the  Common 
Council  has  been  called  to  the  efforts  of  Raymond  W.  Trulock,  a 
postal  clerk  of  the  Indianapolis  Post  Office  Department  in  composing 
a  song  which  he  has  entitled  "Indianapolis,  We  Love  You"  with 
music  arranged  by  Ned  Clay,  also  a  citizen  of  our  "No  Mean  City," 
and  believing  that  the  wording  of  this  song  and  the  musical  arrange- 
ment thereof  does  very  appropriated  express  the  love  and  sentiment 
of  our  citizens  for  our  great  and  beautiful,  and  believing  that  the 
publication  and  distribution  of  this  song  will  afford  the  opportunity 
of  having  this  sentiment  brought  to  the  attention  of  others  and  by 
so  doing  work  for  the  best  interest  of  our  city. 

Resolution  No.  24,  1925. 

Appropriation  Ordinance  No.  32,  1925,  an  ordinance  appropriating 
the  sum  of  One  Thousand  ($1,000.00)  Dollars  to  pay  a  judgment 
entered  against  the  City  of  Indianapolis  in  favor  of  Hannah  M. 
Graham  in  Cause  No.  38662  in  the  Marion  Circuit  Court  on  the  22nd 
day  of  September,  1925,  and  declaring  a  time  when  the  same  shall 
take  effect. 

Appropriation  Ordinance  No.  34,  1925,  an  ordinance  apporpriat- 
ing  certain  sums  to  certain  funds  in  the  Police  Department  under  the 
Department  of  Public  Safety,  and  fixing  a  time  when  the  same  shall 
take  effect. 

Appropriation  Ordinance  No.  35,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Eight  Hundred  ($800.00)  Dollars,  from  any  un- 
appropriated funds  of  the  City  of  Indianapolis,  to  the  Miscellaneous 
Expense  City  Office  Fund  in  the  Department  of  Finance,  and  declar- 
ing a  time  when  the  same  shall  take  effect. 
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General  Ordinance  No.  75r  1925,  an  ordinance  to  amend  General 
Ordinance  No.  114,  1922,  entitled:  "An  Ordinance  dividing  the  City  of 
Indianapolis  into  districts  for  the  purpose  of  regulating  and  re- 
districting  the  location  of  trades,  industries,  commercial  enterprises 
and  the  location  of  buildings  designed  for  specified  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  determin- 
ing the  use  and  intensity, of  use  of  land  and  lotf  areas  within  such 
city;  creating  a  board  of  zoning  appeals;  defining  certain  terms  used 
in  said  ordinance;  providing  a  penalty  for  its  violation  and  desig- 
nating the  time  when  the  same  shall  take  effect";  and  fixing  the 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  92,  1925,  an  ordinance  to  amend  General 
Ordinance  No.  114,  1922,  entitled:  "An  Ordinance  dividing  the  City 
of  Indianapolis  into  districts  for  the  purpose  of  regulating  and  re- 
districting  the  location  of  trades,  industries,  commercial  enterprises 
and  the  location  of  buildings  designed  for  specific  uses;  of  classifying, 
regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  determin- 
ing the;  use  and  intensity  of  use  of  land  and,1  lot  areas  within  such 
city,  creating  a  board  of  zoning  appeals;  defining  certain  terms  used 
in  said  ordinance;  providing  a  penalty  for  its  violation  and  designat- 
ing a  time  when  the  same  shall  take  effect;"  and  fixing  the  time 
when  the  same  shall  take  effect. 

General  Ordinance  No.  93,  1925,  an  ordinance  to  amend  General 
Ordinance  No.  114,  1922,  entitled;  "An  Ordinance  dividing  the  City 
of  Indianapolis  into  districts  for  the  purpose  of  regulating  and  re- 
districting  the  location  of  trades,  industries,  commercial  enterprises 
and  the  location  of  buildings  designed  for  specific  uses;  of  classify- 
ing, regulating  and  determining  the  area  of  front,  rear  and  side  yards 
and  other  open  spaces  about  buildings;  of  regulating  and  determin- 
ing the  use  and  intensity  of  use  of  land  and  lot  areas  within  such 
city,  creating  a  board  of  zoning  appeals;  defining  certain  terms 
used  in  said  ordinance;  providing  a  penalty  for  its  violation  and 
designating  a  time  when  the  same  shall  take  effect;"  and  fixing  a 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  94,  1925,  an  ordinance  providing  for  the 
regulation  of  parking  vehicles  in  Osage  street  in  the  City  of  In- 
dianapolis, providing  a  penalty  for  the  violation  thereof,  and  fixing  a 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  95,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Washington  street  in  the  City  of  Indianapolis, 
fixing  the  penalty  for  the  violation  thereof  and  declaring  a  time 
when  the  same  shall  take  effect. 

General  Ordinance  No.  97,  1925,  an  ordinance  transferring  the 
sum  of  One  Thousand  Three  Hundred  Seventy-eight  ($1,378.00)  Dol- 
lars from  the  Municipal  Garage  Maintenance  and  Repair  Fund  under 
the  Department  of  Public  Works,  to  the  Appraisers  Fund  under  the 
same  department,  said  amount  being  to  pay  the  Indianapolis  Real 
Estate  Board  for  aopraising  property  along  Cruse  street,  New  York 
street  and  Delaware  street  opening  and  widenings,  and  declaring  a 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  100,  1925,  an  ordinance  transferring  cer- 
tain sums  from  various  funds  and  reappropriating   the  same  to  ce*- 
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tain  other  funds  under  the  Department  of  Public  Safety,  and  provid- 
ing a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  101,  1925,  an  ordinance  regulating  the 
parking  of  vehicles  on  Fortieth  street  between  Illinois  street  and 
Boulevard  place,  in  the  City  of  Indianapolis,  Indiana,  fixing  a  penalty 
for  the  violation  thereof  and  declaring  a  time  when  the  same  shall 
take  effect. 

General  Ordinance  No.  104,  1925,,  an  ordinance  transferring 
certain  sums  of  money  from  the  Fire  Fighting  Equipment  Fund  in 
the  Fire  Department  under  the  Department  of  Public  Safety  to  the 
Constructional  Service  Fund  of  the  Fire  Department  under  the  same 
department,  and  providing  the  time  when  the  same  shall  take  effe:t. 
Very  truly  yours    . 

LEW   SHANK, 
Mayor 


REPORTS  FROM  CITY  OFFICERS 
From  the  City  Controller: 


November  25,   1925. 
To   the  Honorable  President   and  Members   of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  Ordinance  authorizing  the  bor- 
rowing of  $11000.00,  and  the  sale  of  bonds  covering  this  amount  for 
the  purpose  of  procuring  money  to  be  used  in  the  purchase  of  ground 
situate  at  or  near  the  corner  o£  Illinois  and  46th  streets  in  the  City 
of  Indianapolis,  Indiana,  said  ground  to  be  used  for  the  purpose  of 
erecting  thereon  a  fire  house,  said  fire  house  being  greatly  needed  in 
this  neighborhood. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.   L.   HOGUE, 
City   Controller. 

November  25,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear    Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  Ordinance 
authorizing  the  borrowing  of  $11,000.00,  and  the  sale  of  bonds  cover- 
ing this  amount  for  the  purpose  of  procuring  money  to  be  used  in 
purchasing  ground  situated  at  or  near  the  corner  of  46th  and  Illi- 
nois streets  in  the  City  of  Indianapolis,  Indiana,  said  ground  to 
be  used  for  the  purpose  of  erecting  thereon  a  fire  house,  said  fire 
house  being  greatly  needed  in  this  neighborhood. 

Yours  truly, 

E.   WILLIAMS, 
Clerk  Board  of  Public  Works. 
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December  7,   1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
-Works  asking  for  the  passage  of  an  ordinance  transferring  the  sum 
0, of  $2,000.00  from  the  City  Civil  Engineer's  Department,  Asphalt 
Repair  and  Salaries  Fund,  under  the  Department  of  Public  Works, 
to  the.  City  Civil  Engineer  Office  Salaries  Fund,  under  the  same  de- 
par  tme'nt. 

I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  truly, 

JOS.  L.   HOGUE, 
City  Controller. 

December  7,  1925. 
'Mr.  Joseph  L.  Hogue, 
T'tv  Controller, 
.  Dear  Sir: 

I  am  directed  b  ythe  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  ta  the  Common  Council,  an  ordinance 
transferring  the  sum  of  $2,t)00.00  from  the  City  Civil  Engineer's  De- 
partment, Asphalt  Repair  and  Salaries  Fund,*  under  the  Department 
of  Public  Works  to  the  City  Civil'  Engineer's  Office  ^Salaries  Fund 
under  the  same  department.  *  ••*;  ■  u"  -•  ' 

5        Yours' 'truly/ 
'j  .  -  r        ELMER  WILLIAMS, 

-  ( Clerk   Board  i8f-  Public'  Works. 

'      ric        ..     :       November  30,   1925. 
To   the  Honorable  Rtesident   and  Members  of  the   Common  Council 

of  the  Citij'Jbf>  Indianapolis,  Indiana: 
Gentlemen: 

I  herewithc'hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  Ordinance  authorizing  tlje  sale 
of  Sixty-one  (61)  bonds  of  One  Thousand  ($1000.00)  Dollars  each 
of  the  City  of  Indianapolis  payable  from  the, general  revenues,  and 
funds  of  said  city  or  from  the  Sinking  Fund  of  said  city,  said  money 
to  be  used  for  the.  payp>en^<  of  the  city's -.part- -of  the  cost  of  improv- 
ing Baltimore  avenue  from  the  N.  W.  P.  L.  of  Hillside  avenue  to 
the  S.  P.  L.  of  34th  street;  also  to  pay  the  city's^  part  of  the  cost 
of  improving  Hillside  avenue  from  the  N.  L.  of  the  brick  pavement 
just  south  of  the  north  property  line  of  Bloyd  avenue  to  the  S.  L. 
of  the  concrete  pavementr  N..  E.  of  the  east  property  line  of  Baltimore 
avenue.  -;:  r  r      ■   •  •-.• 

I  respectfully  recommend  the  passage  of  this  ordinance, 
g  (.,',  Yours  truly, 

JOS.   L.   HOGUE, 
City   Controller. 

,,v,  November  30,  1925. 

Mr.  Joseph  fr  ^Hogue, 

City  Controller, 

Dear  Sir: 
»  I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 

*  approval    and    transmission    to    the    Common    Council    an    ordinance 
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authorizing  the  sale  of  sixty-one  (61)  bonds  of  One  Thousand 
($1000.00)  Dollars  each  of  the  City  of  Indianapolis  payable  from 
the  general  revenues  and  funds  of  said  city  or  from  the  Sinking 
Fund  of  said  city,  said  money  to  be  used  for  the  payment  of  the  city's 
part  of  the  cost  of  improving  Baltimore  avenue  from  the  N.  W.  P.  L. 
of  Hillside  avenue  to  the  S.  P.  L.  of  34th  street;  also  to  pay  the  city's 
part  of  the  cost  of  improving  Hillside  avenue  from  the  N.  L.  of  the 
brick  pavement  just  south  of  the  north  property  line  of  Bloyd  avenue 
to  the  S.  L.  of  concrete  pavement  N.  E.  of  the  east  property  line  of 
Baltimore  avenue. 

Yours  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

November  30,  1925. 
To   the  Honorable  President   and  Members  of  the   Common   Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  am  handing  to  you  Uh  recommendation  for  passage,  copies  of 
an  ordinance  calling  for  the  Appropriation  of  Six  Thousand  Dollars 
($6,000.00)  from  any  unappropriated  funds  of  the  City  of  Indian- 
apolis, to  the  Department  of  Law  to  be  disbursed  by  said  depart- 
ment so  far  as  may  be  necessary  to  pay  for  the  printing  of  the  Re- 
port of  the  Codification  Commission,  and  if  said  report  is  passed  as 
an  ordinance  to  print  and  publish  the  same  together  with  the  original 
zoning  ordinance  with  all  amendments  thereto,  without  maps,  the 
Building  Code,  the  appendix  and  index  all  as  the  Municipal  Code  of 
1925. 

Yours  very  truly, 

JOS.   L.   HOGUE, 
City  Controller. 

November  30,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Indianapolis,  Indiana. 
Dear  Sir: 

I  am  handing  you  attached  hereto  copies  of  an  ordinance  calling 
for  the  appropriation  of  Six  Thousand  ($6,000.00)  Dollars,  from  any 
unappropriated  funds  of  the  City  of  Indianapolis  to  the  Department 
of  Law,  to  be  disbursed  by  said  Department  so  far  as  may  be  neces- 
sary to  pay  for  the  printing  of  the  Report  of  the  Codification  Com- 
mission, and  if  said  report  is  passed  as  an  ordinance,  to  print  and 
publish  the  same,  together  with  the  original  zoning  ordinance  with 
all  amendments  thereto,  without  maps,  the  building  code,  the  appen- 
dix and  index,  as  the  Municipal  Code  of  1925. 

Kindly  transmit  this  ordinance  to  the  Common  Council  at  the 
next  meeting  of  that  body  and  oblige. 

Yours  very  truly, 

JAMES  M.  OGDEN, 

Corporation  Counsel. 

November  30,  1925. 
To  the  Honorable  President  and  Members  of  the  Common  Council 
of  the  City  of  Indianapolis,  Indiana: 
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Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  appropriating  the  sum 
of  $26,665.06  for  the  payment  of  certain  street  improvement  assess- 
ments itemized  in  said  ordinance. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours  truly, 

JOS.  L.   HOGUE, 
City  Controller. 

November  24,   1925. 
City  Controller, 
Indianapolis,  Indiana. 
Dear   Sir:  ' 

I  am  directed  by  the  Board  of  Public  Works  to  submit  to  you 
the  attached  ordinance  appropriating  the  sum  of  $26,665.06  for  the 
payment  of  certain  street  improvement  assessments  itemized  in  said 
ordinance  and  request  that  you  submit  the  same  together  with  your 
recommendation  to  the  Common  Council  for  its  consideration. 
Yours  very  truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

INTRODUCTION   OF   APPROPRIATION   ORDINANCES 

By  the  City  Controller: 

APPROPRIATION  ORDINANCE  NO.  39,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Six  Thousand  Dollars 
($6,000)  from  any  unappropriated  funds  of  the  City  of  Indian- 
apolis, to  the  Department  of  Law,  to  pay  for  the  printing  of  the 
Report  of  the  Codification  Commission,  appointed  under  Gen- 
eral Ordinance  No.  137,  1924,  and  if  said  report  is  passed  by 
the  Common  Council,  as  an  ordinance,  to  print  the  same,  to- 
gether with  the  original  Zoning  Ordinance,  with  all  amendments 
thereto,  without  maps,  the  Building  Code,  the  Appendix  and 
Index,  as  the  Municipal  Code  of  1925,  also  to  provide  for  the  sale 
and  distribution  thereof. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  is  hereby  appropriated  the  sum  of  Six 
Thmrand  ($6  000)  dollars,  i'rcm  any  unappropriated  funds  of  the 
City  of  Indianapolis,  to  the  Department  of  Law,  to  be  disbursed  by 
: -1  I  fle  artment  so  fw  r^  may  be  necessary  to  pay  for  the  printing 
of  the  Report  of  the  Codification  Commission,  appointed  under  Gen- 
eral Ordinance  No.  137,  1924,  and  if  said  Report  is  passed  by  the 
Common  Council,  as  an  ordinance,  to  print  and  bind  the  same,  to- 
gether with  the  original  Zoning  Ordinance,  without  maps,  with  all 
amendments  thereto,  the  Bu:lding  Code,  the  Appendix  and  Index  in 
book  for^n  as  the  Mun'cipal  Code  of  1925. 

Section  2.  The  appropriation  made  in  Section  1  of  this  Ordi- 
nance shall  be  a  continu*ng  appropriation  and  shall  not  revert  at  the 
end  of  1925,  but  shall  be  available  for  use  thereafter  for  the  pur- 
1  oses  harein  specified. 
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Section  3.     This  Ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 


APPROPRIATION  ORDINANCE  NO.  40,  1925. 
AN  ORDINANCE  appropriating  the  sum  of  Twenty-Six  Thousand 
Six  Hundred  Sixty-Five  and  06/100  ($26,665.06)  Dollars  for 
certain  specified  items  from  any  unappropriated  funds  n  the 
General  Fund  of  the  City  of  Indianapolis,  to  the  fund  known  a-; 
the  Street  and  Alley  Improvement  Fund  under  the  Board  of 
Public  Works,  and  declaring  a  time  when  the  same  shall  take 
effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  hereby  is  appropriated,  out  of 
any  unappropriated  funds,  in  the  General  Fund  of  the  City  of  In- 
dianapolis, the  sum  of  Twenty-Six  Thousand  Six  Hundred  Sixty- 
Five  and  06/100  ($26,665.06)  Dollars  to  the  fund  known  as  the 
Street  and  Alley  Improvement  Fund,  under  the  Department  of  Public 
Works  for  the  purpose  of  paying  for  the  following  improvements: 
Roll  No.     Street  Amount  of  Assessment 

6157     St.  Peter  Street,  Lot  21  Atkinson $      183.25 

6320     Shelby  St.,  Lot  4  Hubbard,  etal. 31.70 

6320     Shelby  St.,  Lot  4,  Blk.  12,  etal 132.51 

6431     Laurel  St.,  Laudeman  Court  Order 287.14 

6523     Stuart  St.,  Lot  248  Newcomb  Pk.  Bd 212.04 

6523     Stuart  St.,  246-7  Gilbert  Pk.  Bd 418.58 

6523     Stuart  St.,  245  Cohen  Pk.  Bd 2J6.54 

6630     Lawrence,    Board    Order 126.64 

6574     Shelby  St.,  Lot  2,  King-Lockwood  Ad 123.37 

6632     Lawrence,   Board    Order 239  57 

6688     Spruce  St.,  Lot  2-3-6,  M.  E.  Wilson 80.32 

6688.    Spruce  St.,  Lot  4  &  5,  W.  E.  Jones 89.32 

6830     Oriental  St.,  Board  Order 624,2:? 

6896     Newland  Ave.,  Inter  Alcott's  Sub 9.09 

6898     Bean  Creek  Sewer,  Court  Order  2437 169.81 

6898     Bean  Creek  Sewer,  Fairfield  Pk 920.54 

6898     Bean  Creek  Sewer,  FrenzelPk.  Bd 173.67 

6898     Bean  Creek  Sewer,  Sobbe  Pk.  Bd 2,487.24 

6934     Beville  Ave.,  Tri-Beville  &  Coyner.. 774.24 

6934     Beville  Ave,   Board   Order 197.02 

6947  Madison  Ave.,   Park  Board 100.66 

6948  Nowland  Ave.,   Spades   Pk 7,641.55 

6949  Cottage  Ave.  Sewer,  Park  Bd 53.76 

6952     1st  Al.  E.  Ashland,  Fire  Station 98.00 

6954  Central  Ave.,  Board  Order 80.74 

6955  1st  Al.  E.  Villa,  Park  Bd , 39.86 

6956  1st  Al.  W.  Villa,  Park  Bd 35.94 
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6962 
6965 
6967 
6967 
6973 
6988 
6989 
7016 
7030 
7031 


7031 
6660 
7062 
7041 
7037 
6719 
7088 
7094 
7130 
7C92 

7131 
6250 


Windsor  St.,  Tri  Fletcher's  3rd.  Add 146.00 

Agnes  St.,  Board  Order 155.52 

Commerce   Ave.,   Park   Bd 2,182.63 

Commerce   Ave.,   Board    Order 165.61 

Keystone  Ave.,  Lot  31,  Coopers  Prospect  Add 26.77 

Randolph  St.,  Board  Order 221.20 

Central  Ave.,   Board   Order 232.27 

10th  St.,  Board  Order 176.98 

Guilford  Ave.,  Board  Order 167.85 

Guilford  Ave.,  Board  Order 100.00 

Moorehead's    Refund    225.54 

Hannah  Graham   Reduction  244.55 

Guilford  Ave.,  Board   Order,  2nd 100.00 

Orange  St.,  Court  Order  No.  28797 375.74 

Keystone   Ave.,   Park   Board 94.35 

Bond  St.,  Park  Board 62.70 

Caroline  St.,  Board  Order 474.89 

Minnesota    St.,   Court    Order 339.53 

Park  Ave.,  Brookside  Pkway  to  10th  St 660.75 

Reisner  St.,  Howard  St.  to  Kentucky  Ave 80.02 

Parkway  Ave.,  East  St.  to  Wright  St 130.72 

Minnesota    St.,   Pleasant   Run   Bridge   to    Churchman 

Ave 1,016.59 

Minnesota    St.,   Churchman   Ave 3,301.08 

34th  St 476.15 


$26,665.06 
Section  2.     This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION    OF    GENERAL    AND    SPECIAL    ORDINANCES 

By  the  City  Controller: 


GENERAL    ORDINANCE    NO.    106,    1925 
AN   ORDINANCE,   authorizing   the   borrowing   of   Eleven    Thousand 
($11,000.00)   Dollars,  and  the  sale  of  Eleven   (11)  bonds  of  One 
Thousand    ($1,000.00)    Dollars  each  of  the  City  of  Indianapolis, 
Indiana,  payable  from  the  General  Revenues  or  from  the  Sink- 
ing Fund  of  said  City,  or  as  may  be  required  by  law,  for  the 
purpose  of  purchasing  real  estate  hereinafter  described  for  the 
purpose  of  erecting  thereon  a  fire  house,  and  providing  for  the 
time  and  manner  of  advertising  the  sale  of  said  bonds,  and  re- 
ceipt of  bids  for  the  same,  together  with  the  mode  and  terms  of 
sale,  and  fixing  a  time  when  this  ordinance  shall  take  effect. 
WHEREAS,  heretofore,   to-wit,  on   the   20th  day   of   November, 
1925,  the  Board  of  Public  Works  of  the  City  of  Indianapolis,  Indiana, 
approved  a  proposition  offering  a  location  for  a  fire  house  near  the 
corner  of  Illinois  and  46th  street  in  the  City  of  Indianapolis,  Indiana, 
for  the  sum  of  Eleven  Thousand  ($11,000.00)   Dollars,  and 
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WHEREAS,  The  Board  of  Public  Works  deems  the  purchase  of 
said  lot  necessary  for  the  use  of  the  City  of  Indianapolis,  Indiana  in 
the  construction  of  a  fire  house,  and  deems  the  construction  and  erec- 
tion of  such  fire  house  on  said  lot  near  the  corner  of  46th  and  Illinois 
Streets  to  be  a  public  necessity  and  of  public  utility  to  the  people  of 
the  City  of  Indianapolis,  and  on  the  20th  day  of  November,  1925, 
passed  a  resolution  declaring  such  necessity,  and 

WHEREAS,  there  is  not  now  and  will  not  be  sufficient  funds  in 
the  treasury  of  the  City  of  Indianapolis,  Indiana,  with  which  to  meet 
the  aforesaid  expenditure  for  said  lot,  and  it  being  necessary  for 
said  city  to  borrow  Eleven  Thousand  ($11,000.00)  Dollars  in  order 
to  procure  a  fund  to  be  devoted  to  the  purpose  set  out  in  said  Reso- 
lution, and  proposed  ordinance,  and  to  issue  and  sell  its  bonds  in  the 
said  amount,  payable  from  the  General  Revenue  and  funds  of  said 
City  or  from  the  Sinking  Fund  of  said  City,  or  as  may  be  required 
by  law,  NOW,  THEREFORE, 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  the  City  Controller  of  the  City  of  Indianapolis, 
be  and  he  is  hereby  authorized  for  the  purpose  of  procuring  money 
to  be  used  for  the  purchase  of  the  following  described  lot  or  parcel 
of  ground  described  by  meets  and  bounds  as  follows,  to-wit: 

Part  of  Lot  Number  Ten  (10)  Hannaman's  Addition,  an  addition 
to  the  City  of  Indianapolis,  described  as  follows: 

"Beginning  at  a  point  in  the  east  property  line  of  Illinois  Street 
ninety-five  (95)  feet  south  of  the  point  of  intersection  of  said  line 
with  the  south  property  line  of  46th  Street,  and  running  thence  east 
parallel  with  the  south  property  line  of  46th  Street  a  distance  of 
One  Hundred  and  Twenty-four  (124)  feet,  thence  north  parallel  with 
the  east  property  line  of  Illinois  Street  a  distance  of  ninety-five  (95) 
feet  to  a  point  in  the  south  property  line  of  46th  Street,  thence  east 
along  and  with  said  south  property  line  of  46th  Street  a  distance  of 
thirty  (30)  feet,  thence  south  parallel  with  the  east  property  line  of 
Illinois  Street  a  distance  of  One  Hundred  Seventy-five  (175)  feet, 
thence  west  parallel  with  the  south  property  line  of  46th  Street  a 
distance  of  One  Hundred  Fifty-four  (154)  feet  to  a  point  in  the  east 
property  line  of  Illinois  Street,  thence  north  along  and  with  the  east 
property  line  of  Illinois  Street  a  distance  of  eighty  (80)  feet  to  the 
place  of  beginning." 

as  set  out  by  said  Resolution  and  Ordinance  to  prepare,  issue  aind 
sell  eleven  (11)  new  bonds  of  the  City  of  Indianapolis,  Marion  County, 
Indiana,  of  One  Thousand  ($1,000.00)  Dollars  each,  which  bonds  shall 
bear  the  date  of  January  1st,  1926,  and  shall  be  numbered  from  One 
to  Eleven  (1-11)  both  inclusive,  and  shall  be  designated  "Fire  House 
Bonds  of  1926"  and  shall  bear  interest  at  the  rate  of  four  and  one- 
half  (4%)  per  cent  per  annum,  payable  semi-annually  on  the  1st  day 
of  January  and  the  1st  day  of  July  of  each  year  of  the  period  of  said 
bonds.  One  of  said  bonds  shall  mature  and  be  payable  on  the  first 
day  of  January,  1928,  and  one  of  such  bonds  for  the  sum  of  One 
Thousand  ($1,000.00)  Dollars  each  on  the  first  day  of  January  of  each 
year  after  1928  until  said  bonds  are  paid.  The  first  coupons  attached 
to  each  bond  shall  be  for  the  interest  on  said  bond  from  the  date  of 
issue  until  the  1st  day  of  July,  1927.  Said  bonds  and  interest  coupons 
thereunto  attached  shall  be  negotiable  and  payable  at  the  City  Treas- 
urer's office  of  the  City  of  Indianapolis,  Indiana,  at  Indianapolis,  In- 
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diana;  said  bonds  shall  be  signed  by  the  Mayor  and  the  City  Con- 
troller of  the  City  of  Indianapolis,  and  attested  by  the  City  Clerk, 
who  shall  affix  the  seal  of  said  city  to  each  of  said  bonds;  and  the 
interest  attached  to  said  bonds  shall  be  authenticated  by  a  litho- 
graphic fac-simile  of  the  signature  of  the1'  Mayor  and  the  City  Con- 
troller of  said  city  engraved  thereon  which  shall  for  all  purposes  be 
taken  and  deemed  to  be  equivalent  to  a  manual  signing  thereof;  said 
bonds  shall  be  prepared  by  the  City  Controller  in  due  form,  irrevoc- 
ably pledging  the  faith  and  credit  of  the  City  of  Indianapolis,  Indiana, 
to  the  payment  of  the  principal  and  interest  stipulated  therein  re- 
spectively. It  shall  be  the  duty  of  the  City  Controller,  at  the  time 
of  the  issue  and  negotiation  of  said  bonds,  to  register  in  the  book 
kept  for  that  purpose,  all  of  said  bonds  so  issued  and  negotiated  in 
serial  number,  beginning  with  Bond  No.  1  giving  also  the  date  of 
their  issuance,  their  amount,  date  and  maturity,  rate  of  interest  and 
the  time  and  place  where  said  interest  shall  be  payable,,  said  bonds 
shall  be  substantially  in  the  following  form,  all  blanks  for  numbers 
and  dates  to  be  properly  filled  in  before  the  issuance  thereof. 

No... $1,000.00 

UNITED  STATES  OF  AMERICA,  CITY  OF  INDIANAPOLIS, 

MARION   COUNTY,    STATE    OF   INDIANA, 

FIRE  HOUSE  BONDS  OF  1926. 

For  value  received  the  City  of  Indianapolis,  Marion  County, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer  without  any 

relief  from  vaulation  or  appraisement  laws  on  the  day  of  January, 

,  at  the  City  Treasurer's  Office  of  the  City  of  Indianapolis,  In- 
diana, One  Thousand  ($1,000.00)  Dollars  in  lawful  money  of  the 
United  States  of  America,  together  with  interest,  thereon,  at  the 
rate  of  four  and  one-half  (41/2),  per  cent  per  annum  from  date  unt  1 
paid. 

The  first  interest  payable  on  the  first  day  of  July,  1927,  and  the 
interest  thereafter  payable  semi-annually  on  the  first  day  of  Jnauary 
and  July  respectively,  upon  the  presentation,  and  surrender  of  the 
proper  interest  coupons  hereunto  attached,  and  which  are  made  a  part 
of  this  bond. 

This  bond  is  one  of  an  issue  of  eleven  (11)  bonds  of  One 
Thousand  ($1,000.00)  Dollars  each,  numbered  from  one  to  eleven 
(1-11)  both  inclusive,  of  date  of  January  1st,  1926.  Said  bonds  ma- 
ture in  series  of  one  bond  payable  on  the  first  day  of  January,  1928, 
and  one  of  such  bonds  for  the  sum  of  One  Thousand  ($1,000.00)  Dol- 
lars each  on  the  first  day  of  January  of  each  year  after  1928  until 
said  bonds  are  paid.  The  first  interest  coupons  payable  July  1st. 
1927.  These  bonds  are  issued  by  the  City  of  Indianapolis  pursuant 
to  an  ordinance  passed  by  the  Common  Council  at  the  City  of  In- 
dianapolis on  the  day  of ,  1925,  and  an  Act  of 

the  General  Assembly  of  the  State  of  Ind;ana  entitled  "An  Act  Con- 
cerning Municipal  Corporations"  approved  March  6th,  1905,  and  all 
acts  amendatory  thereof  and  supplemental  thereto. 

It  is  hereby  certified  that  all  conditions,  acts  and  things  essential 
to  the  validity  of  this  bond,  exist,  have  happened,  and  have  been 
done,  and  that  all  requirements  of  the  law  affecting  the  issuance 
thereof  have  been  duly  complied  with,  and  that  this  bond  is  within 
every  debt  and  other  limit  prescribed  by  the  Constitution  and  Laws 
of  the  State  of  Indiana,  and  that  the  faith  and  credit  of  the  City 
of    Indianapolis,    Indiana,    are    hereby    irrevocably    pledged    to    the 
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punctual  payment  of  the  principal  and  interest  of  this  bond  according 
to  its  terms. 

IN  WITNESS  WHEREOF,  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  caused  this  bond  to  be  signed  by  the 
Mayor  and  City  Controller,  and  attested  by  the  City  Clerk,  and  the 

corporate  seal  of  said  city  to  be  affixed  this  as  the 

day  of ,   1926. 


Mayor. 
ATTEST: 

City  Cierii. 


City  Controller. 

Section  2.  The  City  Controller  shall,  as.  soon  as  possible,  after 
the  passage  of  this  ordinance  advertise  for  bids  or  proposals  tor  sa  d 
bonds  by  at  least  one  insertion  each  week  for  two  weeks  in  two  da'ly 
newspapers  of  general  circulation  printed  and  published  in  the  City 
of  Indianapolis,  and  may  otherwise  advertise  for  such  bids  or  pro- 
posals as  he  may  deem  advisable.  Such  advertisement  shall  describe 
said  bonds  with  such  minuteness  and  particularity  as  the  C'ty  Con- 
troller may  see  fit  and  shall  set  forth  the  amount  of  the  bonds  to 
be  sold  and  the  rate  of  interest  they  may  bear,  that  the  bidder  may 
bid  for  all  or  any  part  of  said  bonds,  the  date  of  opening  bids  or 
proposals  therefor,  the  right  of  the  City  Controller  to  reject  any  or 
all  bids,  the  amount  of  deposit  each  bidder  will  be  required  to  make 
and  when  and  where  the  bonds  shall  be  delivered  and  paid  for. 

Section  3.  Each  and  every  bid  and  proposal  shall  be  presented 
to  the  City  Controller  sealed,  and  shall  be  accompanied  by  a  duly 
certified  check  upon  some  responsible  bank  of  the  City  of  Indian- 
apolis, Indiana,  payable  to  the  order  of  the  City  Treasurer  for  a 
sum  of  money  which  shall  equal  two  and  one-half  (2%)  per  cent  of 
the  face  or  par  value  of  the  bonds  bid  for  or  proposed  to  be  pur- 
chased. The  City  Controller  shall  continue  to  receive  all  bids  or 
proposals  therefor  at  the  office  of  the  City  Controller  until  12  o'clock 
noon,  on  the  day  fixed  by  the  City  Controller  and  designated  in  the 
advertisement  for  receiving  bids  or  proposals,  at  which  time  and 
place  and  between  the  said  hour  and  2  o'clock  p.  m.  of  said  day,  he 
shall  open  said  bids  or  proposals.  The  City  Controller  shall  award 
said  bonds,  or  as  he  shall  see  fit,  a  part  of  any  number  thereof,  to 
the  highest  and  best  bidder  therefor,  but  said  City  Controller  shall 
have  the  right  to  reject  any  and  all  such  bids  or  proposals,  or  any  part 
thereof,  and  shall  have  the  right  to  accept  a  part  of  any  bid  and  to 
award  upon  any  bid  the  whole  or  a  less  number  of  bonds  covered  by 
such  bid,  he  being  the  sole  judge  of  the  sufficiency  or  insufficiency 
of  any  kind.  He  may  also  in  his  judgment  and  discretion  award  a 
part  of  said  bonds  to  one  bidder  and  a  part  to  another.  These  pro- 
visions shall  apply  to  the  case  of  reoffering  and  readvertising  of  said 
bonds  as  hereinafter  provided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitted, or  if  he  shall  award  only  a  part  of  said  bonds,  he  shall  ro- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  readvertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time  both  of 
receiving  and  opening  bids  or  proposals,  and  for  purchasers  to  take 
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up  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall  con- 
tinue from  time  to  time  in  like  manner  to  readvertise  said  bonds  for 
sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted  and 
there  shall  be  no  award  of  bonds  thereon  by  the  City  Controller  he 
shall  thereupon  return  to  such  unsuccessful  bidder  the  certified  check 
accompanying'  the  same.  If  the  City  Controller  shall  award  the 
whole  or  any  part  of  the  bonds  upon  any  bid  or  proposal,  he  shall 
thereupon  deliver  the  certified  check  accompanying  the  same  to  the 
City  Treasurer,  who  shall  thereupon  present  the  same  for  payment 
and  shall  be  entitled  to  collect  the  same  and  shall  hold  the  pro- 
ceeds collected  thereon  until  the  completion  of  the  purchase  and  the 
payment  for  the  bonds  so  awarded.  If,  for  any  reason,  said  check 
shall  not  be  paid  upon  presentation,  such  non-payment  shall  be  taken 
and  deemed  a  breach  of  the  contract  for  purchase  of  said  bonds  upon 
the  part  of  the  purchaser,  and  the  city,  in  that  event,  shall  have  the 
right  to  readvertise  said  bonds  for  sale  at  once,  and  shall,  in  such 
event,  retain  said  check  and  shall  have  the  right  to  collect  the  same 
for  its  own  use,  and  said  check  and  proceeds  thereof,  when  collected, 
shall  be  taken  and  deemed  as  agreed  and  liquidated  damages  for 
i  uch  breach  of  contract,  and  as  a  payment  thereof  to  the  city.  In 
case  any  successful  bidder  shall  fail  to  complete  the  purchase  price 
of  the  bonds  so  awarded  and  to  pay  for  the  same  within  the  time 
and  manner  herein  required,  or  which  may  be  prescribed  by  the  City 
Controller  as  herein  provided,  the  proceeds  of  such  certified  check 
deposited  by  such  bidder  shall  be  taken,  considered,  and  deemed  as 
agreed  and  liquidated  damages  for  the  breach  of  such  bidder's  con- 
tact of  Purchase  and  shall  be  taken  and  deemed  as  a  payment  to 
the  city  for  such  damages,  and  shall  be  retained  and  held  by  said 
city  for  its  use,  but  if  such  successful  bidder  shall  complete  the 
nu-rchase  of  sa:d  bonds  awarded  to  him  pursuant  to  the  provisions 
hereof  and  his  bid  and  award  thereon  said,  proceeds  of  said  certified 
check  shall  thereupon  be  returned  to  such  bidder,  or  at  the  option  of 
the  City  Controller  at  the  time  of  the  completion  of  the  sale  and 
payment  for  the  bonds  said  proceeds  of  said  certified  check  may  be 
applied  and  deemed  a  payment  on  account  of  the  purchase  of  said 
bonds. 

Section  6.  Delivery  of  any  bonds  sold  shall  be  made  at  the  of- 
fice cf  C  ty  Treasurer  of  the  City  of  Indianapolis,  Indiana,  upon  such 
day  or  days  as  may  be  specified  in  the  advertisement  or  readvertise- 
ment  for  proposals  or  within  such  time  thereafter  as  may  be  fixed 
by  th?  City  Controller,  or  at  such  time  or  times  as  may  be  agreed 
unon  by  the  City  Controller  and  the  purchaser  or  purchasers  and  the 
City  Controller  may  extend  the  time  for  such  delivery  not  more  than 
ten  (10).  days  after  the  day  or  days  specified  or  agreed  upon  as  above 
rrovided,  and  the  successful  bidder  or  bidders  shall  take  the  bonds 
awarded  to  him  or  them  and  pay  for  the  same  at  such  place  and 
times  and  h"s  or  her  refusal,  neglect  or  omission  to  do  so  shall  be  a 
breach  of  the  contract  of  Irs  bid  or  proposal  on  account  of  which 
damages  shall  be  retained  or  recovered/  as  liquidated  as  provided  in 
this  ordinance. 

Section  7.  The  bonds  taken  and  paid  for  to  the  satisfact'on  of 
the  City  Controller  shall  be  binding  obligations  upon  the  City  of 
Indianapolis,  according  to  their  tenor  and  effect,  and  the  proceeds 
derived  from  the   sale  or  sales  of  bonds  as  herein  authorized   shall 
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be  and  hereby  are  appropriated  to  the  Department  of  Public  Works 
for  the  purchase  of  the  ground  described  herein  and  located  at  or 
near  the  corner  of  Illinois  and  46th  Streets  in  the  City  of  Indian- 
apolis, Indiana,  said  ground  to  be  used  for  the  purpose  of  construct- 
ing a  new  Fire  Engine  House. 

Section  8.  The  Mayor,  the  City  Controller  and  the  Corporation 
Counsel  are  hereby  authorized  and  directed  to  publish  notice  of  the 
herein  determination  to  issue  bonds  as  required  by  law. 

Section  9.  This  ordinance  shall  be  in  full  force  :md  effect  from 
and  after  its  passage,  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

November  23,  1925. 
GENERAL  ORDINANCE  NO.  107,  1925. 
AN  ORDINANCE,  transferring  the  sum  of  Two  Thousand 
C$2,000.00)  Dollars  from  the  City  Civil  Engineer's  Department, 
Asphalt  Repair  Salaries  and  Wages  Fund,  under  the  Department 
of  Public  Works,  to  the  City  Civil  Engineer  Office  Salaries  Fund, 
under  the  same  Department,  and  declaring  a  time  when  the 
same   shall  take   effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  is  hereby  transferred  the  sun 
of  Two  Thousand  ($2,000.00)  Dollars  from  the  City  Civil  Engine ?r*h 
Department,  Asphalt  Repair  Salaries  and  Wages  Fund,  under  the 
Department  of  Public  Works,  and  the  said  sum  is  hereby  transferred 
and  reappropriated  to  the  City  Civil  Engineer's  Office  Salaries  Fund, 
under  the  same  Department. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller : 

GENERAL  ORDINANCE  NO.  108,  1925. 
AN  ORDINANCE,  authorizing  the  sale  of  sixty-one  (61)  bonds  of 
One  Thousand  ($1000)  Dollars  each  of  the  City  of  Indianapolis, 
payable  from  the  general  revenue  and  funds  of  said  city,  cr 
from  the  Sinking  Funds  of  said  city,  or  as  may  be  required  by 
law  for  the  purpose  of  procuring  money  to  pay  the  cHy's  part 
of  the  cost  of  improving  Balt'more  Avenue  from  the  northwest 
property  line  of  Hillside  Avenue  to  the  south  property  lin«  of 
Thirty-fourth  Street;  also  to  pay  the  city's  part  of  the  cosi;  cT 
improving    Hillside    Avenue    from    the    north    line    of    the    brick 
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pavement  just  south  of  the  north  property  line  of  Bloyd  Ave- 
nue to  the  south  line  of  concrete  pavement  northeast  of  east 
property  line  of  Baltimore  Avenue  under  contracts  for  said  im- 
provements entered  into  by  and  between  the  City  of  Indian- 
apolis, by  and  through  its  Board  of  Public  Works,  with  the  ap- 
proval of  its  Mayor,  and  the  County  of  Marion,  State  of  Indiana, 
by  and  through  its  Board  of  Commissioners,  as  provided  for  and 
authorized  by  an  Act  of  the  General  Assembly  of  the  State  of 
Indiana,  entitled,  "An  Act  for  an  Act  Concerning  the  Improve- 
ment of  Streets  and  Public  Highways  in  Cities  of  the  first  class, 
which  connect  with,  extend  or  continue  as  hard  surface  public 
highways  beyond  the  corporate  limits  of  such  city  in  the  County 
in  which  such  city  is  located,  providing  for  the  assessment  of 
part  of  the  cost  of  such  improvements  against  the  abutting  real 
estate  and  that  the  remainder  of  the  cost  of  such  improvement 
shall  be  paid  equally  by  such  city  and  the  county  in  which  such 
city  is  located,  and  declaring  an  emergency,"  approved  March 
10,  1921,  and  fixing  a  time  when  the  same  shall  take  effect. 
WHEREAS,  the  City  of  Indianapolis,  by  and  through  its  Board 
of  Public  Works,  with  the  approval  of  its  Mayor  on  the  13th  day  of 
November,  1925,  entered  into  a  written  contract  with  Marion  County 
by  and  through  its  Board  of  Commissioners,  which  contract  omitting 
the  signatures  is  as  follows: 

CONTRACT 
THIS  AGREEMENT  made  and  entered  into  in  duplicate  this 
13th  day  of  November,  1925,  by  and  between  the  City  of  Indianapolis;, 
by  and  through  its  Board  of  Public  Works,  party  of  the  first  part', 
and  Marion  County,  State  of  Indiana,  by  and  through  its  Board  of 
Commissioners,  party   of  the   second   part,   WITNESSETH: 

(1)  It  has  been  ascertained  that  the  estimated  cost  of  the 
proposed  improvement  of  Baltimore  Avenue,  from  Northwest  Prop- 
erty line  of  Hillside  Avenue  to  South  Property  line  of  Thirty-fourth 
Street,  as  shown  on  plans,  by  the  Board  of  Public  Works  of  the 
City  of  Indianapolis,  which  said  street  highway  connects  with  a  hard 
surface  paved  highway  which  extends  beyond  the  corporate  limits  of 
the  City  of  Indianapolis  and  into  the  County  of  Marion,  is  in  excess 
of  the  amount  of  special  benefits  that  may  be  assessed  against  the 
real  estate  which  abuts  upon  that  part  of  said  street  so  proposed  to 
be  improved. 

(2)  That  said  proposed  improvement  is  a  matter  of  public 
utility  and  general  benefit  to  such  City  and  such  County. 

(3)  That  it  is  agreed  that  said  improvement  shall  begin  North 
West  Property  Line  of  Hillside  Avenue  and  extend  to  the  South  Prop- 
erty Line  of  Thirty-fourth  Street,  as  shown  on  the  plans,  according 
to  Improvement  Resolution  No.  11724,  adopted  by  the  Board  of 
Public  Works  October  23rd,  1925,  and  plans  and  specifications  there- 
for on  file  in  the  office  of  the  Board  of  Public  Works  of  said  City 
to  be  modified  by  said  Board  of  Public  Works  to  conform  to  the 
terms  and  conditions  of  this  contract.  (Asphaltic  Concrete  an  Con- 
crete base  as  per  plans  and  specifications.) 

(4)  It  is  sgreed  that  the  costs  of  the  proposed  improvement  in 
excess  of  the  amount  of  special  benefits  that  may  be  assessed  against 
the  real  estate  which  abuts  upon  that  part  of  said  street  so  proposed 
to  be  improved,  shall  be  paid  half  (Vz)  by  said  City  and  half  (%) 
by  said  County. 
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(5)  This  contract  is  made  subjeet  to  the  condition  that  the 
same  shall  not  be  b.nding  or  effective  on  either  party  unless  money 
to  pay  the  City's  part  of  the  cost  of  said  proposed  improvement  is 
appropriated  by  the  Common  Council  of  said  City,  and  unless  the 
money  to  pay  the  County's  part  of  the  cost  of  said  proposed  im- 
provement is  appropriated  by  the  County  Council  of  said  City. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  hereunto  set 
their  hands  in  duplicate  this  13th  day  of  November,  1925. 

WHEREAS,  the  City  of  Indianapolis,  by  and  through  its  Board 
of  Public  Works,  with  the  approval  of  its  Mayor,  on  the  13th  day  of 
November,  1925,  entered  into  a  written  contract  with  Marion  County 
by  and  through  its  Board  of  Commissioners,  which  contract,  omitting 
the  signatures  is  as  follows: 

CONTRACT 

THIS  AGREEMENT  made  and  entered  into  in  duplicate  this 
13th,  day  of  November,  1925,  by  and  between  the  City  of  Indian- 
apolis by  and  through  its  Board  of  Public  Works,  party  of  the  first 
part,  and  Marion  County,  State  of  Indiana,  by  and  through  its  Board 
of  Commissioners,  party  of  the  second  part,  WITNESSETH: 

(1)  It  has  been  ascertained  that  the  estimated  cost  of  the  pro- 
posed improvement  of  Hillside  Avenue,  from  North  Line  of  Erick 
Pavement  just  South  of  North.  Property  Line  of  Bloyd  Avenue  to 
South  Line  of  Concrete  Pavement  northeast  of  East  Property  Line 
of  Baltimore  Avenue  as  shown  on  the  plans;  by  the  Board  of 
Public  Works  of  the  City  of  Indianapolis,  which  said  street  h'ghway 
connects  with  a  hard  surface  paved  highway  which  extends'  beyond 
the  corporate  limits  of  the  city  of  Indianapolis  and  into  the  County 
of  Marion,  is  in  excess  of  the  amount  of  special  benefits  that  may 
be  assessed  against  the  real  estate  which  abuts  upon  that  part  of  said 
street  so  proposed  to  be  improved. 

(2)  That  said  proposed  improvement  is  a  matter  of  public 
utility -and  general  benefit  to  such  city  and  such  county. 

(3)  That  it  is  agreed  that  said  improvement  shall  begin  at  the 
North  Line  of  Brick  Pavement  just  South  of  North  Property  Line  of 
Bloyd  Avenue  and  extend  to  the  South  Line  of  Concrete  Pavement 
Northeast  of  East  Property  Line  of  Baltimore  Avenue,  as  shown  on 
the  plans,  according  to  Improvement  Resolution  No.  12725,  adopted 
by  the  Board  of  Public  Works  and  plans  and  specifications  therefor  on 
file  in  the  office  of  the  Board  of  Public  Works  of  said  City  to  be 
modified  by  said  Board  of  Public  Works  to  conform  to  the  terms  and 
conditions  of  this  contract.  (Asphaltic  Concrete  on  concrete  base  as 
per  plans  and  specifications.) 

(4)  It  is  agreed  that  the  costs  of  the  proposed  improvement  in 
excess  of  the  amount  of  special  benefits  that  may  be  assessed  against 
the  real  estate  which  abuts  upon  that  part  of  said  street  so  pro- 
posed to  be  improved  shall  be  paid  half  ( Vz )  by  said  City  and  half 
(V2)  by  said  County. 

(5)  This  contract  is  made  subject  to  the  condition  that  the 
same  shall  not  be  binding  or  effective  on  either  party  unless  money 
to  pay  the  City's  part  of  the  cost  of  said  proposed  improvement  is 
appropriated  by  the  Common  Council  of  said  City,  and  unless  the 
money  to  pay  the  County's  part  of  the  cost  of  said  proposed  im- 
provement is  appropriated  by  the  County  Council  of  said  City. 

IN  WITNESS  WHEREOF,  the  parties  hereto  have  hereunto  set 
their  hands  in  duplicate  this  13th  day  of  November.  1925. 
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WHEREAS,  it  is  estimated  by  the  City  Civil  Engineer  an  I 
Board  of  Public  Works,  that  the  City's  portion  of  the  cost  of  the 
improvement  of  that  part  of  Baltimore  Avenue  covered  by  said 
contract  will  be  Forty-seven  Thousand  Five  Hundred  ($47,500)  Dol- 
lars, and  that  the  city's  portion  of  the  cost  of  the  improvement  of 
that  portion  of  Hillside  Avenue  covered  by  said  contract  vviil  be 
Thirteen  Thousand  and  Five  Hundred  ($13,500)  Dollars,  and 

WHEREAS,  there  is  not  now  and  will  not  be  sufficient  funds 
in  the  treasury  of  the  City  of  Indianapolis,  for  the  year  1926  with 
which  to  meet  the  aforesaid  expenditures  for  the  general  benefit  of 
said  city  and  it  being  necessary  for  the  City  of  Indianapolis  to 
borrow  the  sum  of  Sixty-one  Thousand  ($61,000)  Dollars,  in  6t3.~- 
to  procure  funds  to  pay  its  part  of  the  cost  of  said  street  improve- 
ments and  to  issue  and  sell  its  bonds  in  such  an  amount,  payable 
from  the  revenues  of  said  city  or  from  the  sinking  fund  of  said  city, 
or  as  may  be  required  by  law  therefor: 

Now  therefore  Be  It  Ordained  by  the  Common  Council  of  the 
City  of  Indianapolis,  Indiana: 

Section  1.  That  the  City  Controller  of  the  city  of  Indianapolis 
be  and  he  is  hereby  authorized  fo  the  purpose  of  procuring  money 
to  be  used  to  pay  the  city's  part  of  he  improvement  of  that  part  of 
Baltimore  Avenue  and  Hillside  Avenue,  as  provided  for  in  said  con- 
tracts as  set  out  in  this  ordinance  to  prepare  •  and  sell  s  xty-one 
(61)  new  bonds  of  the  City  of  Indianapolis,  Marion  County,  Indiana, 
for  the  sum  of  One  Thousand  ($1000)  Dollars  each,  which  bonds 
shall  bear  date  of  January  1,  1926,  and  be  numbered  from  one  (1) 
to  sixty-one  (61)  both  inclusive  and  shall  be  designated  as  "City 
Street  and  Public  Highway  Bonds  of  1926,"  and  shall  be  issued  in 
twenty  (20)  series  as  follows:  The  first  nineteen  scries  shall  be  for 
three' (3)  bonds  of  One  Thousand --($1000.00)  Dollars  each.  The 
twentieth  series  shall  be  for  four  (4)  bonds  of  One  Thousand  ($1000) 
Dollars  each.  The  first  series  shall  mature  on  the  first  day  of 
January,  1928  and  one  (1)  series  on  the  first  day  of  January  there- 
after to  and  including  January  1st,  1947,  and  shall  bear  interest  at 
the  rate  of  four  and  one-half  (4V2)  per  cent  per  annum,  payable 
semi-annually  on  the  first  day  of  July  and  January  of.  earn  year  and 
said  installments  of  interest  shall  be  evidenced  by  interest  coupons 
attached  to  said  bonds,  and  the  first  coupon  attached  to  each  of 
said  bonds  for  the  interest  on  said  bonds  from  date  of  issue  unt  1 
the  first  day  of  July,  1927.  Said  bonds  and  interest  coupons  shall  b? 
negotiable  and  payable  at  the  office  of  the  Citv  Treasurer  of  In- 
dianapolis. Said  bonds  shall  be  signed  by  the  Mayor  and  the  City 
Controller  of  the  City  of  Indianapolis  and  attested  by  the  City  Clerk, 
who  shall  affix  the  seal  of  said  city  to  each  of  said  bonds  and  the 
interest  coupons  attached  to  said  bonds  shall  be  authenticated  by  a 
lithograph  fac  simile  of  the  signatures  of  the  Mayor  and  City  C  >n- 
troller  of  said  city  engraven  thereon,  which  shall  for  all  purposes 
be  taken  and  deemed  to  be  equivalent  to  a  manual  sign;ng  th 
Said  bonds  shall  be  prepared  by  the  City  Controller  in  due  form  Ir- 
revocably pledging  the  faith  and  credit  of  the  City  of  Ind  a; 
to  the  payment  of  the  principal  and  interest  stipulate;!  Hi  • 
spectively.  It  shall  be  the  duty  of  the  City  Controller  at  thfe  til 
the  issue  and  negotiation  of  said  bonds  to  reg'ster  in  the  book 
for  that  purpose  all  of  said  bonds  so  issued  and  negotiatei  n 
number,  beg'nn'ng  with   bond   number   one    (1)    enter'!,  -   of 
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issue,  the  amount  of  bond,  the  rate  of  interest,  the  date  of  maturity, 
the  time  and  place  for  the  payment  of  interest  and  the  place  of  pay- 
ment of  the  principal;  said  bonds  shall  be  prepared  according  to 
the  following  forms  and  all  blanks  therein  shall  be  properly  filled  in 
before  the  issue  thereof: 

No $1000.00 

UNITED  STATES  OF  AMERICA 

CITY   OF   INDIANAPOLIS 

MARION   COUNTY  STATE   OF  INDIANA 

CITY  STREETS  AND  PUBLIC  HIGHWAY  BONDS  OF  1926 

For  value  received,  the  City  of  Indianapolis,  in  Marion  County, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer,  without  any 

relief  from  valuation  or  appraisement  laws,  on  January  1st, , 

at  the  City  Treasurer's  office  in  the  City  of  Indianapolis,  Indiana, 
t  ne  Thousand  ($1000)  Dollars  in  lawful  money  of  the  United  States, 
together  with  interest  thereon  at  the  rate  of  four  and  one-half  (4^) 
per  cent  per  annum,  from  date  until  paid,  the  first  interest  payable 
on  the  first  day  of  July,  1927,  and  interest  thereafter  payable  semi- 
annually on  the  1st  day  of  January  and  July  respectively  on  the 
presentation  and  surrender  of  the  proper  interest  coupons  hereunto 
attached  and  which  are  made  a  part  of  this  bond. 

This  bond  is  one  of  an  issue  of  Sixty-one  (61)  of  One  thousand 
($1000)  dollars  each,  numbered  from  one  (1)  to  sixty-one  (61)  both 
inclusive,  of  date  of  January  1st,  1926,  issued  by  the  City  of  Indian- 
apolis, pursuant  to  an  ordinance  passed  by  the  Common  Council  of 

said  city  of  the day  of 

192 ,  and  an  Act  of  the  General  Assembly  of  the  State  of  Indiana, 

entitled,  "An  Act  Concerning  Municipal  Corporations,"  approved 
March  6,  1905,  and  acts  amendatory  thereof  and  supplemental  thereto. 

It  is  hereby  certified  that  all  things  and  acts  required  by  laws  of 
the  State  of  Indiana  and  by  ordinance  of  the  Common  Council  of  the 
City  of  Indianapolis  precedent  to  the  issuance  of  this  bond  have  hap- 
pened, and  have  been  done  and  performed  in  and  about  the  authoriza- 
li.  n;  appropriation,  issuance  and  complete  execution  of  this  bond 
:.nd  it  is  further  certified  that  this  bond  is  within  every  limit  of  debt 
prescribed  by  the  constitution  and  laws  of  the  State  of  Indiana  and 
Uiat  th3  fa-th  and  credit  of  the  C.ty  of  Indianapolis,  Indiana,  are 
hereby  irrevocably  pledged  to  the  punctual  payment  of  the  principal 
and  interest  of  this  bond  according  to  its  terms. 

IN  WITNESS  WHEREOF,  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  caused  this  bond  to  be  signed  by  the 
Mayor  and  City  Controller,  and  attested  by  the  City  Clerk,  and  the 
corporate  seal  of  said  city  to  be  hereunto  affixed,  this 


Mayor. 
City  Controller. 


ATTEST: 


City  Clerk. 

Section  2.     The  City  Controller,  as  soon  as  practicable  after  the 

]  p  sage  of  this  ordinance   shall  advertise  for  bids  or  pronosals  tor 

paid  bonds  by  at  least  one  insertion  each  week  for  two  weeks  in  two 

daily  newspapers  of  general  circulation  printed  and  published  in  the 
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City  of  Indianapolis,  and  may  otherwise  advertise  for  such  bid  or 
proposals  as  he  may  deem  advisable.  Said  advertisements  shall  de- 
scribe said  bonds  with  such  minuteness  and  particularity  as  the 
City  Controller  may  see  fit,  and  shall  set  forth  the  amount  of  th  \ 
bonds  to  be  sold  and  the  rate  of  interest  they  shall  bear,  that  th  • 
bidder  may  bid  for  all  or  any  part  of  said  bonds,  the  dat"  of  o  en"i 
bids  or  proposals  therefor  the  right  of  the  City  Controller  to 
any  or  all  bids,  the  amount  of  deposit  each  bidder  will  be  required  t  > 
make,  and  when  and  where  the  bonds  shall  be  delivered  and  pai  1  for. 

Section  3.  Each  and  every  bid  and  proposal  shall  be  presente  1 
to  the  City  Controller  sealed,  and  shall  be  accompan:ed  by  a  du ';/ 
certified  check  upon  some  responsible  bank  in  the  City  of  Indianap  >lis, 
Indiana,  payable  to  the  order  of  the  City  Treasurer,  for  a  su  n 
money  which  shall  equal  two  and  one-half  per  centum  (2 Ms),  of  th 2 
face  or  par  value  of  the  bonds  bid  for,  or  proposed  to  be  purchased. 
The  City  Controller  shall  continue  to  receive  all  bids  or  proposal  i 
therefor  at  the  office  of  the  City  Controller  until  twelve  o'clock 
noon,  on  the  day  fixed  by  the  controller  and  designated  in  the  ad- 
vertisement for  receiving  bids  or  proposals  at  which  time  and  place 
and  between  the  said  hour  and  two  p.  m.,  of  said  day,  he  shall  open 
said  bids  or  proposals.  The  City  Controller  shall  award  said  bond 
or  if  he  shall  see  fit,  a  part  of  any  number  thereof,  to  the  h'ghest 
and  best  bidder  therefor,  but  said  Controller  shall  have  the  fu.l  righ 
to  reject  any  and  all  bids  or  proposals  or  any  part  thereof,  and  sha!' 
have  the  right  to  accept  a  part  of  any  bid,  and  to  award  upon  any 
bid  the  whole  or  a  less  numberl  of  the  bonds  covered  by  such  bid,  he 
being  the  sale  judge  of  the  sufficiency  or  insufficiency  of  any  b'd.  He 
may  also  in  his  judgment  and  discretion  award  a  part  of  said  bonds  to 
one  bidder  and  a  part  to  another.  These  provisions  shall  apply  in 
the  case  of  re-offering  and  re-advertisments  of  said  bonds  as  herein- 
after provided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitt  '  or  if  he  shall  award  only  a  part  of  said  bonds,  he  shall  re- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  re-advertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time  both  for 
receiving  and  opening  bids  or  proposals  and  for  purchasers  to  take 
up  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall  con- 
tinue from  time  to  time  in  like  manner,  to  re-advertise  said  bonds 
for  sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted, 
and  there  shall  be  no  award  of  bonds  thereon  by  the  Controller,  he 
shall  thereupon  return  to  such  unsuccessful  bidder  the  certified 
check  accompanying  the  same.  If  the  Controller  shall  award  the 
whole  or  any  part  of  the  bonds  upon  any  bid  or  proposal  he  shall 
thereupon  deliver  the  certified  check  accompanying  the  same  to  the 
City  Treasurer,  who  shall  thereupon  present  the  same  for  payment. 
and  shall  be  entitled  to  collect  the  same  and  shall  hold  the  pro- 
ceeds collected  thereon  until  the  completion  of  the  purchase  and  the 
payment  of  the  bonds  so  awarded.  If,  for  any  reason,  said  check 
shall  not  be  paid  upon  presentation,  such  non-payment  shall  be 
taken  and  deemed  a  breach  of  contract  for  the  purchase  of  said 
bonds  upon  the  part  of  the  purchaser,  and  the  city,  in  that  event, 
shall  have  the  right  to  re-advertise  said  bonds  for  sale  at  once,  and 
shall  in  such  event,  retain  said  check,  and  shall  have  the  right  to 
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collect  the  same  for  its  own  use,  and  said  check  and  proceeds 
thereof,  when  collected,  shall  be  taken  and  deemed  as  agreed  and 
liquidated  damages  for  such  breach  of  contract  and  as  a  payment 
thereof  to  the  city.  In  case  any  successful  bidder  shall  fail  to 
complete  the  purchase  of  bonds  so  awarded,  and  to  pay  for  the 
same  within  the  time  and  manner  herein  required  or  which  may  be 
prescribed  by  the  Citv  Controller,  as  herein  provided,  the  proceeds 
of  such  certified  check  deposited  by  such  bidder  shall  be  taken, 
considered  and  deemed  as  agreed  and  liquidated  damages  for  the 
breach  of  such  bidder's  contract  of  purchase,  and  shall  be  taken  and 
deemed  as  a  payment  to  the  city  for  such  damages,  and  shall  be 
retained  and  held  by  said  city  for  its  use;  but  if  such  successful 
bidder  shall  complete  the  purchase  of  said  bonds  so  awarded  to  him 
pursuant  to  the  provisions  hereof  and  his  bid  and  award  thereon, 
said  proceeds  of  said  certified  check  shall  thereupon  be  returned  to 
such  bidder;  or,  at  the  option  of  the  City  Controller,  at  the  time  of 
the  completion  of  the  sale  and  payment  for  the  bonds,  said  pro- 
ceeds of  said  certified  check  may  be  applied  and  deemed  a  payment 
on  account  of  the  purchase  of  said  bonds. 

Section  6.  Delivery  of  any  bond  sold  shall  be  made  at  the 
office  of  the  City  Treasurer  of  the  City  of  Indianapolis,  Indiana, 
upon  such  day  cr  days  as  may  be  specified  in  the  advertisement  or 
re-advertisement  for  proposals,  or  within  such  time  thereafter  as 
may  be  fixed  by  the  City  Controller  or  at  such  time  or  times  as  may 
be  agreed  upon  by  the  Controller  and  the  purchaser  or  purchasers, 
and  the  Controller  may  extend  the  time  for  such  ctejivery  not  mors 
than  ten  days  after  the  day  or  days  specified  or  agreed  upon  as  above 
provided;  and  the  successful  bidder  or  bidders  shall  take  the  bends 
so  awarded  to  him  or  them  and  pay  for  the  same  at  such  place  and 
times,  and  his  or  her  refusal,  neglect  or  omission  to  do  so  shall  be 
a  breach  of  the  contract  of  his  bid  or  proposal,  on  account  of  which 
damages  shall  be  retained  or  recovered  as  liquidated  and  provided 
in   this   ordiance. 

Section  7.  The  full  amount  of  the  proceeds  of  the  sale  of  said 
bonds  authorized  to  be  issued  and  sold  by  this  ordinance  is  hereby 
appropriated  to  the  City  Streets  and  Public  Highway  Fund  of  said 
city  for  the  use  of  the  Department  of  Public  Works,  for  the  payment 
of  the  city's  part  of  the  cost  under  said  contracts  hereinbefore  re- 
ferred to  and  in  the  event  there  is  any  surplus  remaining,  the  same 
shall  be  used  by  the  Board  of  Public  Works  on  the  payment  of  the 
city's  part  under  like  contracts. 

Section  8.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  Mr.  Claycombe: 

GENERAL   ORDINANCE   NO.   109,   1925. 
AN  ORDINANCE  to  amend  and  to  repeal  certain  portions  of  General 
Ordinance  No.  46,  1925,  known  as  the  Building  Code,  approved 
October  16,  1925. 
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Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  General  Ordinance  No.  46,  1925,  approved  Oc- 
tober 16,  1925,  be  and  the  same  is  hereby  amended  as  follows: 

First,  by  striking  out  the  following  words  in  Section  A-101  of 
Division  A,  Part  1  thereof,  to-wit:  "Electrical  Engineer,  Assistant 
Electrical  Engineer"  and  "At  least  three  and  not  over  six  Electrical 
Inspectors." 

Second,  by  striking  out  the  following  words  in  Section  A-102 
thereof,   (A)    "Electrical  and  Assistant  Electrical  Engineer." 

And  all  of  paragraph  B  under  said  Section  A-1C2  thereof  read- 
ing as  follows: 

"The  Chief  Electrical  Inspector  and  all  electrical  inspectors  shall 
be  practical  electricians  who  have  been  active  in  the  duties  of  an 
electrician  for  at  least  four   (4)  years." 

And  by  striking  out  all  of  paragraph  C  under  said  Section  A-102 
thereof  and  inserting  in  lieu  thereof  the  following: 

"The  Electrical  Wire  Inspector  shall  be  examined  on  the  pro- 
visions of  this  code  regarding  electrical  wiring  sufficient  to  satisfy 
the  examining  board." 

Third,  by  striking  out  all  of  Clause  B  of  Section  A-113  of  said 
General  Ordinance  No.  46,  1925. 

Fourth,  by  striking  out  the  following  words  and  figures  in  Sec- 
tion A-115  thereof: 

Electrical  Engineer $3000.00 

Asst.   Elec.   Engineer   2500.00 

Members  of  Electrical  Board,  each 60.00 

Fifth,  said  Section  A-115  of  said  General  Ordinance  No.  46, 
1925,  is  hereby  further  amended  by  striking  out  the  words  and 
figures,  "Electrical  Inspectors,  each  $2400.00"  and  inserting  in  lieu 
thereof  the  following:  "One  Electrical  Wire  Inspector,  $5.00  per 
month." 

Sixth,  by  striking  out  of  and  from  Section  A-116  of  said  Gen- 
eral Ordinance  No.  46,  1925,  the  following  words  and  figures,  "Elec- 
trical Engineer,  $3,000.00;   Assistant  Electrical  Engineer,   $2,000.00." 

Seventh,,  by  striking  out  of  and  from  Section  A-223  of  said 
Ordinance  all  of  paragraphs  P,  Q  and  X  respectively  thereof. 

Eighth,  by  striking  out  of  and  from  Section  A-228  of  said 
ordinance. 

Ninth,  by  striking  out  of  and  from  said  General  Ordinance  No. 
46,  1925,  all  of  Section  D-101  and  all  of  Section  D-102  thereof, 
respectively. 

Tenth,  by  striking  out  of  and  from  said  General  Ordinance,  No. 
46,  1925,  all  of  Section  D-116  thereof  and  all  of  Section  D-117 
thereof,  respectively. 

Eleventh,  by  striking  out  of  and  from  said  General  Ordinance 
No.  46,  1925,  all  of  Section  D-125  being  paragraphs  entitled,  "A  to 
S"  inclusively  thereof. 

Twelfth,  by  renumbering  and  relettering  the  subdivisions  of  said 
General  Ordinance  No.  46,  1925,  to  conform  to  these  amen-im e 

Section    2.     Nothing   in    this    ordinance    contained    shall    b  i 
strued  to  repeal,  amend  or  affect  in  any  manner,  any   provision    of 
General  Ordinance  No.  11,  1923,  entitled, 

"An  ORDINANCE  creating  a  Board  for  the  examination  and 
lic.pTising  of  master  electric*ans  to  be  known  as  the  Board   of 
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trical   Examiners   and   providing  for   the   control  thereof   and   fixing 
the  time  when  the  same  shall  take  effect." 

Section  3.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage,  approval  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Parks. 

ORDINANCES   ON   SECOND   READING 

Mr.  King  called  for  General  Ordinance  No.  105,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  105,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
fascage.     Carried. 

General  Ordinance  No.  105,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs,  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

On  motion  of  Mr.  Ray  the  Common  Council  at  8:20 
o'clock  p.  m,  adjourned. 


President. 


Attest: 


/k  M^loo^i 


City  Clerk. 
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REGULAR  MEETING. 

The  Common  Council  of  the  City  of  ndianapolis  met  in 
the  Council  Chamber,  Monday  evening,  December  7,  1925,  at 
7:30  o'clock  in  regular  session,  President  Ben  H.  Thompson 
in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  seven  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Clauer,  Caycombe,  King,  Ray  and  Wise. 

Mr.  King  moved  that  the  reading  of  the  Journal  be  dis- 
pensed with.    Carried. 

COMMUNICATIONS   FROM   THE    MAYOR. 

December  1,   1925. 
To   the  Honorable  President   and  Members  of  the   Common   C 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  General  Ordinance  No.  105,  1925,  an  ordinance 
transferring  the  sum  of  Three  Thousand  ($3,000.00)  Dollars  from  the 
Street  Cleaning  Department  Maintenance  of  Equipment  and  Supplies 
Fund,  under  the  Board  of  Public  Works,  to  the  Street  Cleaning  De- 
partment Salaries  and  Wages  Fund,  under  the  Board  of  Public 
Works,  and  declaring  a  time  when  the  same  shall  take  effect. 
Very  truly  yours, 

LEW  SHANK, 

Mayor. 

REPORTS  FROM  CITY  OFFICERS. 
From  the  City  Controller: 

November  30,  1925. 
To  the  Honorable  President  and  Members  of  the  Common,  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public- 
Works  asking  for  the  passage  of  an  ordinance  authorizing  the  sale 
of  Eight  Hundred  Eighty-five  (885)  bonds  of  One  Thousand  ($1,- 
000.00)  Dollars  each  of  the  City  of  Indianapolis.  The  money  derived 
from  the  sale  of  these  bonds  is  to  be  used  by  the  Board  of  Public 
Works  for  the  payment  of  the  cost  of  the  proposed  work  on  Flood 
Prevention   including   the   cost   of   land   to   be   appropriated    as    con- 
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templated  by  Declaratory  Resolution  No.  12738,  from  775  feet  south 
or  the  center  line  of  Raymond  street  to  Morris  street. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours  truly, 

JOS.  L.  HOGUE, 

City  Controller. 

November  30,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council  an  ordinance 
authorizing  the  sale  of  Eight  Hundred  Eighty-five  (885)  bonds  of 
One.  Thousand  ($1,000.00)  Dollars  each  of  the  City  of  Indianapolis 
payable  from  the  general  revenues  and  funds  of  said  city  or  from  the 
Sinking  Fund  of  said  city,  said  money  to  be  used  for  the  payment 
of  the  cost  of  the  proposed  work  on  Flood  Prevention  including  the 
cost  of  land  to  be  appropriated  as  contemplated  by  Declaratory 
Resolution  No.  12738,  from  775  feet  south  of  the  center  line  of 
Raymond  street  to  Morris  street. 

Yours  truly 

E.  WILLIAMS, 
Clerk  Board  of  Public  Works. 

November   25,    1925. 
To   the  Honorable  President   and  Members  of   the   Common  Council 

of  the  City  of  Indiunapolis,  Indiana: 
Gentlemen: 

I  herewith  hand  you  a  communication  from  the  Board  of  Public 
Works  asking  for  the  passage  of  an  ordinance  authorizing  the  bor- 
rowing of  $43,000.00  and  the  sale  of  bonds  covering  this  amount  for 
the  purpose  of  procuring  money  to  be  used  in  the  construction  of 
two  new  bridges;  one  where  Meridian  street  in  the  City  of  Indian- 
apolis, Indiana,  extended,  crosses  the  Indianapolis  Water  Company's 
canal,  and  one  where  Blackford  street  in  the  City  of  Indianapolis 
crosses  the  Indianapolis  Water  Company's  canal,  and  providing  for 
the  time  and  manner  of  advertising  the  sale  of  said  bonds  and  the 
receipt  of  bids  for.  the  same. 

I  respectfully  recommend  the  passage  of  this  ordinance. 
Yours   truly, 

JOS.  L.  HOGUE, 

City  Controller. 

November  25,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
Dear  Sir: 

I  am  directed  by  the  Board  of  Public  Works  to  submit  for  your 
approval  and  transmission  to  the  Common  Council,  an  ordinance 
authorizing  the  borrowing  of  $43,000.00  and  the  sale  of  bonds  cover- 
ing this  amount  for  the  purpose  of  procuring  money  to  be  used  in 
the  construction  of  two  new  bridges;  one  where  Meridian  street  in 
the  City  of  Indianapolis,  crosses  the  Indianapolis  Water  Company's 
canal,  and  one  where  Blackford  street  in  the  City  of  Indianapolis, 
Indiana,  crosses  the  Indianapolis  Water   Company's  canal,  and  pro- 
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viding  for  the  time  and  manner  of  advertising  the  sale  of  said 
bonds  and  receipt  of  bids  for  the  same. 

Yours   truly, 

ELMER  WILLIAMS, 
Clerk  Board  of  Public  Works. 

From  the  City  Plan  Commission: 

To   the  Honorable  President   and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana : 
Gentlemen: 

The  accompanying  ordinance  amending  General  Ordinance  No. 
114,  1922,  has  received  the  careful  consideration  of  the  City  Plan 
Commission,  who  at  their  last  meeting,  November  24th,  unanimously 
approved  same. 

It  is  therefore  forwarded  to  your  Honorable  Body  with  the 
recommendation  of  the  City  Plan  Commission  that  you  take  favor- 
able action  upon  this  ordinance. 

Very  truly  yours, 

CITY  PLAN  COMMISSION 
MACKLIN   MACK, 

Engineer. 

INTRODUCTION  OF  GENERAL  AND   SPECIAL  ORDINANCES 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  110,  1925 
AN  ORDINANCE,  authorizing  the  borrowing  of  Forty-three 
Thousand  ($43,000.00)  Dollars,  and  the  sale  of  Forty-three  (43) 
bonds  of  One  Thousand  ($1,000.00)  Dollars  each  of  the  City  of 
Indianapolis,  Indiana,  payable  from  the  General  Revenues  and 
Funds  of  said  city,  or  from  the  Sinking  Fund  of  said  city  or  as 
may  be  required  by  law,  for  the  purpose  of  procuring  money 
to  be  used  in  constructing  two  bridges,  one  where  Meridian 
Street  in  the  City  of  Indianapolis,  Indiana,  extended,  crosses  the 
Indianapolis  Water  Company's  Canal,  and  one  where  Blackford 
Street  crosses  the  Indianapolis  Water  Company's  Canal  in  said 
city,  and  providing  for  the  time  and  manner  of  advertising  the 
sale  of  said  bonds  and  the  receipt  of  bids  for  the  same,  together 
with  the  mode  and  terms  of  sale,  and  fixing  a  time  when  this 
ordinance  shall  take  effect. 

WHEREAS  heretofore,  to-wit,  on  the  day 

of  ,  1925,  County  Council  of  Marion 

County,  Indiana,  adopted  its  resolution  Number  360  for  the  construc- 
tion of  a  bridge  crossing  the  Indianapolis  Water  Company's  Canal 
at  Meridian  Street,  and  presented  to  the  Board  of  Public  Works  of 
the  City  of  Indianapolis,  Indiana,  an  estimate  of  the  cost  of  said 
bridge  amounting  to  Fifty-nine  Thousand,  Four  Hundred  Ninety- 
two  ($59,492.00)  Dollars,  which  resolution  was  in  the  words  and 
figures  following,  to-wit: 

(H.  I.) 
and 
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WHEREAS,  on  the  ninth  day  of  October,  1925,  the  Board  of 
Public  Works  of  the  City  of  Indianapolis,  Indiana  passed  a  resolution 
declaring  the  construction  of  said  bridge  to  be  a  public  necessity  and 
of  public  utility  to  the  people  of  the  City  of  Indianapolis,  and  de- 
claring that  said  bridge  should  be  constructed  under  the  plans  of 
the  Engineer  of  Marion  County,  Indiana,  and  that  the  City  of  Indian- 
apolis should  pay  on  construction  of  said  bridge  the  sum  of  Twenty- 
nine  Thousand,  Seven  Hundred  Forty-six  ($29,746.00)  Dollars,  and 
instructed  the  City  Attorney  of  said  City  to  prepare  an  ordinance 
for  the  issue  and  sale  of  bonds  to  the  amount  of  Thirty-Thousand 
($30,000.00)  Dollars  to  pay  the  city's  share  of  the  construction  of 
said  bridge,  and 

WHEREAS,  the  Board  of  Public  Works  on  the  ninth  day  of 
October,  1925,  passed  a  Resolution  for  the  construction  of  a  new 
bridge  across  the  Indianapolis  Water  Company's  Canal  at  Blackford 
Street  and  the  Canal  in  said  city,  which  bridge  the  City  Civil 
Engineer  of  the  said  City  of  Indianapolis,  estimated  would  cost  the 
sum  of  Thirteen  Thousand  ($13,000.00)  Dollars,  and 

WHEREAS,  the  said  Board  of  Public  Works  passed  a  resolution 
that  a  new  bridge  at  said  location  was  a  public  necessity  and  of 
public  utility,  and  should  be  erected  to  take  the  place  of  the  old 
bridge  which  had  been  closed  to  traffic  as  dangerous,  and  authorized 
and  instructed  the  City  Attorney  to  prepare  an  issue  of  bonds  in  the 
sum  of  Thirteen  Thousand  ($13,000.00)  Dollars  to  cover  the  cost  of 
the  erection  of  said  bridge,  and 

WHEREAS,  it  is  deemed  necessary  and  proper  for  the  best 
interests  of  the  City  of  Indianapolis,  Indiana,  and  the  inhabitants 
thereof,  to  proceed  with  the  work  provided  for  in  said  Resolution 
and  Ordinance,  and 

WHEREAS,  there  is  not  now  and  will  not  be  sufficient  funds 
in  the  treasury  of  the  City  of  Indianapolis,  Indiana  with  which  to 
meet  the  aforesaid  expenditures  for  said  public  welfare,  and  it  be- 
ing necessary  for  the  said  city  to  borrow  Forty-three  Thousand 
($43,000.00)  Dollars  in  order  to  procure  a  fund  to  be  devoted  to  the 
purposes  set  out  in  said  Resolution  and  proposed  ordinances,  and  to 
issue  and  sell  its  bonds  in  said  amount,  payable  from  the  General 
Revenue  and  funds  of  said  city  or  from  the  Sinking  Fund  of  said 
city,  as  may  be  required  by  law. 

NOW  THEREFORE, 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized for  the  purpose  of  procuring  money  to  be  used  for  the  purpose 
of  erecting  the  said  bridge  at  Meridian  Street  and  the  Indianapolis 
Water  Company's  Canal,  and  the  erection  of  the  bridge  at  the  inter- 
section of  Blackford  Street  and  the  Indianapolis  Water  Company's 
Canal,  as  set  out  in  said  Resolution  and  Ordinance  to  prepare,  issue 
and  sell  Forty-three  (43)  new  bonds  of  the  City  of  Indianapolis, 
Marion  County,  Indiana,  of  One  Thousand  ($1,000.00)  Dollars  each, 
which  bonds  shall  bear  the  date  of  January  1st,  1926,  and  shall  be 
numbered  from  One  to  Forty-three  (1-43)  both  inclusive,  and  shall 
be  designated  "Municipal  Bridge  Bonds  of  1926,"  and  shall  bear 
interest  at  the  rate  of  4%%  per  annum,  payable  semi-annually  on 
the  first  day  of  January  and  the  first  day  <  of  July  of  each  year  of 
the  period  of  said  bonds..     Two   (2)  of  said  bonds  shall  mature  and 
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be  payable  at  the  rate  of  $2,000.00  each  year  for  seventeen  (17) 
years  beginning  January  1st,  1928,  and  three  (3)  bonds  for  One 
Thousand  ($1,000.00-)  Dollars  each  for  three  years  beginning  Janu- 
ary 1st,  1945. 

The  first  coupon  attached  to  each  bond  shall  be  for  the  interest 
on  said  bond  from  the  date  of  issue  until  the  1st  day  of  July,  1927. 
Said  bonds  and  interest  coupons  thereunto  attached  shall  be  negoti- 
able and  payable  at  the  City  Treasurer's  Office  of  the  City  of  In- 
dianapolis, Indiana,  at  Indianapolis,  Indiana;  said  bonds  shall  be 
signed  by  the  Mayor  and  City  Controller  of  the  City  of  Indianapolis, 
and  attested  by  the  City  Clerk,  who  shall  affix  the  seal  of  said 
city  to  each  of  said  bonds;  and  the  interest  coupons  attached  to  said 
bonds  shall  be  authenticated  by  a  lithographic  fac-simile  of  the 
signatures  of  the  Mayor  and  the  City  Controller  of  said  city  engraved 
thereon  which  shall  for  all  purposes  be  taken  and  deemed  to  be 
equivalent  to  a  manual  signing  thereof;  said  bonds  shall  be  pre- 
pared by  the  City  Controller  in  due  form,  irrevocably  pledging  the 
faith  and  credit  of  the  City  of  Indianapolis,  Indiana,  to  the  payment 
of  the  principal  and  interest  stipulated  therein  respectively.  It 
shall  be  the  duty  of  the  City  Controller,  at  the  time  of  the  issue  and 
negotiation  of  said  bonds,  to  register  in  the  book  kept  for  that  pur- 
pose, all  of  said  bonds  so  issued  and  negotiated  in  serial  nu-  b  r 
beginning  with  Bond  No.  1,  giving  also  the  date  of  their  issuance, 
their  amount,  date  of  maturity,  rate  of  interest,  and  the  time  aaa 
place  where  said  interest  shall  be  payable,  said  bonds  shall  be 
substantially  in  the  following  form,  all  blanks  for  numbers  and 
dates  to  be  properly  filled  in  before  the  issuance  thereof: 

No $1,000.00 

UNITED  STATES  OF  AMERICA,  CITY  OF  INDIANAPOLIS, 

MARION   COUNTY,    STATE    OF   INDIANA, 

MUNICIPAL  BRIDGE  BONDS  OF  1926 

For  value  received  the  City  of  Indianapolis,  Marion  County, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer  without  any 
relief  from  valuation  or  appraisement  laws  on  the  first  day  of  Janu- 
ary, 1928,  at  the  City  Treasurer's  office  of  the  City  of  Indianapolis, 
Indiana,  One  Thousand  ($1,000.00)  Dollars  in  lawful  money  of  the 
United  States  of  America,  together  with  interest  thereon,  at  the 
rate  of  four  and  one-half  (4%)  per  cent  per  annum  from  date  until 
paid. 

The  first  interest  payable  on  the  first  day  of  July,  1927,  and  the 
interest  thereafter  payable  semi-annually  on  the  1st  day  of  January 
and  July  respectively,  upon  the  presentation  and  surrender  of  the 
proper  interest  coupons  hereunto  attached,  and  which  are  made  a 
part  of  this  bond. 

This  bond  is  one  of  an  issue  of  Forty-three  (43)  bonds  of  One 
Thousand  ($1,000.00)  Dollars  each,  numbered*  from  one  to  forty- 
three  (1-43),  both  inclusive,  of  date  of  January  1st,  1926.  Said 
bonds  mature  in  series  of  two  (2)  bonds  each  year  for  seventeen 
(17)  years  beginning  January  1st.,  1928,  and  three  bonds  each  year 
for  three  (3)  years  beginning  January  1st,  1945.  The  first  interest 
coupons  payable  July  1st,  1927.  These  bonds  are  issued  by  said 
City  of  Indianapolis  pursuant  to  an  ordinance  passed  by  the  Common 

Council  at  the  City  of  Indianapolis  on  the  day  of 

,  1925,  and  an  Act  of  the  General  Assembly 

of    the    State    of    Indiana    entitled    "An    Act    Concerning    Municipal 
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Corporations"  approved  March  6th,  1905,  and  all  Acts  amendatory 
thereof  and  supplemental  thereto. 

It  is  hereby  certified  that  all  conditions,  acts  and  things  essential 
to  the  validity  of  this  bond,  exist,  have  happened,  and  have  been 
done,  and  that  all  requirements  of  the  law  affecting  the  issuance 
thereof  have  been  duly  complied  with,  and  that  this  bond  is  within 
every  debt  and  other  limit  prescribed  by  the  Constitution  and  Laws 
of  the  State  of  Indiana,  and  that  the  faith  and  credit  of  the  City  of 
Indianapolis,  Indiana,  are  hereby  irrevocably  pledged  to  the  punctual 
payment  of  this  principal  and  interest  of  this  bond  according  to  its 
terms. 

IN  WITNESS  WHEREOF,  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  caused  this  bond  to  be  signed  by  the  Mayor 
and  City  Controller,  and  attested  by  the  City  Clerk,  and  the  corporate 

seal  of  said  city  to  be  affixed  this  as  of  the day  of 

,  1926. 


Mayor, 

Attest: 

City' Clerk.'' 


City  Controller. 

Section  2.  The  City  Controller  shall,  as  soon  as  possible,  after 
the  passage  of  this  ordinance  advertise  for  bids  or  proposals  for  said 
bonds  by  at  least  one  insertion  each  week  for  two  weeks  in  two  daily 
newspapers  of  general  circulation,  printed  and  published  in  the  City 
of  Indianapolis,  and  may  otherwise  advertise  for  such  bids  or  pro- 
posals as  he  may  deem  advisable.  Such  advertisement  shall  describe 
said  bonds  with  such  minuteness  and  particularity  as  the  City  Con- 
troller may  see  fit  and  shall  set  forth  the  amount  of  the  bonds  to 
be  sold  and  the  rate  of  interest  they  may  bear,  that  the  bidder  may 
bid  for  all  or  any  part  of  said  bonds,  the  date  of  opening  bids  or 
proposals  therefor,  the  right  of  the  City  Controller  to  reject  any  or 
all  bids,  the  amount  of  deposit  each  bidder  will  be  required  to  make 
and  when  and  where  the  bonds  shall  be  delivered  and  paid  for. 

Section  3.  Each  and  every  bid  and  proposal  shall  be  presented 
to  the  City  Controller  sealed,  and  shall  be  accompanied  by  a  duly 
certified,  check  upon  some  responsible  bank  of  the  City  of  Indian- 
apolis, Indiana,  payable  to  the  order  of  the  City  Treasurer  for  a  sum 
of  money  which  shall  equal  two  and  one-half  (2Vz)  per  cent  of  the 
face  or  par  value  of  the  bonds  bid  for  or  proposed  to  be  purchased. 
The  City  Controller  shall  continue  to  receive  all  bids  or  proposals 
therefor  at  the  office  of  the  City  Controller  until  12  o'clock,  noon, 
on  the  day  fixed  by  the  City  Controller  and  designated  in  the  ad- 
vertisement for  receiving  bids  or  proposals,  at  which  time  and  place 
and  between  the  said  hour  and  2  o'clock  p.  m.  of  said  day,  he  shall 
open  said  bids  or  proposals.  The  City  Controller  shall  award  said 
bends,  or  as  he  shall  see  fit,  a  part  of  any  number  thereof,  to  the 
highest  and  best  bidder  therefor,  but  said  City  Controller  shall  have 
the  right  to  reject  any  and  all  such  bids  or  proposals,  or  any  part 
thereoof,  and  shall  have  the  right  to  accept  a  part  of  any  bid  and  to 
award  upon  any  bid  the  whole  or  a  less  number  of  bonds  covered 
by  such  bid,  he  being  the  sole  judge  of  the  sufficiency  or  insufficiency 
of  any  kind.     He  may  also  in  his  judgment  and  discretion  award  a 
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part  of  said  bonds  to  one  bidder  and  a  part  to  another.  These  pro- 
visions shall  apply  to  the  case  of  reoffering  and  readvertising  of  said 
bonds  as  hereinafter  provided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitted, or  if  he  shall  award  only  a  part  of  said  bids,  he  shall  re- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  readvertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time  both  of 
receiving  and  opening  bids  or  proposals,  and  for  purchasers  to  take 
up1  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall 
continue  from  time  to  time  in  like  manner  to  readvertise  said  bonds 
for  sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted  and 
there  shall  be  no  award  of  bonds  thereon  by  the  City  Controller  he 
shall  thereupon  return  to  such  unsuccessful  bidder  the  certified  check 
accompanying  the  same.  If  the  City  Controller  shall  award  the 
whole  or  any  part  of  the  bonds  upon  any  bid  or  proposal,  he  shall 
threupon  deliver  the  certified  check  accompanying  the  same  to  the 
City  Treasurer,  who  shall  thereupon  present  the  same  for  payment 
and  shall  be  entitled  to  collect  the  same  and  shall  hold  the  proceeds 
collected  thereon  until  the  completion  of  the  purchase  and  the  pay- 
ment for  the  bonds  so  awarded.  If,  for  any  reason,  said  check 
shall  not  be  paid  upon  presentation,  such  non-payment  shall  be  taken 
and  deemed  a  breach  of  contract  for  purchase  of  said  bonds  upon 
the  part  of  the  purchaser,  and  the  city,  in  that  event,  shall  have  the 
right  to  readvertise  said  bonds  for  sale  at  once,  and  shall,  in  such 
event,  retain  said  check  and  shall  have  the  right  to  collect  the  same 
for  its  own  use,  and  said  check  and  proceeds  thereof,  when  collected, 
shall  be  taken  and  deemed  as  agreed  and  liquidated  damages  for  such 
breach  of  contract,  and  as  a  payment  thereof  to  the  city.  In  case 
any  successful  bidder  shall  fail  to  complete  the  purchase  price  of 
the  bonds  so  awarded  and  to  pay  for  the  Same  within  the  time  and 
manner  herein  required,  or  which  may  be  prescribed  by  the  City 
Controller  as  herein  provided,  the  proceeds  of  such  certified  check 
deposited  by  such  bidder  shall  be  taken,  considered,  and  deemed  as 
agreed  and  liquidated  damages  for  the  breach  of  such  bidder's  con- 
tract of  purchase  and  shall  be  taken  and  deemed  as  a  payment  to  the 
city  for  such  damages,  and  shall  be  retained  and  held  by  said  city 
for  its  use,  but  if  such  successful  bidder  shall  complete  the  purchase 
of  said  bonds  awarded  to  him  pursuant  to  the  provisions  hereof  and 
his  bid  and  award  thereon  said  proceeds  of  said  certified  check  shall 
thereupon  be  returned  to  such  bidder,  or  at  the  option  of  the  City 
Controller  at  the  time  of  the  completion  of  the  sale  and  payment  for 
the  bonds  said  proceeds  of  said  certified  check  may  be  applied  and 
deemed  a  payment  on  account  of  the  purchase  of  said  bonds. 

Section  6.  Delivery  of  any  bonds  sold  shall  be  made  at  the 
office  of  City  Treasurer  of  the  City  of  Indianapolis,  Indiana, 
upon  such  day  or  days  as  may  be  specified  in  the  advertisement  or 
readvertisement  for  proposals  or  within  such  time  thereafter  as  may 
be  fixed  by  the  City  Controller,  or  at  such  time  or  times  as  may  be 
agreed  upon  by  the  City  Controller  and  the  purchaser  or  purchasers 
and  the  City  Controller  may  extend  the  time  for  such  delivery  not 
more  than  ten  (10)  days  after  the  day  or  days  specified  or  agreed 
upon  as  above  provided,  and  the  successful  bidder  or  bidders  shall 
take  the  bonds  awarded  to  him  or  them  and  pay  for  the  same  at  such 


1086  journal  of  common  council       [Regular  Meeting 


place  and  times  and  his  or  her  refusal,  neglect  or  omission  to  do  so 
shall  be  a  breach  of  the  contract  of  his  bid  or  proposal  on  account  of 
which  damages  shall  be  retained  or  recovered  as  liquidated  as  pro- 
vided in  this  ordinance. 

Section  7.  The  bonds  taken  and  paid  for  to  the  satisfaction  of 
the  City  Controller  shall  be  binding  obligations  upon  the  City  of 
Indianapolis,  according  to  their  tenor  and  effect,  and  the  proceeds 
derived  from  the  sale  or  sales  of  bonds  as  herein  authorized  shall 
be  and  hereby  are  appropriated  to  the  Department  of  Public  Works 
for  the  construction  of  two  bridges,  one  where  Meridian  Street  in 
the  City  of  Indianapolis,  Indiana,  extended,  crosses  the  Indianapolis 
Water  Company's  Canal,  and  one  where  Blackford  Street  in  the 
City  of  Indianapolis  crosses  the  Indianapolis  Water  Company's 
Canal  in  said  city,  and  shall  constitute  and  continue  appropriations 
until  the  completion  of  said  work. 

Section  8.  The  Mayor,  the  City  Controller  and  the  Corpora- 
tion Counsel  are  hereby  authorized  and  directed  to  publish  notices  of 
the  herein  determination  to  issue  bonds  as  required  by  law. 

Section  9.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and!  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  Ill,  1925 
AN  ORDINANCE  authorizing  the  sale  of  Eight  Hundred  Eighty- 
five  (885)  bonds  of  One  Thousand  ($1,000.00)  Dollars  each  of  the 
City  of  Indianapolis,  Indiana,  payable  from  the  General  Reve- 
nues and  funds  of  said  city  or  from  the  Sinking  Fund  of  said 
city,  or  as  may  be  required  by  law,  for  the  purpose  of  procuring 
money  to  be  used  in  the  Flood  Prevention  Work  thereunto  ap- 
pertaining, and  providing  for  the  time  and  manner  of  advertis- 
ing, the  sale  of  said  bonds  in  series  and  the  receipt  of  bids  for 
the  same,  together  with  the  mode  and  terms  of  sale,  levying  a 
tax  for  the  payment  of  said  bonds,  and  fixing  a  time  when  the 
same  shall  take  effect: 

WHEREAS,  the  General  Assembly  of  the  State  of  Indiana  by 
the  Act  of  March  6th,  1915,  has  made  provision  for  Flood  Pre- 
vention by  the  City  of  Indianapolis,  and 

WHEREAS,  it  is  deemed  necessary  and  proper  for.  the  best 
interests  of  the  City  of  Indianapolis  and  the  inhabitants  thereof  to 
proceed  in  the  additional  work  of  Flood  Prevention  pursuant  to  said 
State  Law,  and 

WHEREAS,  the  Board  of  Public  Works  of  the  City  of  Indian- 
apolis has  passed  a  resolution  declaring  that  it  deems  it  advisable 
and  necessary  for  the  general  welfare  of  the  City  of  Indianapolis  and 
the  Town  of  Woodruff,  and  the  County  of  Marion,  in  which  county 
said  city  and  town  f.re  located,  to  appropriate  lands  and  to  con- 
struct levees  and  walls  for  the  purpose  of  changing,  widening  and 
dredging  the  channel  of  White  River  from  a  line  Seven  Hundred 
Seventy-five   (775)   feet  south  of  the  center  line  of  Raymond  Street 
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west  of  White  River  to  Morris  Street  and  has  approved  the  general 
plan  submitted  by  the  City  Civil  Engineer  for  such  work,  and  for 
the  changing,  widening  and  dredging  of  the  stream,  and  for  the  re- 
construction of  the  present  highway  bridge  at  Morris  Street  by  re- 
placing the  same  with  a  new  bridge  to  conform  to  the  widened 
channel,  all  in  accord  with  the  purpose  of  said  Act  of  1915,  and  for 
the  protection  of  the  parts  of  Indianapolis  lying  along  White  River 
from  floods,  and 

WHEREAS,  there  is  not  now  and  will  not  be  sufficient  funds  in 
the  treasury  in  the  City  of  Indianapolis  with  which  to  meet  the  afore- 
said expenditure  for  such  public  welfare,  and  it  being  necessary  for 
the  City  of  Indianapolis,  Indiana,  to  borrow  the  sum  of  Eight  Hun- 
dred Eighty-five  Thousand  ($885,000.00)  Dollars  in  order  to  procure 
such  a  fund  to  be  devoted  to  such  purpose  and  to  issue  and  sell  its 
bonds  in  such  amount  payable  from  the  General  Revenues  and  funds 
of  said  city  or  from  the  Sinking  Fund  or  as  may  be  required  by  law. 
Therefore 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  the  City  Controller  be  and  he  is  hereby  author- 
ized for  the  purpose  of  procuring  money  to  be  used  for  the  purpose 
of  Flood  Prevention  for  the  City  of  Indianapolis,  Indiana,  to  era- 
pare;  issue  and  sell  Eight  Hundred  Eigthy-five  (885);  new  bonds  ci 
the  City  of  Indianapolis,  Marion  County,  Indiana,  for  the  sum  of  One 
Thousand  ($1,000.00)  Dollars  each,  which  bonds  shall  bear  dai  of 
January  1st,  1926,  and  shall  be  numbered  from  One  (1)  to  Eight 
Hundred  Eighty-five  (885),  both  inclusive;  shall  be  designated  as 
"Flood  Prevention  Bonds  of  1926"  and,  shall  bear  interest  at  the 
rate  of  4%  per  cent  per  annum,  payable  semi-annually  on  the  1st 
day  of  January  and  the  first  day  of  July  of  each  year  of  the  period 
of  said  bonds  and  said  installments  of  interest  shall  be  evidenced  by 
interest  coupons  attached  to  said  bonds.  Thirty  (30)  of  said  bonds 
shall  mature  and  be  payable  at  the  rate  of  Thirty  Thousand  ($30,000.- 
00)  Dollars  each  year  for  Twenty-nine  (29)  consecutive  years,  and 
Fifteen  (15)  of  said  bonds  of  the  sum  of  Fifteen  Thousand  ($15,- 
000.00)  Dollars  shall  mature  and  be  payable  in  the  Thirtieth  con- 
secutive year,  said  payments  shall  begin  on  the  first  day  of  January, 
1928,  and  end  on  the  first  day  of  January,  1957. 

The  first  coupon  attached  to  each  bond  shall  be  for  the  interest 
on  said  bond  from  the  date  of  issue  until  the  1st  day  of  July,  1927. 
Said  bond  and  interest  coupons  shall  be  negotiable  and  payable  at 
the  City  Treasurer's  office  of  the  City  of  Indianapolis,  Indiana.  Said 
bonds  shall  be  signed  by  the  Mayor  and  the  City  Controller  of  said 
City  of  Indianapolis  and  attested  by  the  City  Clerk,  who  shall  affix 
the  seal  of  said  city  to  each  of  said  bonds.  The  interest  coupons  at- 
tached to  each  of  said  bonds  shall  be  authenticated  by  a  lithographic 
fac  simile  of  the  signatures  of  the  Mayor  and  City  Controller  of  said 
city  engraved  thereon,  which  shall  for  all  purposes  be  taken  and 
deemed  to  be  equvalent\  to  a  manual  signing  thereof.  Said  bonds 
shall  be  prepared  by  the  City  Controller  in  due  form  irrevocably 
pledging  the  faith  and  credit  of  the  City  of  Indianapolis  to  the  pay- 
ment of  the  principal  and  interest,  respectively,  stipulated  in  said 
bonds. 

It  shall  be  the  duty  of  the  City  Controller  at  the  time  of  the 
issue  and  negotiation  of  said  bonds  to  register  in  a  book  kept  for 
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-that  purpose  all  of  said  bonds  so  issued  and  negotiated  in  serial 
number  beginning  with  bond  No.  1,  giving  also  the  date  of  the 
issuance  of  said  bonds,  their  amount,  the  date  of  maturity  thereof, 
the  rate  of  interest  and  the  time  and  place  where  said  interest  shall 
be  payable. 

Said  bonds  shall  be  substantially  in  the  following  form,  all 
blanks  for  numbers  and  dates  to  be  properly  filled  in  before  the 
issuance  thereof. 

No $1,000.00 

UNITED   STATES   OF  AMERICA, 

CITY  OF  INDIANAPOLIS, 

MARION   COUNTY,   STATE   OF   INDIANA, 

FLOOD  PREVENTION  BONDS  OF  1926. 

For  value  received  the  City  of  Indianapolis  in  Marion  County, 
State  of  Indiana,  hereby  promises  to  pay  to  the  bearer,  without  any 
relief  from  valuation  or  appraisement  laws  on  the  1st  day  of  Janu- 
ary, 1928,  at  the  City  Treasurer's  Office  of  the  City  of  Indianapolis 
at  the  City  of  Indianapolis,  One  Thousand  ($1,000.00)  Dollars  in 
lawful  money  of  the  United  States  of  America,  together  with  interest 
thereon  at  the  rate  of  4%  per  cent  per  annum  from  date  until  paid. 
e  first  interest  payable  on  the  1st1  day  of  July,  1927,  and  the 
interest  thereafter  payable  semi-annually  on  the  1st  day  of  January 
and  July  respectively,  upon  the  presentation  and  surrender  of  the 
proper  interest  coupons  hereunto  attached  and  which  are  made  a 
part  of  this  bond. 

This  bond  is  one  of  an  issue  of  Eight  Hundred  Eighty-five  (885) 
bonds  of  One  Thousand  ($1,000.00)  Dollars  each,  numbered  from  one 
(1),  to  Eight  Hundred  Eighty-five  (885),  both  inclusive,  of  date  of 
January  1st,  1926,  issued  by  the  City  of  Indianapolis,  pursuant  to 
an  ordinance  passed  by  the  Common  Council  of  the  City  of  Indian- 
apolis  on   the   i .- day   of ..,1925, 

and  an  Act  of  the  General  Assembly  of  the  State  of  Indiana,  entitled 
"An  Act  Concerning  Municipal  Corporations,"  approved  March  6th, 
1905,  and  all  acts  amendatory  thereof  and  supplemental  thereto. 

It  is  hereby  certified  that  all  conditions,  acts  and  things  essential 
to  the  validity  of  this  bond  exists,  have  happened,  and  have  been 
done,  and  that  every  requirement  of  the  law  affecting  the  issuance 
thereof  have  been  duly  complied  with,  and  that  this  bond  is  within 
every  debt  and  other  limit  prescribed  by  the  Constitution  and  the 
Laws  of  the  State  of  Indiana,  and  that  the  faith  and  credit  of  the 
City  of  Indianapolis,  Indiana,  are  hereby  irrevocably  pledged  to  the 
punctual  payment  of  the  principal  and  interest  of  this  bond,  accord- 
ing to  its  terms. 

IN  WITNESS  WHEREOF,  the  Common  Council  of  the  City  of 
Indianapolis,  Indiana,  has  caused  this  bond  to  be  signed  by  the 
Mayor  and  the  City  Controller  and  attested  by  the  City  Clerk,  and 
the  corporate  seal. of  said  city  to  be  hereunto  affixed  this,  as  of  the 
day   of ,    1926. 

Mayor. 

City  Controller. 
Attest: 

City "Clerk" 
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Section  2.  The  City  Controller,  shall,  as  soon  as  possible,  after 
the  passage  of  this  ordinance  advertise  for  bids  or  proposals  for 
said  oonds  by  at  least  one  insertion  each  week  for  two  weeks  in  two 
daily  newspapers  of  general  circulation,  printed  and  published  in 
the  City  of  Indianapolis,  and  may  otherwise  advertise  for  such  bids 
or  proposals  as  be  may  deem  advisable.  Such  advertisement  shall 
describe  said  bonds  with  such  minuteness  and  particularity  as  the 
City  Controller  may  see  fit  and  shall  set  forth  the  amount  of  the 
bonds  to  be  sold  and  the  rate  of  interest  they  may  bear,  that  the 
bidder  may  bid  for  all  or  any  part  of  said  bonds,  the  date  of  opening 
bids  or  proposals  therefor,  the  right  of  the  City  Controller  to  reject 
any  or  all  bids,  the  amount  of  deposit  each  bidder  will  be  required 
to  make  and  when  and  where  the  bonds  shall  be  delivered  and  paid 
for. 

Section  3.  Each  and  every  bid  an  proposal  shall  be  presented  to 
the  City  Controller  sealed,  and  shall  be  accompanied  by  a  duly  certi- 
fied check  upon  some  responsible  bank  of  the  City  of  Indianapolis, 
Indiana,  payable  to  the  order  of  the  City  Treasurer  for  a  sum  of 
money  which  shall  equal  two  and  one-half  (2%)  per  cent  of  the  face 
or  par  value  of  the  bonds  bid  for  or  proposed  to  be  purchased.  The 
City  Controller  shall  continue  to  receive  all  bids  or  proposals  therefor 
at  the  office  of  the  City  Controller  until  12  o'clock,  noon,  on  the  day 
fixed  by  the  City  Controller  and  designated  in  the  advertisement 
for  receiving  bids  or  proposals,  at  which  time  and  place  and  between 
the  said  hour  and  2  o'clock  p.  m.  of  said  day,  he  shall  open  said  bids 
or  proposals.  The  City  Controller  shall  award  said  bonds,  or  as  he 
shall  see  fit,  a  part  or  any  number  thereof,  to  the  highest  and  best 
bidder  therefor,  but  said  City  Controller  shall  have  the  right  to  re- 
ject any  and  all  such  bids  or  proposals,  or  any  part  thereof,  and  shall 
have  the  right  to  accept  a  part  of  any  bid  and  to  award  upon  any 
bid  the  whole  or  a  less  number  of  bonds  covered  by  such  bid,  he 
being  the  sole  judge  of  the  sufficiency  or  insuffciency  of  any  kind. 
He  may  also  in  his  judgment  and  discretion  award  a  part  of  said 
bonds  to  one  bidder  and  a  part  to  another.  These  provisions  shall 
apply  to  the  case  of  reoffering  and  readvertising  of  said  bonds  as 
hereinafter  provided. 

Section  4.  In  case  the  City  Controller  shall  reject  all  bids  sub- 
mitted or  if  he  shall  award  only  a  part  of  such  bonds,  he  shall  re- 
advertise  the  bonds  remaining  unsold  in  the  manner  as  herein  pre- 
scribed for  the  original  advertisement,  but  in  such  readvertisement 
he  is  authorized  and  directed  to  fix  the  date  and  the  time  both  of 
receiving  and  opening  bids  or  proposals,  and  for  purchaser  to  take 
up  and  pay  for  the  bonds  which  may  be  awarded.  And  he  shall 
continue  from  time  to  time  in  like  manner  to  readvertise  said  bonds 
for  sale  until  said  bonds  are  sold. 

Section  5.  In  case  any  bid  or  proposal  shall  not  be  accepted  and 
there  shall  be  no  award  i  of  bonds  thereon  by  the  City  Controller 
he  shall  thereupon  return  to  such  unsuccessful  bidder  the  certified 
check  accompanying  the  same.  If  the  City  Controller  shall  award 
the  whole  or  any  part  of  the  bonds  upon  any  bid  or  proposal,  he  shall 
thereupon  deliver  the  certified  check  accompanying  the  same  to  the 
City  Treasurer,  who  shall  thereupon  present  the  same  for  payment 
and  shall  be  entitled  to  collect  the  same  and  shall  hold  the  proceeds 
collected  thereon  until  the  completion  of  the  purchase  and  the  pay- 
ment for  the  bonds  so  awarded.     If,  for  any  reason,  said  check  shall 
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not  be  paid  upon  presentation,  such  non-payment  shall  be  taken  and 
deemed  a  breach  of  the  contract  for  purchase  of  said  bonds  upon  the 
part  of  the  purchaser,  and  the  city,  in  that  event,  shall  have  the 
right  to  readvertise  said  bonds  for  sale_  at  once,  and  shall,  in  such 
event,  retain  said  check  and  shall  have  the  right  to  collect  the 
same  for  its  own  use,  and  said  check  and  proceeds  thereof,  when  col- 
lected, shall  be  taken  and  deemed  as  agreed  and  liquidated  damages 
for  such  breach  of  contract,  and  as  a  payment  thereof  to  the  city. 
In  case  any  successful  bidder  shall  fail  to  complete  the  purchase  of 
the  bonds  so  awarded  and  to  pay  for  the  same  within  the  time  and 
manner  herein  required,  or  which  may  be  prescribed  by  the  City 
Controller  as  herein  provided,  the  proceeds  of  such  certified  check 
deposited  by  such  bidder  shall  be  taken,  considered,  and  deemed  as 
agreed  and  liquidated  damages  for  the  breach  of  such  bidder's  con- 
tract of  purchase  and  shall  be  taken  and  deemed  as  a  payment  to 
the  city  for  such  damages,  and  shall  be  retained  and  held  by  said 
city  for  its  use,  but  if  such  successful  bidder  shall  complete  the  pur- 
chase of  said  bonds  awarded  to  him  pursuant  to  the  provisions  hereof, 
and  his  bid  and  award  thereon  said  proceeds  of  said  certified  check 
shall  thereon  be  returned  to  such  bidder,  or  at  the  option  of  the  City 
Controller  at  the  time  of  the  completion  of  the  sale  and  payment  for 
the  bonds  said  proceeds  of  said  certified  check  may  be  applied  and 
deemed  a  payment  on   account  of  the   purchase   of   said   bonds. 

Section  6.  Delivery  of  any  bonds  sold  shall  be  made  at  the 
office  of  City  Treasurer  of  the  City  of  Indianapolis,  Indiana,  upon 
such  day  or  days  as  may  be  specified  in  the  advertisement  or  re- 
advertisement  for  proposals  or  within  such  time  thereafter  as  may 
be  fixed  by  the  City  Controller,  or  at  such  time  or  times  as  may  be 
agreed  upon  by  the  City  Controller  and  the  purchaser  or,  purchasers 
and  the  City  Controller  may  extend  the  time  for  such  delivery  not 
more  than  ten  (10)  days  after  the  day  or  days  specified  or  agreed 
upon  as  above  provided,  and  the  successful  bidder  or  bidders  shall 
take  the  bonds  awarded  to  him  or  them  and  pay  for  the  same  at 
such  place  and  times  and  his  or  her  refusal,  neglect  or  omission  to 
do  so  shall  be  a  breach  of  the  contract  of  his  bid  or  proposal  on  ac- 
count of  which  damages  shall  be  retained  or  recovered  as  liquidated 
as  provided  in  this  ordinance. 

Section  7.  The  bonds  taken  and  paid  for  to  the  satisfaction  of 
the  City  Controller  shall  be  binding  obligations  upon  the  city  of 
Indianapolis,  according  to  their  tenor  and  effect,  and  the  proceeds 
derived  from  the  sale  or  sales  of  bonds  as  herein  authorized  shall 
be  and  hereby  are  appropriated  to  the  Department  of  Public  Works 
to  be  used  for  the  payment  of  the  costs  of  the  proposed  work  of 
Flood  Prevention,  including  the  cost  of  land  to  be  appropriated  as 
contemplated  by  Declaratory  Resolution  No.  12763,  from  775  feet 
south  of  the  center  line  of  Raymond  Street  to  Morris  Street,  and 
shall  constitute  and.  continue  appropriations  until  the  completion  of 
said  work. 

Section  8.  For  the  purpose  of  redeeming  said  bonds  and  the 
interest  coupons  thereto  attached,  there  is  hereby  levied  a  tax  of 
One  (1)  cent  on  each  One  Hundred  ($100.00)  Dollars  of  taxable 
property  of  the  City  of  Indianapolis,  which  shall  be  added  to  the  city 
tax  levy  of  1926,  and  be  continued  each  year  thereafter  for  Twenty- 
nine  (29)  years  and  the  proceeds  of  said  tax  shall  constitute  a 
Special  Sinking  Fund  to  be  known  as  "Flood  Prevention  Fund,  1926" 
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and  shall  be  used  by  the  Sinking  Fund  Commissioners  of  said  city 
only  for  the  redemption  of  said  bonds  and  coupons  as  provided  by 
the  said  State  Law. 

Section  9.  The  Mayor,  the  City  Controller  and  the  Corporation 
Counsel  are  hereby  authorized  and  directed  to  publish  notice  of  the 
herein  determination  to  issue  bonds  as  required  by  law. 

Section  10.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  approval  by  the  Mayor. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

By  the  City  Plan  Commission. 

GENERAL  ORDINANCE  NO.  112,  1925 
AN  ORDINANCE  to  amend  General  Ordinance  No.  114,  1922,  en- 
titled: "An  ordinance  dividing  the  City  of  Indianapolis  into 
districts  for  the  purpose  of  regulating  and  restricting  tha  lo- 
cation of  trades,  callings,  industries,  commercial  enterprises 
and  the  location  of  buildings  designed  for  specific  uses;  of 
classifying,  regulating  and  determining  the  area  of  front,  r3  r 
and  side  yards  and  other  open  spaces  about  buildings;  of  regu- 
lating and  determining  the  use  and  intensity  of  use  of  land  and 
lot  areas  within  such  city;  creating  a  board  of  zoning  appeals; 
denning  certain  terms  used  in  said  ordinance;  providing  a  pen- 
alty for  its  violation  and  designating  the  time  when  the  same 
shall  take  effect,"  and  fixing  the  time  when  the  same  shall  take 
effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1 1.  That  the  A3  or  2400  square  foot  area  district  as 
established  by  General  Ordinance  No.  114,  1922,  be  and  the  same  is 
hereby  amended,  supplemented  and  changed  so  as  to  include  the 
following  described   territory: 

A.  Beginning  on  the  east  property  line  of  the  first  alley  west 
of  Winthrop  Avenue  at  its  intersection  with  the  north  property  line 
of  51st  Street;  thence  north  with  and  along  the  east  propery  line 
of  said  alley  to  the  north  property  line  of  52nd  Street;  thence  east 
with  and  along  the  north  property  line  of  52nd  Street  to  a  point 
133.5  feet  west  of  the  west  property  line  of  Winthrop  Avenue;  thence 
north  parallel  to  and  133.5  feet  distant  from  the  west  property  line 
of  Winthrop  Avenue  to  the  south  property  line  of  54th  Street; 
thence  east  along  the  south  property  line  of  said  street  to  the  west 
right-of-way  line  of  the  C.  I.  &  L.  Railway  Co.;  thence  south  along 
the  west  right-of-way  line  of  the  said  Railway  Co.  to  the  north 
property  line  of  51st  Street;  thence  west  along  the  north  property 
Mne  of  51st  Street  to  the  point  or  place  of  beginning. 

B.  Beginning  on  the  north  property  line  of  Walker  Avenue  at 
its  intersection  with  the  center  line  of  the  first  alley  west  of  Ran- 
dolph Street;  thence  north  along  the  center  line  of  said  alley  to  the 
center  line  of  the  first  alley  north  of  Raymond  Street;  thence  west 
alcng  the  center  line  of  said  alley  to  the  center  line  of  the  first  alley 
east  of   State   Avenue;    thence   north   along   the   center   line   of    said 


1092  journal  of  common  council      [Regular  Meeting 


alley  to  a  point,  said  point  being  where  the  center  line  of  the  first 
alley  north  of  Calhoun  Street  extended  west  would  intersect  with 
the  center  line  of  the  first  alley  east  of  State  Avenue;  thence  east 
along  the  center  line  of  the  first  alley  north  of  Calhoun  Street  ex- 
tended west  and  the  center  line  of  said  alley  to  the  west  property 
line  of  Villa  Avenue;  thence  north  along  the  west  property  line  of 
Villa  Avenue  to  a  point  142  feet  north  of  the  north  property  line  of 
Reformers  Avenue;  thence  east  parallel  to  and  142  feet  distant  from 
the  north  property  line  of  Reformer  Avenue  to  a  point  120  feet  west 
of  the  west  property  line  of  Churchman  Avenue;  thence  south  parallel 
to  and  120  feet  distant  from  the  west  property  line  of  Churchman 
Avenue  to  the  center  line  of  the  first  alley  south  of  Reformers  Ave- 
nue; thence  east  along  the  center  line  of  said  alley  to  a  point  40 
feet  west  of  the  west  property  line  of  Churchman  Avenue;  thence 
south  parallel  to  and  84  feet  distant  from  the  west  property  line  of 
Keystone  Avenue  to  the  south  property  line  of  Raymond  Street; 
thence  west  along  the  south  property  line  of  Raymond  Street  a  dis- 
tance of  40  feet;  thence  south  parallel  to  the  west  property  line  of 
Keystone  Avenue  a  distance  of  150  feet;  thence  east  parallel  to  the 
south  property  line  of  Raymond  Street  to  the  west  property  line 
of  Keystone  Avenue;  thence  south  along  the  west  property  line  of 
Keystone  Avenue  to  the  north  property  line  of  Walker  Avenue;  thence 
west  along  the  north  property  line  of  Walker  Avenue  to  the  point 
or  place  of  beginning. 

C.  Beginning  on  the  north  property  line  of  Stanton  Avenue  at 
its  intersection  with  the  west  property  line  of  Sherman  Drive;  thence 
west  following  the  north  property  line  of  Stanton  Avenue  to  the 
west  property  line  of  Gale  Street;  thence  south  along  the  west 
property  line  of  Gale  Street  to  a  point  135  feet  north  of  the  north 
property  line  of  English  Avenue;  thence  west  parallel  to  and  135 
feet  distant  from  the  north  property  line  of  English  Avenue  to  the 
east  right-of-way  line  of  the  I.  U.  R.  R.  Co.;  thence  north  long  the 
east  right-of-way  line  of  the  I.  U.  R.  R.  Co.  to  the  south  right-of- 
way  line  of  the  Pennsylvania  R.  R.  Co;  thence  east  with  the  south 
right-of-way  line  of  the  Pennsylvania  R.  R.  Co.  to  the  west  property 
line  of  Sherman  Drive;  thence  south  with  the  west  property  line  of 
Sherman  Drive  to  the  point  or  place  of  beginning. 

D.  Beginning  at  a  point  on  the  present  corporation  line,  said 
point  being  at  the  intersection  of  the  center  line  of  61st  Street  and 
the  north  bank  of  the  Canal;  thence  west  and  following  the  present 
corporation  line  to  its  point  of  intersection  with  the  center  line  of 
East  63rd  Street;  thence  south  to  he  south  property  line  of  East 
63rd  Street;  thence  west  with  the  south  property  line  of  East  63rd 
Street  to  the  present  corporation  line;  thence  west,  northwesterly, 
south  and  west  with  the  present  corporation  line  to  the  center  line 
of  Compton  Street;  thence  north  with  the  center  line  of  Compton 
street  to  the  south  bank  of  White  River;  thence  following  the  south 
bank  of  White  River  to  the  south  property  line  of  64th  Street;  thence 
west  with  the  south  property  line  of  64th  Street  to  the  west  prop- 
erty line  of  Jefferson  Street;  thence  north  with  the  west  property 
line  of  Jefferson  Street  to  its  point  of  intersection  with  the  north 
property  line  of  the  Westfield  Road;  thence  west  to  a  point  on  the 
east  right-of-way  line  of  the  C.  I.  &  L.  R.  R.  Co.,  said  point  being 
897  feet  south  of  the  south  property  line  of  North  Drive;  thence  west 
to  the  east  property  line  of  Cornell  avenue;  thence  south  with  the 
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east  property  line  of  Cornell  avenue  to  the  south  property  line  of 
65th  street;  thence  west  with  the  south  property  line  of  said  street 
to  the  center  line  of  the  first  alley  west  of  Cornell  avenue;  thence 
south  with  the  center  line  of  said  alley  to  the  south  property  line 
of  64th  street;  thence  west  with  the  south  property  line  of  said 
street  to  the  west  property  line  of  College  avenue;  thence  north 
with  the  west  property  line  of  College  avenue,  a  distance  of  150  feet 
north  of  the  north  property  line  of  64th  street;  thence  west  parallel 
to  and  150  feet  distant  from  the  north  property  line  of  64th  street, 
to  the  center  line  of  the  first  alley  west  of  College  avenue;  thence 
south  with  the  center  line  of  said  alley  to  the  north  bank  of  the 
Canal;  thence  southwesterly  with  the  north  bank  of  the  Canal  to 
the  point  or  place  of  beginning. 

E.  Beginning  on  the  north  property  line  of  54th  street  at  its 
intersection  with  the  west  property  line  of  the  first  alley  east  of 
College  avenue;  thence  north  with  the  said  alley  line  to  the  south 
property  line  of  North  view  avenue;  thence  west  with  the  south  prop- 
erty line  of  Northview  Avenue  to  the  west  property  line  of  College 
avenue;  thence  north  with  the  west  property  line  of  College  avenue 
to  the  south  property  line  of  57th  street;  thence  west  with  the  south 
property  line  of  57th  street  to  the  east  property  line  of  the  first  alley 
west  of  College  avenue;  thence  south  with  the  east  property  line  of 
the  first  alley  west  of  College  avenue,  to  the  north  property  line  of 
54th  street;  thence  east  with  the  north  property  line  of!  54th  street 
to  the  point  or  place  of  beginning. 

F.  Beginning  on  the  north  property  line  of  58th  street  at  its 
intersection  with  the  west  property  line  of  College  avenue;  thence 
west  with  the  north  property  line  of  58th  street  to  the  center  line 
of  the  first  alley  west  of  Broadway;  thence  north  with  the  center 
line  of  said  alley  to  a  point  160  feet  south  of  the  south  property  line 
of  59th  street;  thence  east  parallel  to  and  160  feet  distant  from  the 
south  property  line  of  59th  street  to  the  west  property  line\  of 
College  avenue;  thence  north  with  the  west  property  line  of  College 
avenue  to  the  south  property  line  of  59th  street;  thence  east  with 
the  south  property  line  of  59th  street  to  the  east  right-of-way  line 
of  the  C.  I.  &  L.  R.  R.  Co.;  thence  north  with  the  east  right-of-way 
line  of  said  R.  R.  Co.  to  a  point,  said  point  being  where  the  center  line 
of  the  first  alley  north  of  59th  street  extended  east  would  intersect 
the  east  right-of-way  line  of  said  R.  R.;  thence  west  with  said 
extended  center  line  and  said  center  line  to  the  center  line  of  the 
first  alley  west  of  Cornell  avenue;  thence  north  with  said  center 
line,  a  distance  of  10.5  feet;  thence  west  to  the  west  property  line 
of  Belief ontaine  street;  thence  north  with  the  west  line  of  said  street 
to  a  point  160  feet  north  of  the  north  property  line  of  59th  street; 
thence  west  parallel  to  and  160  feet  distant  from  the  north  property 
line  of  59th  street  to  the  center  line  of  the  first  alley  west  of 
Broadway;  thence  north  with  the  center  line  of  the  first  alley  west  of 
Broadway  to  the  center  line  of  60th  street;  thence  west  with  the 
center  line  of  60th  street  to  a  point  127.15  feet  east  of  the  east  prop- 
erty line  of  Central  avenue;  thence  north  parallel  to  and  127.15 
feet  distant  from  the  east  property  line  of  Central  avenue  to  the 
south  property  line  of  Westfield  Boulevard;  thence  northeasterly 
with  the  south  property  line  of  said  boulevard  to  the  north  property 
line  of  the  first  alley  north  of  62nd  street;  thence  east  with  the 
north  line  of  said  alley  to  the  east  property  line  of  College  avenue; 
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thence  north  with  the  east  property  line  of  College  avenue  to  a 
point  198.6  feet  south  of  the  south  property  line  o:£  63rd  street; 
thence  east  parallel  to  and  198.6  feet  distant  from  the  south  prop- 
erty line  of  63rd  street  to  the  center  line  of  the  first  alley  east  of 
College  avenue;  thence  north  with  the  center  line  of  said  alley  to 
a  point  139.3  feet  south  of  the  south  property  line  of  63rd  street; 
thence  east  parallel  to  and  139.3  feet  distant  from  the  south  property 
line  of  63rd  street  to  east  property  line  of  Ashland  avenue;  thence 
north  with  the  east  property  line  of  Ashland  avenue  to  a  point  102.5 
feet  south  of  the  south  property  line  of  63rd  street;  thence  east 
parallel  to  and  102.5  feet  distant  from  the  south  property  line  of 
63rd  street  to  the  first  alley  east  of  Ashland  avenue;  thence  south 
with  the  center  line  of  said  alley  to  a  point  113.1  feet  south  of  the 
south  property  line  of  63rd  street;  thence  east  parallel  to  and  113.1 
feet  distant  from  the  south  property  line  of  63rd  street  to  the  east 
property  line  of  Belief ontaine  street;  thence  south  with  the  east 
property  line  of  said  street  to  the  center  line  of  the  first  alley  south 
cf  63rd  street:  thence  east  w'th  the  center  line  of  said  alley  to  the 
east  property  line  of  Cornell  avenue;  thence  south  with  the  east 
property  line  of  said  avenue  to  the  north  property  line  of  62nd 
street;  thence  east  with  the  north  property  line  of  said  street  to 
the  east  rigbt?f-way  line  of  the  C,  I.  &  L.  R.  R.  Co.;  thence  south 
with  the  east  right-of-way  line  of  said  R.  R.  Co.  to  the  south  prop- 
erty line  of  59th  street;  thence  west  with  the  south  property  line 
of  59th  strret  to  a  point  90  fee';  east  of  the  east  property  line  of 
College  avenue;  thence  south  parallel  to  and  90  feet  distant  from 
the  east  property  line  of  College  avenue  to  a  point  120  feet  south 
of  the  south  property  line  of  59th  street;  thence  west  parallel  to 
and  120  feet  distant  from  the  south  property  line  of  59th  street  to  the 
east  propertv  line  of  College  avenue;  thence  south  along  the  east 
property  line  of  College  avenue  to  the  north  property  line  of  58th 
street;  thence  west  with  the  north  property  line  of  58th  street  to 
the  point  or  place  of  beginning. 

Section  2.  That  the  U3  or  business  district  and  the  A3  or  2400 
square  foot  area  district  as  established  by  General  Ordinance  No. 
114,  1922,  be  and  the  same  are  hereby  amended,  supplemented  and 
changed  so  as  to  include  the  following  described  territory: 

A.  Beginning  on  the  west  property  line  of  the  first  alley  east 
of  Central  avenue  at  its  intersection  with  the  south  property  line 
of  Westfield  Boulevard;  thence  south  with  the  west  property  line  of 
said  alley  a  distance  of  289  feet;  thence  west  to  a  point  on  the  east 
property  line  of  Central  avenue,  said  point  being  157.9  feet  south 
of  the  south  property  line  of  Westfield  Boulevard;  thence  west  to  a 
point  on  the  west  property  line  of  Central  avenue,  said  point  being 
143.57  feet  south  of  the  south  property  line  of  Westfield  Boulevard; 
thence  west  at  an  angle  of  90  degrees  a  distance  of  69.53  feet;  thence 
northwesterly  to  a  point  on  the  the  south  property  line  of  Westfield 
Boulevard,  said  point  being  143.57  feet  distant  from  the  west  prop- 
erty line  of  Central  avenue;  thence  with  the  south  property  line  of 
Westfield  Boulevard  to  the  point  or  place  of  beginning. 

B.  Beginning  on  the  south  property  line  of  52nd  street  at  its 
intersection  with  the  east  property  line  of  Pennsylvania  street; 
thence  east  with  the  south  property  line  of  52nd  street  to  the  west 
property  line  of  the  first  alley  east  of  Pennsylvania  street;  thence 
south  with  the  west  property  line  of  the  first  alley  east  of  Pennsyl- 
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vania  street  to  the  north  property  line  of  Beverley  Drive;  thence 
west  with  the  north  property  line  of  Beverley  Drive  to  the  east 
property  line  of  Pennsylvania  street;  thence  north  with  the  east  prop- 
erty line  of  Pennsylvania  street  to  the  point  or  place  of  beginning. 

C.  Beginning  at  a  point  on  the  north  property  line  of  57th 
street,  said  point  being  100  feet  west  of  the  west  property  line  of 
Central  avenue;  thence  100  feet  north  to  a  point  100  feet  west  of 
the  west  property  line  of  Central  avenue;  thence  200  feet  west  to  a 
point  100  feet  north  of  the  north  property  line  of  57th  street;  thence 
100  feet  north  to  a  point  300  feet  west  of  the  west  property  line  of 
Central  avenue;  thence  150  feet  west  to  a  point  200  feet  north  of 
the  north  property  line  of  57th  street;  thence  south  to  a  point  142.15 
feet  south  of  the  south  property  line  of  57th  street;  and  150  feet  east 
of  the  east  property  line  of  Washington  Boulevard;  thence  300 
feet  east  to  a  point  142.15  feet  south  of  the  south  property  line  of 
Washington  Boulevard;  thence  300  feet  east  to  a  point  142.15  feet 
south  of  the  south  propertv  line  of  57th  street;  thence  47.38  feet 
north  to  a  point  150  feet  west  of  the  west  property  line  of  Central 
avenue;  thence  50  feet  east  to  a  point  84.77  feet  south  of  the  south 
property  line  of  57th  street;  thence  north  to  the  point  or  place  of 
beginning. 

D.  Beginning  on  the  east  property  line  of  Keystone  avenue  at 
its  intersection  with  the  north  property  line  of  30th  street;  thence 
north  with  the  east  property  line  of  Keystone  avenue,  a  distance  of 
100  feet;  thence  east  parallel  to  and  100  feet  distant  from  the  north 
property  line  of  30th  street,  a  distance  of  161.5  feet;  thence  south 
parallel  to  and  161.5  feet  distant  from  the  east  property  line  of  Key- 
stone avenue  to  the  north  property  line  of  30th  street;  thence  west 
with  the  north  property  line  of  30th  street  to  the  point  or  place 
of  beginning. 

E.  Beginning  on  the  east  property  line  of  Keystone  avenue  at 
its  intersection  with  the  south  property  line  of  34th  street;  thence 
east  with  the  south  property  line  of  34th  street,  a  distance  of  100  feet; 
thence  south  parallel  to  and  100  feet  distant  from  the 
east  property  line  of  Keystone  avenue,  a  distance  of  200  feet;  thence 
west  parallel  to  and  200  feet  distant  from  the  south  property  line 
of  34th  street  to  a  point  100  feet  west  of  the  west  property  line  of 
Keystone  avenue;  thence  north  parallel  to  and  100  feet  distant  from 
the  west  property  line  of  Keystone  avenue  to  the  south  property  line 
of  34th  street;  thence  east  with  the  south  property  line  of  34th  street 
to  the  point  or  place  of  beginning. 

Section  3.  That  the  U3  or  business  district  as  established  by 
General  Ordinance  No.  114,  1922,  be  and  the  same  is  hereby  amended, 
supplemented  and  changed  so  as  to  include  the  following  described 
territory: 

A.  Beginning  on  the  west  property  line  of  Pennsylvania  street 
at  its  intersection  with  the  south  property  line  of  34th  street;  thence 
west  with  the  south  property  line  of  34th  street  to  the  center  line  of 
the  first  alley  west  of  Pennsylvania  street;  thence  south  100  feet  with 
the  center  line  of  said  alley;  thence  east  parallel  to  and  100  feet 
distant  from  the  south  property  line  of  34th  to  the  west  propertv  line 
of  Pennsylvania  street;  thence  north  with  the  west  property  line  of 
Pennsylvania  street  to  the  point  or  place  of  beginning. 

Section  4.  That  the  U3  or  business  district  as  established  by 
General  Ordinance  No.  114,  1922,  be  and  the  same  is  hereby  amended. 
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supplemented  and  changed  so  as  to  include  the  following  described 
territory : 

A.  Beginning  on  the  north  property  line  of  18th  street  at  its 
inersection  with  the  center  line  of  the  first  alley  west  of 
Illinois  street;  thence  north  with  the  center  line  of  said 
alley  to  the  center  line  of  19th  street;  thence  west  with 
the  center  line  of  19th  street  to  a  point  204.6  feet  west  of  the  west 
property  line  of  Illinois  street;  thence  north  parallel  to  and  204.6 
feet  distant  from  the  west  property  line  of  Illinois  street  to  the 
center  line  of  the  first  alley  south  of  21st  street;  thence  west  with 
the  center  line  of  said  alley  to  the  center  line  of  the  first  alley  east 
of  Boulvard  Place;  thence  south  with  the  center  line  of  said  alley  to 
the  center  line  of  the  first  alley  north  of  16th  street;  thence  west 
with  the  center  line  of  said  alley  to  a  point  150  feet  east  of  the  east 
property  line  of  Boulevard  Place;  thence  south  parallel  to  and  154 
feet  distant  from  the  east  property  line  of  Boulevard  Place  to  the 
south  property  line  of  16th  street;  thence  east  with  the  north  prop- 
erty line  of  16th  street  to  the  east  property  line  of  Capitol  avenue; 
thence  north  with  the  east  property  line  of  Capitol  avenue  to  the 
center  line  of  the  first  alley  north  of  16th  street;  thence  east  witih 
the  center  line  of  said  aliev  to  the  center  line  of  the  first  alley  east 
of  Capitol  avenue;  thence  north  with  the  center  line  of  said  alley 
to  the  north  property  line  of  18th  street;  thence  east  with  the  north 
property  line  of  18th  street  to  the  point  or  place  of  beginning. 

Section  5.  That  the  U3  or  business  district  and  the  A4  or  1200 
square  foot  area  district  as  established  by  General  Ordinance  No.  114, 
1922,  be  and  the  same  are  hereby  amended,  supplemented  and  changed 
so  as  to  include  the  following  described  terrtitory: 

A.  Beginning  on  the  east  property  line  of  Layman  avenue  at  its 
intersection  with  the  north  property  line  of  Washington  street; 
thence  north  with  the  east  property  line  of  Layman  avenue,  a  distance 
of  185  feet;  thence  east  parallel  to  and  185  feet  distant  from  the 
north  property  line  of  Washington  street  to  the  east  property  line 
of  Audubon  Road;  thence  north  with  the  east  property  line  of  Audu- 
bon Road  to  a  point,  said  point  being  190  feet  north  of  the  north 
property  line  of  Washington  street;  thence  east  parallel  to  and  190 
feet  distant  from  the  north  property  line  of  Washington  street  to  the 
east  property  line  of  Bolton  avenue;  thence  south  with  the  east 
property  line  of  Bolton  avenue  to  the  south  property  line  of  the  first 
alley  north  of  Washington  street;  thence  east  with  the  south  prop- 
erty line  of  said  alley  to  the  east  property  line  of  the  first  alley 
east  of  Bolton  avenue;  thence  south  with  the  east  property  line  of 
the  last  aforesaid  alley  extended  south  a  distance  of  10  feet;  thence 
east  and  parallel  to  and  150  feet  distant  from  the  north  property  line 
of  Washington  street  to  the  east  property  line  of  Arlington  avenue, 
thence  north  with  the  east  property  line  of  Arlington  avenue,  a  dis- 
tance of  18.65  feet;  thence  east  with  an  angle  of  92  degrees  28  min- 
utes from  the  last  described  course  to  the  west  property  line  of  the 
first  alley  east  of  Arlington  avenue;  thence  south  with  the  west 
propery  line  of  said  alley  to  the  south  property  line  of  the  first 
alley  north  of  Washington  street;  thence  east  with  the  south  prop- 
erty line  of  said  alley  to  the  east  property  line  of  Webster  avenue; 
thence  south  with  the  east  property  line  of  Webster  avenue;  thence 
south  with  the  east  property  line  of  Webster  avenue  to  a  point  120 
feet  south  of  the  south  property  line  of  Washington  street;  thence 
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west  parallel  to  and  120  feet  distant  from  the  south  property  line 
of  Washington  street  to  the  west  property  line  of  Arlington  avenue; 
thence  south  with  the  west  property  line  of  Arlington  avenue  to  the 
north  property  line  of  the  first  alley  south  of  Washington  street; 
thence  west  with  the  south  property  line  of  said  alley  to  the  west 
property  line  of  the  first  alley  west  of  Arlington  avenue;  thence  north 
with  the  west  property  line  of  said  alley  extended  north  to  a 
point,  said  point  being  150  feet  south  of  the  south  property  line 
of  Washington  street;  thence  west  parallel  to  and  150  feet  dis- 
tant from  the  scuth  property  line  of  Washington  street  to  a  point, 
sa'd  point  being  400  feet  west  of  the  west  property  line  of  Audubon 
Road;  thence  north  to  a  point  on  the  north  property  line  of  Wash- 
ington street,  said  point  being  400  feet  west  of  the  west  prop- 
erty line  of  Audubon  Road;  thence  west  with  the  south  property 
line  of  Washington  street,  to  the  point  or  place  of  beginning. 

Section  6.  This  ordinance  shall  go  into  immediate  effect  from 
and  after  its  passage  and  publication  according  to  law. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee ond  Parks. 

By  Mr.  Thompson:  • 

GENERAL  ORDINANCE  NO.  113,  1925 
AN  ORDINANCE  regulating  taxicabs,  requiring  owners  to  furnish 

bonds   or   contracts   for  liability   insurance,   providing   a  penalty 

for  the  violation  thereof   and  declaring  a  time   when  the   same 

shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana  : 

Section  1.  Every  motor  vehicle  and  electric  vehicle,  operated 
by  a  person,  firm  or  corporation,  along  or  upon  any  public  street 
or  highway  within  the  City  of  Indianapolis,  for  the  purpose  of 
transporting  persons  for  hire,  operated  only  upon  call  by  a  special 
contract  of  hire  and  operated  only  from  a  garage,  railroad  depot,  or 
regular  taxicab  stand  and  stationed  at  all  times  when  not  in  opera- 
SIX— CASTOR  BROTHERS  3646 

tion  at  a  garage,  railroad  depot  or  regular  taxicab  stand,  is  hereby 
declared  to  be  a  taxicab,  subject,  however,  to  the  exceptions  and 
limitations  hereinafter  set  forth  in  Section  5  of  this  ordinance. 

Section  2.  It  shall  hereafter  be  unlawful  for  any  person,  firm 
or  corporat'on  to  operate  or  cause  to  be  operated  upon  any  public 
street  within  the  City  of  Indianapolis,  Indiana,  a  commercial  auto- 
mobile for  the  transportation  of  passengers  for  hire,  commonly 
known  as  a  taxicab,  unless  there  shall  have  been  filed  with  the 
City  Controller  of  said  city  either  a  personal  bond  with  at  least 
two  sureties,  approved  by  said  City  Controller,  or  corporate  surety 
bond  or  a  liability  contract  of  insurance  in  a  solvent  and  responsible 
company,  authorized  to  do  business  in  the  State,  which  shall  provide 
for  the  indemnification  of  such  person,  firm  or  corporation  against 
loss  or  expense  from  claims  for  damages,  as  well  as  the  payme 
any  final  judgment  that  may  be  rendered  by  a  court  of  competent 
jurisdiction,  against  any  said  person,  firm  or  corporation  on  account  of 
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bodily  injury  or  death,  accidentally  suffered  or  alleged  to  have  been 
suffered  by  any  person  or  persons  other  than  employees  of  said 
person,  firm  or  corporation,  by  reason  of  the  ownership,  mainten- 
ance or  use  of  said  taxicab  as  a  commercial  vehicle  for  the  trans- 
portation of  persons  for  hire  in  said  city,  in  a  sum  not  exceeding 
$5000  for  injury  to  or  death  of  any  one  person;  and  subject  to  the 
same  limit  for  each  additional  person  injured  or  killed,  provided, 
however,  that  the  total  liability  of  said  bond  or  contract  of  insur- 
ance for  the  loss  on  account  of  any  one  accident,  resulting  in  bodily 
injuries  or  death  to  more  than  one  person,  shall  be  limited  to  and 
not    exceed    $10,000. 

It  shall  be  the  duty  of  every  person,  firm  or  corporation  to 
keep  such  bond  or  insurance  in  force  during  the  full  period  of  time 
for  which  he,  they  or  it  may  be  operating  said  taxicabs  upon  the 
streets  of  said  City  of  Indianapolis,  and  in  case  said  bond  or  con- 
tract of  insurance  is  cancelled,  or  otherwise  terminated,  they  shall 
immediately  notify  the  City  Controller  of  said  City  of  Indianapolis, 
and  if  said  bond  or  policy  of  insurance  be  cancelled,  or  otherwise 
terminated,  such  taxicabs  shall  not  be  operated  in  said  city  until  a 
bond  or  policy  of  insurance  meeting  the  requirements  of  this  sec- 
tion shall  have  been  filed  with  the  City  Controller. 

Section  3.  If  the  bond  or  contract  of  insurance  complies  with 
the  provisions  of  Section  2  hereof,  and  the  applicant  has  paid  the 
license  fees  now  required,  or  which  may  be  hereafter  required  by 
said  City  of  Indianapolis,  of  owners  of  taxicabs,  the  City  Controller 
of  said  city  shall  thereupon  issue  to  said  applicant  therefor  a  certi- 
ficate for  each  taxicab  covered  by  said  bond  or  contract  of  insur- 
ance, setting  forth  that  the  holder  thereof  has  complied  with  this 
ordinance,  which  certificate  shall  be  numbered  serially  and  shall 
contain  the  trade  name  of  the  vehicle,  the  motor  or  serial  number, 
type  of  body,  state  license  number  and  date  of  the  expiration  of 
said  bond  or  contract  of  insurance.  It  shall  be  the  duty  of  the  per- 
son, firm  or  corporation  receiving  such  certificate  to  securely  fasten 
same  to  said  taxicab  so  that  it  will  be  visible  to  passengers  riding 
therein. 

Section  4.  It  is  hereby  made  the  duty  of  the  City  Controller  to 
revoke  any  and  all  licenses  issued  to  taxicabs  under  the  provisions  of 
city  ordinances  now  in  force,*  or  which  may  hereafter  be  passed, 
that  have  been  issued  to  any  person,  firm  or  corporation,  whenever 
he  shall  find  that  said  person,  firm  or  corporation  has  not  complied 
with  the  provisons  of  this  ordinance;  provided,  however,  that  be- 
fore said  licenses  shall  be  revoked  by  the  said  City  Controller,  he 
shall  cause  to  be  mailed  to  said  person,  firm  or  corporation,  ten 
days'  written  notice  of  his  intention  to  revoke  their  license  to 
operate  taxicabs. 

Section  5.  None  of  the  provisions  of  this  Ordinance  shall  ap- 
ply to  commercial  vehicles  commonly  known  as  "jitney  busses,"  or  to 
commercial  vehicles  having  a  seating  capacity  of  more  than  seven 
passengers,  commonly  known  as  "busses"  operated  upon  the  streets 
on  routes  on  which  a  regular  service  is  maintained  according  to  a 
regular  time  schedule,  by  virtue  of  and  under  the  terms  of  ordi- 
nances or  permits  issued  by  the  Public  Service  Commission  of  In- 
diana, or  to  busses  or  motor  vehicles  owned  and  operated  by  hotel 
companies    or   hotel    proprietors    between    their    hotels    and    railroad 
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depots,  for  their  exclusive  use  and  benefit  in  conveying  their  guests 
to  and  from  said  hotels. 

Section  6.  Any  person,  firm  or  corporation  upon  conviction  for 
the  violation  of  or  on  the  failure  to  comply  with  any  of  the  pro- 
visions of  this  ordinance,  shall  be  fined  in  any  sum  not  exceeding 
$100  for  each  and  every  offense,  and  each  day's  operation  in  viola- 
lation  hereof  shall  constitute  a  separate  offense. 

Section  7.  This  ordinance  shall  be  construed  as  being  sup- 
plemental to  all  ordinances  now  in  force  regulating  and  licensing 
taxicabs. 

Section  8.  This  ordinance  shall  be  in  full  force  and  effect  after 
its  passage  and  legal  publication  according  to  law. 

Which  was  read  a  first  time  and!  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Claycombe: 

GENERAL  ORDINANCE  NO.  114,  1925 
AN    ORDINANCE   regulating   traffic   in   the   vicinity    of   the    Union 

Station  in  the  City  of  Indianapolis,  and  repealing  all  ordinances 

or  parts  thereof  which  may  be  in  conflict  therewith. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  India  >/- 
apolis,  Indiana: 

Section  1.  The  term  "Union  Station  District"  within  the  mean- 
ing of  this  ordinance  shall  constitute  all  that  part  of  the  City  of 
Indianapolis,  included  within  the  limits  of  the  center  line  of  Georgia 
Street  on  the  north,  the  elevated  railroad  tracks  on  the  south,  the 
west  curb  line  of  Illinois  Street  on  the  west  and  the  center  line  of 
Meridian  Street  on  the  east. 

Section  2.  No  taxicabs  shall  park  at  any  place  within  the 
Union  Station  District  excepting  within  the  following  places: 

1.  On  the  north  side  of  Jackson  Place  Street  between  Illinois 
and  McCray  streets,  providing,  however,  that  all  such  taxicabs 
shall  be  parked  at  right  angles  with  the  north  curb  of  Jackson 
Place  Street  with  the  rear  of  said  machines  parked  flat  against 
the  curb;  and  providing,  further,  that  no  such  taxicabs  shall  be 
parked  within  fifty  (50)  feet  of  the  east  curb  line  of  Illinois  Street 
at  the  west  curb  line  of  McCray  street. 

2.  For  a  continuous  space  of  100  feet  on  the  east  side  of  Illi- 
nois Street  beginning  at  a  point  25  feet  south  of  the  south  curb 
line  of  Jackson  Place  Street  and  thence  extending  south  along  the 
east  curb  line  of  Illinois  Street  100  feet;  provided,  however,  that 
said  taxicabs  shall  be  parked  parallel  with  the  east  curbing  of  Illi- 
nois Street  and  within  6  inches  thereof. 

3.  For  a  continuous  space  of  18  feet  on  the  west  side  of  Illi- 
nois Street,  commencing  at  a  point  52  feet  south  of  the  south  curb 
of  the  first  alley  south  of  Georgia  Street,  thence  running  south 
parallel  to  the  west  curb  of  Illinois  Street  18  feet;  provided,  how- 
ever, that  said  taxicabs  shall  be  parked  parallel  with  the  west  curb 
of  Illinois  Street  and  within  six  inches  thereof.  No  vehicles  except 
taxicabs  shall  park  in  or  on  any  of  the  aforesaid  spaces  reserved 
for  taxicabs. 
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Section  3.  Any  person,  firm  or  corporation  violating  any  of  the 
provisions  of  this  ordinance  shall,  upon  conviction  thereof,  be  fined 
in  any  sum  not  exceeding  $100,  to  which  may  be  added  imprison- 
ment not  exceeding  thirty  days. 

Section  4.  This  ordinance  shall  be  supplemental  to  General 
Ordinance  No.  37,  1923,  and  amendments  thereto. 

Section  5.  All  ordinances  and  parts  of  ordinances  in  conflict 
herewith  are  hereby  repealed. 

Section  6.  This  ordinance  shall  be  in  full  force  and  effect  after 
its  passage  and  publication  as  required  by  law. 

Which  was  read  a  first  time  and'  referred  to  the  Com- 
mittee on  Public  Safety. 

By  Mr.  Bramblett: 

GENERAL  ORDINANCE  NO.  115,  1925 
AN  ORDINANCE  to  amend  certain  sections  and  to  repeal  certain 
sections  of  General  Ordinance  No.  46,  1925  known  as  the  build- 
ing code  and  approved   October  16th,  1925. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 
that, 

Section  1.  Clause  (B)  of  Section  A-113  shall  be  stricken  out 
and  in  lieu  thereof  insert  the  following  clause  "The  Commissioner  of 
Buildings  may  serve  without  additional  compensation  as  Electrical 
Engineer  after  appointment  by  the  Board  of  Public  Safety  as  pro- 
vided in  this  Code." 

Section  2.  Section  A-115  shall  be  amended  by  striking  out  the 
words  and  figures  "Members  of  Electrical  Board  $60.00  each"  and 
the  words  and  figures  "Secretary  to   Electrical  Board  $240.00". 

Section  3.  Clause  (B)  of  Section  D-102  shall  be  amended  by 
striking  out  the  Exception  and  inserting  in  lieu  thereof  the  follow- 
ing exception  "EXCEPTION —  (a),  Blue  prints  may  be  omitted 
entirely  by  Special  permission  of  the  Commissioner  , of  Buildings. 

(b)  Blue  prints  will  not  be  required  for  repairs  for  Grade 
D  buildings. 

(c)  The  wiring  outline  for  Grade  D  buildings  may  be  placed  on 
the  building  floor  plan  blue  prints  providing  the  number  of  outlets 
and  the  number  of  circuits  is  clearly  indicated  on  the  prints." 

Section  4.  Section  D-101  shall  be  amended  by  adding  the  fol- 
lowing exception  under  clause   (a). 

"EXCEPTION — Permits  will  not  be  required  for  electrical  work 
as  outlined  in  this  code  from  Public  Utilities  in  the  following  in- 
stances: 

(1)  Repairs  or  alterations  to  present  equipment. 

(2)  Meter  installation. 

(3)  New  Installations  which  do  not  exceed  one  thousand  dol- 
lars  ($1,000)   in  value  both  labor  and  material. 

Section  5.  Section  D-125  shall  be  stricken  out  and  in  lieu  thereof 
insert  the  following: 

"Any  person,  firm  or  corporation  engaged  in  the  business  of  or 
holding  themselves  out  to  the  public  as  engaged  in  the  business  of 
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installing'  or  repairing  or  contracting  to  install  or  repair  wires, 
conductors  and  equipment  used  within  buildings  or  on  any  lot  or 
premises  in  the  City  of  Indianapolis,  Indiana  for  the  transmission  of 
electric  current  for  electric  light,  power  or  signalling  purposes  cov- 
ered by  this  Code  or  any  other  laws  or  ordinances  affecting  the 
same,  together  with  the  fittings  for  the  same,  or  necessary  for  the 
proper  protection  of  the  said  wires,  conductors  and  equipment  in 
order  to  protect  life  and  property  against  fire  or  other  hazards  shall, 
before  being  granted  a  license  to  install  such  wires  conductors  or 
equipment,  execute  and  deliver  to  the  City  Controller  a  bond  in  the 
sum  of  Three  Thousand  ($3,000.00)  Dollars  made  payable  to  the  City 
of  Indianapolis,  such  bond  to  be  made  for  the  use  and  benefit  of  the 
owner  or  any  party  in  interest  in  the  property  where  any  such  per- 
son, firm  or  corporation  furnishes  any  material  or  does  any  work, 
or  performs  any  service  against  loss  or  damage  which  may  arise  by 
reason  of  the  work  done  or  the  material  furnished  being  in  violation 
of  the  requirements  of  this  Code  or  any  law  or  ordinance  or  regula- 
tion controlling  such  work.  Such  bond  shall  be  executed  with  any 
recognized  surety  company  who  is  responsible  and  is  authorized  to 
do  business  in  Marion  County,  Indiana.  Such  bond  shall  be  made 
for  a  period  of  one  year  and  shall  expire  December  31st  of  the  same 
year. 

Section  6.     Section  F-709  shall  be  added  and  shall  be  as  follows: 

Section  F-709— WATER  SHUT  OFF  VALVES  FOR  ALL  FIX- 
TURES. 

A  water  shut-off  valve  shall  be  placed  in  every  water  line  to 
every  fixture.  Such  water  shut-off  valve  shall  be  placed  in  a  readily 
accessible  location  and  shall  be  in  addition  to  the  regular  water 
valve  or  faucet  used  with  the  fixture,  and  shall  be  placed  as  near 
the  fixture  as  possible. 

Section  7.  That  wherever  the  definition  for  cement  and  lime 
mortar  appears  as  follows: 

Cement  and  Lime  mortar  shall  be  mixed  in  the  proportions  as 
follows: 

Pure  water;  1  cement;  1  lime;  6  sand;  mixed  by  volume,  the 
same  shall  be  stricken  out  and  in  lieu  thereof  insert  the  following: 

"Cement  and  lime  mortar  shall  be  mixed  in  proportion  as  fol- 
lows: 

One  (1)  part  lime;  three  (3)  parts  clean  sharp  sand;  pure 
water  and  at  least  ten  (10)  per  centi  of  Portland  cement  added  to 
the  above  by  volume." 

Section  8.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage  and  due  publication  as  required  by  law. 

Which  was  read  a  first  time  and  referred  to  the  Special 
Committee  on  Building  Code. 

By  Mr.  Clay  combe: 

GENERAL  ORDINANCE  NO.  116,  1925 
AN  ORDINANCE  to  amend  and  to  repeal  certain  portions  of  Gen- 
eral Ordinance  No.  46,  1925,  known  as  the  "Building  Code,"  ap- 
proved October  16,  1925. 
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Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian* 
apolis,  Indiana: 

Section  1.  That  General  Ordinance  No.  46,  1925,  approved  Oc- 
tober 16,  1925,  be  and  the  same  is  hereby  amended: 

First,  by  striking  out  the  following  words  in  Section  A-101 
thereof  to-wit:  "Electrical  Engineer,"  "Assistant  Electrical  Engineer" 
"at  least  three  and  not  over  six  Electrical  Inspectors"  and  by  in- 
serting in  said  Section  the  words  "Electrical  Wire  Inspector." 

Second,  by  striking  out  the  following  words  in  Section  A-102 
thereof  in  paragraph  (a)  to-wit:  "Electrical  and  Assistant  Electrical 
Engineer." 

Third,  by  striking  out  all  of  paragraph  (5)  under  sub-division 
(b)  of  said  Section  A-102  reading  as  follows:  "The  Chief  Electrical 
Inspector  and  all  Electrical  Inspectors  shall  be  practical  electricians 
who  have  been  active  in  the  duties  of  an  electrician  for  at  least 
four  (4)  years." 

Fourth,  by  striking  out  all  of  sub-division  (c)  under  Section 
A-103  of  said  Ordinance  and  by  inserting  in  lieu  thereof  the  follow- 
ing: "The  Electrical  Wire  Inspector  shall  be  an  Electricial  Engineer 
dul  yregistered  by  the  State  Board  of  Registration  of  Professional 
Engineers  and  Land  Surveyors,  and  he  shall  be  examined  on  the 
provisions  of  this  Code  regarding  electrical  wiring,  sufficient  to 
satisfy  the  Examining  Board." 

Fifth,  by  striking  out  of  Section  A-113  all  of  clause  (b)  thereof 
reading  as  follows:  "The  Commissioner  of  Buildings  upon  appoint- 
ment of  the  Board  of  Public  Safety  may  act  as  Electrical  Engineer." 

Sixth,  by  striking  out  the  following  words  and  figures  in  Sec- 
tion A-115  of  said  Ordinance  to-wit: 

Electrical    Engineer 3000.00 

Assistant  Electrical  Engineer  2500.00 

Seventh,  by  striking  out  of  said  Section  A-115  the  words  and 
figures:  "Electrical  Inspectors  each  2400.00"  and  by  inserting  in  lieu 
thereof  the  following:      "Electrical  Wire  Inspector  60.00." 

Eighth,  by  striking  out  of  and  from  paragraph  (b)  of  Section 
A-116  of  said  Ordinance  the  following  words  and  figures:  "Elec- 
trical Engineer  3000.00,  Assistant  Electrical  Engineer  2000.00." 

Ninth,  by  strikin  gout  of  and  from  Section  A-223  of  said  Ordi- 
nance all  of  paragraphs  (p)  and  (q)  and  the  following  words  and 
figures  in  paragraph   (x)   of  said  section  to-wit: 

"Electrical   work 50.00         1.00         2.00" 

Tenth,  by  striking  out  of  said  General  Ordinance  No.  46,  1925 
all  of  Section  A-228  thereof. 

Eleventh,  by  striking  out  of  said  Ordinance  all  of  Section  D-101 
thereof  and  by  inserting  as  Section  D-101  the  following: 

"Applications  for  Permits : 

"Any  person,  firm  or  corporation  desiring  to  place  or  install 
and  electrical  wiring  or  appartus  within  the  City  of  Indianapolis 
shall  first  make  application  to  the  Electrical  Wire  Inspector  at  least 
twelve  hours  before  the  time  for  commencement  of  such  wiring  or 
installation  on  an  application  blank  to  be  furnished  by  such  Inspec- 
tor." 

Twelfth,  by  striking  out  of  and  from  said  Ordinance  all  of  Sec- 
tion D-102  thereof  entitled  "Plans  and   Specifications." 
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Thirteenth,  by  striking  out  of  and  from  said  Ordinance  all  of 
Section  D-116  entitled  "Ordinary  Repairs"  and  all  of  Section  D-117 
entitled  "Illegal  Inspection". 

Fourteenth,  by  striking  out  of  Section  D-122  in  paragraph  (a) 
thereof  the  words  "Commissioner  of  Buildings"  and  by  inserting  in 
lieu  thereof  the  words  "Electrical  Wire  Inspector." 

Fifteenth,  by  striking  out  of  and  from  said  General  Ordinance 
No.  46,  1925  in  the  second  line  of  the  second  paragraph  under  sub- 
division (a),  of  Section  D-125  the  words  "Electrical  Engineer"  and 
inserting  in  lieu  thereof  the  words  "Electrical  Wire  Inspector". 

Sixteenth,  by  striking  out  of  the  second  and  third  lines  of  sub- 
division (c)  of  Section  D-125  the  words  "and  Electrical  Engineer  of 
the  Bureau  of  Buildings". 

Seventeenth,  by  inserting  after  the  word  "to"  and  before  the 
word!  "the"  in  the  twentieth  line  of  sub-division  (m)  of  said  Sec- 
tion D-125  the  words  "work  actually  performed  by"  and  by  adding 
after  the  word  "license"  and  before  the  word  "and"  in  the  following 
line  of  said  sub-division  the  words  "and  work  done  under  his  super- 
vision and  responsibility"  and  by  striking  out  of  the  following  line 
in  said  sub-division  the  words  "but  not  for  any  building  under  con- 
struction;" so  that  said  sentence  shall  read  as  follows:  "The  work 
done  under  such  license  shall  be  limited  to  work  actually  performed 
by  the  employee  named  in  such  license  and  work  done  under  his 
supervision  and  responsibility,  and  to  the  building  or  buildings 
owned  by  said  person,  firm  or  corporation;  and  said  Board  shall 
keep  a  proper  record  showing  the  name  and  address  of  each  person, 
firm  or  corporation  to  whom  such  permit  and  second  grade  license 
is  granted." 

Eighteenth,  by  re-numbering  and  re-lettering  the  sub-divisions 
and  sections  of  said  General  Ordinance  No.  46,  1925  to  conform  to 
these  amendments. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect 
from  and  after  its  passage,  approval  and  publication  according  to 
law. 

Anr  your  committee  would  respectfully  recommend  that  when 
said  General  Ordinance  No.  109,  1925  is  so  amended  that  the  same 
do  pass. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Building  Code. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

On  motion  of  Mr.  Wise,  General  Ordinance  No.  106  and 
Special  Ordinances  No.  8  and  9,  1925,  were  stricken  from 
the  files. 

ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  Appropriation  Ordinance  No.  40, 
1925,  for  second  reading,     t  was  read  a  second  time. 
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Mr.  King  moved  that  Appropriation  Ordinance  No.  40, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  pasage.    Carried. 

Appropriation  Ordinance  No.  40,  1925,  was  read  a  third 
time  and  failed  to  pas  by  the  following  vote: 

Ayes,  3,  viz. :  Messrs.  Bramblett,  King  and  President  Ben 
H.  Thompson. 

Noes,  5,  viz. :  Messrs.  Bernd,  Clauer,  Caycombe,  Ray  and 
Wise. 

Mr.  King  called  for  General  Ordinance  No.  108,  1925,  for 
second  reading,    t  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  108,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  108,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Ray  called  for  General  Ordinance  No.  102,  1925,  for 
second  reading.     It  was  read  a  second  tme. 

Mr.  Ray  moved  that  General  Ordinance  No.  102,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  102,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe,  King,  Ray,  Wise  and  President  Ben  H.  Thompson. 
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Mr.  Claycombe  called  for  General  Ordinance  No.  90, 
1925,  for  second  reading.     It  was  read  a  second  time. 

Mr.  Claycombe  moved  that  General  Ordinance  No.  90, 
1925,  be  read  a  third  time  and  placed  upon  its  passage.  Car- 
ried. 

General  Ordinance  No.  90,  1925,  was  read  a  third  time 
and  passed  by  the  followng  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  Resolution  No.  25,  1925,  1925,  for 
second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Resolution  No.  25,  1925,  be  read 
a  third  time  and  paced  upon  its  passage.     Carried. 

Resolution  No.  25,  1925,  was  read  a  third  time  and 
passed  by  the  following  vote : 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, King,  Ray,  Wise  and  President  Ben  PL  Thompson. 

Mr.  King  called  for  Resolution  No.  26,  1925,  for  second 
reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  Resolution  No.  26,  1925,  be  read  a 
third  time  and  placed  upon  ts  passage.    Carried. 

Resoluton  No.  26,  1925,  was  read  a  third  time  and  passed 
by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Claycombe  called  for  General  Ordinance  No.  107, 
1925,  for  second  reading.    It  was  read  a  second  time. 
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Mr.  Claycombe  moved  that  General  Ordnance  No.  107, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

General  Ordinance  No.  107,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bramblett,  Clauer,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Noes,  1,  viz.:  Mr.  Bernd. 

Mr.  King  called  for  Appropriation  Ordinance  No.  39, 
1925,  for  second  reading.    It  was  ead  a  second  time. 

Mr.  King  moved  that  Appropriation  Ordinance  No.  39, 
1925,  be  ordered  engrossed,  read  a  third  time  and  placed 
upon  its  passage.    Carried. 

Appropriation  Ordinance  No.  39,  1925,  was  read  a  third 
time  and  passed  by  the  following  vote: 

Ayes,  8,  viz.:  Messrs.  Bernd,  Bramblett,  Clauer,  Clay- 
combe, King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

On  motion  of  Mr.  Bernd,  the  Common  Council  at,  8:40 
o'clock  p.  m.,  adjourned. 


President. 


Attest: 


k   £lrMa^4 


City  Clerk. 
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REGULAR  MEETING 

The  Common  Council  of  the  City  of  Indianapolis  met  in 
the  Council  Chamber,  Monday  evening,  December  21,  1925, 
at  7:30  o'clock  in  regular  session,  President  Ben  H.  Thomp- 
son in  the  chair. 

Present:  The  Hon.  Ben  H.  Thompson,  President  of  the 
Common  Council,  and  six  members,  viz.:  Messrs.  Bernd, 
Bramblett,  Claycombe,  King,  Ray  and  Wise. 

Mr.  Bernd  moved  that  the  reading  of  the  Journal  be 
dispensed  with.    Carried. 

COMMUNICATIONS   FROM   THE    MAYOR. 

December  9,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana. 
Gentlemen : 

I  have  today  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  the  following  ordinances : 

Appropriotion  Ordinance  No.  39,  1925,  an  ordinance  appropriat- 
ing the  sum  of  Six  Thousand  ($6,000.00)  Dollars  from  any  unappropri- 
ated funds  of  the  City  of  Indianapolis,  to  the  Department  of  Law,  to 
pay  for  the  printing  of  the  report  of  the  Codification  Commission,  ap- 
pointed under  General  Ordinance  No.  137,  1924,  and  if  said  report  is 
passed  by  the  Common  Council,  as  an  ordinance,  to  print  the  same, 
together  with  the  original  Zoning  Ordinance,  with  all  amendments 
thereto,  without  maps,  the  Building  Code,  the  Appendix  and  Index 
as  the  Municipal  Code  of  1925,  also  to  provide  for  the  sale  and  dis- 
tribution thereof. 

General  Ordinance  No.  90,  1925,  an  ordinance  authorizing  the 
Board  of  Public  Safety  to  issue  permits  for  the  construction  and 
maintenance  of  Gas  Flash  Light  Signals  at  Railroad  and  Interurban 
crossing  and  at  dangerous  intersections  of  streets  in  the  City  of 
Indianapolis,  also  to  permit  advertising'  on  such  danger  signals,  and 
declaring  a  time  when  the  same  shall  take  effect. 

General  Ordinance  No.  102,  1925,  an  ordinance  providing  for  the 
installation  and  maintenance  of  railroad  crossing  danger  signal  de- 
vices at  certain  street  intersections  of  the  New  York,  Chicago  and 
St.  Louis  Railroad  Company,  and  Chicago,  Indianapolis  and  Louisville 
Railway  Company  tracks  within  the  City  of  Indianapolis,  providing  a 
penalty  for  the  violation  thereof  and  declaring  a  time  when  the  same 
shall  take  effect. 

General  Ordinance  No.  107,  1925,  an  ordinance  transferring  the 
sum  of  Two  Thousand  ($2000.00)  Dollars  from  the  City  Civil  En- 
gineer's Department,  Asphalt  Repair  Salaries  and  Wages  Fund, 
under  the  Department  of  Public  Works,  to  the  City  Civil  Engineer 
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Office  Salaries  Fund,  under  the  same  department,  and  declaring  a 
time  when  the  same  shall  take  effect. 

General  Ordinance  No.  108,  1925,  an  ordinance  authorizing  the 
sale  of  sixty-one  (61)  bonds  of  One  Thousand  ($1000)  Dollars,  each 
of  the  City  of  Indianapolis,  payable  from  the  general  revenues  and 
funds  of  said  city,  or  from  the  Sinking  Funds  of  said  city,  or  as  may 
be  required  by  law  for  the  purpose  of  procuring  money  to  pay  the 
city's  part  of  the  cost  of  improving  Baltimore  avenue  from  the  north- 
west property  line  of  Hillside  avenue  to  the  South  property  line  of 
Thirty -fourth  street;  also  to  pay  the  city's  part  of  the  cost  of  im- 
proving Hillside  avenue  from  the  north  line  of  the  brick  pave- 
ment just  south  of  the  north  property  line  of  Bloyd  avenue 
to  the  south  line  of  concrete  pavement  northeast  of  east  property  line 
of  Balimore  avenue  under  contracts  for  said  improvements  entered 
into  by  and  between  the  City  of  Indianapolis,  by  and  through  its 
Board  of  Public  Works,  with  the  approval  of  its  Mayor,  and  the 
County  of  Marion,  State  of  Indiana,  by  and  through  its  Board  of 
Commissioners,  as  provided  for  and  authorized  by  an  Act  of  the  Gen- 
eral Assembly  of  the  State  of  Indiana,  entitled  "An  Act  for  an  Act 
Concerning  the  Improvement  of  Streets  and  Public  Highways  in  Cities 
of  the  First  Class,  Which  Connect  with,  Extend  or  Continue  as  Hard 
Surface  Public  Highways  Beyond  the  Corporate  Limits  of  Such  City 
in  the  County  in  Which  Such  City  is  Located,  Providing  for  the  Assess- 
ment of  Part  of  the  Cost  of  Such  Improvement  Against  the  Abutting 
Real  Estate  and  That  the  Remainder  of  the1  Cost  of  Such  Improve- 
ment Shall  be  Paid  Equally  by  Such  City  and  the  County  in  Which 
Such  City  is  Located,  and  declaring  an  emergency,"  approved  March 
10,  1921,  and  fixing  a  time  when  the  same  shall  take  effect. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

December  16,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana. 
Gentlemen : 

I  have  approved,  signed  and  delivered  to  John  W.  Rhode- 
hamel,  City  Clerk,  Resolution  No.  26,  1925,  Whereas,  it  is  the  duty  of 
the  Common  Council  of  the  City  of  Indianapolis,  Indiana,  to  fix  the 
compensation  of  the  Board  of  Canvassers  of  the  City  of  Indianapolis 
for  canvassing  the  vote  of  the  SCity  Election,  held  in  said  city  on 
November  3,  1925. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 

December  16,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana. 
Gentlemen : 

For  good  and  sufficient  reasons  I  return  herewith  without  my 
approval  Resolution  No.  25,  1925.  You  will  find  attached  hereto  an 
opinion  from  Corporation  Counsel  James  M.  Ogden. 

Very  truly  yours, 

LEW  SHANK, 

Mayor. 
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REPORTS  FROM  CITY  OFFICERS. 
From  the  City  Controller: 

December  21,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana. 
Gentlemen : 

At  the  request  of  the  Board  of  Public  Safety,  I  am  sending  you 
herewith  copies  of  an  ordinance  providing  for  the  transfer  and  appro- 
priation of  the  sum  of  Fourteen  Hundred  and  Ten  ($1410)  Dollars, 
from  the  Fire  Fighting  Equipment  Fund  of  the  Fire  Department, 
under  the  Department  of  Public  Safety  to  the  Salary  Fund  of  the 
Electrical  Department  under  the  same  department. 

This  transfer  is  necessary  to  take  care  of  deficit  in  this  fund, 
caused  by  raise  in  salaries  in  Electrical  Department  in  July,  1925. 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS*.  L.  HOGUE, 

City  Controller. 
December  21,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  recom- 
mend to  the  Common  Council,  the  passage  of  an  ordinance  transfer- 
ring and  reappropriating  Fourteen  Hundred  and  Ten  ($1410)  Dollars 
from  the  Fire  Fighting  Equipment  Fund,  of  the  Fire  Department, 
under. the  Department  of  Public  Safety,  to  the  Salary  Fund  of  the 
Electrical  Department,  under  the   same  department. 

This  is  made  necessary  on  account  of  the  failure  to  appropriate 
sufficient  funds  to  take  care  of  the  increase  in  salaries  in  the  Elec- 
trical Department  made  in  July,  1925. 

You  will  find  hereto  attached  copies  of  an  ordinance  covering 
the  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

Bv  Oscar  O.  Wise, 
Executive  Secretary. 
December  21,  1925. 
To  the  President  and  Members  of  the  Common  Council  of  the  City  of 

Indianapolis,  Indiana. 
Gentlemen : 

At  the  request  of  the  Board  of  Safety,  I  am  sending  you  here- 
with copies  of  an  ordinance  providing  for  the  transfer  and  reappro- 
priation  of  the  sum  of  Five  Hundred  ($500.00)  Dollars,  from  the  Fire 
Fighting  Equipment  Fund,  of  the  Fire  Department,  under  the  De- 
partment of  Public  Safety,  to  the  Salary  Fund  of  the  Fire  Depart- 
ment under  tre  same  department. 

This  transfer  is  necessary  to  take  care  of  a  deficit  in  said  fund 
I  respectfully  recommend  the  passage  of  this  ordinance. 

Yours  very  truly, 

JOS.  L.  HOGUE. 

City   Controller. 


! 
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December  21,  1925. 
Mr.  Joseph  L.  Hogue, 
City  Controller, 
City. 
Dear  Sir: 

The  Board  of  Public  Safety  respectfully  requests  that  you  recom- 
mend to  the  Common  Council  for  passage,  an  ordinance  transferring 
and  reappropriating  the  sum  of  Five  Hundred  ($500.00)  Dollars  from 
the  Fire  Fighting  Equipment  Fund  of  the  Fire  Department,  under 
the  Department  of  Public  Safety  to  the  Salary  Fund  of  the  Fire  De- 
partment under  the  same  department. 

This  transfer  is  necessary  to  take  care  of  a  deficit  in  said  fund. 
Attached  hereto  you  will  find  copies  of  an  ordinance  covering  same. 

Yours  very  truly, 
BOARD  OF  PUBLIC  SAFETY, 

By  Oscar  O.  Wise, 
Executive  Secretary. 

From  the  City  Plan  Commission : 

December  18,  1925. 
To   the  Honorable  President   and  Members  of  the   Common  Council 

of  the  City  of  Indianapolis,  Indiana: 
Gentlemen : 

At  the  last  meeting  of  the  Council,  General  Ordinance  No.  112, 
1925,  was  introduced  on  recmmendation  of  the  City  Plan  Commission, 
and  the  same  has  been  advertised  for  public  hearing  at  8  p.  m., 
Monday,  December  21st. 

The  Commission  desires  to  make  further  study  of  the  terri- 
tories embraced  in  Section  2,  Clause  B,  and  Section  2,  Clause  C,  and 
"for  that  reason  respectfully  asks  and  recommends  that  General 
Ordinance  No.  112,  1925  be  amended  by  striking  out  these  two  clauses 
of   Section   2,   namely,    Clause   B    and    Clause    C. 

Respectfully, 

TOM  L.  DILLON, 
President  City  Plan  Commission. 

On  motion  of  Mr.  King,  Resolution  No.  25,  1925,  was 
pased  over  the  Mayor's  veto  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

INTRODUCTION  OF  GENERAL  AND   SPECIAL  ORDINANCES 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  118,  1925 

AN    ORDINANCE,    transferring    and    reappropriating    the    sum    of 

Fourteen   Hundred   and   Ten    ($1410.00)    Dollars,   from   the   Fire 

Fighting    Equipment    Fund   of   the   Fire    Department    under    the 

Department  of  Public  Safety,  to  the  Salary  Fund  of  the  Electrical 
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Department,  under  the  same  department,  and  declaring  a  time 

when  the  same  shall  take  effect. 

Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  and  reap- 
propriated  the  sum  of  Fourteen  Hundred  and  Ten  ($1410.00)  Dol- 
lars from  the  Fire  Fighting  Equipment  Fund  of  the  Fire  Depart- 
ment, under  the  Department  of  Public  Safety,  to  the  Salary  Fund  of 
the  Electrical  Department,  under  the   Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 


Mr.  King  moved  that  the  rules  be  suspended  and  General 
Ordinance  No.  118,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  118,  1925, 
for  second  reading.     It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  118,  1925, 
be  ordered  engrosed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  118,  1925,  was  read  a  third  time 
and  pased  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.    Bernd,    Bramblett,    Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 
By  the  City  Controller: 

GENERAL  ORDINANCE  NO.  119,  1925 
AN  ORDINANCE,  transferring  and  reappropriating  the  sum  of 
Five  Hundred  ($500.00)  Dollars  from  the  Fire  Fighting  Equip- 
men  Fund  of  the  Fire  Department,  under  the  Department  of 
Public  Safety,  to  the  Salary  Fund  of  the  Fire  Department,  under 
the  same  department,  and  declaring  a  time  when  the  same  shall 
take  affect. 
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Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indian- 
apolis, Indiana: 

Section  1.  That  there  be  and  hereby  is  transferred  and  reap- 
propriated  the  sum  of  Five  Hundred  ($500.00)  Dollars  from  the  Fire 
Fighting  Equipment  Fund  of  the  Fire  Department,  under  the  De- 
partment of  Public  Safety  to  the  Salary  Fund  of  the  Fire  Depart- 
ment under  the  Department  of  Public  Safety. 

Section  2.  This  ordinance  shall  be  in  full  force  and  effect  from 
and  after  its  passage. 

Which  was  read  a  first  time. 

Mr.  King  moved  that  the  rules  be  suspended  and  General 
Ordinance  No.  119,  1925,  be  placed  upon  its  passage. 

The  roll  was  called  and  the  rules  were  suspended  by  the 
following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  King  called  for  General  Ordinance  No.  119,  1925, 
for  second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  119,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 

General  Ordinance  No.  119,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote : 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

By  the  City  Plan  Commission: 

GENERAL  ORDINANCE  No.  120 
AN  ORDINANCE  to  amend  the  Officitl  Thoroughfare  Plan  of  the 
City  of  Indianapolis  as  adopted  and  established  by  General  Ordi- 
nance No.  9,  1925,  entitled,  "An  ordinance  for  the  adoption  of  an 
Official  Thoroughfare  Plan  for  the  City  of  Indianapolis." 
Be  It  Ordained  by  the  Common  Council  of  the  City  of  Indiana- 
polis, Indiana'. 

Section  1.  That  sheet  Center  28  of  the  map  of  the  Official 
Thoroughfare  Plan  of  the   City  of  Indianapolis,   as  designated   and 
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made  a  part  of  General  Ordinance  No.  9,  1925,  by  Section  1  thereof, 
be  amended  and  changed  so  as  to  show  the  opening  and  widening  of 
the  following: 

A.  Beginning  at  a  point  in  the  north  property  line  of  Bates 
street,  said  point  being  5  feet  west  of  the  west  property  line  of  Shelby 
street;  thence  north  parallel  to  the  west  propery  line  of  Shelby  street 
extended  north  to  the  south  property  line  of  Waashington  street; 
extended  north  to  the  south  property  line  of  Washington  street; 
point  5  feet  east  of  the  east  property  line  of  Shelby  street  extended 
north;  thence  south  parallel  to  the  east  property  line  of  Shelby  street 
extended  north  to  the  north  property  line  of  Bates  street;  thence 
west  along  the  north  property  line  of  Bates  street  to  the  point  or 
place  of  beginning. 

Section  2.  That  sheet  Center  28  of  the  map  of  the  Official 
Thoroughfare  Plan  of  the  City  of  Indianapolis,  as  designated  and 
made  a  part  of  General  Ordinance  No.  9,  1925,  by  Section  1  thereof, 
be  amended  so  as  to  remove  the  following: 

A.  The  proposed  opening  of  Shelby  street  northeast  from  the 
north  property  line  of  Bates  street  to  its  intersection  with  Cruse 
street,  and  the  proposed  widening  of  Cruse  street  from  Maryland 
sreet  to  Southeastern  avenue,  and  the  proposed  opening  of  Cruse 
street  from  Southeastern  avenue  to  Washington  street. 

Section  3.  And  when  so  amended  and  changed  in  accordance 
with  the  provisions  of  this  ordinance,  that  said  sheet  Center  28  of 
said  map  shall  be  and  constitute  a  part  of  the  Official  Thoroughfare 
Plan  of  the  City  of  Indianapolis.  JOHN  E.  KING. 

Which  was  read  a  first  time  and  referred  to  the  Com- 
mittee on  Finance. 

INTRODUCTION  OF  MISCELLANEOUS  BUSINESS. 

At  8:00  o'clock  p.  m.  a  public  hearing  was  held  on  Gen- 
eral Ordinance  No.  112,  1925. 

By  Mr.  Ray: 

RESOLUTION  NO.  27,  1925. 

WHEREAS  the  Indianapolis  American  Legion  is  holding  a  mem- 
bership campaign  indorsed  by  the  Mayor  and  other  city  officials,  and 

WHEREAS,  the  organization  stands  for  the  highest  type  of 
patriotism  and  usefulness,  boosting  the  city's  welfare, 

THEREFORE,  BE  IT  RESOLVED,  by  this  Council  that  all  en- 
couragement and  endorsement  be  afforded  to  this  campaign  for  mem- 
bers. OTTO  RAY. 

Which  was  adopted  on  motion  of  Mr.  Ray. 

On  motion  of  Mr.  Wise  General  Ordinances  No.  115  and 
116,  1925,  were  stricken  from  the  files. 
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On  motion  of  Mr.  King  Appropriation  Ordinance  No.  37, 
1925,  was  stricken  from  the  files. 

ORDINANCES  ON  SECOND  READING. 

Mr.  King  called  for  General  Ordinance  110,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  King  moved  that  General  Ordinance  No.  110,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
pasage.     Carried. 

General  Ordinance  No.  110,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Ray  caled  for  General  Ordinance  No.  113,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  113,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.     Carried. 

General  Ordinance  No.  113,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  7,  viz.:  Messrs.  Bernd,  Bramblett,  Claycombe, 
King,  Ray,  Wise  and  President  Ben  H.  Thompson. 

Mr.  Ray  called  for  General  Ordinance  No.  114,  1925,  for 
second  reading.    It  was  read  a  second  time. 

Mr.  Ray  moved  that  General  Ordinance  No.  114,  1925, 
be  ordered  engrossed,  read  a  third  time  and  placed  upon  its 
passage.    Carried. 
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General  Ordinance  No.  114,  1925,  was  read  a  third  time 
and  passed  by  the  following  vote: 

Ayes,  6,  viz. :   Messrs.    Bernd,    Bramblett,    Caycombe, 
King,  Ray  and  Wise. 

Noes,  1,  viz. :  President  Ben  H.  Thompson. 

On  motion  of  Mr.  Claycombe,  the  Common  Council  at 
9:30  o'cock  p.  m.,  adjourned. 


President. 


Attest : 


City  Clerk, 


1 


HECKMAN 

BINDERY  INC. 


^MAY   89 


N.  MANCHESTER, 
INDIANA  46962 


